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RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


General Information 


‘ls The 2012 edition of the Rules and Regulations for the Classification of Special Service Craft is a complete reprint of the 
2011 edition, consisting of 8 books. 
Volume 1, Part 1 Regulations 
Rules for the Manufacture, Testing and Certification of Materials 
Volume 8, Part 3 General Requirements and Constructional Arrangement 
Volume 3, Part 4 Additional Requirements for Yachts 
Volume 3, Part 5 Design and Load Criteria 
Volume 4, Part 6 Hull Construction in Steel 
Volume 5, Part 7 Hull Construction in Aluminium 
Volume 6, Part 8 Hull Construction in Composite 
Volume 7, Part 9 General Requirements for Machinery 
Volume 7, Part 10 Prime Movers 
Volume 7, Part 11 Transmission Systems 
Volume 7, Part 12 Propulsion Devices 
Volume 7, Part 13 Shaft Vibration and Alignment 
Volume 7, Part 14 Steering Systems 
Volume 7, Part 15 Piping Systems and Pressure Plant 
Volume 7, Part 16 Control and Electrical Engineering 
Volume 8, Part 17 Fire Protection, Detection and Extinction 
2. A decimal notation system has been adopted throughout. Five sets of digits cover the divisions, i.e. Part, Chapter, 


Section, sub-Section and paragraph. The textual cross-referencing within the text is as follows, although the right-hand 


digits may be added or omitted depending on the degree of precision required: 

In same Chapter, e.g. see 2.1.3 (i.e. down to paragraph). 

In same Part but different Chapter, e.g. see Ch 3,2.1 (i.e. down to sub-Section). 
In another Part, e.g. see Pt 5, Ch 1,3 (i.e. down to Section). 


(a) 
(b) 
(Cc) 


The cross-referencing for Figures and Tables is as follows: 


(a) 
(b) 
(Cc) 


In same Chapter, e.g. as shown in Fig. 2.3.5 (i.e. Chapter, Section and Figure Number). 


In same Part but different Chapter, e.g. as shown in Fig. 2.3.5 in Chapter 2. 
In another Part, e.g. see Table 2.7.1 in Pt 3, Ch 2. 


The primary changes from the 2011 edition of the Rules are identified in the Guide Book. The effective dates of the 
indicated changes are 1 January 2012 and 1 July 2012. 


Until the next edition of the Rules and Regulations for the Classification of Special Service Craft is published, Rule change 
Notices and/or Corrigenda, as necessary, will be published on the LR Webstore — www.webstore.Irorg — and will be 
available for downloading free of charge. It is not intended at this time to publish hard copies of future Rule Notices to 
Existing Rules. 


In this publication, a shortened version of the Notice has been reproduced listing all the paragraphs that have been 
altered since the last edition of the Rules. It is followed by a comprehensive Contents list of all books in the set, showing 
all the titles down to Section level. 
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RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Notice - Summary of Changes 


Summary of Changes from the 2011 Rules 


Ch__ Section Para Section Title Status Notice 
Part 1 Effective Date 1 January 2012 
3 4 4.3.5 In-water surveys Paragraph amended 3 
Ch__ Section Para Section Title Status Notice 
Part 1 Effective Date 1 July 2012 
2 1 1.1.138to 1.1.15 | General Paragraphs amended 4 
2 3 3.5.5 Character of classification and Paragraph amended 4 
class notations 
2 3 3.6.2 Character of classification and Paragraph amended 4 
class notations 
2 3 3.8.1 Character of classification and Paragraph amended 4 
class notations 
2 3 3.8.5 Character of classification and New paragraph added 4 
class notations 
Ch__ Section Para Section Title Status Notice 
Rules for the Manufacture, Testing and Certification of Materials Effective Date 1 July 2012 
1 4 4.1.1 General requirements for Paragraph amended 1 
manufacture 
a] 5 5.4.2 Non-destructive examinations Paragraph amended 1 
I 5 5.4.3 Non-destructive examinations New paragraph added 1 
1 5 5.5.1 Non-destructive examinations Paragraph amended 1 
1 6 Table 1.6.1 References Table amended 1 
2 1 1.2.3 General requirements for testing Paragraph amended 1 
3 1 1.541 General requirements New paragraph added 1 
3 1 1.5.1 to 1.5.2 General requirements Existing paragraphs renumbered and amended 
3 1 1.5.4 General requirements New paragraph added 1 
3 1 1.5.3 to 1.5.4 General requirements Paragraphs deleted 1 
3 1 135:5 General requirements Existing paragraph renumbered and amended 1 
3 1 1.5.6 to 1.5.7 General requirements Existing paragraphs renumbered 1 
3 1 1.5.8 General requirements Existing paragraph renumbered and amended 1 
3 1 1.5.9 General requirements Existing paragraph renumbered 1 
3 1 1.5.10 General requirements Paragraph deleted 1 
3 1 1.5.11 to 4.5512 General requirements New paragraphs added 1 
3 1 1:5. General requirements Existing paragraph renumbered and amended 1 
3 1 1.5.12 General requirements Existing paragraph renumbered 1 
3 1 1.5.15 General requirements New paragraph added 1 
3 1 1.7.4 General requirements References amended 1 
3 1 Fig. 3.1.1 General requirements New Figure added 1 
3 1 Fig. 3.1.1 General requirements Existing Figure renumbered 1 
3 3 3.1.2 High strength steels for ship and New paragraph added 1 
other structural applications 
3 3 3.1.210 3.1.5 High strength steels for ship and Existing paragraphs renumbered q 
other structural applications 
3 3 3.4.1 High strength steels for ship and Paragraph amended 1 
other structural applications 
3 3 8.4.2 High strength steels for ship and References amended 1 
other structural applications 
3 3 3.4.4 High strength steels for ship and New paragraph added 1 
other structural applications 
3 3 3.4.4 to 3.4.7 High strength steels for ship and Existing paragraphs renumbered 1 
other structural applications 
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RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Notice - Summary of Changes 


Ch Section 


Para 


Section Title 


Status 


Notice 


Rules for the Manufacture, Testing and Certification of Materials (cont’d) 


Effective Date 1 July 2012 


3 
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3.5.1 


3.6.1 


3.6.7 


3.6.7 to 3.6.9 


3.6.8 


3.8.1 


Table 3.3.1 


Table 3.3.3 


Tables 3.3.3-3.3.6 


Table 3.3.3 


Table 3.3.4 


Table 3.3.6 


Table 4.2.2 


1.8.7 
2.5.7 


3.5.1 

3.5.4 

Table 5.3.4 
WAS 

WAS 

1.1.5 to 1.1.6 
1.8.3 

Table 8.1.3 
Table 8.1.4 
4.6.8 

1.8.1 

Table 11.1.1 
3.1.6 to 3.1.7 


3.2.2 


3.2.2 to 3.2.5 


3.3.2 


3.3.2 to 3.3.12 


3.3.4 


3.5.2 


3.5.2 to 3.5.5 


3.5.3 


3.7.3 


High strength steels for ship and 
other structural applications 
High strength steels for ship and 
other structural applications 
High strength steels for ship and 
other structural applications 
High strength steels for ship and 
other structural applications 
High strength steels for ship and 
other structural applications 
High strength steels for ship and 
other structural applications 
High strength steels for ship and 
other structural applications 
High strength steels for ship and 
other structural applications 
High strength steels for ship and 
other structural applications 
High strength steels for ship and 
other structural applications 
High strength steels for ship and 
other structural applications 
High strength steels for ship and 
other structural application 
Castings for ship and other 
structural applications 
General requirements 
Forgings for ship and other 
structural applications 


on 


Forgings for shafting and machinery 
Forgings for shafting and machinery 
Forgings for shafting and machinery 


Plates, bars and sections 
Plates, bars and sections 
Plates, bars and sections 
Plates, bars and sections 
Plates, bars and sections 
Plates, bars and sections 
Studless mooring chain cables 
General 
General 
Electrodes for manual and gravity 
welding 
Electrodes for manual and gravity 
welding 
Electrodes for manual and gravity 
welding 
Electrodes for manual and gravity 
welding 
ectrodes for manual and gravity 
welding 
Electrodes for manual and gravity 
welding 
ectrodes for manual and gravity 
welding 
Electrodes for manual and gravity 
welding 
ectrodes for manual and gravity 
welding 
Electrodes for manual and gravity 
welding 


m 


m 


m 


References amended 
References amended 

New paragraph added 

Existing paragraphs renumbered 
Reference amended 

Reference amended 

Table amended 

New Table added 


Existing Tables renumbered 


Existing Table renumbered and amended 


Existing Table renumbered and amended 


Existing Table renumbered and amended 


Table amended 


Paragraph amended 
Paragraph amended 


Paragraph amended 
Paragraph amended 
Table amended 
Paragraph amended 
New paragraph added 
Existing paragraphs renumbered 
Paragraph amended 
Table amended 

Table amended 
Reference amended 
Paragraph amended 
Table amended 
Paragraphs amended 


New paragraph added 

Existing paragraphs renumbered 
New paragraph added 

Existing paragraphs renumbered 
Paragraph amended 

New paragraph added 

Existing paragraphs renumbered 
Reference amended 


Reference amended 
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RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Notice - Summary of Changes 


Ch Section 


Para 


Section Title 


Status 


Notice 


Rules for the Manufacture, Testing and Certification of Materials (cont’d) 


Effective Date 1 July 2012 


1 3 
i 3 
4 3 
Wl 3 
14 4 
am) 4 
11 4 
1 4 
am) 4 
se 4 
7a 4 
am) 4 
11 4 
14 5 
14 5 
am) 5 
a) 5 
a) 5 
ble 5 
a) 5 
a) 5 
1 5 
11 7 
1 7 


Table 11.3.4 


Table 11.3.4 


Table 11.3.2 


Table 11.3.3 


4.1.8 to 4.1.9 


4.3.2 


4.3.2 to 4.3.8 


4.4.2 


4.7.1 


Table 11.4.4 


Table 11.4.4 


Table 11.4.2 


Table 11.4.3 


5.1.14 to 5.1.15 


5.2.3 


5.2.3 to 5.2.14 


5.2.7 


5.3.2 


5.3.3 


5.3.3 to 5.3.6 


Table 11.5.4 


Table 11.5.4 


7.1.9 to 7.1.10 


C22 


Electrodes for manual and gravity 
welding 
Electrodes for manual and gravity 
welding 
Electrodes for manual and gravity 
welding 
Electrodes for manual and gravity 
welding 
Wire-flux combinations for 
submerged-arc automatic weldin 
Wire-flux combinations for 
submerged-arc automatic weldin 
Wire-flux combinations for 
submerged-arc automatic weldin 
Wire-flux combinations for 
submerged-arc automatic weldin 
Wire-flux combinations for 
submerged-arc automatic weldin 
Wire-flux combinations for 
submerged-arc automatic weldin 
Wire-flux combinations for 
submerged-arc automatic weldin 
Wire-flux combinations for 
submerged-arc automatic weldin 
Wire-flux combinations for 
submerged-arc automatic weldin 
Wires and wire-gas combinations 
for manual, semi-automatic and 
automatic welding 
Wires and wire-gas combinations 
for manual, semi-automatic and 
automatic welding 
Wires and wire-gas combinations 
for manual, semi-automatic and 
automatic welding 
Wires and wire-gas combinations 
for manual, semi-automatic and 
automatic welding 
Wires and wire-gas combinations 
for manual, semi-automatic and 
automatic welding 
Wires and wire-gas combinations 
for manual, semi-automatic and 
automatic welding 
Wires and wire-gas combinations 
for manual, semi-automatic and 
automatic welding 
Wires and wire-gas combinations 
for manual, semi-automatic and 
automatic welding 
Wires and wire-gas combinations 
for manual, semi-automatic and 
automatic welding 
Consumables for use in one-side 
welding with temporary backing 
materials 
Consumables for use in one-side 
welding with temporary backing 
materials 


Table deleted 
New Table added 
Table amended 
Table amended 


Paragraphs amended 


g 
New paragraph added 


g 
Existing paragraphs renumbered 


g 
Paragraph amended 


g 
Paragraph amended 


g 
Table deleted 


g 
New table added 


g 
Table amended 


g 
Table amended 


g 
Paragraphs amended 


New paragraph added 


Existing paragraphs renumbered 


Reference amended 


Reference amended 


New paragraph added 


Existing paragraph renumbered 


Table deleted 


New Table added 


Paragraphs amended 


New paragraph added 


1 
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RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Notice - Summary of Changes 


Ch Section 


Para 


Section Title 


Status 


Notice 


Rules for the Manufacture, Testing and Certification of Materials (cont'd) 


Effective Date 1 July 2012 


11 


7 


7.2.2 10 7.2.7 


7.2.4 


7.3.2 


C332 


7.3.3 


7.3.4 


7.3.4 to 7.3.7 


Table 11.7.1 


Table 11.7.1 


9.5.3 


2.12.4 


2.15.7 


2.15.8 


2.15.9 


Table 12.2.2 


Table 12.2.3 


Tables 12.2.3-5 


Table 12.4.10 


2.2.2 


2.12.6 


4.15.1 


8.3.2 


8.3.2 to 8.3.3 


8.4.1 


Table 13.8.1 


Tables 13.8.1-2 


ae 


Consumables for use in one-side 
welding with temporary backing 
materials 

Consumables for use in one-side 
welding with temporary backing 
materials 

Consumables for use in one-side 
welding with temporary backing 
materials 

Consumables for use in one-side 
welding with temporary backing 
materials 

Consumables for use in one-side 
welding with temporary backing 
materials 

Consumables for use in one-side 
welding with temporary backing 
materials 

Consumables for use in one-side 
welding with temporary backing 
materials 

Consumables for use in one-side 
welding with temporary backing 
materials 

Consumables for use in one-side 
welding with temporary backing 
materials 

Consumables for welding 
aluminium alloys 

Welding Procedure Qualification 

Tests for Steels 

Welding Procedure Qualification 

Tests for Steels 

Welding Procedure Qualification 

Tests for Steels 

Welding Procedure Qualification 

Tests for Steels 

Welding Procedure Qualification 

Tests for Steels 

Welding Procedure Qualification 

Tests for Steels 

Welding Procedure Qualification 

Tests for Steels 

Welding Procedure Qualification 
Tests for Steels 

Specific requirements for ship hull 
structure and machinery 

Specific requirements for ship hull 
structure and machinery 

Specific requirements for fusion 
welded pressure vessels 

Specific requirements for welded 

aluminium 

Specific requirements for welded 

aluminium 

Specific requirements for welded 

aluminium 

Specific requirements 

aluminium 

Specific requirements 

aluminium 


£ 


£ 


£ 
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£, 


£, 


£, 


or welded 


£, 


or welded 


Existing paragraphs renumbered 


Reference amended 


New paragraph added 


Existing paragraph renumbered 


Existing paragraph renumbered and amended 


Reference amended 


Existing paragraphs renumbered 


Table deleted 


New table added 


Reference amended 
Paragraph amended 
Reference amended 
Paragraph amended 
References amended 
Table amended 

New Table added 
Existing Tables renumbered 
Table amended 
Paragraph amended 
Paragraph amended 
Paragraph amended 


New paragraph added 


Existing paragraphs renumbered 


References amended 
New Table added 


Existing Tables renumbered 


1 
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RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Notice - Summary of Changes 


Ch Section Para Notice 


Effective Date 1 July 2012 


Section Title Status 


Rules for the Manufacture, Testing and Certification of Materials (cont’d) 


14 2 2.6.4 Tests on polymers, resins, Paragraph amended 1 
reinforcement and associated 
materials 

14 2 2.11.2 Tests on polymers, resins, Paragraph amended 1 
reinforcement and associated 
materials 

14 3 Table 14.3.5 Testing procedures Table amended 1 

14 5 5.14 to 5.14.1 Control of material quality for New sub-Section added 1 
composite construction 

14 5 5.14 Control of material quality for Existing sub-Section renumbered 1 
composite construction 

14 5 Table 14.5.8 Control of material quality for New Table added 1 
composite construction 

Ch__ Section Para Section Title Status Notice 


Part 3 Effective Date 1 January 2012 
1 7 Table 1.7.1 Inspection, workmanship and Table amended 1 
testing procedures 
5 6 6.8.3 Anchor cable Paragraph deleted 1 
5 6 6.8.3 to 6.8.5 Anchor cable New paragraphs added 1 
5 9 9.4.1 Structural details Paragraph amended 1 
5 9 9.4.2 Structural details Paragraph deleted 1 
Ch__ Section Para Section Title Status Notice 
Part 3 Effective Date 1 July 2012 
2 6 6.6.4 Machinery space arrangements Paragraph amended 4 
2 8 8.5.1 Particular requirements for Paragraph amended 4 
multi-hulls 
2 9 9to 9.5.1 Navigation in ice New Section added 4 
3 1 1.3.1 General Paragraph amended 4 
3 2 2.17.3 to 2.17.5 Rudders Paragraphs deleted 4 
3 2 2.17.2 t0 2.17.3 Rudders New paragraphs added 4 
3 2 2.18.2 Rudders Paragraph amended 4 
3 2 2.19.8 Rudders New paragraph added 4 
4 7 7.5.3 to 7.5.4 Portlights, windows and viewing Paragraphs amended 4 
ports, skylights and glass walls 
4 7 7.9.1 Portlights, windows and viewing Paragraph amended 4 
ports, skylights and glass walls 
4 7 7.12.5 Portlights, windows and viewing Paragraph amended 4 
ports, skylights and glass walls 
4 L 7.16 to 7.16.8 Portlights, windows and viewing New sub-Section added 4 
ports, skylights and glass walls 
4 L Fig. 4.7.2 Portlights, windows and viewing New Figure added 4 
ports, skylights and glass walls 
4 14 11.4.2 Ventilators New paragraph added 4 
4 11 11.4.2to 11.4.7 — Ventilators Existing paragraphs renumbered 4 
5 3 3.3.1 Service group factors Paragraph amended 4 
5 6 6.4.1 Anchor cable Paragraph amended 4 
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RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Notice - Summary of Changes 


Ch___ Section Para Section Title Status Notice 
Part 4 Effective Date 1 July 2012 
2 8 8.1.1 to 8.1.2 Navigation in first-year ice Paragraphs deleted 4 
conditions 
2 8 8.1.1 Navigation in first-year ice New paragraph added 4 
conditions 
2 8 8.1.3 Navigation in first-year ice Existing paragraph renumbered 4 
conditions 
2 ) 9 to 9.1.2 Support yacht craft New Section added 4 
3 1 V2 Hull design and construction Paragraph amended 4 
parameters 
3 5 5.1.3 Deck fittings Paragraph amended 4 
Ch__ Section Para Section Title Status Notice 
Part 5 Effective Date 1 July 2012 
2 2 Table 2.2.1 Definitions and symbols Table amended 4 
3 2 Table 3.2.2 Nomenclature and design factors Table amended 4 
4 2 Table 4.2.1 Nomenclature and design factors Table amended 4 
5 2 2.2.1 Hull girder load criteria for Paragraph amended 4 
mono-hull craft 
5 3 3.2.1 Hull girder load criteria for Paragraph amended 4 
multi-hull craft 
5 4 4.2.1 to 4.2.3 Primary load criteria for multi-hull Paragraphs amended 4 
craft 
5 4 4.3.1 Primary load criteria for multi-hull Paragraph amended 4 
craft 
5 4 4.3.4 to 4.3.5 Primary load criteria for multi-hull Paragraphs amended 4 
craft 
Ch__ Section Para Section Title Status Notice 
Part 6 Effective Date 1 July 2012 
4 7 2A Bulkheads and deep tanks Paragraph amended 4 
5 3 Table 5.3.1 Vehicle decks Table amended 4 
5 6 6.3.1 Helicopter landing areas Paragraph amended 4 
5 6 6.3.2 Helicopter landing areas Paragraph deleted 4 
5 6 6.4 Helicopter landing areas Sub-Section retitled 4 
5 6 6.4.1 Helicopter landing areas Paragraph amended 4 
5 6 Table 5.6.2 Helicopter landing areas Table amended 4 
5 7 7.1.1 Strengthening requirements for New paragraph added 4 
navigation in ice conditions 
5 ri 7.1.1 to 7.3.1 Strengthening requirements for Paragraphs deleted 4 
navigation in ice conditions 
5 7 74 Strengthening requirements for Existing sub-Section renumbered 4 
navigation in ice conditions 
5 if 7.41 Strengthening requirements for Paragraph deleted 4 
navigation in ice conditions 
5 7 7.4.2 Strengthening requirements for Existing paragraph renumbered 4 
navigation in ice conditions 
5 7 7.4.3 to 7.4.4 Strengthening requirements for Paragraphs deleted 4 
navigation in ice conditions 
5 7 7.4.5 Strengthening requirements for Existing paragraph renumbered 4 
navigation in ice conditions 
5 7 7.5 to 7.9.6 Strengthening requirements for Paragraphs deleted 4 


navigation in ice conditions 
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RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Notice - Summary of Changes 


Ch__ Section Para Section Title Status Notice 
Part 7 Effective Date 1 July 2012 
2 2 2.4.1 Materials Paragraph amended 4 
2 2 Table 2.2.1 Materials Table deleted 4 
4 7 C224 Bulkheads and deep tanks Paragraph amended 4 
5 6 6.3.1 Helicopter landing areas Paragraph amended 4 
is) 6 6.4 Helicopter landing areas Sub-Section retitled 4 
ie) 6 6.4.1 Helicopter landing areas Paragraph amended 4 
5 6 Table 5.6.2 Helicopter landing areas Table amended 4 
5 7 7.1.1 Strengthening requirements for New paragraph added 4 
navigation in ice conditions 

5 7 7.1.1 to 7.3.1 Strengthening requirements for Paragraphs deleted 4 
navigation in ice conditions 

5 f 7.4 Strengthening requirements for Existing sub-Section renumbered 4 
navigation in ice conditions 

5 7 7.4.1 Strengthening requirements for Existing paragraph renumbered and amended 4 
navigation in ice conditions 

5 7 7.4.2 Strengthening requirements for Existing paragarph renumbered 4 
navigation in ice conditions 

5 f 7.4.3 to 7.4.4 Strengthening requirements for Paragraphs deleted 4 
navigation in ice conditions 

5 7 7.4.5 Strengthening requirements for Existing paragraph renumbered 4 
navigation in ice conditions 

5 7 7.5 Strengthening requirements for Existing sub-Section renumbered 4 
navigation in ice conditions 

5 7 7.5.1 to 7.5.4 Strengthening requirements for Paragraphs deleted 4 
navigation in ice conditions 

5 7 L019 Strengthening requirements for Existing paragraph renumbered 4 
navigation in ice conditions 

i) 7 7.5.6 to 7.9.6 Strengthening requirements for Paragraphs deleted 4 
navigation in ice conditions 

Ch__ Section Para Section Title Status Notice 


Part 8 Effective Date 1 July 2012 
2 1 1.4.1 General requirements New paragraph added 4 
2 1 1.4.1 to 1.4.3 General requirements Existing paragraphs renumbered 4 
2 2 2.16.1 Materials Paragraph amended 4 
2 3 3.3.4 General construction process Paragraph amended 4 
2 3 3.9.14 to 3.9.15 General construction process Paragraphs deleted 4 
2 3 3.9.16 to 3.9.19 General construction process Existing paragraphs renumbered 4 
2 4 4.5 to 4.5.2 Additional procedures for Sub-Section deleted 4 

sandwich construction 
2 5 5.7.2 Details and fastenings Paragraph amended 4 
2 5 5.9 Details and fastenings Sub-Section retitled 4 
2 ] S.12A Details and fastenings Paragraph amended 4 
2 5 5.12.2 Details and fastenings Paragraph deleted 4 
2 5 5.12.2 Details and fastenings New paragraph added 4 
3 1 1.2.3 General Paragraph amended 4 
3 1 1.2.4 General New paragraph added 4 
3 1 1.2.4 General Existing paragraph renumbered 4 
3 1 1.2.6 General Paragraph deleted 4 
3 1 Sal General Paragraph amended 4 
3 1 1.18.11 to 1.13.13 General Paragraphs deleted 4 
3 1 1.18.14 to 1.13.16 General Existnig paragraphs renumbered 4 
3 1 1.20.2 General Paragraph amended 4 
3 il Fig. 3.1.3 General Figure deleted 4 
3 1 Table 3.1.1 General Table retitled and amended 4 
3 1 Table 3.1.2 General Table retitled and amended 4 
3 1 Tables 3.1.3-7 General New Tables added 4 
3 1 Tables 3.1.3-5 General Existing Tables renumbered 4 
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RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Notice - Summary of Changes 


Ch__ Section Para Section Title Status Notice 
Part 8 (cont’d) Effective Date 1 July 2012 
3 | Table 3.1.11-12 General New Tables added 4 
3 2 2.3.1 Minimum thickness requirements Paragraph amended 4 
3 2 2.4 Minimum thickness requirements Sub-Section retitled 4 
3 2 2.4.1 to 2.4.2 Minimum thickness requirements Paragraphs amended 4 
3 2 2.5't0'2.5.5 Minimum thickness requirements New sub-Section added 4 
3 2 ZO Minimum thickness requirements — Existing sub-Section renumbered 4 
3 2 25.2. Minimum thickness requirements — Existing paragraph renumbered and amended 4 
3 2 2.6 to 2.6.4 Minimum thickness requirements Sub-Section deleted 4 
3 2 2.9.1 Minimum thickness requirements Paragraph amended 4 
3 2 Fig. 3.2.1 Minimum thickness requirements — Figure deleted 4 
3 2 Table 3.2.2 Minimum thickness requirements New Table added 4 
3 3 3.4.5 Shell envelope laminate Paragraph amended 4 
3 3 35:5 Shell envelope laminate Paragraph amended 4 
3 3 3.6.1 Shell envelope laminate Paragraph amended 4 
3 3 3.14.1 to 3.14.2 Shell envelope laminate Paragraphs amended 4 
3 3 3.14.3 Shell envelope laminate New paragraph added 4 
3 3 3.15.14 Shell envelope laminate Paragraph amended 4 
3 3 Fig. 3.3.3 Shell envelope laminate New Figure added 4 
3 3 Fig. 3.3.3 Shell envelope laminate Existing Figure renumbered 4 
3 4 4.19.5 Shell evelopev framing Paragraph amended 4 
3 5 5.22. Single bottom structure and Paragraph amended 4 
appendages 

3 6 6.6.4 Double bottom structure Paragraph amended 4 

3 6 6.9.6 Double bottom structure Paragraph amended 4 

3 7 7.3.6 Bulkheads and deep tanks Paragraph amended 4 

3 f 7.4.6 Bulkheads and deep tanks Paragraph amended 4 

3 if 7.16.5 Bulkheads and deep tanks Paragraph amended 4 

3 8 8.3.5 Deck structures Paragraph amended 4 

3 8 8.4.5 Deck structures Paragraph amended 4 

3 8 8.6.5 Deck structures Paragraph amended 4 

3 8 8.12.6 Deck structures Paragraph amended 4 

3 8 8.12.8 Deck structures Paragraph amended 4 

3 8 Fig. 3.8.2 Deck structures Figure retitled 4 

3 9 9.1.8 Superstructures, deckhouses and New paragraph added 4 
bulwarks 

3 9 9.3.5 Superstructures, deckhouses and Paragraph amended 4 
bulwarks 

3 9 9.4.5 Superstructures, deckhouses and Paragraph amended 4 
bulwarks 

3 9 9.5.5 Superstructures, deckhouses and Paragraph amended 4 
bulwarks 

3 9 9.6.5 Superstructures, deckhouses and Paragraph amended 4 
bulwarks 

3 9 9.7.5 Superstructures, deckhouses and Paragraph amended 4 
bulwarks 

3 9 9.8.5 Superstructures, deckhouses and Paragraph amended 4 
bulwarks 

3 9 9.25.6 Superstructures, deckhouses and Paragraph amended 4 
bulwarks 

3 9 9.25.14 Superstructures, deckhouses and Paragraph amended 4 
bulwarks 

4 2 204 Minimum thickness requirements Paragraph amended 4 

4 2 2132 Minimum thickness requirements New paragraph added 4 

4 2 202 Minimum thickness requirements Existing paragraph renumbered 4 

4 2 Table 4.2.1 Minimum thickness requirements New Table added 4 

4 3 3.3.6 Shell envelope laminate Paragraph amended 4 

4 3 3.5.7 Shell envelope laminate Paragraph amended 4 

4 3 3.7.6 Shell envelope laminate Paragraph amended 4 

4 5 8:3:2 Single bottom structure and Paragraph amended 4 
appendages 

4 6 6.5.4 Double bottom structure Paragraph amended 4 


mie 
[o) 
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Notice - Summary of Changes 


Ch__ Section Para section Title Status Notice 
Part 8 (cont’d) Effective Date 1 July 2012 
4 8 8.4.5 Deck structures Paragraph amended 4 
5 2 2.9.4 Special features Paragraph amended 4 
5 3 3.1.5 Vehicle decks Paragraph amended 4 
5 6 6.1.1 Strengthening requirements for New paragraph added 4 

navigation in ice conditions 
5 6 6.1.1 to 6.3.1 Strengthening requirements for Paragraphs deleted 4 
navigation in ice conditions 
5 6 6.4 to 6.4.3 Strengthening requirements for Existing sub-Section renumbered 4 
navigation in ice conditions 
is) 6 6.4.3 Strengthening requirements for Existing paragraph renumbered and amended 4 
navigation in ice conditions 
5 6 6.4.4 Strengthening requirements for Paragraph deleted 4 
navigation in ice conditions 
5 6 6.5 Strengthening requirements for Existing sub-Section renumbered 4 
navigation in ice conditions 
is) 6 6.521 Strengthening requirements for Paragraph deleted 4 
navigation in ice conditions 
5 6 6.5.2 to 6.5.3 Strengthening requirements for Existing paragraphs renumbered 4 
navigation in ice conditions 
5 6 6.5.4 Strengthening requirements for Paragraph deleted 4 
navigation in ice conditions 
5 6 6.5.5 Strengthening requirements for Existing paragraph renumbered 4 
navigation in ice conditions 
is] 6 6.6 to 6.6.2 Strengthening requirements for Existing sub-Section renumbered 4 
navigation in ice conditions 
5 6 6.7 to 6.9.6 Strengthening requirements for Sub-Sections deleted 4 
navigation in ice conditions 
Ch__ Section Para Section Title Status Notice 
Part 9 Effective Date 1 July 2012 
a] 1 1A General requirements Paragraph amended 5 
Ch__ Section Para Section Title Status Notice 
Part 10 Effective Date 1 July 2012 
1 8 8.6.5 Piping systems New paragraph added 5 
1 13 13.3.2 Electronically controlled engines Reference amended 5 
5 13 13.6.1 Electronically controlled engines Reference amended 5 
1 14 14.2.6 Programme for trials of diesel Reference amended 5 
engines to assess operational 
capability 
Ch__ Section Para Section Title Status Notice 
Part 13 Effective Date 1 July 2012 
4 1 1.2.1 Shaft alignment Paragraph amended 5 
Ch__ Section Para Section Title Status Notice 
Part 15 Effective Date 1 July 2012 
1 8 8.2.4 Plastics Reference amended 5 
a] 8 8.6.6 Plastics Reference amended 5 
1 9 9.1.2 to 9.1.3 Austenitic stainless steel Paragraphs amended 2,5 
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RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Notice - Summary of Changes 


Ch__ Section Para Section Title Status Notice 
Part 16 Effective Date 1 January 2012 
1 a] WAS General requirements Reference amended 5 
1 a] 1.1.4 General requirements Reference amended 5 
1 1 2:3 General requirements Reference amended 5 
1 1 1.2.4 General requirements Paragraph amended 5 
1 1 W2:7 General requirements Paragraph amended 5 
1 1 1.2.9 General requirements Paragraph deleted 5 
1 1 1.2.10 General requirements Existing paragraph renumbered 5 

and reference amended 

1 2 2.1.1 Essential features for control, alarm Paragraph amended 5 
and safety systems 

1 2 2.2.1 Essential features for control, alarm Paragraph amended 5 
and safety systems 

1 2 2.2.3 Essential features for control, alarm New paragraph added 5 
and safety systems 

1 2 2.2.38 10 2.2.7 Essential features for control, alarm Existing paragraphs renumbered 5 
and safety systems 

1 2 2.3.1 Essential features for control, alarm Paragraph amended 3) 
and safety systems 

1 2 2.3.3 Essential features for control, alarm Paragraph deleted 5 
and safety systems 

1 2 2:3:3 to: 2.3.5 Essential features for control, alarm New paragraphs added 5 
and safety systems 

1 2 2.3.4 Essential features for control, alarm Existing paragraph renumbered 5 
and safety systems 

1 2 2.3.5 Essential features for control, alarm Existing paragraph renumbered and amended 5 
and safety systems 

1 2 2.3.6 Essential features for control, alarm Existing paragraph renumbered 5 
and safety systems 

1 2 2.3.7 to 2.3.8 Essential features for control, alarm Existing paragraphs renumbered and amended5 
and safety systems 

1 2 2.3.9 to 2.3.14 Essential features for control, alarm Existing paragraphs renumbered 5 
and safety systems 

i 2 2.3.13 Essential features for control, alarm Reference amended 5 
and safety systems 

1 2 2.3.15 Essential features for control, alarm Existing paragraph renumbered and amended 5 
and safety systems 

t 2 2.3.16 to 2.3.17 Essential features for control, alarm Existing paragraphs renumbered 5 
and safety systems 

1 2 2.3.18 Essential features for control, alarm Existing paragraph renumbered and amended 5 
and safety systems 

1 2 2.5.8 Essential features for control, alarm Paragraph amended 5 
and safety systems 

1 2 2.5.11 Essential features for control, alarm Paragraph amended 5 
and safety systems 

1 2 2.8.4 Essential features for control, alarm Paragraph amended 5 
and safety systems 

1 2 2.8.6 Essential features for control, alarm Paragraph amended 5 
and safety systems 

1 2 2.8.7 Essential features for control, alarm Reference amended 5 
and safety systems 

1 2 2.9.3 Essential features for control, alarm Reference amended 5 
and safety systems 

1 2 2.9.5 Essential features for control, alarm Paragraph amended 5 
and safety systems 

1 2 2.10.7 Essential features for control, alarm Reference amended 5 
and safety systems 

1 2 2.10.12 Essential features for control, alarm References amended 5 
and safety systems 

1 2 2.10.16 to 2.10.19 Essential features for control, alarm Paragraphs deleted 5 


and safety systems 
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Notice - Summary of Changes 


Ch__ Section Para Section Title Status Notice 
Part 16 (cont’d) Effective Date 1 January 2012 
1 2 2.10.20 Essential features for control, alarm Existing paragraph renumbered and amended 5 

and safety systems 
a] 2 2.10.21 Essential features for control, alarm Paragraph deleted 5 
and safety systems 
a] 2 2.10.22 to 2.10.25 Essential features for control, alarm Existing paragraphs renumbered 5 
and safety systems 
1 2 2.11.6 Essential features for control, alarm Reference amended 5 
and safety systems 
a] 2 2.11.9 Essential features for control, alarm Reference amended 5 
and safety systems 
a] 2 2.13.1 Essential features for control, alarm Reference amended 5 
and safety systems 
| 2 2.13.0 Essential features for control, alarm Reference amended 5 
and safety systems 
| 2 2.14.1 Essential features for control, alarm Reference amended 5 
and safety systems 
1 3 3 to 3.6.15 Ergonomics of control stations New Section added 5 
a] 3 to 6 Existing Sections renumbered 5 
1 3 3.1.1 Unattended machinery space(s)- Reference amended 5 
UMS notation 
| 3 3.2.3 Unattended machinery space(s)- — Existing paragraph renumbered, amended 5 
UMS notation and reference amended 
a] 4 44.1 Machinery operated from a Reference amended 5 
centralised control station — 
CCS notation 
1 4 4.1.3 Machinery operated from a Reference amended 5 
centralised control station — 
CCS notation 
1 4 4.1.4 Machinery operated from a Reference amended 5 
centralised control station — 
CCS notation 
1 4 4.2.1 Machinery operated from a Reference amended 5 
centralised control station — 
CCS notation 
1 4 4.2.6 Machinery operated from a Reference amended 5 
centralised control station — 
CCS notation 
1 5 5.1.2 Requirements for craft which are Reference amended 5 
not required to comply with the 
HSC Code 
| 5 5.1.8 Requirements for craft which are References amended 5 
not required to comply with the 
HSC Code 
1 6 6.2.1 Trials Reference amended 5 
a] 6 6.3.1 Trials Reference amended 5 
2 1 1A General requirements References amended 5 
2 1 1.2 General requirements Sub-Section retitled 5 
2 1 1.2.1 General requirements Paragraph amended 5 
2 1 1.2.3 to 1.2.4 General requirements New paragraphs added 5 
2 1 1.2.3 to 1.2.4 General requirements Existing paragraphs renumbered 5 
2 1 1.2.4 General requirements Reference amended 5 
2 1 1.2.6 General requirements Reference amended 5 
2 1 1.2.7 General requirements New paragraph added 5 
2 1 1GA6 10: 120 General requirements Existing paragraphs renumbered 5 
2 1 1.2.7 General requirements Reference amended 5 
2 1 1.2.8 General requirements Existing paragraph renumbered and amended 5 
2 1 1.2.9 General requirements References amended 5 
2 1 1.2.10 General requirements Reference amended 5 
2 1 12.12 General requirements Existing paragraph renumbered 5 
2 1 1.2.13 General requirements Existing paragraph renumbered, amended 5 


and reference amended 
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Notice - Summary of Changes 


Ch__ Section Para Section Title Status Notice 
Part 16 (cont’d) Effective Date 1 January 2012 
2 a] 1.3 to 1.3.1 General requirements New sub-Section title and paragraph added 5 
2 a] 1.2.10 General requirements Existing paragraph renumbered 5 
2 1 1.2.11 General requirements Existing paragraph renumbered and amended 5 
2 1 12.13 General requirements Existing paragraph renumbered and amended 5 
2 1 1.2.14 General requirements Existing paragraph renumbered and 5 

reference amended 
2 1 1.3 to 1.4 General requirements Existing sub-Sections renumbered 5 
2 1 1.3.4 General requirements References amended 5 
2 1 1.4.3 General requirements References amended 5 
2 1 1.4.4 General requirements References amended 5 
2 1 1.4.5 General requirements References amended 5 
2 1 £5 General requirements Existing sub-Section renumbered 5 
2 | 15:3 General requirements References amended 5 
2 1 1.6.15 to 1.6.16 General requirements New paragraphs added 5 
2 1 1.6 to 1.9 General requirements Existing sub-Sections renumbered 5 
2 1 1.8.5 General requirements Reference amended 5 
2 1 1.8.6 General requirements Reference amended 5 
2 1 1.10 General requirements Existing Sub-Section renumbered 5 
2 1 1.10 to 1.10.7 General requirements Existing paragraphs renumbered 5 
2 1 1.10.1 General requirements Reference amended 5 
2 tl 1.10.3 General requirements References amended 5 
2 4d 1.10.4 General requirements Reference amended 5 
2 a] 1.10.7 General requirements Reference amended 5 
2 a] 1.10.12 General requirements Reference amended 5 
2 1 1.11.8 General requirements New paragraph added 5 
2 1 1.10.8 to 1.10.10 General requirements Existing paragraphs renumbered 5 
2 1 1.11.12 General requirements New paragraph added 5 
2 1 1.10.11 to 1.10.12 General requirements Existing paragraphs renumbered 5 
2 a] 14 General requirements Existing sub-Section renumbered 5 
2 1 1.11.1 to 1.11.8 General requirements Existing paragraphs renumbered 5 
2 a] 1.41.1 General requirements Reference amended 5 
2 1 1.11.2 General requirements Reference amended 5 
2 1 1.11.4 General requirements Reference amended 5 
2 a] 11.1.6 General requirements Reference amended 5 
2 1 1.11.9 General requirements Existing paragraph renumbered and amended 5 
2 1 112 General requirements Existing sub-Section renumbered 5 
2 1 1.12.1 to 1.12.2 General requirements Existing paragraphs renumbered 5 
2 a] 1.42.3 General requirements Existing paragraph renumbered, amended 5 

and references amended 
2 1 1.14 to 1.14.4 General requirements New sub-Section added 5 
2 1 Table 2.1.1 General requirements New Table added 5 
2 a] 1.18 General requirements Existing sub-Section renumbered 5 
2 1 1.13.1 General requirements Existing paragraph renumbered and amended 5 
2 1 1.13.2 to 1.13.4 General requirements Existing paragraphs renumbered 5 
2 a] 113.3 General requirements Reference amended 5 
2 | 1.13.4 General requirements Reference amended 5 
2 1 1.14 General requirements Existing sub-Section renumbered 5 
2 1 1.14.1 General requirements Existing paragraph renumbered, amended 5 

and reference amended 
2 | 1.14.2 General requirements Reference amended 5 
2 1 1.14.4 General requirements Reference amended 5 
2 1 1.15 to 1.16 General requirements Existing sub-Sections renumbered 5 
2 1 1.15.2 General requirements Reference amended 5 
2 1 1.16.2 General requirements Reference amended 5 
2 2 2.2:3 Main source of electrical power Reference amended 5 
2 2 2.4.1 Main source of electrical power Reference amended 5 
2 3 3.1.1 Emergency source of electrical Reference amended 5 

power 
2 3 3.2.7 Emergency source of electrical Reference amended 5 
power 

2 5 5.4.1 Supply and distribution Paragraph amended 5 
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Notice - Summary of Changes 


Ch__ Section Para Section Title Status Notice 
Part 16 (cont’d) Effective Date 1 January 2012 
2 5 5.7.4 Supply and distribution Reference amended 5 
2 5 5.8.1 Supply and distribution Reference amended 5 
2 6 6.1.4 System design — Protection References amended 5 
2 6 6.1.7 System design — Protection Reference amended 5 
2 6 6.9.1 System design — Protection Reference amended te) 
2 6 6.11.1 System design — Protection Reference amended 5 
2 t 7.1.4 Switchgear and control gear Paragraph amended 5 
assemblies 

2 4 7.5.3 Switchgear and control gear Paragraph deleted 5 
assemblies 

2 7 7.5.3 to 7.5.6 Switchgear and control gear New paragraphs added 5 
assemblies 

2 7 7.8.2 Switchgear and control gear New paragraph added 5 
assemblies 

2 7 7.12.5 Switchgear and control gear New paragraph added 5 
assemblies 

2 7 7.18.2 Switchgear and control gear Reference amended 5 
assemblies 

2 7 Table 2.7.1 Switchgear and control gear Table deleted 5 
assemblies 

2 7 Tables 2.7.1-2 Switchgear and control gear New Tables added 5 
assemblies 

2 8 8 to 8.4.1 Protection of personnel from New Section added 5 
hazards resulting from electric 
arcs within electrical equipment 
assemblies and enclosures 

2  8to20 Existing Sections renumbered te) 

2 8 8.1.2 Rotating machines Reference amended 5 

2 8 8.1.6 Rotating machines Reference amended 5 

2 8 8.2.1 Rotating machines Reference amended 5 

2 8 8.3.1 Rotating machines References amended te) 

2 8 8.3.2 Rotating machines Reference amended 5 

2 8 8.3.3 Rotating machines Reference amended 5 

2 8 8.8.3 Rotating machines Reference amended 5 

2 8 Table 2.8.1 Rotating machines Reference amended 5 

2 9 9.1.1 Converter equipment Reference amended 5 

2 9 9.1.2 Converter equipment Reference amended 5 

2 9 9.1.4 Converter equipment Reference amended 5 

2 9 9.1.6 Converter equipment Reference amended 5 

2 9 9.1.12 Converter equipment References amended 5 

2 9 9.2.1 Converter equipment Reference amended 5 

2 9 9.2.2 Converter equipment Reference amended 5 

2 9 9.2.11 Converter equipment Reference amended 5 

2 9 9.2.16 Converter equipment Reference amended 5 

2 9 9.2.18 Converter equipment Reference amended 5 

2 9 9.3.1 Converter equipment Reference amended 5 

2 9 9.3.8 Converter equipment Reference amended 5 

2 9 9.3.10 Converter equipment Reference amended 5 

2 9 9.3.12 Converter equipment Reference amended 5 

2 10 10.1.1 Electrical cables and busbar References amended 5 
trunking systems (busways) 

2 10 10.1.2 Electrical cables and busbar Reference amended 5 
trunking systems (busways) 

2 10 10.2.1 Electrical cables and busbar References amended 5 
trunking systems (busways) 

2 10 10.2.2 Electrical cables and busbar Reference amended 5 
trunking systems (busways) 

2 10 10.3.1 Electrical cables and busbar Reference amended 5 
trunking systems (busways) 

2 10 10.4.2 Electrical cables and busbar Reference amended 5 


trunking systems (busways) 
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Notice - Summary of Changes 


Ch__ Section Para Section Title Status Notice 
Part 16 (cont’d) Effective Date 1 January 2012 
2 10 10.4.3 Electrical cables and busbar References amended 5 
trunking systems (busways) 

2 10 10.5.2 Electrical cables and busbar Reference amended 5 
trunking systems (busways) 

2 10 10.5.5 Electrical cables and busbar References amended 5 
trunking systems (busways) 

2 10 10.6.1 Electrical cables and busbar Reference amended 5 
trunking systems (busways) 

2 10 10.6.3 Electrical cables and busbar References amended 5 
trunking systems (busways) 

2 10 10.6.4 Electrical cables and busbar Reference amended 5 
trunking systems (busways) 

2 10 10.6.5 Electrical cables and busbar Reference amended 5 
trunking systems (busways) 

2 10 10.6.6 Electrical cables and busbar Reference amended 5 
trunking systems (busways) 

2 10 10.7.1 Electrical cables and busbar Reference amended 5 
trunking systems (busways) 

2 10 10.7.3 Electrical cables and busbar References amended 5 
trunking systems (busways) 

2 10 10.8.2 Electrical cables and busbar Reference amended 5 
trunking systems (busways) 

2 10 10.8.10 Electrical cables and busbar Paragraph deleted 5 
trunking systems (busways) 

2 10 10.8.11 to 10.8.22 Electrical cables and busbar Existing paragraphs renumbered 5 
trunking systems (busways) 

2 10 10.8.14 Electrical cables and busbar Reference amended 5 
trunking systems (busways) 

2 10 10.8.18 Electrical cables and busbar References amended 5 
trunking systems (busways) 

2 10 10.8.19 Electrical cables and busbar Reference amended 5 
trunking systems (busways) 

2 10 10.8.20 Electrical cables and busbar Reference amended 5 
trunking systems (busways) 

2 10 10.8.21 Electrical cables and busbar Reference amended 5 
trunking systems (busways) 

2 10 10.8.22 Electrical cables and busbar Reference amended 5 
trunking systems (busways) 

2 10 10.9.3 Electrical cables and busbar Reference amended 5 
trunking systems (busways) 

2 10 10.10.1 Electrical cables and busbar Reference amended 5 
trunking systems (busways) 

2 10 10.10.3 Electrical cables and busbar Reference amended 5 
trunking systems (busways) 

2 10 10.10.4 Electrical cables and busbar Reference amended 5 
trunking systems (busways) 

2 10 10.12.3 Electrical cables and busbar Reference amended 5 
trunking systems (busways) 

2 10 10.15.1 Electrical cables and busbar Reference amended 5 
trunking systems (busways) 

2 10 10.16.14 Electrical cables and busbar Existing paragraph renumbered and amended 5 
trunking systems (busways) 

2 10 10.16.3 Electrical cables and busbar Reference amended 5 
trunking systems (busways) 

2 10 10.17.1 Electrical cables and busbar Reference amended 5 
trunking systems (busways) 

2 10 10.17.2 Electrical cables and busbar Reference amended 5 
trunking systems (busways) 

2 10 10.17.4 Electrical cables and busbar Reference amended 5 
trunking systems (busways) 

2 11 11.3.4 Batteries References amended 5 
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Notice - Summary of Changes 


Ch__ Section Para section Title Status Notice 
Part 16 (cont’d) Effective Date 1 January 2012 
2 14 11.3.5 Batteries References amended 5 
2 11 11.38.10 Batteries Existing paragraph renumbered, amended 5 
and reference amended 

2 14 bby ese Batteries Reference amended 5 

2 14 11.541 Batteries Reference amended 5 

2 14 11.5.5 Batteries Reference amended 5 

2 14 11.5.6 Batteries References amended 5 

2 14 41.5:11 Batteries Reference amended 5 

2 14 11.7.2 Batteries Reference amended is) 

2 14 113 Batteries Reference amended 5 

2 12 12.3.1 Equipment — Heating, lighting and Reference amended 5 
accessories 

2 12 12.4.1 Equipment — Heating, lighting and Reference amended 5 
accessories 

2 14 14.4.4 Navigation and manoeuvring Reference amended 5 
systems 

2 14 14.1.6 Navigation and manoeuvring Reference amended 5 
systems 

2 14 14.3.5 Navigation and manoeuvring References amended 5 
systems 

2 14 14.3.6 Navigation and manoeuvring Reference amended 5 
systems 

2 14 14.3.7 Navigation and manoeuvring Reference amended 5 
systems 

2 14 14.3.8 Navigation and manoeuvring References amended 5 
systems 

2 14 14.3.9 Navigation and manoeuvring Reference amended 5 
systems 

2 16 17AA Fire safety systems New paragraph added 5 

2 16 16.1.1 to 16.1.7 Fire safety systems Existing paragraphs renumbered 5 

2 16 16.1.1 Fire safety systems Reference amended 5 

2 16 16.1.2 Fire safety systems References amended 5 

2 16 16.1.6 Fire safety systems Reference amended 5 

2 16 16.1.8 Fire safety systems Existing paragraph renumbered and amended 5 

2 16 16.1.9to 16.1.18 Fire safety systems Existing paragraphs renumbered 5 

2 16 16.1.12 Fire safety systems Reference amended 5 

2 16 16.1.19 to 16.1.20 Fire safety systems Paragraphs deleted 5 

2 16 16.3.3 Fire safety systems References amended 5 

2 16 16.3.5 Fire safety systems Reference amended 5 

2 16 16.3.8 Fire safety systems Reference amended 5 

2 16 16.3.9 Fire safety systems References amended 5 

2 16 16.3.10 Fire safety systems Reference amended 5 

2 16 16.3.11 Fire safety systems Reference amended 5 

2 16 16.6.3 Fire safety systems Reference amended 5 

2 16 16.6.4 Fire safety systems Reference amended 5 

2 16 16.6.5 Fire safety systems Reference amended 5 

2 16 16.6.10 Fire safety systems Reference amended 5 

2 16 16.6.12 Fire safety systems Reference amended 5 

2 16 16.7.1 Fire safety systems References amended 5 

2 16 16.9.1 Fire safety systems References amended 5 

2 ned 17.1.3 Crew and passenger emergency Reference amended 5 
safety systems 

2 17 1A2A Crew and passenger emergency References amended 5 
safety systems 

2 17 17.2.2 Crew and passenger emergency References amended 5 
safety systems 

2 17 17.2.6 Crew and passenger emergency Reference amended 5 
safety systems 

2 17 17.3.2 Crew and passenger emergency References amended te} 


safety systems 
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RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Notice - Summary of Changes 


Ch__ Section Para Section Title Status Notice 
Part 16 (cont’d) Effective Date 1 January 2012 
2 lz. 17.3.9 Crew and passenger emergency References amended 5 
safety systems 
2 17 V3.1 Crew and passenger emergency Reference amended 5 
safety systems 
2 17 17.4.2 Crew and passenger emergency Reference amended 5 
safety systems 
2 17 17.4.3 Crew and passenger emergency References amended 5 
safety systems 
2 18 18.2.2 Craft safety systems Reference amended 5 
2 19 19.2.1 Cargo craft, patrol and pilot craft, | References amended 5 


workboats and other similar craft 
of less than 500 tons gross 
tonnage for operation in Service 
Groups 1 to 3, and yachts less 
than 500 gt 
2 19 19.2.5 Cargo craft, patrol and pilot craft, | Reference amended 5 
workboats and other similar craft 
of less than 500 tons gross 
tonnage for operation in Service 
Groups 1 to 3, and yachts less 
than 500 gt 
2 19 19.3.1 Cargo craft, patrol and pilot craft, | Reference amended 5 
workboats and other similar craft 
of less than 500 tons gross 
tonnage for operation in Service 
Groups 1 to 3, and yachts less 
than 500 gt 
2 19 19.7.1 Cargo craft, patrol and pilot craft, | Reference amended 5 
workboats and other similar craft 
of less than 500 tons gross 
tonnage for operation in Service 
Groups 1 to 3, and yachts less 
than 500 gt 
2 19 19.7.2 Cargo craft, patrol and pilot craft, | Reference amended 5 
workboats and other similar craft 
of less than 500 tons gross 
tonnage for operation in Service 
Groups 1 to 3, and yachts less 
than 500 gt 
2 19 19.10.2 Cargo craft, patrol and pilot craft, | Reference amended 5 
workboats and other similar craft 
of less than 500 tons gross 
tonnage for operation in Service 
Groups 1 to 3, and yachts less 
than 500 gt 
2 19 19.10.4 Cargo craft, patrol and pilot craft, | References amended 5 
workboats and other similar craft 
of less than 500 tons gross 
tonnage for operation in Service 
Groups 1 to 3, and yachts less 
than 500 gt 
2 19 19.111 Cargo craft, patrol and pilot craft, | Reference amended 5 
workboats and other similar craft 
of less than 500 tons gross 
tonnage for operation in Service 
Groups 1 to 3, and yachts less 
than 500 gt 
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Notice - Summary of Changes 


Ch__ Section Para section Title Status Notice 
Part 16 (cont’d) Effective Date 1 January 2012 
2 19 19.14.1 Cargo craft, patrol and pilot craft, | Reference amended 5 
workboats and other similar craft 
of less than 500 tons gross 
tonnage for operation in Service 
Groups 1 to 3, and yachts less 
than 500 gt 
2 19 19.15.1 Cargo craft, patrol and pilot craft, | References amended 5 
workboats and other similar craft 
of less than 500 tons gross 
tonnage for operation in Service 
Groups 1 to 8, and yachts less 
than 500 gt 
2 20 20.1.1 Testing and trials Reference amended 5 
2 20 20.1.2 Testing and trials Reference amended 5 
2 20 20.1.4 Testing and trials Reference amended 5 
2 20 202.2. Testing and trials Reference amended ie) 
2 20 20.2.2 Testing and trials Reference amended 5 
2 20 20.2.3 Testing and trials References amended 5 
2 20 20.2.4 Testing and trials Existing paragraph renumbered and amended 5 
2 20 20.2.5 Testing and trials Paragraph deleted 5 
2 20 21.2.5 Testing and trials New paragraph added 5 
Ch__ Section Para Section Title Status Notice 
Part 16 Effective Date 1 July 2012 
2 11 11.5.1 to 11.5.2 Batteries Paragraphs amended 4 
Ch__ Section Para Section Title Status Notice 
Parti7 Effective Date 1 July 2012 
1 1 1.1.2 General requirements Paragraph amended 5 
3 2 4.2 Fire safety measures for yachts Reference amended 5 
of overall length greater than 24 m 
but less than 500 gt 
3 2. 2.8.1 Fire safety measures for yachts Reference amended 5 
of overall length greater than 24 m 
but less than 500 gt 
3 2 2.8.7 Fire safety measures for yachts Reference amended 5 
of overall length greater than 24 m 
but less than 500 gt 
3 2 2.20.1 Fire safety measures for yachts Reference amended 5 
of overall length greater than 24 m 
but less than 500 gt 
3 3 3.16.11 Fire safety measures for yachts Reference amended 5 
500 gt or more 
3 3 8.24.5 Fire safety measures for yachts Reference amended 5 
500 gt or more 
3 3 3.34.1 Fire safety measures for yachts Reference amended 5 
500 gt or more 
4 1 1.2.1 Automatic sprinkler, fire detection Reference amended 5 
and fire-alarm systems 
4 2 2.1.2 Fixed fire detection and fire-alarm § Reference amended 5 


systems 
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Notice - Summary of Changes 


Ch__ Section 


Para 


CORRIGENDA 


Section Title 


Status 


Notice 


Rules for the Manufacture, Testing and Certification of Materials 


9 
2 


4 


hs 


Table 3.9.3 
Table 4.2.2 


Table 5.4.3 
Table 5.4.5 
Table 12.4.10 


Bars for welded chain cables 
Castings for ship and other 
structural applications 
Forgings for crankshafts 
Forgings for crankshafts 
Welding procedure tests for 
non-ferrous alloys 


Table amended 
Table amended 


Table amended 
Table amended 
Table amended 
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Section 7 Classification of machinery for crafts/yachts with [&] LMC or MCH notation 
CHAPTER 3 PERIODICAL SURVEY REGULATIONS FOR SERVICE CRAFT 
Section 1 General 

Section 2 Annual Surveys — Hull and machinery requirements 

Section 3 Intermediate Surveys — Hull and machinery requirements 

Section 4 Docking Surveys and In-water Surveys — Hull and machinery requirements 
Section 5 Special Survey — General — Hull requirements 

Section 6 Special Survey — Thickness measurement requirements for steel craft 
Section 7 Machinery surveys — General requirements 

Section 8 Gas turbines — Detailed requirements 

Section 9 Oil engines — Detailed requirements 

Section 10 Electrical equipment 

Section 11 Screwshafts, tube shafts, propellers and water jet units 

Section 12 Classification of craft not built under survey 

CHAPTER 4 PERIODICAL SURVEY REGULATIONS FOR YACHTS 

Section 1 General 

Section 2 Intermediate Surveys — Hull and machinery requirements 

Section 3 Docking Surveys and In-water Surveys — Hull and machinery requirements 
Section 4 Special Survey — General — Hull requirements 

Section 5 Special Survey — Thickness measurement requirements for steel yachts 
Section 6 Machinery surveys — General requirements 

Section 7 Gas turbines — Detailed requirements 

Section 8 Oil engines — Detailed requirements 

Section 9 Electrical equipment 

Section 10 Screwshafts, tube shafts, propellers and water jet units 

Section 11 Surveys of unclassed machinery in existing classed yachts 

Section 12 Classification of yachts not built under survey 

CHAPTER 5 PERIODICAL SURVEY REGULATIONS FOR AMPHIBIOUS AIR CUSHION VEHICLES (ACV) 
Section il General 

Section 2 Annual Surveys — Hull and machinery requirements 

Section 3 Intermediate Surveys — Hull and machinery requirements 

Section 4 Special Surveys (Hull and machinery) 

Section 5 Classification of ACVs not built under survey 


RULES FOR THE MANUFACTURE, TESTING AND CERTIFICATION OF MATERIALS 


CHAPTER 1 GENERAL REQUIREMENTS 
Section 1 Scope 

Section 2 Approval and survey requirements 
Section 3 Certification of materials 

Section 4 General requirements for manufacture 
Section 5 Non-destructive examination 

Section 6 References 


LLOyp’s REGISTER Pa| 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Contents 
CHAPTER 2 TESTING PROCEDURES FOR METALLIC MATERIALS 
Section 1 General requirements for testing 
Section 2 Tensile tests 
Section 3 mpact tests 
Section 4 Ductility tests for pipes and tubes 
Section 5 Embrittlement tests 
Section 6 Crack tip opening displacement tests 
Section 7 Bend tests 
Section 8 Corrosion tests 
CHAPTER 3 ROLLED STEEL PLATES, STRIP, SECTIONS AND BARS 
Section 1 General requirements 
Section 2 Normal strength steels for ship and other structural applications 
Section 3 Higher strength steels for ship and other structural applications 
Section 4 Steels for boilers and pressure vessels 
Section 5 Steels for machinery fabrications 
Section 6 Ferritic steels for low temperature service 
Section 7 Austenitic and duplex stainless steels 
Section 8 Plates with specified through thickness properties 
Section ) Bars for welded chain cables 
Section 10 High strength quenched and tempered steels for welded structures 
CHAPTER 4 STEEL CASTINGS 
Section al General requirements 
Section 2 Castings for ship and other structural applications 
Section 3 Castings for machinery construction 
Section 4 Castings for crankshafts 
Section 5 Castings for propellers 
Section 6 Castings for boilers, pressure vessels and piping systems 
Section v4 Ferritic steel castings for low temperature service 
Section 8 Stainless steel castings 
Section 9 Steel castings for container corner fittings 
CHAPTER 5 STEEL FORGINGS 
Section i General requirements 
Section 2 Forgings for ship and other structural applications 
Section 3 Forgings for shafting and machinery 
Section 4 Forgings for crankshafts 
Section 5 Forgings for gearing 
Section 6 Forgings for turbines 
Section 7 Forgings for boilers, pressure vessels and piping systems 
Section 8 Ferritic steel forgings for low temperature service 
9 


Section Austenitic stainless steel forgings 


CHAPTER 6 STEEL PIPES AND TUBES 
Section 1 General requirements 
Section 2 Seamless pressure pipes 
Section 3 Welded pressure pipes 
Section 4 Ferritic steel pressure pipes for low temperature service 
Section 5 Austenitic stainless steel pressure pipes 
6 


Section Boiler and superheater tubes 


CHAPTER 7 IRON CASTINGS 

Section i General requirements 

Section 2 Grey iron castings 

Section 3 Spheroidal or nodular graphite iron castings 
Section 4 lron castings for crankshafts 

CHAPTER 8 ALUMINIUM ALLOYS 

Section 1 Plates, bars and sections 

Section 2 Aluminium alloy rivets 

Section 3 Aluminium alloy castings 

Section 4 Aluminium/steel transition joints 


22 LLoyp’s REGISTER 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Contents 

CHAPTER 9 COPPER ALLOYS 

Section 1 Castings for propellers 

Section 2 Castings for valves, liners and bushes 

Section 3 Tubes 

CHAPTER 10 EQUIPMENT FOR MOORING AND ANCHORING 

Section i Anchors 

Section 2 Stud link chain cables for ships 

Section 3 Stud link mooring chain cables 

Section 4 Studless mooring chain cables 

Section 5 Short link chain cables 

Section 6 Steel wire ropes 

Section 7 Fibre ropes 

CHAPTER 11 APPROVAL OF WELDING CONSUMABLES 

Section i General 

Section 2 Mechanical testing procedures 

Section 3 Electrodes for manual and gravity welding 

Section 4 Wire-flux combinations for submerged-arc automatic welding 
Section 5 Wires and wire-gas combinations for manual, semi-automatic and automatic welding 
Section 6 Consumables for use in electro-slag and electro-gas welding 
Section 7 Consumables for use in one-side welding with temporary backing materials 
Section 8 Consumables for welding austenitic and duplex stainless steels 
Section 9 Consumables for welding aluminium alloys 

CHAPTER 12 WELDING QUALIFICATIONS 

Section 1 General qualification requirements 

Section 2 Welding Procedure Qualification Tests for Steels 

Section 3 Specific requirements for stainless steels 

Section 4 Welding procedure tests for non-ferrous alloys 

Section 5 Welder qualification tests 

CHAPTER 13 REQUIREMENTS FOR WELDED CONSTRUCTION 

Section 1 General welding requirements 

Section 2 Specific requirements for ship hull structure and machinery 
Section 3 Specific requirements for fabricated steel sections 

Section 4 Specific requirements for fusion welded pressure vessels 
Section 5 Specific requirements for pressure pipework 

Section 6 Repair of existing ships by welding 

Section ih Austenitic and duplex stainless steels — Specific requirements 
Section 8 Specific requirements for welded aluminium 

CHAPTER 14 PLASTICS MATERIALS AND OTHER NON-METALLIC MATERIALS 
Section 1 General requirements 

Section 2 Tests on polymers, resins, reinforcements and associated materials 
Section 3 Testing procedures 

Section 4 Plastics pipes and fittings 

Section 5 Control of material quality for composite construction 
VOLUME 3, PARTS 3 TO 5 

PART 3 GENERAL REQUIREMENTS AND CONSTRUCTIONAL ARRANGEMENTS 
CHAPTER 1 GENERAL REGULATIONS 

Section 1 Rules application 

Section 2 Direct calculations 

Section 3 Equivalents 

Section 4 National and International Regulations 

Section 5 Information required 

Section 6 Definitions 

Section Va Inspection, workmanship and testing procedures 

Section 8 Building tolerances and associated repairs 


LLOyYD’S REGISTER 23 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Contents 

CHAPTER 2 CRAFT DESIGN 

Section 1 General 

Section 2 Rule structural concept 

Section 3 Structural idealisation 

Section 4 Bulkhead arrangements 

Section 5 Fore and aft end arrangements 

Section 6 Machinery space arrangements 

Section 7 Superstructures, deckhouses and bulwarks 
Section 8 Particular requirements for multi-hulls 

Section 9 Navigation in ice 

CHAPTER 3 CONTROL SYSTEMS 

Section 1 General 

Section 2 Rudders 

Section 3 Sternframes and appendages 

Section 4 Fixed and steering nozzles, bow and stern thrust units 
Section 5 Stabiliser arrangements 

Section 6 Particular requirements for multi-hull craft 
CHAPTER 4 CLOSING ARRANGEMENTS AND OUTFIT 
Section 1 General 

Section 2 Bulkhead openings 

Section 3 Double bottom openings 

Section 4 Side and stern doors and other shell openings 
Section 5 Hatches on exposed decks 

Section 6 Miscellaneous openings 

Section 7 Portlights, windows and viewing ports, skylights and glass walls 
Section 8 Bulwarks, guard rails and other means for the protection of crew 
Section 9 Deck drainage 

Section 10 Cabin sole and lining 

Section 11 Ventilators 

Section 12 Air and sounding pipes 

Section 13 Particular requirements for multi-hull craft 
CHAPTER 5 ANCHORING AND MOORING EQUIPMENT 
Section 1 General 

Section 2 Equipment Number 

Section 3 Service group factors 

Section 4 Craft type factors 

Section 5 Anchors 

Section 6 Anchor cable 

Section 7 Mooring ropes and towlines 

Section 8 Windlass design and testing 

Section 9 Structural details 

CHAPTER 6 PASSENGER AND CREW ACCOMMODATION COMFORT 
Section 1 General requirements 

Section 2 Noise 

Section 3 Vibration 

Section 4 Testing 

Section 5 Noise and vibration survey reporting 

Section 6 Non periodical survey requirements 

Section 7 Referenced standards 

PART 4, ADDITIONAL REQUIREMENTS FOR YACHTS 
CHAPTER 1 GENERAL REGULATIONS 

Section 1 Introduction 

Section 2 International Rating Class (IRC) Yachts 


24 Lioyp’s REGISTER 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Contents 

CHAPTER 2 ALL YACHTS 

Section 1 General 

Section 2 Ship side valves 

Section 3 Anchor stowage 

Section 4 Bathing and watersport platforms and shell openings 
Section 5 Deck safety equipment 

Section 6 Protection of openings 

Section 7 Corrosion protection 

Section 8 Navigation in first-year ice conditions 
Section 9 Support yacht craft 

CHAPTER 3 SPECIAL CONSIDERATIONS FOR SAILING YACHTS 
Section 1 Hull design and construction parameters 
Section 2 Hull construction 

Section 3 Chain plates 

Section 4 Deck planking 

Section 5 Deck fittings 

Section 6 Ballast keels 

Section 7 Rudder skegs and rudders 

Section 8 Open cockpits and companionways 

Section 9 Anchoring and mooring equipment 

PART 5 DESIGN AND LOAD CRITERIA 
CHAPTER 1 GENERAL 

Section 1 Rule application 

Section 2 Direct calculations 

Section 3 Model experiments 

CHAPTER 2 LOCAL DESIGN LOADS 

Section 1 Environmental conditions 

Section 2 Definitions and symbols 

Section 3 Motion response 

Section 4 Loads on shell envelope 

Section 5 Impact loads 

Section 6 Cross-deck structure for multi-hull craft 
Section 7 Component design loads 

CHAPTER 3 LOCAL DESIGN CRITERIA FOR CRAFT OPERATING IN NON-DISPLACEMENT MODE 
Section 1 General 

Section 2 Nomenclature and design factors 

Section i) Hull envelope design criteria 

CHAPTER 4 LOCAL DESIGN CRITERIA FOR CRAFT OPERATING IN DISPLACEMENT MODE 
Section 1 General 

Section 2 Nomenclature and design factors 

Section 3 Hull envelope design criteria 

CHAPTER 5 GLOBAL LOAD AND DESIGN CRITERIA 
Section 1 General 

Section 2 Hull girder load criteria for mono-hull craft 
Section 3 Hull girder load criteria for multi-hull craft 
Section 4 Primary load criteria for multi-hull craft 
Section 5 Design criteria and load combinations 
Section 6 Loading guidance information 


LLoyp’s REGISTER 


25 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Contents 


VOLUME 4, PART 6 
PART 6 HULL CONSTRUCTION IN STEEL 


CHAPTER 1 GENERAL 

Section 1 Application 

Section 2 General requirements 

CHAPTER 2 CONSTRUCTION PROCEDURES 

Section 1 General 

Section 2 Materials 

Section 3 Procedures for welded construction 

Section 4 Joints and connections 

CHAPTER 3 SCANTLING DETERMINATION FOR MONO-HULL CRAFT 
Section 1 General 

Section 2 Minimum thickness requirements 

Section 3 Shell envelope plating 

Section 4 Shell envelope framing 

Section 5 Single bottom structure and appendages 

Section 6 Double bottom structure 

Section 7 Bulkheads and deep tanks 

Section 8 Deck structures 

Section 9 Superstructures, deckhouses and bulwarks 
Section 10 Pillars and pillar bulkheads 

CHAPTER 4 SCANTLING DETERMINATION FOR MULTI-HULL CRAFT 
Section 1 General 

Section 2 Minimum thickness requirements 

Section 3 Shell envelope plating 

Section 4 Shell envelope framing 

Section 5 Single bottom structure and appendages 

Section 6 Double bottom structure 

Section 7 Bulkheads and deep tanks 

Section 8 Deck structures 

Section 9 Superstructures, deckhouses, pillars and bulwarks 
CHAPTER 5 SPECIAL FEATURES 

Section 1 General 

Section 2 Special features 

Section 3 Vehicle decks 

Section 4 Bow doors 

Section 5 Movable decks 

Section 6 Helicopter landing areas 

Section 7 Strengthening requirements for navigation in ice conditions 
CHAPTER 6 HULL GIRDER STRENGTH 

Section 1 General 

Section 2 Hull girder strength for mono-hull craft 

Section 3 Additional hull girder strength requirements for multi-hull craft 
CHAPTER 7 FAILURE MODES CONTROL 

Section 1 General 

Section 2 Deflection control 

Section 3 Stress control 

Section 4 Buckling control 

Section 5 Vibration control 


26 LLoyp’s REGISTER 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CrafFT, July 2012 


Contents 


VOLUME 5, PART 7 
PART 7 HULL CONSTRUCTION IN ALUMINIUM 


CHAPTER 1 GENERAL 
Section 1 Application 
Section 2 General requirements 
CHAPTER 2 CONSTRUCTION PROCEDURES 
Section 1 General 
Section 2 Materials 
Section 3 Procedures for welded construction 
Section 4 Joints and connections 
CHAPTER 3 SCANTLING DETERMINATION FOR MONO-HULL CRAFT 
Section 1 General 
Section 2 Minimum thickness requirements 
Section 3 Shell envelope plating 
Section 4 Shell envelope framing 
Section 5 Single bottom structure and appendages 
Section 6 Double bottom structure 
Section 7 Bulkheads 
Section 8 Deck structures 
Section 9 Superstructures, deckhouses and bulwarks 
Section 10 Pillars and pillar bulkheads 
CHAPTER 4 SCANTLING DETERMINATION FOR MULTI-HULL CRAFT 
Section 1 General 
Section 2 Minimum thickness requirements 
Section 3 Shell envelope plating 
Section 4 Shell envelope framing 
Section 5 Single bottom structure and appendages 
Section 6 Double bottom structure 
Section 7 Bulkheads and deep tanks 
Section 8 Deck structures 
Section 9 Superstructures, deckhouses, pillars and bulwarks 
CHAPTER 5 SPECIAL FEATURES 
Section 1 General 
Section 2 Special features 
Section 3 Vehicle decks 
Section 4 Bow doors 
Section 5 Movable decks 
Section 6 Helicopter landing areas 
7 


Section Strengthening requirements for navigation in ice conditions 


CHAPTER 6 HULL GIRDER STRENGTH 

Section 1 General 

Section 2 Hull girder strength for mono-hull craft 

Section 3 Additional hull girder strength requirements for multi-hull craft 
CHAPTER 7 FAILURE MODES CONTROL 

Section 1 General 

Section 2 Deflection control 

Section 3 Stress control 

Section 4 Buckling control 

Section 5 Vibration control 


LLoyp’s REGISTER OT 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Contents 


VOLUME 6, PART 8 


PART 


CHAPTER 
Section 
Section 


CHAPTER 
Section 
Section 
Section 
Section 
Section 


CHAPTER 
Section 
Section 
Section 
Section 
Section 
Section 
Section 
Section 
Section 
Section 


CHAPTER 
Section 
Section 
Section 
Section 
Section 
Section 
Section 
Section 
Section 


CHAPTER 
Section 
Section 
Section 
Section 
Section 
Section 


CHAPTER 
Section 
Section 
Section 


CHAPTER 
Section 
Section 
Section 
Section 
Section 
Section 


8 


{ 


Ph = 


— 
OarWNnNHO OANDOARWNM+ BA ODOOANDARWBN- Ww oaokWBNM+-ND 


Ono 


aOoaRKRWN-AN 


HULL CONSTRUCTION IN COMPOSITE 


GENERAL 
Application 
General requirements 


CONSTRUCTION PROCEDURE 

General requirements 

Materials 

General construction process 

Additional procedures for sandwich construction 
Details and fastenings 


SCANTLING DETERMINATION FOR MONO-HULL CRAFT 
General 

Minimum thickness requirements 

Shell envelope laminate 

Shell envelope framing 

Single bottom structure and appendages 
Double bottom structure 

Bulkheads and deep tanks 

Deck structures 

Superstructures, deckhouses and bulwarks 
Pillars and pillar bulkheads 


SCANTLING DETERMINATION FOR MULTI-HULL CRAFT 
General 

Minimum thickness requirements 

Shell envelope laminate 

Shell envelope framing 

Single bottom structure and appendages 

Double bottom structure 

Bulkheads and deep tanks 

Deck structures 

Superstructures, deckhouses, bulwarks and pillars 


SPECIAL FEATURES 

General 

Special features 

Vehicle decks 

Movable decks 

Helicopter landing areas 

Strengthening requirements for navigation in ice conditions 


HULL GIRDER STRENGTH 

General 

Hull girder strength for mono-hull craft 
Hull girder strength for multi-hull craft 


FAILURE MODES CONTROL 

General 

Deflection control 

Stress control 

Buckling control 

mpact control 

Temperature control of cored sandwich structures 


28 


LLoyp’s REGISTER 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CrafFT, July 2012 


Contents 


VOLUME 7, PARTS 9 TO 16 


PART 9 


CHAPTER 1 
Section 1 
Section 2 
Section +) 
Section 4 
Section 5 
Section 6 


CHAPTER 2 
Section 1 
Section 2 
Section 3 
Section 4 
Section 5 
Section 6 
Section 7 
Section 8 
Section 9 
Section O 
Section 1 


PART 10 


CHAPTER 1 
Section 1 
Section 2 
Section +) 
Section 4 
Section 5 
6 
i 
8 


Section 
Section 
Section 
Section 9 
Section 10 
Section 11 
Section 12 
Section 13 
Section 14 
Section 15 
Section 16 
CHAPTER 
Section 
Section 
Section 


2 
1 
2 
3 
Section 4 
Section 5 
Section 6 
Section 7 
Section 8 
Section ce) 


GENERAL REQUIREMENTS FOR MACHINERY 


GENERAL REQUIREMENTS FOR MACHINERY 

General requirements 

Particulars to be submitted 

Certification of materials 

Operating conditions 

Securing of machinery 

Requirements for craft which are not required to comply with the HSC Code 


SURVEYS DURING CONSTRUCTION, INSTALLATION AND SEA TRIALS 


General requirements 
Diesel engines 
Turbo-chargers 
Gas turbines 
Gearing 

Shafting systems 
Propellers 

Water jet units 
Thrusters 
Steering systems 
Sea trials 


PRIME MOVERS 


DIESEL ENGINES 

General requirements 

Particulars to be submitted 

Materials 

Crankshaft design 

Construction and welded structures 

Safety arrangements on engines 

Starting arrangements 

Piping systems 

Control and monitoring 

Requirements for craft which are not required to comply with the HSC Code 
Mass produced engines 

Mass produced turbo-chargers 

Electronically controlled engines 

Programme for trials of diesel engines to assess operational capability 

Type testing procedure for crankcase explosion relief valves 

Type testing procedure for crankcase oil mist detection and alarm equipment 


GAS TURBINES 

General requirements 

Particulars to be submitted 

Materials 

Design 

Construction 

Starting arrangements 

Piping systems 

Control and monitoring 

Requirements for craft which are not required to comply with the HSC Code 


LLoyp’s REGISTER 


29 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Contents 

PART 11 TRANSMISSION SYSTEMS 

CHAPTER 1 GEARING 

Section 1 General requirements 

Section 2 Particulars to be submitted 

Section 3 Materials 

Section 4 Design of gearing 

Section 5 Piping systems for gearing 

Section 6 Control and monitoring 

Section 7 Requirements for craft which are not required to comply with the HSC Code 
CHAPTER 2 SHAFTING SYSTEMS 

Section 1 General requirements 

Section 2 Particulars to be submitted 

Section 3 Materials 

Section 4 Design and construction 

Section 5 Control and monitoring 

Section 6 Requirements for craft which are not required to comply with the HSC Code 
PART 12 PROPULSION DEVICES 

CHAPTER 1 PROPELLERS 

Section 1 General requirements 

Section 2 Plans and particulars 

Section 3 Materials 

Section 4 Propeller design 

Section 5 Piping systems 

Section 6 Control and monitoring 

Section 7 Requirements for craft which are not required to comply with the HSC Code 
CHAPTER 2 WATERJET SYSTEMS 

Section 1 Scope 

Section 2 General requirements 

Section 3 Design requirements 

Section 4 Piping systems 

Section 5 Control and monitoring 

Section 6 Electrical systems 

Section 7 Inspection, testing and fitting of waterjets 

Section 8 Installation, maintenance and replacement 

CHAPTER 3 THRUSTERS 

Section 1 General requirements 

Section 2 Particulars to be submitted 

Section 3 Materials 

Section 4 Design and construction 

Section 5 Piping systems 

Section 6 Control and monitoring 

Section 7 Electrical systems 

Section 8 Requirements for craft which are not required to comply with the HSC Code 
PART 13 SHAFT VIBRATION AND ALIGNMENT 
CHAPTER 1 TORSIONAL VIBRATION 

Section 1 General requirements 

Section 2 Details to be submitted 

Section 3 Design 

Section 4 Measurements 

Section 5 Requirements for craft which are not required to comply with the HSC Code 


30 


LLoyp’s REGISTER 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Contents 

CHAPTER 2 AXIAL VIBRATION 

Section 1 General requirements 

Section 2 Details to be submitted 

Section 3 Design 

Section 4 Measurements 

Section 5 Requirements for craft which are not required to comply with the HSC Code 
CHAPTER 3 LATERAL VIBRATION 

Section 1 General requirements 

Section 2 Details to be submitted 

Section 3 Measurements 

Section 4 Requirements for craft which are not required to comply with the HSC Code 
CHAPTER 4 SHAFT VIBRATION AND ALIGNMENT 

Section 1 Shaft alignment 

Section 2 Requirements for craft which re not required to comply with the HSC Code 


PART 14 STEERING SYSTEMS 


CHAPTER 1 STEERING SYSTEMS 

Section 1 General requirements 

Section 2 Particulars to be submitted 

Section 3 Materials 

Section 4 Design and performance 

Section 5 Piping systems 

Section 6 Control, monitoring and electrical equipment 

Section 7 Requirements for craft which are not required to comply with the HSC Code 


PART 15 PIPING SYSTEMS AND PRESSURE PLANT 


CHAPTER 1 PIPING DESIGN REQUIREMENTS 

Section 1 Application 

Section 2 Details to be submitted 

Section 3 Class of pipes 

Section 4 Design symbols and definitions 

Section 5 Carbon and low alloy steels 

Section 6 Copper and copper alloys 

Section 7 Cast iron 

Section 8 Plastics 

Section 9 Austenitic stainless steel 

Section 10 Aluminium alloy 

Section 11 Material certificates 

Section 12 Requirements for valves 

Section 13 Requirements for flexible hoses 

Section 14 Hydraulic tests on pipes and fittings 

Section 15 Requirements for small craft which are not required to comply with the HSC Code 
Section 16 Guidance notes on metal pipes for water services 


LLoyp’s REGISTER 


31 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Contents 

CHAPTER 2 HULL PIPING SYSTEMS 

Section 1 General 

Section 2 Construction and installation 

Section 3 Shell valves and fittings (other than those on scuppers and sanitary discharges) 

Section 4 Bilge pumping and drainage systems 

Section 5 Bilge drainage of machinery spaces with a propulsion prime mover 

Section 6 Emergency bilge drainage 

Section 7 Size of bilge suction pipes 

Section 8 Pumps on bilge service 

Section ) Bilge main arrangements and materials 

Section 10 Submersible bilge pump arrangements 

Section 1 Air, overflow and sounding pipes 

Section 12 Requirements for multi-hull craft 

Section 13 Additional requirements for Passenger (B) Craft 

Section 14 Requirements for small craft which are not required to comply with the HSC Code 

Section 15 Requirements for yachts and service craft of 24 m or greater in length, which are not required to comply 
with the HSC Code 

Section 16 Additional requirements for yachts that are 500 gt or more 

Section 17 Requirements for Air Cushion Vehicles 

CHAPTER 3 MACHINERY PIPING SYSTEMS 

Section 1 Application 

Section 2 General requirements 

Section 3 Oil fuel storage 

Section 4 Oil fuel systems 

Section 5 Low flash point fuels 

Section 6 Lubricating/hydraulic oil systems 

Section 7 Engine cooling water systems 

Section 8 Miscellaneous machinery 

Section 9 Special requirements for multi-hull craft 

Section 10 Requirements for Passenger (A) Craft 

Section 7 Requirements for small craft which are not required to comply with the HSC Code 

CHAPTER 4 PRESSURE PLANT 

Section 1 General requirements 

Section 2 Cylindrical shells subject to internal pressure 

Section 3 Spherical shells subject to internal pressure 

Section 4 Dished ends subject to internal pressure 

Section 5 Standpipes and branches 

Section 6 Unstayed circular flat end plates 

Section 7 Construction 

Section 8 Requirements for fusion welded pressure vessels 

Section 9 Mountings and fittings for pressure vessels 

Section 10 Hydraulic tests 

Section 17 Fibre reinforced plastics pressure vessels 

Section 12 Requirements for craft which are not required to comply with the HSC Code 

PART 16 CONTROL AND ELECTRICAL ENGINEERING 

CHAPTER 1 CONTROL ENGINEERING SYSTEMS 

Section 1 General requirements 

Section 2 Essential features for control, alarm and safety systems 

Section 3 Ergonomics of control stations 

Section 4 Unattended machinery space(s) —- UMS notation 

Section 5 Machinery operated from a centralised control station - CCS notation 

Section 6 Requirements for craft which are not required to comply with the HSC Code 

Section 7 Trials 


82 


LLoyp’s REGISTER 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Contents 

CHAPTER 2 ELECTRICAL ENGINEERING 

Section 1 General requirements 

Section 2 Main source of electrical power 

Section 3 Emergency source of electrical power 

Section 4 External source of electrical power 

Section 5 Supply and distribution 

Section 6 System design — Protection 

Section 7 Switchgear and control gear assemblies 

Section 8 Protection of personnel from hazards resulting from electric arcs within electrical equipment assembles 
and enclosures 

Section 9 Rotating machines 

Section 10 Converter equipment 

Section 11 Electrical cables and busbar trunking systems (busways) 

Section 12 Batteries 

Section 13 Equipment — Heating, lighting and accessories 

Section 14 Electrical equipment for use in explosive atmospheres 

Section 15 Navigation and manoeuvring systems 

Section 16 Electric propulsion 

Section 17 Fire safety systems 

Section 18 Crew and passenger emergency safety systems 

Section 19 Craft safety systems 

Section 20 Cargo craft, patrol and pilot craft, workboats and other similar craft of less than 500 tons gross tonnage 
for operation in Service Groups 1 to 3, and yachts less than 500 gt 

Section 21 Testing and trials 

VOLUME 8, PART 17 

PART 17 FIRE PROTECTION, DETECTION AND EXTINCTION 

CHAPTER 1 FIRE PROTECTION, DETECTION AND EXTINCTION - GENERAL 

Section 1 General requirements 

Section 2 Definitions 

CHAPTER 2 FIRE PROTECTION, DETECTION AND EXTINCTION - SERVICE CRAFT 

Section 1 General requirements 

Section 2 Fire safety measures for service craft 

CHAPTER 3 FIRE PROTECTION, DETECTION AND EXTINCTION - YACHTS 

Section 1 General requirements 

Section 2 Fire safety measures for yachts of overall length greater than 24 m but less than 500 gt 

Section 3 Fire safety measures for yachts 500 gt or more 

CHAPTER 4 SYSTEM AND EQUIPMENT SPECIFICATIONS 

Section 1 Automatic sprinkler, fire detection and fire-alarm systems 

Section 2 Fixed fire detection and fire alarm systems 

Section 3 Fixed fire-extinguishing systems in machinery spaces 

Section 4 Fireman's outfits 

Section 5 Fire-control plans 

Section 6 Fire-extinguishers (portable and non-portable) 


LLoyp’s REGISTER 


33 


© Lloyd's Register, 2012 
Published by Lloyd’s Register 
Registered office 
71 Fenchurch Street, London, EC3M 4BS 
United Kingdom 


Rules and 
Regulations 

for the 
Classification of 
Special Service Craft 


Volume 1 
Part 1 
Regulations 
July 2012 


idovds er 


LIFE MATTERS 


A guide to the Rules 


and published requirements 


Rules and Regulations for the 
Classification of Special Service Craft 


Introduction 


The Rules are published as a complete set; individual Parts are, 
however, available on request. A comprehensive List of Contents 
is placed at the beginning of each Part. 


Numbering and Cross-References 


A decimal notation system has been adopted throughout. Five 
sets of digits cover the divisions, i.e. Part, Chapter, Section, 
sub-Section and paragraph. The textual cross-referencing 
within the text is as follows, although the right hand digits may 
be added or omitted depending on the degree of precision 
required: 

a) In same Chapter, e.g. see 2.1.3 (i.e. down to paragraph). 

b) In same Part but different Chapter, e.g. see Ch 3,2.1 (i.e. 
down to sub-Section). 

Cc) n another Part, e.g. see Pt 5, Ch 1,3 (i.e. down to Section). 


The cross-referencing for Figures and Tables is as follows: 

a) n same Chapter, e.g. as shown in Fig. 2.3.5 (i.e. Chapter, 
Section and Figure Number). 

b) — Insame Part but different Chapter, e.g. as shown in Fig. 2.3.5 
in Chapter 2. 

(2) n another Part, e.g. see Table 2.7.1 in Pt 3, Ch 2. 


Lloyd’s Register is an exempt charity under the UK Charities Act 1993 


Rules updating 


The Rules are generally published annually and changed through 
a system of Notices. Subscribers are forwarded copies of such 
Notices when the Rules change. 


Current changes to Rules that appeared in Notices are shown 
with a black rule alongside the amended paragraph on the left 
hand side. A solid black rule indicates amendments and a 
dotted black rule indicates corrigenda. 


Rules programs 


LR has developed a suite of Calculation Software that evaluates 
Requirements for Ship Rules, Special Service Craft Rules and 
Naval Ship Rules. For details of this software please contact LR. 


Direct calculations 


The Rules require direct calculations to be submitted for 
specific parts of the ship structure or arrangements and these 
will be assessed in relation to LR’s own direct calculation 
procedures. They may also be required for ships of unusual 
form, proportion or speed, where intended for the carriage of 
special cargoes or for special restricted service and as supporting 
documentation for arrangements or scantlings alternative to 
those required by the Rules. 
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Lloyd's Register, its affiliates and subsidiaries and their respective officers, employees or agents are, individually and collectively, referred to in this clause 
as the ‘Lloyd's Register Group’. The Lloyd's Register Group assumes no responsibility and shall not be liable to any person for any loss, damage or 
expense caused by reliance on the information or advice in this document or howsoever provided, unless that person has signed a contract with the 
relevant Lloyd's Register Group entity for the provision of this information or advice and in that case any responsibility or liability is exclusively on the 
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General Regulations Part 1, Chapter 1 


Sections 1 & 2 


ra Section 7 


1.1 Lloyd's Register (hereinafter referred to as ‘LR’), which is recognised under the laws of the United Kingdom as a 
corporate body and a charity established for the benefit of the community, was founded in 1760. It was established for the 
purpose of producing a faithful and accurate classification of merchant shipping. It now primarily produces classification Rules. 


1.2 Classification services are delivered to clients by a number of other members of the Lloyd's Register Group, including: 
Lloyd's Register EMEA, Lloyd's Register Asia, Lloyd's Register North America, Inc., and Lloyd's Register Central and South 
America Limited. 


es! The Lloyd's Register Group (hereinafter referred to as 'the LR Group’) comprises charities, other forms of organisation 
and non-charitable companies, with the latter supporting the charities in their main goal of enhancing the safety of life and 
property, at sea, on land and in the air, for the benefit of the public and the environment. 


| Section 2 


2.1 LR remains the sole classification society in the LR Group. LR is managed by a Board of Trustees (hereinafter referred 
to as ‘the Board’). 


The Board has: 
appointed a Classification Committee and determined its powers and functions and authorised it to delegate certain of its powers 


to a Classification Executive and Devolved Classification Executives; 
appointed Technical Committees and determined their powers, functions and duties. 


2.2 The LR Group has established National and Area Committees in the following: 
Countries: Areas: 
Australia (via Lloyd's Register Asia) Benelux (via Lloyd's Register EMEA) 
Canada (via Lloyd's Register North America, Inc.) Central America (via Lloyd's Register Central and 
China (via Lloyd's Register Asia) South America Ltd) 
Egypt (via Lloyd's Register EMEA) Nordic Countries (via Lloyd's Register EMEA) 
Federal Republic of Germany South Asia (via Lloyd's Register Asia) 
(via Lloyd's Register EMEA) Asian Shipowners (via Lloyd's Register Asia) 
France (via Lloyd's Register EMEA) Greece (via Lloyd's Register EMEA) 


Italy (via Lloyd's Register EMEA) 

Japan (via Lloyd's Register) 

New Zealand (via Lloyd's Register Asia) 

Poland (via Lloyd's Register (Polska) Sp zoo) 

Spain (via Lloyd's Register EMEA) 

United States of America (via Lloyd's Register North America, Inc.) 


LLoyp’s REGISTER 1 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


General Regulations Part 1, Chapter 1 


Section 3 

[a Section 3 

3.1 LR's Technical Committee is at present composed of a maximum of 80 members which includes: 

Ex officio members: 

e Chairman and Chief Executive Officer Of LR ow... ccccccceeeeee eter eect ee eee ee ee een eee tree ease eeeeeeeesaeaaaaaaaeaeenees 

¢ ~Chairman:of the Classification Committe6:Of WR a:scccnsscents arene vietiaaecteetieia creed deans sdweitieebedapnaeasdenaencsaeeeye 

Members Nominated by: 

© “Technical COMMUIMSS: ciscencencttensencareneuagusass Meeepiniaananaatne orecvesesi nis eedel eons cut nau eth aden teraedanatndeg eat eeeutsaenaten 

° Royal Institution of Naval Architects s.ccicssusevcseazdteniehs ce deasuececeictadehoestestesgacsiie Peaneedsauaewhsa vesiwile¥s ef¥iiav eee etetedeeiees 2 

©  Institution‘of Engineers:and:Shipbuildersiin' SCOMANG: seccvideescatetaeessetacciencestiesstandesnssasiulone gan deekdbdeend neuer aiaveenctars 2 

e Institute of Marine, Engineering, Science and TeECNHnOlOGy  .....eeeceeeeceeeeeeeeeeeeeee eee eee eee e eee e ee ee eect ea eaeaeaeneeeeeeeeeeees 2 

° Institute of Materials, Minerals and MINING 2.0.0... eee cece eee ene nee eee nanan eee tees ‘1 

* Honourable Company of Master M@riners icc. cesta ces een ciee et eee bath neice Sete nate see bine ha cate esiialeate deabencadanasaares Meeelbaealee 2 

s-¢ Institutionof Engineering:and TECHNOIOGY: siccescavoesevinessagenetadsessige naben tela end tenivadliel sdbaertedadsheseiieareaiess ten tanes 1 

e §©— INSTITUTE Of REMOGErAtION: .ciiisccehsnncuninatetialediiideed jakahilimeandpadade ented bbrandaaianabionnbeinaerstenertak setae 1 

© “Welding: INSttUte: 25: scare eee sane elinwadd waded Mvaiaeena amie edd a hee aere eee al eared ee 1 

e ~— Shipbuilders' and Shiprepairers' ASSOCIATION ooo... e cece cece cece cece teeter ence een Eee eee een en eee nana t a ttteteneeeeeeees 2 

e The Society of Consulting Marine Engineers and Ship Surveyors oo. cece cece eeeeeeeeeeeeeeeee eases eeeeeeeeeeeeeeeeeeaes 

e —§=Community of European Shipyards Associations ..........6cccecc eee eee e eee tees ne eeeteeeeeeeee eee eeeeeee erent eaeaed 1 

© §©«©6Ssociety of Maritime: INGUSINES: .5.ccciveecsie es dide veh ean dnreaven dies aedys nde lade eiuaeaae sia dd pela snl aamau bebe eesindeldeaN nee lanaane 2 

e European Marine Equipment Council ............ ccc reenter nena n eda eteeeeaeaaaa nena neta ened 1 

e ©» Ghamberof SHIPPING) c.aiiasiblconin in diblen aiden hit iad iad ladeloneunlibhtaddatadadnubeiatabaetdiahiddidesdats teebisebtanseiednenea seams 1 

e = Greek Shipping Co-operation COMMIttee unre detente naadaaaaeneees 1 

e International Association of Oil and Gas Producers 1 

3.2 In addition to the foregoing: 

(a) Each National or Area Committee may appoint a representative to attend meetings of the Technical Committee. 

(bo) A maximum of five representatives from National Administrations may be co-opted to serve on the Technical Committee. 
Representatives from National Administrations may also be elected as members of the Technical Committee under one of the 
categories identified in 3.1. 

(c) Further persons may be co-opted to serve on the Technical Committee by the Technical Committee. 

O38 All elections are subject to confirmation by the Board. 

3.4 The function of the Technical Committee is to consider: 


(a) any technical issues connected with LR’s marine business; 

(b) any proposed alterations in the existing Rules; 

(c) any new Rules for classification; 

Where changes to the Rules are necessitated by mandatory implementation of International Conventions, Codes or Unified 
Requirements adopted by the International Association of Classification Societies these may be implemented by LR without 
consideration by the Technical Committee. 


3.5 The term of office of the Chairman and of all members of the Technical Committee is five years. Members may be re- 
elected to serve an additional term of office with the approval of the Board. The term of office of the Chairman may be extended 
with the approval of the Board. 


3.6 In the case of continuous non-attendance of a member, the Technical Committee may withdraw membership. 


OF Meetings of the Technical Committee are convened as often and at such times and places as is necessary, but there is 
to be at least one meeting in each year. Urgent matters may be considered by the Technical Committee by correspondence. 


3.8 Any proposal involving any alteration in, or addition to, Part 1, Chapter 1 of Rules for Classification is subject to approval 
of the Board. All other proposals for additions to or alterations to the Rules for Classification other than Part 1, Chapter 1, will 
following consideration and approval by the Technical Committee either at a meeting of the Technical Committee or by 
correspondence, be recommended to the Board for adoption. 


3.9 The Technical Committee is empowered to: 

(a) appoint sub-Committees or panels; and 

(b) co-opt to the Technical Committee, or to its sub-Committees or panels, representatives of any organisation or industry or 
private individuals for the purpose of considering any particular problem. 
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General Regulations Part 1, Chapter 1 


Sections 4 & 5 


a Section 4 


4.1 LR's Naval Ship Technical Committee is at present composed of a maximum of 50 members and includes: 
Ex officio members 
° Chairman and Chief Executive Officer of LR 


Member nominated by: 
° Naval Ship Technical Committee; 


e The Royal Navy and the UK Ministry of Defence; 

° UK Shipbuilders, Ship Repairers and Defence Industry; 

e Overseas Navies, Governments and Governmental Agencies; 

° Overseas Shipbuilders, Ship Repairers and Defence Industries; 

4.2 All elections are subject to confirmation by the Board. 

4.3 All members of the Naval Ship Technical Committee are to hold security clearance from their National Authority for the 


equivalent of NATO CONFIDENTIAL. All material is to be handled in accordance with NATO Regulations or, for non-NATO 
countries, an approved equivalent. No classified material shall be disclosed to any third party without the consent of the originator. 


4.4 The term of office of the Naval Ship Technical Committee Chairman and of all members of the Naval Ship Technical 
Committee Chairman is five years. Members may be re-elected to serve an additional term of office with the approval of the Board. 
The term of the Chairman may be extended with the approval of the Board. 


4.5 In the case of continuous non-attendance of a member, the Naval Ship Technical Committee may withdraw 
membership. 
4.6 The function of the Naval Ship Technical Committee is to consider technical issues connected with Naval Ship matters 


and to approve proposals for new Naval Ship Rules, or amendments to existing Naval Ship Rules. 


4.7 Meetings of the Naval Ship Technical Committee are convened as necessary but there will be at least one meeting per 
year. Urgent matters may be considered by the Naval Ship Technical Committee by correspondence. 


4.8 Any proposal involving any alteration in, or addition to, Part 1, Chapter 1 of Rules for Classification of Naval Ships is 
subject to approval of the Board. All other proposals for additions to or alterations to the Rules for Classification of Naval Ships, 
other than Part 1, Chapter 1, will following consideration and approval by the Naval Ship Technical Committee, either at a meeting 
of the Naval Ship Technical Committee or by correspondence, be recommended to the Board for adoption. 


4.9 The Naval Ship Technical Committee is empowered to: 

(a) appoint sub-Committees or panels; and 

(b) co-opt to the Naval Ship Technical Committee, or to its sub-Committees or panels, representatives of any organisation or 
industry or private individuals for the purpose of considering any particular problem. 


| Section 5 


5.1 LR has the power to adopt, and publish as deemed necessary, Rules relating to classification and has (in relation 

thereto) provided the following: 

(a) Except in the case of a special directive by the Board, no new Regulation or alteration to any existing Regulation relating to 
classification or to class notations is to be applied to existing ships. 

(b) Except in the case of a special directive by the Board, or where changes necessitated by mandatory implementation of 
International Conventions, Codes or Unified Requirements adopted by the International Association of Classification Societies 
are concerned, no new Rule or alteration in any existing Rule is to be applied compulsorily after the date on which the 
contract between the ship builder and shipowner for construction of the ship has been signed, nor within six months of its 
adoption. The date of ‘contract for construction’ of a ship is the date on which the contract to build the ship is signed 
between the prospective shipowner and the ship builder. This date and the construction number (i.e. hull numbers) of all the 
vessels included in the contract are to be declared by the party applying for the assignment of class to a newbuilding. The 
date of ‘contract for construction’ of a series of sister ships, including specified optional ships for which the option is ultimately 
exercised, is the date on which the contract to build the series is signed between the prospective shipowner and the ship 
builder. In this section a ‘series of sister ships’ is a series of ships built to the same approved plans for classification purposes, 
under a single contract for construction. The optional ships will be considered part of the same series of sister ships if the 
option is exercised not later than 1 year after the contract to build the series was signed. If a contract for construction is later 
amended to include additional ships or additional options, the date of ‘contract for construction’ for such ships is the date 
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General Regulations Part 1, Chapter 1 


Sections 5 to 8 


on which the amendment to the contract is signed between the prospective shipowner and the ship builder. The amendment 
to the contract is to be considered as a ‘new contract’. If a contract for construction is amended to change the ship type, 
the date of ‘contract for construction' of this modified vessel, or vessels, is the date on which the revised contract or new 
contract is signed between the Owner, or Owners, and the shipbuilder. Where it is desired to use existing approved ship or 
machinery plans for a new contract, written application is to be made to LR. Sister ships may have minor design alterations 
provided that such alterations do not affect matters related to classification, classification, or if the alterations are subject to 
classification requirements, these alterations are to comply with the classification requirements in effect on the date on which 
the alterations are contracted between the prospective owner and the ship builder or, in the absence of the alteration 
contract, comply with the classification requirements in effect on the date on which the alterations are submitted to LR for 
approval. 

(c) All reports of survey are to be made by surveyors authorised by members of the LR Group to survey and report (hereinafter 
referred to as 'the Surveyors’) according to the form prescribed, and submitted for the consideration of the Classification 
Committee. 

(d) Information contained in the reports of classification and statutory surveys will be made available to the relevant owner, 
National Administration, Port State Administration, P&l Club, hull underwriter and, if authorised in writing by that owner, to 
any other person or organisation. 

(e) Notwithstanding the general duty of confidentiality owed by LR to its client in accordance with the LR Rules, LR clients 
hereby accept that, LR will participate in the IACS Early Warning System which requires each IACS member to provide its 
fellow IACS members and Associates with relevant technical information on serious hull structural and engineering systems 
failures, as defined in the IACS Early Warning System (but not including any drawings relating to the ship which may be the 
specific property of another party), to enable such useful information to be shared and utilised to facilitate the proper work- 
ing of the IACS Early Warning System LR will provide its client with written details of such information upon sending the 
same to IACS Members and Associates. 

(f) Information relating to the status of classification and statutory surveys and suspensions/withdrawals of class together with 
any associated conditions of class will be made available as required by applicable legislation or court order. 

(g) A Classification Executive consisting of senior members of LR's Classification Department staff shall carry out whatever 
duties that may be within the function of the Classification Committee that the Classification Committee assigns to it. 


oO Section 6 


6.1 No LR Group employee is permitted under any circumstances, to accept, directly or indirectly, from any person, firm or 
company, with whom the work of the employee brings the employee into contact, any present, bonus, entertainment or 
honorarium of any sort whatsoever which is of more than nominal value or which might be construed to exceed customary 
courtesy extended in accordance with accepted ethical business standards. 


O Section 7 


fA LR has the power to withhold or, if already granted, to suspend or withdraw any ship from class (or to withhold any 
certificate or report in any other case), in the event of non-payment of any fee to any member of the LR Group. 


O Section 8 


8.1 When providing services LR does not assess compliance with any standard other than the applicable LR Rules, 
international conventions and other standards agreed in writing. 


8.2 In providing services, information or advice, the LR Group does not warrant the accuracy of any information or advice 
supplied. Except as set out herein, LR will not be liable for any loss, damage or expense sustained by any person and caused by 
any act, omission, error, negligence or strict liability of any of the LR Group or caused by any inaccuracy in any information or 
advice given in any way by or on behalf of the LR Group even if held to amount to a breach of warranty. Nevertheless, if the Client 
uses LR's services or relies on any information or advice given by or on behalf of the LR Group and as a result suffers loss, 
damage or expense that is proved to have been caused by any negligent act, omission or error of the LR Group or any negligent 
inaccuracy in information or advice given by or on behalf of the LR Group, then a member of the LR Group will pay compensation 
to the client for its proved loss up to but not exceeding the amount of the fee (if any) charged for that particular service, 
information or advice. 
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General Regulations Part 1, Chapter 1 


Section 8 


8.3 Notwithstanding the previous clause, the LR Group will not be liable for any loss of profit, loss of contract, loss of use or 
any indirect or consequential loss, damage or expense sustained by any person caused by any act, omission or error or caused 
by any inaccuracy in any information or advice given in any way by or on behalf of the LR Group even if held to amount to a 
breach of warranty. 


8.4 Any dispute about LR's services is subject to the exclusive jurisdiction of the English courts and will be governed by 
English law. 
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Classification Regulations 


Part 1, Chapter 2 


Section 1 


Section 

1 Conditions for classification 

2 Scope of the Rules 

3 Character of classification and class notations 

4 Surveys - General 

5 IACS QSCS Audits 

6 Type Approval/Type testing/ Quality control 
system 

7: Classification of machinery for craft/yachts with 


[KX] LMC or MCH notation 


ka Section 7 
Conditions for classification 


1.1 General 


Teshed The Rules and Regulations for the Classification of 
Special Service Craft (hereinafter referred to as the Rules for 
Special Service Craft), are applicable to those types of craft 
which are defined in 2.1. Where the word craft is used in the 
text of the Rules, it is to be taken as being applicable to 
yachts and other craft as stated herein unless specifically 
indicated otherwise. 


1.1.2 The Rules are framed on the understanding: 

(a) that the craft will at all times be properly loaded. They do 
not, unless stated or implied in the class notation, 
provide for special distributions or concentrations of 
loading associated with the operation of the craft. Lloyd’s 
Register (hereinafter referred to ‘LR’) may require 
additional strengthening to be fitted in any craft, which, 
in their opinion, would otherwise be subjected to severe 
stresses due to particular features in the design or 
operation, or where it is desired to make provision for 
exceptional loading conditions. In such cases particulars 
and details of the required loadings are to be submitted 
for consideration, 

(b) that the craft will at all times be properly handled, with 
particular reference to the placing on board of persons and 
equipment and the reduction of speed in heavy weather, 

(c) that compliance with the Rules does not relieve the 
designer of his responsibilities to his client for compliance 
with the specification and the requirements for the overall 
design and in service performance of the craft, 

(d) that the craft will not be operated outside of the 
para-meters specified in any operational envelope which 
may have been assigned, without the prior agreement of 
LR. 


1.43 New craft built in accordance with the Rules, or in 
accordance with requirements equivalent thereto, will be 
assigned a class in the appropriate Register Book and will 
continue to be classed so long as they are found, upon 
examination at the prescribed surveys, to be maintained in 
accordance with the requirements of the Rules. Classification 
will be conditional upon compliance with LR’s requirements 
for both hull and machinery. 


1.1.4 The class notations of yachts will be recorded on 
the ClassDirect Live website. The class notations of other craft 
will be recorded on the ClassDirect Live website in the 
Register of Ships. 


7.1.5 LR, in addition to requiring compliance with the 
Rules, will, in general, require to be satisfied that craft are 
suitable for the geographical or other limits or conditions of 
the service contemplated. 


i it) Loading conditions and any other preparations 
required to permit a craft with a notation specifying some 
service limitation to undertake a sea-going voyage, either from 
port of building to service area or from one service area to 
another, are to be in accordance with arrangements agreed 
by LR prior to the voyage. 


TTL Any damage, defect, breakdown or grounding, 
which could invalidate the conditions for which a class has 
been assigned, is to be reported to LR without delay. Any 
detention or arrest is also to be reported to LR without delay. 


1.1.8 Where the provision of loading or stress monitoring 
equipment has been required by LR as the result of local, 
ongitudinal or transverse strength calculations and the 
imposition of operating limitations, the necessary loading 
guidance information and operating instructions are to be 
incorporated in the relevant manuals supplied to the Master. 


1.1.9 Where an onboard computer system having 
ongitudinal strength computation capability, which is required 
by the Rules, is provided on a new craft, or newly installed on 
an existing craft, then the system is to be certified in respect 
of longitudinal strength use in accordance with LR’s document 
entitled Approval of Longitudinal Strength and Stability 
Calculation Programs. 


7.7.10 Where an onboard computer system having 
stability computation capability is provided on a new craft, 
then the system is to be certified in respect of stability aspects 
in accordance with LR’s document entitled, Approval of 
Longitudinal Strength and Stability Calculation Programs. 
When provided, an onboard computer system having stability 
computation capability is to carry out the calculations and 
checks necessary to assess compliance with all the stability 
requirements applicable to the craft on which it is installed. 


LLoyD’s REGISTER 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRafT, July 2012 


Classification Regulations 


Part 1, Chapter 2 


Section 1 


7.7.11 For craft, the arrangements and equipment of 

which are required to comply with the requirements of the: 

e = International Convention on Load Lines, 1966: 

e International Convention for the Safety of Life at Sea, 
1974 and its protocol of 1978, which includes the 
International Code of Safety for High Speed Craft: 

e = International Convention for the Prevention of Pollution 
from ships, 1974, as modified by the Protocol of 1978 
relating thereto: 

and applicable Amendments thereto, the Committee requires 
the applicable Convention Certificates to be issued by a 
National Administration, or by LR, or by an IACS Member 
when so authorised. Safety Management Certificates in accor- 
dance with the provisions of the /nternational Safety 
Management Code (ISM Code) may be issued by an 
organisation complying with IMO Resolution A.739(18) and 
authorised by the National Authority with which the craft is 
registered. Cargo Ship Radio Certificates may be issued by an 
organisation authorised by the National Authority with which 
the craft is registered. 


7.7.12 In the case of dual classed craft, Convention 
certificates may be issued by the other classification society 
with which the craft is classed provided this is recognised in a 
formal Dual Class Agreement with LR and provided the other 
classification society is also authorised by the National 
Authority. 


7.1.13 Yachts with a load line length, of 24m and over, 
having a service type notation of Yacht, will be assigned class 
only after it has been demonstrated that the stability of the 
yacht complies with the stability requirements of the National 
Administration, provided these are as a minimum equivalent to 
the intact stability requirements of the UK MCA LY2 Code (as 
amended). 


1.1.14 Yachts with a load line length of 24 m and above, 
and with a gross tonnage of less than 3000, will be assigned a 
service type notation Yacht(S) only after it has been demon- 
strated that both the intact and damage stability comply with 
the UK MCA LY2 Code. 


7.7.15 Yachts with a load line length of 24 m and above, 
and with a gross tonnage of 3000 and above, will be assigned 
a service type notation Yacht(S) only after it has been demon- 
strated that both the intact and damage stability comply with 
enhanced stability requirements such as a recognised 
International Standard. 


1.2 Application 

1.2.1 Except in the case of a special directive by the 
Committee, no new Regulation or alteration to any existing 
Regulation relating to character of classification or to class 
notations is to be applied to existing craft. 


1.3 Interpretation of the Rules 


7.3.1 The interpretation of the Rules is the sole responsi- 
bility, and at the sole discretion, of LR. 


1.4 Scope of classification 


1.4.1 Classification covers the structural design, water- 
tight integrity and standard of construction of the hull and 
construction, installation and testing of the propulsion 
machinery, essential auxiliary machinery, essential piping and 
electrical systems to the extent indicated within these Rules. 


1.4.2 Outfit, other than that covered by 1.4.1, general 
finish, noise levels, vibration (other than shaft vibration where 
applicable), trim, design speed and stability, except as 
mentioned in 1.1.11, 1.1.18 and 1.1.14 are outside the scope 
of classification. 


1.4.3 Where a craft is to be fitted with sails, the masts, 
rigging and sail arrangements are left to the judgment and 
experience of the Owner, the Builders and the designers, and 
LR does not accept responsibility for them. However, for 
classification purposes the attending Surveyor must be 
satisfied that they are being maintained in a satisfactory 
condition. 


1.4.4 Where a craft is so badly damaged that class has to 
be suspended, LR is prepared to assist the Owner with advice 
if requested. 


1.4.5 The attention of Owners and Builders is drawn to 
statutory requirements which may be imposed by the relevant 
National Administration and which may not be within the 
scope of classification. 


1.5 Client’s responsibilities 


1.5.1 The Client is to give LR’s Surveyors every facility and 
necessary access to carry out their survey duties. The Client 
should familiarise himself with the relevant LR Rules and, where 
appropriate, arrange that all sub-contractors, suppliers of 
components, materials or equipment do the same. 


7.5.2 The survey procedures undertaken by LR when 
providing services are on the basis of periodical visits involv- 
ing both monitoring and direct survey, and LR’s Surveyors will 
not be in continual attendance at LR’s Client’s premises. As 
construction and outfitting are continuous processes, the 
Builder has the overall responsibility to his client to ensure and 
document that the requirements of the Rules, approved 
drawings and any agreed amendments made by the 
attending LR Surveyors have been complied with. 
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CJ Section 2 
Scope of the Rules 


2.1 Applicable craft types 


Ves i | The Rules are applicable to the following craft types 
constructed from steel, aluminium alloy, composite materials 
or combinations of these materials: 

a) High speed craft. 

) Light displacement craft. 

) — Multi-hull craft. 

d) Yachts of overall length, Loa, 24 m or greater. 

e) Craft with draught to depth ratio less than or equal to 0,55. 


2.1.2 The following craft types will be considered upon 

request on the basis of the Rules: 

(a) Amphibious air cushion vehicles. 

(b) Rigid inflatable boats. 

(c) Hydrofoil craft. 

(d) Foil assisted craft. 

(e) Craft as defined 2.1.1(a) to (e) constructed from wood or 
wood/composite combinations. 

(f) Other craft constructed from composite materials. 

(g) Craft with a Rule length, Lp, less than 24 m and draught 
to depth ratio greater than 0,55. 


2.1.3 Existing yachts, regardless of length, are subject to 
the survey requirements defined in Chapter 4. 


2.1.4 The Rules incorporate those requirements of the 
International Convention for the Safety of Life at Sea, 1974 as 
amended (SOLAS 74) Chapter X — Safety Measures for High 
Speed Craft (International Code of Safety for High Speed 
Craft) hereinafter referred to as the HSC code, as applicable 
to the classification of such craft. 


leo. At the discretion of LR craft types which are 
specifically covered by LR’s Rules and Regulations for the 
Classification of Ships (hereinafter referred to as the Rules for 
Ships) or other LR Rules and Regulations for Classification 
may be considered for classification in accordance with these 
Rules and Regulations. 


2.1.6 Where any aspect of the design or construction is 
not covered by the Rules, the relevant requirements of the 
Rules for Ships or the Rules and Regulations for the 
Classification of Naval Ships (hereinafter referred to as the 
Rules for Naval Ships) will be applied as considered necessary. 


2.2 Definitions 


2.2.1 For the purpose of the Rules, the definitions given in 
2.2.2 to 2.2.29 will apply. 


2.2.2 Air Cushion Vehicle. An Air Cushion Vehicle (ACV) 
is a craft such that the whole or a significant part of its weight 
can be supported, whether at rest or in motion, by a 
continuously generated cushion of air dependent for its 
effectiveness on the proximity of the surface over which the 
craft operates. 


2.2.3 Assisted craft. An assisted craft is any craft 
operating on a route where it has been demonstrated to the 
satisfaction of the Administrations concerned that there is a 
high probability that in the event of an evacuation at any point 
of the route, all passengers and crew can be rescued safely 
within the time specified in the HSC Code. 


2.2.4 Catamaran. A catamaran is a craft with twin-hulls 
linked by a bridging structure. 


2.2.5 Composite materials. Composite materials are 
those construction materials consisting principally of fibre 
reinforced plastics. 


2.2.6 Design waterline is the waterline corresponding to 
the maximum operational weight of the craft with no lift or 
propulsion machinery active. 


2.2.7 Foil assisted craft. A foil assisted craft is a craft 
designed such that a significant part of its weight, whilst in 
motion, is supported by hydrodynamic lift generated by foils. 


2.2.8 High speed craft. A high speed craft is a craft 
capable of maximum speed, V, see 2.2.11, not less than: 


V =7,19V1/ knots 


where 
V = moulded displacement, in m%, of the craft 
corresponding to the design waterline. 


2.2.9 Hydrofoil craft. A hydrofoil craft is a craft which is 
supported above the water surface in non-displacement 
mode by hydrodynamic forces generated by foils. 


2.2.10 Light displacement craft. A light displacement 
craft is a craft with a displacement not exceeding: 


A = 0,04(Lp B)'5 tonnes 


where 
Lp and B are defined in Pt 3, Ch 1. 


2.2.11 Maximum speed. Maximum speed is the speed, 
in knots, achieved at the maximum continuous power for 
which the craft is certified at maximum operational weight and 
in smooth water. 


2.2.12 Mono-hull craft. A mono-hull craft is a craft whose 
single hull may be of displacement form or of a semi-planing 
or planing form subject to some support by hydrodynamic lift. 


2.2.13 —Multi-hull craft. A multi-hull craft is a craft with two 
or more hulls linked by a bridging structure which may be of 
displacement form or of a semi-planing or planing form 
subject to some support by hydrodynamic lift. 


2.2.14 Operational speed. Operational speed is the 
speed, in knots, corresponding to that permitted by the 
operational envelope. For High Speed Craft it is not more than 
90 per cent of the maximum speed. 


2.2.15 Operational envelope. The operational envelope 
defines the craft’s service in terms of operational speeds, 
wave heights, displacements, service area and time required 
to seek refuge. 
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2.2.16 Passenger. A passenger is every person other 

than: 

(a) The Master and the members of the crew or other 
persons employed or engaged in any capacity on board 
a craft on the business of that craft, and 

(b) achild under one year of age. 


2.2.17 Passenger craft. A passenger craft is a craft which 
carries more than twelve passengers. 


2.2.18 Patrol craft. A patrol craft is a craft which may be 
operated by the harbour, police, customs, military authorities, 
search and rescue or similar organisations. 


2.2.19 Pilot launch. A pilot launch is a craft designed to 
come alongside ships whilst at sea to embark or disembark 
pilots. 


2.2.20 Place of refuge. A place of refuge is any naturally 
or artificially sheltered area which may be used as a shelter by 
a craft under conditions likely to endanger its safety. 


2.2.21 Range to refuge. Range to refuge is the maxinum 
allowable distance in nautical miles, measured along the 
shortest safe navigational track from any point on the intended 
voyage route of the craft to the nearest accessible harbour or 
place of refuge. 


2.2.22 Reasonable weather. Reasonable weather is 
defined as wind strengths of force six or less on the Beaufort 
scale, associated with: 

(a) Sea states within the operational envelope which are 
sufficiently moderate to ensure that green water is taken 
on board at infrequent intervals only or not at all. 

(b) Motions such as do not impair the efficient operation of 
the craft and do not significantly reduce passenger 
comfort or safety or impose any undue loads on any 
cargo carried. 


2.2.23 Rigid Inflatable Boat. A Rigid Inflatable Boat (RIB) 
is a craft combining a rigid hull enclosed by a watertight self- 
draining deck situated above the deepest operational load 
waterline and provided with a gas, air or foam-filled flotation 
collar/fender at the edge of the deck above the hull to improve 
the stability and to augment the reserve of buoyancy and sea- 
keeping ability of the rigid hull. 


2.2.24 Service craft. Service craft is any craft within the 
scope of the Rules other than a yacht or an amphibious air 
cushion vehicle. 


2.2.25 | Small Waterplane Area Twin Hull Ship. A Small 
Waterplane Area Twin Hull Ship (SWATH) is a twin-hulled craft 
characterised by bulbous lower hulls (torpedoes) and relatively 
narrow struts connecting them to the haunches and deck 
structure. 


2.2.26 Surface Effect Ship. A Surface Effect Ship (SES) 
iS an air-cushion vehicle whose cushion is totally or partially 
retained by permanently immersed rigid structures. 


2.2.27 Unassisted craft. An unassisted craft is any craft 
other than an assisted craft, with machinery and safety 
systems arranged such that, in the event of damage disabling 
any essential machinery and safety systems in one compart- 
ment, the craft retains the capability to navigate safely as 
defined in the HSC Code. 


2.2.28 Wave piercer. A wave piercer is a particular type of 
catamaran with lower hulls of a displacement or semi- 
displacement form that provide a positive freeboard when at 
rest in smooth water but which are expected to become 
partially submerged when advancing in waves. 


2.2.29 Yacht. A yacht is a recreational craft used for sport 
or pleasure and may be propelled mechanically, by sail or by 
a combination of both. 


2.2.30 Workboat. A workboat is a general purpose 
service craft which may be adapted for duties such as line 
handling, towing, tender, survey, fishing, oil spill recovery, or 
diving support. 


| Section 3 
Character of classification and 
class notations 


3.1 General 


3.1.1 This Section details the character symbols and 
notations which comprise the class assigned to special 
service craft. 


3.1.2 The operational envelope assigned to craft built and 
classed in accordance with the Rules will be included in the 
operational manual of the craft where such a manual is 
required by the Rules. A reference to the operational envelope 
will be made in the Classification Certificate. 


3.1.3 Craft built and classed in accordance with the 
Rules for restricted service but which are not assigned an 
operational envelope will have their geographical limits 
included in the Classification Certificate. 


3.2 Character symbols 


3.2.1 All craft, when classed, will be assigned a character 
of classification comprising one or more character symbols as 
applicable, e.g. &#100A1 SSC. 


3.2.2 A full list of character symbols for which craft may 

be eligible is as follows: 

YH This distinguishing mark will be assigned, at the time 
of classing, to new craft constructed under LR’s 
Special Survey, in compliance with the Rules, and to 
the satisfaction of the Committee. 


| 


This distinguishing mark will be assigned, at the time 
of classing, to new craft constructed under LR’s 
Special Survey in accordance with plans approved by 
another recognised classification society. 
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100 ~=—‘This character figure will be assigned to all craft 
considered suitable for sea-going service except 
those in Service Group 1, see 3.5.5. 


A This character letter will be assigned to all craft which 
have been built or accepted into class in accordance 
with LR’s Rules and Regulations, and which are 
maintained in good and efficient condition. 


1 This character figure will be assigned to: 

(a) Craft having on board, in good and efficient 
condition, anchoring and/or mooring equipment 
in accordance with the Rules. 

(b) Craft classed for a specific service, having on 
board, in good and efficient condition, anchoring 
and/or mooring equipment approved by the 
Committee as suitable and sufficient for the 
particular service. 


N This character letter will be assigned to craft on which 
the Committee has agreed that anchoring and 
mooring equipment need not be fitted in view of their 
particular service. 


T This character letter will be assigned to ships which 
are intended to perform their primary designed service 
function only while they are anchored, moored, towed 
or linked, and which have, in good and efficient 
condition, adequately attached anchoring, mooring, 
towing or linking equipment which has been approved 
by the Committee as suitable and sufficient for the 
intended service. 


SSC _ These character letters will be assigned to craft 
indicating that the craft has been constructed or 
accepted into class on the basis of the Rules. 


3.2.3 For classification purposes the character figure 1 or 
the character letter N is to be assigned. 


3.2.4 In cases where the anchoring and/or mooring 
equipment is found to be seriously deficient in quality or 
quantity, the class of the craft will be liable to be withheld. 


3.3 Class notations (hull) 


3.3.1 When considered necessary by the Committee, or 
when requested by an Owner and agreed by the Committee, 
a class notation will be appended to the character of 
classification assigned to the craft. The class notation will 
consist of one of, or a combination of: 

(a) ahigh speed craft notation; 

(b) a light displacement craft notation; 

(c) aservice area restriction notation; 

(d) aservice type notation; and 

(e) acraft type notation; 

(f) other hull notations; 


e.g. 

*4100A1 SSC Passenger (A) Catamaran 
HSC G2 ‘service area’ 

*4100A1 SSC Yacht Catamaran 


LDC G5. 


3.3.2 A list of class notations (hull) for which a craft may 
be eligible is given in 3.4 to 3.10. 


3.4 High speed craft and light displacement craft 
notations 


3.4.1 HSC —- High speed craft notation. This class notation 
will be assigned to high speed craft as defined in 2.2.8. 


3.4.2 LDC - Light displacement craft notation. This 
class notation will be assigned to light displacement craft as 
defined in 2.2.10. 


3.5 Service area restriction notations 


3.5.7 All craft classed under the Rules will be assigned a 
service area restriction notation G followed by a number 
e.g. G1. Craft classed under the Rules for service groups G1 
to G5 are not suitable for unrestricted service except as noted 
in the service area restriction notation, see 3.5.5. 


3.5.2 Service area restriction notations, given in 3.5.5, are 
expressed in terms of range to refuge in nautical miles as 
defined in 2.2.20. 


3.5.3 Where craft are required to satisfy limitations in 
respect of the maximum duration of time to a place of refuge 
from any point during the voyage, this time is to be 
determined by dividing the range to refuge by the permitted 
operational speed of the craft (when fully laden) in the 
prevailing conditions as imposed by the operational envelope. 


3.5.4 For craft that are designed in accordance with an 
operational envelope, typically HSC or LDC craft as defined 
in 3.4: 

e —_ these craft are to be operated at reduced speeds and 
are to seek calmer waters or refuge when the weather 
conditions deteriorate or are predicted to deteriorate 
such that the limits of the operational envelope are 
exceeded. 

For craft that are not assigned an operational envelope: 

e —_ these craft are to be operated at reduced speeds and 
are to seek calmer waters or refuge when the weather 
conditions deteriorate or are predicted to deteriorate. 

All craft are to be aware of the weather forecast for the 

proposed and current areas of operation and area of refuge. 


30:5 The service area restriction notations defined below 
describe the service area restriction for which the craft has 
been approved and constructed. 


G1 Service Group 1 covers craft intended for service in 
sheltered waters adjacent to sandbanks, estuaries, 
reefs, breakwaters or other coastal features and in 
similarly sheltered waters between islands in reason- 
able weather where the range to refuge is, in general, 
five nautical miles or less. The geographical limits of 
the intended service are to be identified by the Builder 
and agreed with LR. Craft in this group are not eligible 
for the assignment of the character figure 100. 
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G2. Service Group 2 covers craft intended for service in 
reasonable weather, in waters where the range to 
refuge is 20 nautical miles or less. This group will 
usually cover craft intended for service in coastal 
waters, for which geographical limits are to be 
identified by the Builder and agreed with LR. 


G2A___ Service Group 2A covers craft intended for service in 
reasonable weather in waters where the range to 
refuge is 60 nautical miles or less. The geographical 
limits of the intended service are to be reported to LR. 
Craft in this group are eligible for assignment of the 
service type notation SRY. 


G3 Service Group 3 covers craft intended for service in 
waters where the range to refuge is 150 nautical miles 
or less. The geographical limits of the intended service 
are to be reported to LR. 


G4 Service Group 4 covers craft intended for service in 
waters where the range to refuge is 250 nautical miles 
or less. The geographical limits of the intended service 
are to be reported to LR. 


G5 Service Group 5 covers craft intended for service in 
waters where the range to refuge is 350 nautical miles 
or less. The geographical limits of the intended service 
are to be reported to LR. 


G6 Service Group 6 covers yachts and steel patrol craft 
having unrestricted service. 


3.5.6 Consideration may be given to requests for an 

increase in the permissible range to refuge subject to: 

(a) The specific geographic limits and the period over which 
the extended service is to be operated being defined. 

(b) Satisfactory statistical data in respect of wave height, 
being provided to demonstrate that the craft will be 
suitable for the extended service. 

(c) Equipment consistent with that required for the extended 
service being provided onboard during the period of 
operation. 

(d) Any maximum duration of voyage limitations imposed by 
3.5.3 not being exceeded during the extended service. 


3.6 Service type notations 


3.6.1 The service type notation will be recorded in the 
appropriate Register Book indicating the primary purpose for 
which the craft has been designed and constructed. 


3.6.2 A list of service type notations for which craft may 
be eligible is given below: 


Cargo (A) ‘This notation will be assigned to cargo craft 
other than Cargo (B) craft. 


Cargo (B) This notation will be assigned to unassisted high 
speed cargo craft of 500 gross tons and over 
which do not proceed in the course of their 
voyage more than eight hours at operational 
speed from a place of refuge when fully laden. 
These craft correspond to ‘Cargo Craft’ as 
defined in the HSC Code. 


Passenger This notation will be assigned to passenger craft 
other than Passenger (A) or Passenger (B) 
craft. 


Passenger This notation will be assigned to assisted high 

(A) speed craft carrying not more than 450 passen- 
gers on board and which do not proceed in the 
course of their voyage more than four hours at 
operational speed from a place of refuge when 
fully laden. These craft correspond to ‘Category 
A Craft’ as defined in the HSC Code. 


Passenger This notation will be assigned to unassisted high 
(B) speed craft which may carry more than 
450 passengers on board and which do not 
proceed in the course of their voyage more than 
four hours at operational speed from a place of 
refuge when fully laden. These craft correspond 
to ‘Category B Craft’ as defined in the HSC 


Code. 

Patrol This notation will be assigned to patrol craft 
complying with the relevant requirements of the 
Rules. 

Pilot This notation will be assigned to pilot launches 
complying with the relevant requirements of the 
Rules. 

Yachtor — This notation will be assigned to all yachts. 

Support 

Yacht 

Craft 


Workboat_ This notation will be assigned to workboats 
complying with the relevant requirements of the 
Rules. 


3.7 Craft type notations 


3.7.1 The craft type notation will be recorded in the 
appropriate Register Book indicating the type of hull form and 
mode of operation for which the craft has been designed and 
constructed. 


3.7.2 A list of craft type notations for which craft may be 
eligible is given below: 


ACV This notation will be assigned to amphibious air 
cushion vehicles. 


Catamaran This notation will be assigned to catamarans 
including wave piercers. 


Hydrofoil = This notation will be assigned to hydrofoil craft. 


Mono This notation will be assigned to mono-hull craft 
other than amphibious air cushion vehicles, 
hydrofoils and rigid inflatable boats. 


Multi This notation will be assigned to multi-hull craft 
other than catamarans, swaths and surface 
effect ships. 
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RIB This notation will be assigned to rigid inflatable 
boats. 

SES This notation will be assigned to surface effect 
ships. 

Swath This notation will be assigned to small water- 


plane area twin hull ships. 


3.7.3 Where craft indicated in 3.7.2 are foil assisted the 
letters (FA) may be appended to the Craft Type Notation. 


3.8 Other hull notations 


3.8.1 Ice class notation. A class notation for navigation 
in first-year ice conditions will be specially considered. 


3.8.2 *IWS. This notation (In-water Survey) may be 
assigned to a craft where the applicable requirements of LR’s 
Rules and Regulations are complied with. (See Ch 3,4.3 and 
Ch 4,3.3, see also Pt 3, Ch 3,2.37). 


3.8.3 Special features notation. A notation indicating 
that the craft incorporates special features which significantly 
affect the design, e.g. movable decks. 


3.8.4 LI. This notation will be assigned where an 
approved loading instrument has been installed as a 
classification requirement. 


3.8.5 SRY. This notation will be assigned to Short-Range 
Yachts with service area restriction G2A and in accordance 
with the MCA Large Commercial Yacht Code, MSN 1792(M) 
requirements for Short-Range Yachts. 


3.9 Class notations (machinery) 


3.9.1 The following class notations may be assigned as 
considered appropriate by the Committee: 

HX#LMC This notation will be assigned when the 
propelling and essential auxiliary machinery has 
been constructed, installed and tested under 
LR’s Special Survey and in accordance with LR’s 
Rules and Regulations. 

LMC This notation will be assigned when the 
propelling and essential auxiliary machinery has 
been constructed under the survey of a recog- 
nised authority in accordance with the Rules and 
Regulations equivalent to those of LR. In 
addition, the whole of the machinery will be 
required to have been installed and tested under 
LR’s Special Survey in accordance with LR’s 
Rules and Regulations. 


[4] LMC This notation will be assigned when the 
propelling arrangements, steering systems, 
pressure vessels and the electrical equipment 
for essential systems have been constructed, 
installed and tested under LR’s Special Survey 
and are in accordance with LR’s Rules and 
Regulations. Other items of machinery for 
propulsion and electrical power generation 
including propulsion gearing arrangements and 
other auxiliary machinery for essential services 
that are in compliance with LR Rules and 
supplied with the manufacturer’s certificate will 
be acceptable under this notation. The system 
arrangements of propelling and essential 
auxiliary machinery are required to be appraised 
by LR, and found to be acceptable to LR. 
See 3.10.2. 


LMC This notation (without *) will be assigned when 
the propelling and essential auxiliary machinery 
has neither been constructed nor installed under 
LR’s Special Survey but the existing machinery, 
its installation and arrangement, has been tested 
and found to be acceptable to LR. This notation 
is assigned to existing craft in service accepted 
or transferring into LR class. 


MCH This notation will be assigned when the 
propelling and essential auxiliary machinery has 
been installed and tested under LR’s survey 
requirements and found to be acceptable to LR. 
Items of machinery and equipment for propelling 
and auxiliary machinery for essential services 
supplied with the manufacturer’s certificate will be 
acceptable under this class notation. The system 
arrangements of propelling and essential auxiliary 
machinery are required to be appraised by LR, 
and found to be acceptable to LR. See 3.10.1. 


UMS This notation may be assigned when the control 
engineering equipment has been arranged, 
installed and tested in accordance with LR’s 
Rules, or is equivalent thereto and the arrange- 
ments are such that the craft can be operated 
with the machinery spaces unattended. 


ccs This notation may be assigned when the 
arrangements are such that the machinery may 
be operated with continuous supervision from a 
centralised control station. It denotes that the 
control engineering equipment has been 
arranged, installed and tested in accordance 
with LR’s Rules, or is equivalent thereto. 


3.9.2 Machinery class notations will not be assigned to 
craft the hulls of which are not classed or intended to be 
classed with LR. 


3.9.3 The notation *KLMC, LMC, [K]JLMC, LMC 
(without 44) and MCH will in general not be assigned to non- 
propelled craft, but individual cases will be considered on their 
merits. 
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3.10 Application notes 


3.10.1 Propelling and essential auxiliary machinery includes 
machinery, equipment and systems installed for the 
craft/yacht to be under seagoing conditions and that are 
necessary for the following: 

(a) Maintaining the watertight and weathertight integrity of 
the hull and spaces within the hull. 

(b) The safety of the craft/yacht, machinery and personnel 
on board. 

(c) The functioning and dependability of propulsion, steer- 
ing and electrical systems. 

(d) The operation and functioning of control engineering 
systems for the monitoring and safety of propulsion, 
steering and electrical power systems. 

(e) The operation and functioning of emergency machinery 
and equipment. 


3.10.2 Manufacturer’s certificate for assignment of the 
[RJLMC notation. Acceptance of the manufacturer’s certifi- 
cate for items of machinery for propulsion (including 
propulsion gearing with single input/output arrangements) and 
for electrical power generation and for other auxiliary 
machinery for essential services is subject to the following: 

(a) For acraft: The craft is intended for the carriage of cargo 
(not passengers), is less than 500 gross tonnage or is of 
500 gross tonnage or greater and is not required to 
comply with international conventions applicable to a 
craft with unrestricted service. 

(bo) Forayacht: The yacht has a gross tonnage of less than 
500, or has a gross tonnage of 500 or more and is not 
required to comply with international conventions appli- 
cable to a yacht with unrestricted service. 

(c) Propulsion power is provided by oil engines or gas 
turbines which have been type approved to LR require- 
ments for marine application. 

(d) Electrical power is provided by generators driven by oil 
engines or gas turbines which have been type approved 
to LR requirements for marine application. 

(e) The design and manufacturing standards for all 
machinery and associated systems are the applicable LR 
Rules. 

(f) | The machinery and equipment is manufactured under a 
recognised quality control system. 

(g) Propellers, propulsion shafting and multiple input/output 
gearboxes are not included within the scope of propul- 
sion arrangements for acceptance of a manufacturer’s 
certificate. 


3.10.3 Manufacturer’s certificate for assignment of the 

MCH notation. Acceptance of the manufacturer's certificate 

for propelling and essential auxiliary machinery is subject to 

the following: 

(a) For acraft: The craft is intended for the carriage of cargo 
(not passengers), is less than 500 gross tonnage or is of 
500 gross tonnage or greater and is not required to 
comply with international conventions applicable to a 
craft with unrestricted service. 

(b) Forayacht: The yacht is less than 500 gross tonnage or 
is of 500 gross tonnage or more and is not required to 
comply with international conventions applicable to a 
yacht with unrestricted service. 

(c) Propulsion power is provided by oil engines or gas 
turbines which have been type approved to LR require- 


ments for marine application. 

d) Electrical power is provided by generators driven by oil 
engines or gas turbines which have been type approved 
to LR requirements for marine application. 

e) The power of any engine or gas turbine is less than 
2,250 kW and the cylinder bore of any diesel engine is 
not greater than 300 mm. 

f) |The design and manufacturing standards for machinery 
and associated systems are the applicable LR Rules or 
other marine standards acceptable to LR. 

g) The machinery and equipment is manufactured under a 
recognised quality control system. 


3.11 Class notations (Environmental Protection) 


3.11.1. The following class notations are associated with 
the design and operation of a Special Service Craft and may 
be assigned as considered appropriate by the Committee, on 
application from the Owners: 


EP This notation may be assigned when the design 
and operation of a Special Service Craft are in 
accordance with the relevant requirements in 
Pt 7, Ch 11 of the Rules. 


EP This notation may be assigned when the 
environmental protection provisions of the 
Special Service Craft are in accordance with the 
requirements of another recognised classifica- 
tion society and are broadly equivalent to the 
requirements in Pt 7, Ch 11 of the Rules. Prior 
to assignment of the notation, an audit, in 
accordance with the requirements in 4.1.3 and 
4.1.4 of Pt 7, Ch 11 of the Rules, is to be under- 
taken by LR to confirm that the necessary 
Environmental Protection procedures are in 
place and implemented effectively. 


3.12 Descriptive notes 


3.12.1. In addition to any class notations, an appropriate 
descriptive note may be entered in column 6 of the appropriate 
Register Book indicating the type of craft in greater detail than is 
contained in the class notation, and/or providing additional 
information about the craft’s design and construction. This 
descriptive note is not a LR classification notation and is 
provided solely for the information of users of the Register Book. 


3.12.2 The descriptive note SCM (Screwshaft Condition 
Monitoring) may be assigned when oil lubricated screwshaft 
arrangements with approved oil glands are fitted and the 
requirements of Ch 3,11.3 or Ch 4,10.3 are complied with. 
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EI Section 4 
Surveys — General 


4.1 Statutory surveys 


4.1.1 The Committee will act, when authorised on behalf 
of Governments, in respect of National and International 
statutory safety and other requirements. 


4.1.2 The Committee will also act, when authorised, in 
respect of National safety and other requirements relating to 
craft used for offshore mineral exploration and exploitation. 


4.2 New construction surveys 


4.2.1 When it is intended to build a craft for classification 
with LR, constructional plans and all particulars relevant to the 
hull, equipment and machinery, as detailed in the Rules, are to 
be submitted for the approval of the Committee before the 
work is commenced. Any subsequent modifications or 
additions to the scantlings, arrangements or equipment 
shown on the approved plans are also to be submitted for 
approval. 


4.2.2 Where the proposed construction of any part of the 
hull or machinery is of novel design, or involves the use of 
unusual material, or where experience, in the opinion of the 
Committee, has not sufficiently justified the principle or mode 
of application involved, special tests or examinations before 
and during service may be required. In such cases a suitable 
notation may be entered in the appropriate Register Book. 


4.2.3 The materials used in the construction of hulls and 
machinery intended for classification are to be of good qual- 
ity and free from defects and are to comply with the 
requirements of the Rules. 


4.2.4 The Surveyor is to be satisfied that the capability, 
organisation and facilities of the Builder are such that 
acceptable standards can be obtained both for the 
construction of the craft and the installation of machinery, 
electrical and control equipment. 


4.2.5 In addition to 4.2.4, the hull construction of craft 
manufactured from composite materials is to be controlled by 
a documented quality control system covering the Builder’s 
management, organisation and relevant construction 
processes and inspection procedures, see Pt 8, Ch 2. 


4.2.6 New craft intended for classification are to be built 
under LR’s Special Survey. The Surveyors are to be satisfied 
that the materials, workmanship and arrangements are in 
accordance with the Rules. Any items found not to be in 
accordance with the Rules or the approved plans, or any 
material, workmanship or arrangements found to be so, are 
to be rectified. 


4.2.7 For compliance with 4.2.6 LR is prepared to 
consider methods of survey and inspection for hull 
construction which formally include procedures involving the 
shipyard management, organisation and quality systems as 
defined in Chapter 2 of Parts 6, 7 and 8 for steel, aluminium 
alloy and composite construction respectively. 


4.2.8 Copies of approved plans (showing the craft as 
built), essential certificates and records, required loading and 
other instruction manuals are to be readily available for use 
when required by LR’s Surveyors and may be required to be 
kept on board. 


4.2.9 After completion, the craft is to be examined afloat, 
and trials are to be conducted as specified in the Rules. 


4.2.10 When the machinery is constructed under LR’s 
Special Survey, this survey is to relate to the period from the 
commencement of the work until the final test under working 
conditions. Any items found not to be in accordance with the 
Rules or the approved plans, or any material, workmanship or 
arrangements found to be unsatisfactory, are to be rectified. 


4.2.11 When arrangements are such that essential 
machinery can be operated by remote and/or automatic 
control equipment, the control equipment is to be arranged, 
installed and tested in accordance with the Rules, as 
applicable. 


4.2.12 The date of completion of the Special Survey during 
construction of craft built under LR’s inspection will normally 
be taken as the date of build to be entered in the appropriate 
Register Book. \f the period between launching and 
commissioning is, for any reason, unduly prolonged, the dates 
of launching and completion or commissioning may be 
separately indicated in the appropriate Register Book. 


4.2.13 When acraft, upon completion, is not immediately 
commissioned but is laid-up for a period, the Committee, 
upon application by the Owner, prior to the craft proceeding 
to sea, will direct an examination to be made by LR’s 
Surveyors which may include a survey in dry-dock. If, as the 
result of such survey, the hull and machinery be reported in 
all respects free from deterioration, the subsequent Special 
Survey and Complete Survey of the machinery will date from 
the time of such examination. 


4.3 Existing craft 


4.3.1 Classification of craft not built under survey. The 
requirements of the Committee for the classification of craft 
which have not been built under LR’s Survey are 
indicated in Ch 3,12 or Ch 4,12 as applicable. Special 
consideration will be given to craft transferring class to LR 
from another recognised Classification Society. 


4.3.2 Reclassification. When reclassification or class 
reinstatement is desired for a craft for which the class 
previously assigned by LR has been withdrawn or suspended, 
the Committee will direct that a survey, appropriate to the age 
of the craft and the circumstances of the case, be carried out 
by LR’s Surveyors. If, at such survey, the craft be found or 
placed in a good and efficient condition in accordance with 
the requirements of the Rules, the Committee will be prepared 
to consider reinstatement of the original class or the assign- 
ment of such other class as may be deemed necessary. 


4.3.3 In the case of existing yachts over 15 years of age, 
the requirements for classification of craft not built under 
survey or for reclassification will be specially considered. 


LLoyD’s REGISTER 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRafT, July 2012 


Classification Regulations 


Part 1, Chapter 2 


Section 4 


4.3.4 The Committee reserves the right to decline an 
application for classification or reclassification where the prior 
history or condition of the craft indicates this to be 
appropriate. 


4.4 Damages, repairs and alterations 


4.4.1 All repairs to hull, equipment and machinery which 
may be required in order that a craft may retain her class, see 
1.1.7, are to be carried out to the satisfaction of LR’s 
Surveyors. When repairs are effected at a port, terminal or 
location where the services of a Surveyor to LR are not 
available, the repairs are to be surveyed by one of LR’s 
Surveyors at the earliest opportunity thereafter. 


4.4.2 When at any survey the Surveyors consider repairs 
to be immediately necessary, either as a result of damage, or 
wear and tear, they are to communicate their recommenda- 
tions at once to the Owner, or his representative. When such 
recommendations are not complied with, immediate 
notification is to be given to the Committee by the Surveyors. 


4.4.3 Where repairs are to be carried out by a riding crew 
during a voyage then these must be planned in advance. A 
complete repair procedure, including the extent of proposed 
repair and the need for Surveyor’s attendance during the 
voyage, is to be submitted reasonably in advance to the 
Surveyor for agreement. Failure to notify LR in advance of the 
repairs may result in the class of the ship being specially 
considered by the Classification Committee. Where emer- 
gency repairs are effected immediately due to an emergency 
circumstance, the repairs should be documented in the ship’s 
log and submitted thereafter to LR for use in determining 
further survey requirements. 


4.4.4 When at any survey it is found that any damage, 
defect, or breakdown (see 1.1.7) is of such a nature that it 
does not require immediate permanent repair, but is 
sufficiently serious to require rectification by a prescribed date 
in order to maintain class, a suitable condition of class is to 
be imposed by the Surveyors and recommended to the 
Committee for consideration. 


4.4.5 lf a craft which is classed with LR is to leave 
harbour limits or protected waters under tow, the Owner is to 
advise LR of the circumstances prior to her departure. 


4.4.6 lf a craft which is classed with LR is taken in tow 
whilst at sea, the Owner is to advise LR of the circumstances 
at the first practicable opportunity. 


4.4.7 Plans and particulars of any proposed alterations to 
the approved scantlings and arrangements of hull, equipment, 
or machinery are to be submitted for approval by Owners or 
Builders or their representatives and such alterations are to 
be carried out to the satisfaction of LR’s Surveyors. 


4.4.8 The Owners should notify LR whenever a craft can 
be examined in dry-dock or on a slipway. 


4.5 Existing service craft and yachts — Periodical 
Surveys 


4.5.1 Service craft are to be submitted to the periodical 
survey requirements as defined in Chapter 3. 


4.5.2 Yachts are to be submitted to the periodical survey 
requirements defined in Chapter 4, except in the case where 
LR issues Statutory Loadline SAFCON certification or 
Certificate of Compliance to ‘Code of Practice’ as a require- 
ment of the National Authority of the country in which the 
yacht is registered. In these cases they are to be submitted 
to the periodical survey requirements as defined in Chapter 3. 


4.5.3 Annual Surveys are to be held on all craft other than 
yachts within three months, before or after each anniversary of 
the completion, commissioning or Special Survey. The date 
of the last Annual Survey will be recorded on the ClassDirect 
Live website. 


4.5.4 Intermediate Surveys are to be held on all craft 
other than yachts instead of the second or third Annual 
Survey after completion, commissioning or Special Survey. 
The date of the last Intermediate Survey will be recorded on 
the ClassDirect Live website. 


4.5.5 Intermediate Surveys are to be held on yachts 
between the second and third anniversary after completion, 
commissioning or Special Survey. 


4.5.6 The Owner should notify the Surveyors whenever a 
craft can be examined in dry-dock or on a slipway. A mini- 
mum of two Docking Surveys are to be held in each five-year 
Special Survey period and the maximum interval between 
successive Docking Surveys is not to exceed three years. One 
of the two Docking Surveys required in each five year period 
is to coincide with the Special Survey. Consideration may be 
given at the discretion of the Committee to any special 
circumstances justifying an extension of this interval and the 
Committee may accept an In-water Survey in lieu of the 
intermediate docking between Special Surveys, see Ch 3,4.3 
and Ch 4,3.3. A Docking Survey is considered to coincide 
with the Special Survey when held within the 15 months prior 
to the due date of the Special Survey. 


4.5.7 The interval between dry-dockings for craft 
operating in fresh water and for certain non self-propelled craft 
may at the discretion of the Committee, be greater than that 
given in 4.5.6. 


4.5.8 Attention is to be given to any relevant statutory 
requirements of the National Authority of the country in which 
the craft is registered. 


4.5.9 The date of the last examination in dry-dock or on 
a slipway will be recorded on the ClassDirect Live website. 


4.5.10 Survey requirements for In-water Surveys are given 
in Ch 3,4.3 and Ch 4,3.3 as appropriate. The date of the last 
In-water Survey will be recorded on the ClassDirect Live 
website. 


4.5.11 All craft classed with LR are also to be subjected to 
Special Surveys. These Surveys become due at five-yearly 


10 


LLoyD’s REGISTER 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRaFT, July 2012 


Classification Regulations 


Part 1, Chapter 2 


Section 4 


intervals, the first one five years from the date of build or date 
of Special Survey for Classification as recorded in the 
appropriate Register Book, and thereafter five years from the 
date recorded for the previous Special Survey. Consideration 
can be given at the discretion of the Committee to any excep- 
tional circumstances justifying an extension of the hull 
classification to a maximum of three months beyond the fifth 
year. If an extension is agreed the next period of hull 
classification will start from the due date of the Special Survey 
before the extension was granted. 


4.5.12 Special surveys may be commenced at the fourth 
Annual Survey or fourth anniversary, as appropriate, after 
completion, commissioning, or previous Special Survey, and 
be progressed during the succeeding year with a view to 
completion by the due date of the Special Survey. 


4.5.13 Special Surveys which are commenced prior to 
their due date are not to extend over a period greater than 
15 months, except with the prior approval of the Committee. 


4.5.14 Craft which have satisfactorily passed a Special 
Survey will have a record entered indicating the date. Where 
the Special Survey is completed more than three months 
before the due date, the new record of Special Survey will be 
the final date of survey. In all other cases the date recorded 
will be the fifth anniversary. In the case of yachts this 
information will be recorded on the ClassDirect Live website. 


4.5.15 At the request of an Owner, the Committee may 
agree that the Special Survey of the hull be carried out on the 
Continuous Survey basis, all compartments of the hull being 
opened for survey and testing, in rotation, with an interval of 
five years between consecutive examinations of each part. In 
general, approximately one fifth of the Special Survey is to be 
completed each year and all the requirements of the particu- 
lar hull Special Survey must be completed at the end of the 
five year cycle. If the examination during Continuous Survey 
reveals any defects, further parts are to be opened up and 
examined as considered necessary by the Surveyor. For 
examination of items listed in Ch 8,2.2.17, 2.2.18, 3.2.2, 
3.2.3, 3.2.4 or Ch 4,2.2.11, 2.2.12, 2.2.13 as applicable, the 
intervals for inspection will require to be specially agreed. Craft 
which have satisfactorily completed the cycle will have a 
record entered in the Register Book indicating the date of 
completion which will not be later than five years from the last 
assigned date of Complete Survey of the hull. The agreement 
for surveys to be carried out on Continuous Survey basis may 
be withdrawn at the discretion of the Committee. 


4.5.16 | Complete Surveys of machinery become due at five 
yearly intervals, the first one five years from the date of build or 
date of first classification as recorded in the appropriate 
Register Book, and thereafter five years from the date 
recorded for the previous Complete Survey. Consideration 
can be given at the discretion of the Committee to any excep- 
tional circumstances justifying an extension of machinery 
class to a maximum of three months beyond the fifth year. If 
an extension is agreed to, the next period of machinery class 
will start from the due date of Complete Survey of machinery 
before extension was granted. Surveys which are commenced 
prior to their due date are not to extend over a period greater 
than 15 months, except with the prior approval of the 
Committee. Where the complete survey is completed more 


than three months before the due date, the recorded date of 
completion will be the final date of survey. In all other cases 
the date recorded will be the fifth anniversary. 


4.5.17. Upon application by an Owner, the Committee may 
agree to the extension of the survey requirements for main 
engines, which, by the nature of the craft’s normal service, do 
not attain the number of running hours recommended by the 
engines’ manufacturer for major overhauls within the survey 
periods given in 4.5.16. 


4.5.18  lfitis found desirable that any part of the machinery 
should be examined again before the due date of the next 
survey, a certificate for a limited period will be granted in 
accordance with the nature of the case. 


4.5.19 When, at the request of an Owner, it has been 
agreed by the Committee that the Complete Survey of the 
machinery may be carried out on the Continuous Survey basis, 
the various items of machinery are to be opened for survey in 
rotation, so far as is practicable, to ensure that the interval 
between consecutive examinations of each item will not 
exceed five years. In general, approximately one-fifth of the 
machinery is to be examined each year. 


4.5.20 lf any examination during Continuous Survey 
reveals defects, further parts are to be opened up and 
examined as considered necessary by the Surveyor, and the 
defects are to be made good to his satisfaction. 


4.5.21 — Uponapplication by an Owner, The Committee may 
agree to an arrangement whereby, subject to certain 
conditions, some items of machinery may be examined by the 
Chief Engineer of the craft at ports where LR is not 
represented, or, where practicable, at sea, followed by a 
limited confirmatory survey carried out at the next port of call 
where an Exclusive Surveyor is available. Particulars of this 
arrangement may be obtained from LR’s Headquarters. 


4.5.22 Where an approved planned maintenance scheme 
is in operation the confirmatory surveys of machinery as 
required by 4.5.21 may be held at annual intervals, at which 
time the records will be checked and the operation of the 
scheme verified. Particulars of this arrangement may be 
obtained from any of LR’s Offices. 


4.5.23 | Where condition monitoring equipment is fitted, the 
Committee, upon application by the Owner, will be prepared 
to amend applicable Periodical Survey requirements where 
details of the equipment are submitted and found satisfactory. 
Where machinery installations are accepted for this method 
of survey, it will be a requirement that an Annual Survey be 
held, at which time monitored records will be analysed and 
the machinery examined under working conditions. An 
acceptable lubricating oil trend analysis programme may be 
required as part of the condition monitoring procedures. 


4.5.24 | Screwshaft and Waterjet Unit Surveys are to be 
carried out as stated in Ch 3,11 for service craft and 
Ch 4,10 for yachts. 


4.5.25 Boiler surveys and steam pipe surveys, where 
applicable are to be carried out as stated in accordance with 
Pt 1, Ch 3,15 and 16 of the Rules for Ships. 
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4.5.26 Craft of unusual design, type or arrangement may 
be subject to exceptional survey requirements. Such survey 
requirements will be detailed at the assignment of 
classification. 


4.5.27 Where the Committee has agreed to an Owner's 
request to assign the notation ‘laid-up’, the vessel may be 
retained in class provided a satisfactory general examination 
of the hull and machinery is carried out at the Annual 
Survey/Intermediate Survey due date and in addition an 
Underwater Examination (UWE) is carried out at the Special 
Survey due date. The general examination may be carried out 
within three months before or after the Annual Survey due 
date. 


4.6 Existing amphibious air cushion vehicles - 
Periodical Surveys 


4.6.1 Amphibious Air Cushion Vehicles are to be 
submitted to the periodical survey requirements as defined in 
Chapter 5. 


4.7 Certificates 


4.7.1 When the required reports, on completion of the 
survey of new or existing craft which have been submitted for 
classification, have been received from the Surveyors and 
approved by the Committee, a certificate of First Entry of 
Classification, signed by the Chairman, or the Deputy 
Chairman and Chairman of the Sub-Committee of 
Classification, will be issued to Builders or Owners. 


4.7.2 A Certificate of Class valid for five years subject to 
endorsement for Annual and/or Intermediate Surveys, as 
appropriate, will also be issued to the Owners. 


4.7.3 LR’s Surveyors are permitted to issue provisional 
(interim) certificates to enable a craft classed with LR to 
proceed on her voyage provided that in their opinion it is ina 
fit and efficient condition. Such certificates will embody the 
Surveyors’ recommendations for continuance of class, but in 
all cases are subject to confirmation by the Committee. 


4.8 Notice of surveys 


4.8.1 It is the responsibility of the Owners to ensure that 
all surveys necessary for the maintenance of class are carried 
out at the proper time and in accordance with the instructions 
of the Committee. Information is available to Owners on the 
ClassDirect Live website. 


4.8.2 LR will give timely notice to an Owner about 
forthcoming surveys by means of a letter or a computer print- 
out of a craft’s Quarterly Listing of Surveys, Conditions of 
Class and Memoranda. The omission of such notice, 
however, does not absolve the Owner from his responsibility 
to comply with LR’s survey requirements for maintenance of 
class, all of which are available to Owners on the ClassDirect 
Live website. 


4.9 Withdrawal/Suspension of class 


4.9.1 When the class of a craft, for which the Regulation 
as regards surveys on hull, equipment and machinery have 
been complied with, is withdrawn by the Committee in 
consequence of a request from the Owner the notation ‘Class 
withdrawn at Owner's request’ (with date) will be assigned. 


4.9.2 When the Regulations as regards surveys on the 
hull, equipment or machinery have not been complied with 
and the craft is thereby not entitled to retain class, the class 
will be suspended or withdrawn, at the discretion of the 
Committee, and a corresponding notation will be assigned. 


4.9.3 Class will be automatically suspended and the 
Certificate of Class will become invalid if the Annual or 
Intermediate Survey, as appropriate, is not completed within 
three months of the due date of the survey. 


4.9.4 Class will be automatically suspended from the 
expiry date of the Certificate of Class in the event that the 
Special Survey has not been completed by the due date and 
an extension has not been agreed (see 4.5.11), or is not under 
attendance by the Surveyors with a view to completion prior 
to resuming trading. 


4.9.5 When in accordance with 4.4.4 a condition of class 
is imposed, this will be assigned a due date for completion 
and the craft’s class will be subject to a suspension proce- 
dure if the condition of class is not dealt with, or postponed by 
agreement, by the due date. 


4.9.6 When it is found, from the reported condition of the 
hull or equipment or machinery of a craft, that an Owner has 
failed to comply with Regulations 1.1.7, 1.1.11, 4.4.1 or 4.4.6 
above, the class will be liable to be suspended or withdrawn, 
at the discretion of the Committee, and a corresponding 
notation assigned. When it is considered that an Owner’s 
failure to comply with these requirements is sufficiently seri- 
ous the suspension or withdrawal of class may be extended 
to include other craft controlled by the same Owner, at the 
discretion of the Committee. 


4.9.7 When any craft proceeds to sea with less freeboard 
than that approved by the Committee, or when the freeboard 
marks are placed higher on the sides of the craft than the 
position assigned or approved by the Committee, or, in cases 
of craft where freeboards are not assigned, the draught is 
greater than that approved by the Committee, the class will 
be liable to be withdrawn or suspended. 


4.9.8 When it is found that a craft is being operated ina 
manner contrary to that agreed at the time of classification, 
i.e. out with the parameters of the operational envelope, the 
class will be liable to be automatically withdrawn or 
suspended. 
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4.9.9 In all instances of class withdrawal or suspension, 
the assigned notation, with date of application, will appear in 
the Register Book. In cases where class has been suspended 
by the Committee and it becomes apparent that the Owners 
are no longer interested in retaining LR’s class, the notation 
will be amended to withdrawn status. After class withdrawn 
status has been established in the appropriate Register Book 
for one year, it will be automatically amended to ‘classed LR 
until’ (with date). In the case of yachts this information will be 
recorded on the ClassDirect Live website. 


4.9.10 For reclassification and reinstatement of class, see 
4.3.2 and 4.3.3. 


4.10 Survey of craft out of commission 


4.10.1 The classification requirements for laid up vessels 
will be specially considered. Surveys for continuation of class 
may be required at the discretion of the Committee. 


4.11 Appeal from Surveyors’ recommendations 


4.11.1 If the recommendations of LR’s Surveyors are 
considered in any case to be unnecessary or unreasonable, 
appeal may be made to the Committee, who may direct a 
Special Examination to be held. 


| Section 5 
IACS QSCS Audits 


5.1 Audit of Surveys 


5.17.7 The surveys required by the Regulations may be 
subject to audit in accordance with the requirements of the 
International Association of Classification Societies Quality 
System Certification Scheme. 


a Section 6 
Type Approval/Type testing/ 
Quality control system 


6.1 LR Type Approval - Marine Applications 


6.1.1 LR Type Approval is an impartial certification system 
that provides independent third-party Type Approval 
Certificates attesting to a product’s conformity with specific 
standards or specifications. It is based on design review and 
type testing or where testing is not appropriate, a design 
analysis. 


6.1.2 The LR Type Approval System is a process 
whereby a product is assessed in accordance with a 
specification, standard or code to check that it meets the 
stated requirements and through selective testing demon- 
strates compliance with specific performance requirements. 


The testing is carried out on a prototype or randomly selected 
product(s) which are representative of the manufactured 
product under approval. Thereafter, the producer is required 
to use Quality Control procedures and processes to ensure 
that each item delivered is in conformity with that which has 
been Type Tested. 


6.1.3 The selective testing required by 6.1.2 is to include 
environmental testing applicable to the product’s installation 
on board a craft or yacht classed or intended to be classed 
with LR. 


6.1.4 LR Type Approval does not remove the require- 
ments for inspection and survey procedures required by the 
Rules for equipment to be installed in craft/yachts classed or 
intended to be classed with LR. Also, LR Type Approval does 
not remove the requirement for plan appraisal of a system that 
incorporates Type Approved equipment where required by the 
Rules. 


6.1.5 LR Type Approval is subject to the understanding 
that the producer’s recommendations and instructions for the 
product and any relevant requirements of the Rules for the 
Classification of Special Service Craft are fulfilled. 


6.1.6 The producer supplying equipment or components 
under Quality Control procedures and processes is to have a 
recognised quality management system certified by an IACS 
member or Notified Body. The Quality Control procedures and 
processes are to address the production of the product 
consistent with 6.3. 


6.1.7 Where equipment or components have been Type 
Approved in accordance with specifications and procedures 
other than LR’s, details of the product, certification and 
testing are to be submitted for consideration where appropri- 
ate. 


6.2 Type testing 


6.2.1 Type testing is an impartial process that provides 
independent third-party verification that an item of machinery 
or equipment has satisfactorily undergone a functional type 
test. 


6.2.2 Type testing is carried out against defined perfor- 
mance and test standards for a defined period of time with 
test conditions varying between minimum and maximum 
declared design conditions. 


6.2.3 Type testing is carried out on a prototype or 
randomly selected product(s) which are representative of the 
manufactured product under assessment. 


6.2.4 After type testing, mechanical equipment is to be 
opened out and inspected for damage or excessive wear. 
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6.2.5 On application from the manufacturer, type tests 
may be waived for equipment and machinery that has been 
proven to be reliable in marine service and where compliance 
with the current applicable standards can be demonstrated. 
Equipment and machinery that has been previously type 
tested with satisfactory testing evidence and certification need 
not have the type tests repeated where previous testing is in 
compliance with the current testing standards. 


6.2.6 The acceptance of type testing certification is 
subject to the understanding that the manufacturer’s recom- 
mendations and instructions for the product and any relevant 
requirements of the applicable Rules are fulfilled. 


6.3 Quality control system 


6.3.1 A quality control system for the purposes of LR 
acceptance of materials and machinery refers to a scheme 
that covers the operational techniques and activities that is 
used to demonstrate that the quality requirements for a 
product are in accordance with declared standards. 


6.3.2 The quality control system for a particular product 
extends to all parties involved in the supply chain from 
manufacture and testing through to delivery of the product. 


6.3.3 LR acceptance of machinery and equipment 
manufactured under a quality control scheme is dependent on 
the scheme being maintained through a traceable process 
involving planned audits and spot inspections at the discretion 
of LR Surveyors. The purpose of the audits and spot 
inspections is to ensure that the procedures for manufacture 
and quality control are being maintained in a satisfactory 
manner. 


6.3.4 The use of a quality control system does not remove 
the requirements for inspection processes that may be required 
by the Rules applicable to the equipment being supplied with a 
manufacturer’s certificate. Also the use of a quality control 
system does not remove the requirement for plan appraisal of 
equipment or systems where required by the Rules. 


a Section 7 
Classification of machinery for 
craft/yachts with [&]LMC or MCH 
notation 


7.1 General 


ids After delivery of machinery and equipment with the 
manufacturer's certificate to the build yard, Survey at the build 
yard and Periodical Surveys are to be in accordance with the 
requirements for craft/yacht built or accepted into class with 
the HXLMC notation. 


7.2 Appraisal and records 


fet To facilitate survey and compilation of classification 
records, plans and information required for a craft/yacht being 
accepted into class with the KKLMC notation are to be submit- 
ted for appraisal and information. Plans are not required where 
machinery and equipment has previously been type 
approved; in these cases it is only necessary to submit details 
of the machinery and equipment together with details of the 
previous approval. 


7.3 Survey and inspection 


7.3.1 The manufacturer’s certificate for acceptance of 
machinery and equipment for assignment of the [AX]LMC or 
MCH notation is to be in the English language and include the 
following information: 

a) Design and manufacturing standard(s) used. 

b) Materials used for construction of key components and 
their sources. 

c) Details of the quality control system applied during 
design, manufacture and testing and any software main- 
tenance. 

d) Details of any type approval or type testing. 

e) Details of installation and testing recommendations for 
the machinery or equipment. 

The manufacturer is to have a recognised quality manage- 

ment system certified by an IACS member or a Notified Body. 


7.3.2 The installation and testing of machinery and equip- 
ment at the build yard which has been supplied with a 
manufacturer’s certificate is to be in accordance with the 
requirements applicable to a craft/yacht having the H#LMC 
notation. 
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Section 
1 General 
2 Annual Surveys — Hull and machinery 


requirements 


3 Intermediate Surveys — Hull and machinery 
requirements 


4 Docking Surveys and In-water Surveys — Hull 
and machinery requirements 


5 Special Survey - General - Hull requirements 


6 Special Survey - Thickness measurement 
requirements for steel craft 


7 Machinery surveys — General requirements 
8 Gas turbines - Detailed requirements 
9 Oil engines - Detailed requirements 


10 Electrical equipment 


11 Screwshafts, tube shafts, propellers and water 
jet units 


12 Classification of craft not built under survey 


i Section 7 
General 


1.1 Frequency of surveys 


7.1.1 The requirements of this Chapter are applicable to 

the Periodical Surveys set out in Ch 2,4.5. Except as 

amended at the discretion of the Committee, the periods 

between such surveys are as follows: 

(a) Annual Surveys, as required by Ch 2,4.5.3. 

b) Intermediate Surveys as required by Ch 2,4.5.4. 

c) Docking Surveys as required by Ch 2,4.5.6 and 4.5.7. 

d) Special Surveys at five-yearly intervals, see Ch 2,4.5.11. 
For alternative arrangements, see a/so Ch 2,4.5.12, 
4.5.13 and 4.5.15. 

(e) Complete Surveys of machinery at five-yearly intervals, 
see Ch 2,4.5.16. For alternative arrangements, see also 
Ch 2,4.5.17, 4.5.19, 4.5.21, 4.5.22 and 4.5.23. 


7.1.2 For vessels assigned the notation ‘laid-up’, in order 
to maintain the vessel in class a general examination of the hull 
and machinery is to be carried out in lieu of the Annual 
Survey/Intermediate Survey and in addition an Underwater 
Examination (UWE) is to be carried out in lieu of the Special 
Survey, see 2.1.8, 5.1.4 and 7.1.3. 


AS When it has been agreed that the complete survey 
of the hull and machinery may be carried out on the 
Continuous Survey basis, all compartments of the hull and all 
items of machinery are to opened for survey in rotation to 
ensure that the interval between consecutive examinations of 
each part will not exceed five years, see Ch 2,4.5.15 and 
4.5.19. 


1.1.4 For the frequency of surveys of screwshafts, tube 
shafts propellers and water jet units, see Section 11. 


1.2 Surveys for damage or alterations 


12d At any time when a craft is undergoing alterations 
or damage repairs, any exposed parts of the structure 
normally difficult to access are to be specially examined, e.g. 
if any part of the main or auxiliary machinery is removed for 
any reason, the hull structure in way is to be carefully 
examined by the Surveyor, or when cement in the bottom or 
sheathing on decks is removed, the structure in way is to be 
examined before the cement or sheathing is relaid. 


1.3 Unscheduled surveys 


7.3.17 In the event that Lloyd’s Register (hereinafter 
referred to ‘LR’) has cause to believe that its Rules and 
Regulations are not being complied with, LR reserves the right 
to perform unscheduled surveys of the hull or machinery. 


1.3.2 In the event of significant damage or defect 
affecting any craft, LR reserves the right to perform 
unscheduled surveys of the hull or machinery of other similar 
craft classed by LR and deemed to be vulnerable. 


1.4 Surveys for the issue of Convention 
certificates 


1.4.1 Surveys are to be held by LR when so appointed, 
or by the Exclusive Surveyors to a National Administration or 
by an IACS Member when so authorised by the National 
Authority, or, in the case of Cargo Ship Safety Radio 
Certificates or Safety Management Certificates, by any 
organisation authorised by the National Authority. In the case 
of dual classed craft, Convention Certificates may be issued 
by the other Society with which the craft is classed provided 
this is recognised in a formal Dual Class Agreement with LR 
and provided the other Society is also authorised by the 
National Authority. 


1.5 Definitions 


1.5.1 A Ballast tank is a tank which is used solely for salt 
water ballast. A tank which is used for both cargo and salt 
water ballast will be treated as a salt water ballast tank when 
substantial corrosion has been found in that tank. 


1.5.2 Spaces are separate hull compartments including 
integral tanks. 
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1.6.3 Suspect areas are locations within the hull 

structure vulnerable to increased likelihood of structural 

deterioration and may include: 

(a) For steel hulls, areas of substantial corrosion and/or 
fatigue cracking. 

(o) For aluminium alloy hulls, areas of fatigue cracking and 
areas in the vicinity of bimetallic connections. 

(c) For composite hulls, areas subject to impact damage. 

(d) For high speed craft (as defined in Ch 2,2.2.7), areas of 
the bottom structure forward prone to slamming 
damage. 


1.5.4 Substantial corrosion is wastage of individual 
steel or aluminium plates and stiffeners in excess of 75 per 
cent of allowable margins, but within acceptable limits. 


7.5.5 Protective coatings for steel craft should usually 
be hard coatings. Other coating systems (e.g. soft coating) 
may be considered acceptable as alternatives provided they 
are applied and properly maintained in compliance with the 
manufacturer’s specification. 


7.5.6 Coating condition for steel craft is defined as 
follows: 
GOOD — condition with only minor spot rusting affecting 
not more than 20 per cent of areas under 


consideration. 


a Section 2 
Annual Surveys — Hull and 
machinery requirements 


2.1 General 


2.1.1 Annual Surveys are to be held concurrently with any 
relevant statutory annual or other statutory Surveys, wherever 
practicable. 


2.1.2 At Annual Surveys, the Surveyor is to examine the 
hull and machinery, so far as necessary and practicable, in 
order to be satisfied as to their general condition. 


2.1.3 For vessels assigned the notation ‘laid-up’, in lieu of 
the normal Annual Survey requirements a general examination 
of the hull and machinery is to be carried out. 


2.2 Annual Surveys 


2.2.1 The Surveyor is to be satisfied regarding: 

(a) The efficient condition of hatchways on freeboard and 
superstructure decks, weather deck plating, ventilator 
coamings and air pipes, exposed casings, skylights, 
flush deck scuttles, deckhouses and companionways, 
superstructure bulkheads, side, bow and stern doors, 
windows and storm shutters, side scuttles and dead- 
lights, chutes and other openings, together with all 
closing appliances and flame screens. 


(b) The efficient operating condition of mechanically 
operated hatch covers including stowage, fit, securing, 
locking, sealing and operational testing of hydraulic 
power components, wires, chains, etc. 

(c) The efficient condition of scuppers and sanitary 
discharges (so far as is practicable); valves on discharge 
lines (so far as is practicable) and their controls; guard 
rails and bulwarks; freeing ports, gangways and life-lines; 
fittings and appliances for timber deck cargoes. 

(d) The efficient condition of bilge level detection and alarm 
systems on craft assigned a UMS notation. 


2.2.2 Any cargo hatch covers and coamings together 

with any cargo doors or ramps which form part of the water- 

tight integrity of the hull are to be examined to ensure that no 

alterations have been made to the approved arrangements. 

(a) Mechanically operated cargo hatch covers or doors are 
to be tested for tightness and to confirm the satisfactory 
condition of securing and sealing arrangements; 
drainage channels; operating mechanisms; tracks and 
wheels. 

(b) Cargo hatch covers of the portable type are to be 
examined to confirm that the covers and closing appli- 
ances are in a satisfactory condition. 


2.2.3 The anchoring and mooring equipment including 
anchor warps or wire ropes is to be examined so far as is 
practicable. 


2.2.4 The watertight doors in watertight bulkheads, their 
indicators and alarms are to be examined and operationally 
tested locally and where applicable remotely. Other watertight 
bulkhead penetrations, are to be examined so far as is 
practicable. 


2.2.5 The Surveyor is to examine and test in operation all 
main and auxiliary steering arrangements including their 
associated equipment and control systems, and verify that log 
book entries have been made in accordance with statutory 
requirements where applicable. 


2.2.6 Where applicable, the Surveyor is to be satisfied 
regarding the freeboard marks on the craft’s side. 


2.2.7 The Surveyor is to generally inspect the machinery 
spaces with particular attention being given to the propulsion 
system, auxiliary machinery and to the existence of any fire 
and explosion hazards. Where applicable, emergency escape 
routes are to be checked to ensure that they are free of 
obstruction. 


2.2.8 The means of communication between the 
navigating bridge and the machinery control positions, as well 
as the bridge and the alternative steering position, if fitted, are 
to be tested. 


2.2.9 The bilge pumping systems and bilge wells, 
including operation of extended spindles, self closing drain 
cocks and level alarms, where fitted, are to be examined so 
far as is practicable. Satisfactory operation of the bilge 
pumps, including any hand pumps, is to be proven. 
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2.2.10 The boilers, other pressure vessels and their appur- 
tenances, including foundations, controls, high pressure and 
waste steam piping, and insulation and gauges, are to be 
generally examined. Surveyors should confirm that Periodical 
Surveys of boilers and other pressure vessels have been 
carried out as required by the Rules. 


2.2.11 For boilers, the safety devices are to be tested, and 
the safety valves are to be operated using the relieving 
devices. For exhaust gas heated economisers/boilers, the 
safety valves are to be tested at sea by the Chief Engineer and 
details recorded in the log book. 


2.2.12 The operation and maintenance records, repair his- 
tory and feed water chemistry records of boilers are to be 
examined. 


2.2.13 For other pressure vessels, the safety devices are to 
be examined. 


2.2.14 — The electrical equipment and cabling forming the 
main and emergency electrical installations are to be generally 
examined under operating conditions so far as is practicable. 
The satisfactory operation of the main and emergency sources 
of power and electrical services essential for safety in an emer- 
gency is to be verified; where the sources of power are 
automatically controlled they should be tested in the automatic 
mode. Bonding straps for the control of static electricity and 
earthing arrangements are to be examined where fitted. 


2.2.15 For main propulsion, essential auxiliary and 
emergency machinery control engineering systems, a general 
examination of the equipment and arrangements is to be 
carried out. Records of modifications are to be made 
available for review by the attending Surveyor. The documen- 
tation required by Pt 6, Ch 1, including configuration 
management, are to be reviewed following system modifica- 
tions. Satisfactory operation of the safety devices and control 
systems is to be verified. For craft having UMS or CCS 
notation, a general examination of the control engineering 
equipment required for these notations is also to be carried 
out. 


2.2.16 For craft fitted with an electronically controlled 
engine for main propulsion, essential auxiliary or emergency 
power purposes, the following is to be carried out to the 
satisfaction of the Surveyor: 

(a) Verification of evidence of satisfactory operation of the 
engine and, where possible, this is to include a running 
test under load; 

(b) Verification of satisfactory operation of the safety devices 
and control, alarm and monitoring systems; and 

(c) Verification that any changes to the software or control, 
alarm, monitoring and safety systems that affect the 
operation of the engine have been assessed by LR and 
are under configuration management control. 


2.2.17 For craft to which Pt 17, Ch 1 applies, the arrange- 
ments for fire protection, detection and extinction are to be 
examined and are to include the following items, as required 
to be fitted in accordance with the Rules: 

a) Verification, so far as is practicable, that no significant 
changes have been made to the arrangement of 
structural fire protection. 

b) Verification of the operation of manual and/or automatic 
doors where fitted. 

c) Verification that fire control plans are properly posted; 

d) Examination, so far as is possible, and testing as 
feasible, of the fire and/or smoke detection and alarm 
system(s). 

e) Examination of fire main system, and confirmation that 
each fire pump, including the emergency fire pump can 
be operated separately so that the required jets of water 
can be produced simultaneously from different hydrants. 

(f) Verification that fire-hoses, nozzles, applicators and 
spanners are in good working condition and situated at 
their respective locations. 

(g) Examination of fixed fire-fighting systems controls, 
piping, instructions and marking, checking for evidence 
of proper maintenance and servicing, including date of 
last systems tests. 

(h) Verification that all portable and semi-portable fire- 
extinguishers are in their stowed positions, checking for 
evidence of proper maintenance and servicing, conducting 
random checks for evidence of discharged containers. 

(i) | Verification, so far as is practicable, that the remote 
control for stopping fans and machinery and shutting off 
fuel supplies in machinery spaces and, where fitted, the 
remote controls for stopping fans in accommodation 
spaces and the means of cutting off power to the galley 
are in good working order. 

(k) Examination of the closing arrangements of ventilators, 
skylights and doorways where applicable. 

(!) Verification that the fireman’s outfits are complete and in 
good condition. 

(m) Verification that gas installations for domestic purposes 
comply with the relevant statutory requirements. 


2.2.18 For steel craft, the requirements of 3.2.2 and 5.4.2 
regarding the survey of water ballast spaces, integral sanitary 
tanks and bilges are also to be complied with as applicable. 
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| Section 3 
Intermediate Surveys — Hull and 
machinery requirements 


3.1 General 


3.1.1 Intermediate Surveys are to be held concurrently 
with statutory annual or other relevant statutory surveys 
wherever practicable. 


3.2 Intermediate Surveys 


3.2.1 The requirements of Section 2 are to be complied 
with so far as applicable. 


3.2.2 For steel craft a general examination of salt water 
ballast tanks, integral sanitary tanks and bilges is to be carried 
out as required below. If such inspections reveal no visible 
structural defects then the examination may be limited to a 
verification that the protective coating remains in GOOD 
condition as defined in 1.5.6. When considered necessary by 
the Surveyor thickness measurement of the structure is to be 
carried out. Where the protective coating is found to be other 
than in GOOD condition, and it has not been repaired, 
maintenance of class will be subject to the spaces in question 
being internally examined and gauged as necessary at Annual 

Surveys. 

(a) For all craft over five years of age and up to 10 years of 
age, representative salt water ballast tanks, integral 
sanitary tanks and bilges are to be generally examined. 
Where the protective coating is found to be other than 
in GOOD condition, as defined in 1.5.6, or other defects 
are found, the examination is to be extended to other 
spaces of the same type. 

(ob) For steel craft over 10 years of age all salt water ballast 
tanks, integral sanitary tanks and bilges are to be 
generally examined. 


3.2.3 For all craft over 10 years of age the anchors are to 
be partially lowered and raised using the windlass. 


3.2.4 The electrical generating sets are to be examined 
under working conditions. 


3.2.5 Representative internal spaces including fore and 
aft peak spaces, machinery spaces, bilges, etc., are to be 
generally examined. These spaces should include all suspect 
areas, see 1.5.3. 


| Section 4 
Docking Surveys and In-water 
Surveys — Hull and machinery 
requirements 


4.1 General 


4.1.1 At Docking Surveys or In-water Surveys the Surveyor 
is to examine the craft and machinery, so far as necessary and 
practicable, in order to be satisfied as to the general condition. 


4.2 Docking Surveys 


4.2.1 Where a craft is in dry-dock or on a slipway it is to 
be placed on blocks of sufficient height and proper staging is 
to be erected as may be necessary, for the examination of the 
outside of the hull, rudder(s) and underwater fittings. The 
outside surface of the hull is to be cleaned as may be required 
by the Surveyor. 


4.2.2 Attention is to be given to parts of the external hull 
structure particularly liable to structural deterioration from 
causes such as high stresses, chafing and lying on the 
ground, and to areas of structural discontinuity. 


4.2.3 The following parts of the external hull structure are 

to be specially examined: 

(a) For steel hulls attention is to be given to parts of the 
structure particularly liable to excessive corrosion and to 
any undue unfairness of the plating of the bottom. The 
coating system is to be examined and made good as 
necessary. 

(b) For aluminium alloy hulls attention is to be given to areas 
adjacent to any bimetallic connections at skin fittings, 
etc. 

(c) For composite hulls the gelcoat or other protective finish 
is to be examined for surface cracking, blistering or other 
damage which may impair the efficiency of the protec- 
tion to the underlying laminate. 


4.2.4 Where required by the Rules, the satisfactory 
condition of the cathodic protection is to be confirmed. 


4.2.5 The clearances in the rudder bearings and pintles 
are to be measured. Where considered necessary by the 
Surveyor rudders are to be lifted for examination of the stock. 
The securing of rudder couplings and/or pintle fastenings is 
to be confirmed. 


4.2.6 The sea connections and overboard discharge 
valves, their attachments to the hull and the gratings at the 
sea inlets are to be examined. 


4.2.7 The propeller and fastenings are to be examined. 
The sternbush is to be examined as far as is practicable. 


4.2.8 The clearance in the sternbush or the efficiency of 
the oil glands is to be ascertained. The clearance of any shaft 
bracket bearings is to be ascertained. 
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4.2.9 The inboard shaft seals or glands are to be 
examined. Where flexible sternglands are fitted, the satisfac- 
tory condition of the rubber hose and securing clips is to be 
confirmed. 


4.2.10 Special attention is to be given to the hull in way of 
underwater fittings such as transverse thrusters, stabilisers, etc. 


4.2.11 Where applicable, attention is to be given to the 
connection and/or intersection of the cross-deck structure to 
the hulls of multi hull craft. 


4.2.12 Where water jet units are fitted, the impeller, hull 
ducting, grating, nozzle steering and reversing arrangements 
are to be examined as far as is practicable. 


4.2.13 Where transom mounted propulsion units are fitted, 
the steering arrangements and any flexible transom seals are 
to be examined. 


4.2.14 When chain cables are ranged, the anchors and 
cables are to be examined by the Surveyor, see also 5.3.7 and 
Table 3.5.1. 


4.2.15 For SES craft any flexible skirts together with their 
attachment are to be examined. 


4.2.16 For hydrofoil or foil assisted craft the attachment of 
foils is to be examined. 


4.3 In-water Surveys 


4.3.1 The Committee will accept an In-water Survey in 
lieu of the intermediate docking between Special Surveys 
required in a five year period on craft where an *IWS notation 
is assigned, see Ch 2,3.8.2. 


4.3.2 The Committee may accept an In-water Survey in 
lieu of the intermediate docking between Special Surveys 
required in a five year period on craft where suitable protection 
is applied to the underwater portion of the hull. If requested, 
an *IWS class notation may be assigned on satisfactory 
completion of the survey, provided that the applicable require- 
ments of the Rules are complied with, see a/so Ch 2,3.8.2. 


4.3.3 The In-water Survey is to provide the information 
normally obtained from the Docking Survey, so far as is 
practicable. 


4.3.4 Proposals for In-water Surveys are to be submitted 
in advance of the survey being required so that satisfactory 
arrangements can be agreed with LR. 


4.3.5 The In-water Survey is to be carried out at agreed 
geographical locations under the surveillance of a Surveyor to 
LR, with the craft in sheltered waters; the in-water visibility and 
the cleanliness of the hull below the waterline is to be clear 
enough to permit a meaningful examination which allows the 
Surveyor and diver to determine the condition of the plating, 
appendages and the welding. The Surveyor is to be satisfied 
that the method of pictorial presentation is satisfactory. There 
is to be good two-way communication between the Surveyor 
and the diver. 


4.3.6 Diving and In-water Survey operations are to be 
carried out by firms recognised by the Committee. Continued 
recognition by the Committee will be dependent on the 
standard of workmanship by the firm being maintained to the 
satisfaction of LR’s Surveyors. 


4.3.7 If the In-water Survey reveals damage or deteriora- 
tion that requires early attention, the Surveyor may require that 
the craft be dry-docked in order that a fuller survey can be 
undertaken and the necessary work carried out. 


4.3.8 Where a vessel has an *IWS notation, the condition 
of the high resistant paint is to be confirmed at each dry- 
docking in order that the *IWS notation can be maintained. 


4.3.9 Some National Administrations may have require- 
ments additional to those of 4.3.1 to 4.3.8. 


a Section 5 
Special Survey — General - Hull 
requirements 


5.1 General 


Debel The survey is to be of sufficient extent to ensure 
that the hull and related equipment is in satisfactory condition 
and is fit for its intended purpose, subject to proper 
maintenance and operation and to Periodical Surveys being 
carried out as required by the Regulations. 


51,2 The requirements of Section 2 are to be complied 
with so far as applicable. 


oye S| A Docking Survey in accordance with the require- 
ments of 4.2 is to be carried out as part of the Special Survey. 


5.1.4 For vessels assigned the notation ‘laid-up’, an 
Underwater Examination (UWE) and general examination of 
hull and machinery is to be carried out in lieu of the normal 
Special Survey requirements. 


5.2 Preparation 


b:2:1 The craft is to be prepared for survey in accordance 
with the requirements of Table 3.5.1. The preparation should 
be of sufficient extent to facilitate an examination to ascertain 
any excessive corrosion, erosion, deformation, fractures, 
damages and other structural deterioration. 


5.2.2 Where, in accordance with Table 3.5.1, the craft is 
opened out by removal of linings, ceilings, cabin sole, etc., 
and defects are found, further opening out will be required in 
order that the Surveyor can confirm the full extent of the 
defects. 
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Table 3.5.1 


Survey preparation 


Special Survey | 
(Craft 5 years old) 


Special Survey | 
(Craft 10 years old 


Special Survey Ill 
(Craft 15 years old) and 
subsequent special surveys 


(1) The interior of the craft is to be sufficiently 


opened out by the removal of lining, ceil- 
ing/cabin sole, portable tanks and ballast, 
etc as required in order that the Surveyor 
may be satisfied as to the condition of 
suspect areas of the structure, see 1.5.3. 
A record is to be made of those areas 
where lining, ceiling/cabin sole etc., were 
opened out and where equipment was 
removed during the survey. This record is 
to be retained for reference during subse- 
quent surveys. 


Machinery compartments, fore and aft 
peaks and other spaces as directed by 


the Surveyor, are to be cleared and 
cleaned as necessary, and the bilges and 
limbers all fore and aft are to be cleaned 
and prepared for examination. Platform 
plates in engine spaces are to be lifted as 
may be necessary for the examination of 
the structure below. Where necessary, 
pipework may be required to be removed 
for examination of the structure. 


In way of the single and/or double bottom 
areas, a sufficient amount of ceiling/cabin 
sole is to be lifted to permit examination 
of the bilges and/or tanktops below. 


(4) All integral tanks are to be cleaned as 


Table 3.5.2 


necessary to permit examination. (For 
steel craft, see Table 3.5.2). 


In addition to the requirements for Special 


Survey |, the following are to be complied 
with: 


(1) The chain locker is to be cleared and 


cleaned internally for examination of the 
structure and examination of the cable 
securing arrangements. The chain 
cables/anchor warps, as applicable, are 
to be ranged for inspection. The anchors 
are to be cleaned and placed in an 
accessible position for inspection. 


(2) The rudder is to be unshipped for exami- 


nation of the rudder stock and trunk at 
the discretion of the Surveyor. 


Tank internal examination requirements for steel craft 


In addition to the requirements for Special 


Survey Il the following are to be complied 
with: 


Linings, ceiling/cabin soles, etc are to be 
removed as required in order that the 
Surveyor may be satisfied as to the con- 
dition of the structure. 


steel craft: 


Portions of wood sheathing, or other 
covering, on steel decks are to be 
removed, as considered necessary by 
the Surveyor, in order to ascertain the 
condition of the plating. 


Where spaces are insulated, sufficient 
insulation is to be removed in each space 
to enable the Surveyors to be satisfied 
with the condition of the structure. 


Linings are to be removed in way of shell 
plating immediately above tank top con- 
nections to the side shell, in way of gal- 
leys/washrooms and beneath portlights 
and windows. 


Special Survey | 
(Craft 5 years old) 


Special Survey II 
(Craft 10 years old) 


Special Survey III 
(Craft 15 years old) 


Special Survey IV 
(Craft 20 years old) 


All Subsequent 
Special Surveys 


Peaks All tanks All tanks All tanks All tanks tanks 


Salt water ballast All tanks All tanks All tanks All tanks tanks 


Lubricating oil None None See Note 2 See Note 3 tanks 


Fresh water None See Note 1 See Note 2 See Note 3 tanks 


Oil fuel None See Note 1 See Note 2 See Note 3 tanks 


Sanitary All tanks All tanks All tanks All tanks tanks 


NOTES 


i 


Tanks (excluding peak tanks) used exclusively for oil fuel or fresh water need not all be examined internally provided that the Surveyor is 
satisfied with the condition, after both external examination and testing and from an internal examination of the after end of one forward 
double bottom tank, and of one selected deep tank. 
Tanks (excluding peak tanks) used exclusively for oil fuel, oil fuel and fresh water ballast, or lubricating oil, need not all be examined inter- 
nally provided that the Surveyor is satisfied with the condition, after both external examination and testing and from an internal examination 
of one double bottom tank forward and one aft and one deep tank. 
Tanks (excluding peak tanks) used exclusively for oil fuel, oil fuel and fresh water ballast, or lubricating oil, need not all be examined inter- 
nally provided that the Surveyor is satisfied with the condition, after both external examination and testing and from internal examination of 
a least one double bottom tank amidships, one forward and one aft and one deep tank. 
When examining tanks internally the Surveyor is to verify that striking plates or other additional reinforcement is fitted under sounding 
pipes. In the case of tanks fitted only with remote gauging facilities, the satisfactory operation of the gauges is to be confirmed. 
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5.3 Examination and testing - General 


5.3.1 All spaces within the hull and superstructure includ- 
ing integral tanks are to be examined (see also 5.4.1 for tank 
examinations on steel craft). Special attention is to be paid to 
any suspect areas, see 1.5.3. 


5.3.2 Double bottom compartments, peak tanks and all 
other integral tanks are to be tested by a head sufficient to 
give the maximum pressure that can be experienced in 
service. Tanks may be tested afloat provided that their internal 
examination is also carried out afloat. 


873.3: Where repairs are effected to the hull shell or bulk- 
heads, any integral tanks in way are to be tested to the 
Surveyor’s satisfaction on completion of these repairs. 


5.3.4 All decks, casings and superstructures are to be 
examined. 


5.3.5 The satisfactory attachment of any wood or other 
deck sheathing is to be confirmed, see also 5.4.4. 


5.3.6 Attention is to be given to the corners of openings 
and other discontinuities in the hull structure. 


5.3.7 The anchors are to be examined. If the chain cables 
are ranged they are to be examined together with the chain 
locker, see Table 3.5.1. If any length of chain cable is found 
to be reduced in mean diameter at its most worn part by 
12 per cent or more from its nominal diameter, it is to be 
renewed. The windlass is to be examined. 


5.3.8 The Surveyor is to be satisfied that there are 
suitable towlines and mooring ropes when these are a Rule 
requirement. 


5.3.9 Representative structural fastenings, e.g. bolts in 
way of resiliently mounted deckhouses, are to be tested to 
ascertain their soundness and may require to be drawn for 
examination at the discretion of the Surveyor. 


5.3.10 For craft to which Pt 17, Ch 1 applies, the Surveyor 
is to be satisfied as to the efficient condition of the means of 
escape from crew and passenger spaces, and spaces in 
which crew are normally employed. 


5.4 Examination and testing - Additional items for 
steel craft 


5.4.1 All integral tanks are generally to be internally 
examined. However, in certain circumstances the internal 
examination of lubricating oil, fresh water and oil fuel tanks 
may be waived. For the minimum extent of tank internal 
examination, see Table 3.5.2. 


5.4.2 In salt water ballast spaces, integral sanitary tanks 
and bilges where the protective coating is found to be other 
than in GOOD condition as defined in 1.5.6 and it has not 
been repaired, maintenance of class will be subject to the 
spaces in question being internally examined and gauged as 
necessary at Annual Surveys. 


5.4.3 The protection of steelwork, other than as referred 
to in 5.4.2 should be examined and made good where 
necessary on satisfactory completion of the survey. In areas 
where the inner surface of the bottom plating is covered with 
cement, asphalt or other composition, the removal of this 
covering may be dispensed with, provided that it is found 
sound and adhering satisfactorily to the steel. 


5.4.4 Wood deck sheathing is to be examined and the 
caulking is to be tested and recaulked as necessary. If decay 
or rot is found, or the wood is excessively worn, the wood is 
to be renewed. Attention is to be given to the condition of the 
plating under wood deck sheathing or other deck covering. If 
it is found that such coverings are broken, or are not adhering 
closely to the plating, sections are to be removed as 
necessary to ascertain the condition of the plating. See 
also 1.2.1. 


5.4.5 The structure in way of bimetallic connections, e.g. 
to aluminium alloy deckhouses is to be examined. 


5.4.6 The Surveyors may require to measure the 
thickness of the material in any portion of the structure where 
signs of wastage are evident or wastage is normally found. 
Any parts of the structure which are found defective or 
excessively reduced in scantlings are to be made good by 
materials of the approved scantlings and quality. The 
minimum requirements for thickness measurements are given 
in Section 6. 


5.5 Examination and testing -— Additional items for 
aluminium alloy craft 


Os The structure in way of any bimetallic connections 
is to be examined and the efficiency of the insulation 
arrangements confirmed. 


50:2 The Surveyor may require to measure the thickness 
of the material in any portion of the structure where signs of 
deterioration are evident or may normally be found. Any parts 
of the structure which are found defective or excessively 
reduced in scantlings are to be made good by materials of the 
approved scantlings and quality. 


5.6 Examination and testing - Additional items for 
composite craft 


5.6.1 The bonded attachments of frames, floors, bulk- 
heads, structural joinery, engine bearers, sterntubes, rudder 
tubes, and integral tank boundaries are to be examined. 


5.6.2 The hull to deck joint together with any joints 
between the deck and deckhouses or superstructures are to 
be examined. 


5.6.3 The structure in way of the bolted attachment of 
fittings including guardrail stanchions, windlass, shaft brack- 
ets, fendering, mooring bitts, etc. is to be examined. 
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means of ultrasonic test equipment and are to be carried out 


Special Survey - Thickness by a firm qualified as Grade 1 or Grade 2 according to LR 


measurement requirements for Approval for Thickness Measurement of Hull Structures or by 
steel craft the Surveyor. 
6.1 General 6.1.4 The degree of supervision or check testing by the 


Surveyor is dependent upon the grade of approval extended 

to the firm carrying out the thickness measurements. 

(a) The work of firms having Grade 1 approval is subject to 
check testing by the Surveyor. 

(b) Thickness measurements by firms having Grade 2 
approval is to be carried out with the Surveyor 
substantially in attendance. 


6.1.1 Thickness measurements, as required by Section 5 
are to be carried out in accordance with the following 
requirements. 


6.1.2 Thickness measurements are to be taken at the 
forward and aft areas of all plates. In all cases the measurements 
are to represent the average of the multiple measurements taken 
on each plate. The extent of local substantial corrosion of plates 
is to be established by intensive measurement in the affected 
areas. Where measured plates are renewed, the thicknesses of 
adjacent plates in the same strake are to be reported. 


6.1.5 Thickness measurements may be carried out in 
association with the fourth Annual Survey. 


6.1.6 The minimum requirements for thickness measure- 
ment are indicated in Table 3.6.1. 


6.1.7 The Surveyor may extend the scope of thickness 
measurement if deemed necessary. 


Table 3.6.1 Thickness measurement of steel craft 


; . Special Survey II ; 
Special Survey | Special Survey II (Craft 15 years old) Special Survey lV and 


(Craft 5 years old) (Craft 10 years old) (Craft 20 years old and over) subsequent 


Suspect areas, as required by Suspect areas, as required by (1) Any exposed plating through- |} (1) All Main Deck plating outside 
the Surveyor and may include the Surveyor and may include out the Main Deck. deckhouses or superstruc- 
areas where the coatings are areas where the coatings are tures and including plating in 
found to be other than in GOOD found to be other than in GOOD (2) Shell plating in way of the way of wood deck planking 
condition, see Note 1. condition, see Note 1. waterline throughout the or sheathing. 

length of the craft. 


(2) Shell plating in way of, and 
(3) Suspect areas, as required by below, the waterline through- 
the Surveyor and may include out the length of the craft. 
areas where the coatings are 
found to be other than in (3) 2 transverse sections of deck 
GOOD condition, see Note 1. and shell plating within 0,5L 
amidships. 


Suspect areas, as required by 
he Surveyor and to include 
as applicable: 


Areas where the coatings are 

ound to be other than in 

GOOD condition. 

Shell and tanktop plating 

immediately adjacent to tank 

op margins. 

Bottom shell in way of any 

cement, asphalt or other 

composition. 

Shell plating below portlights 

and windows. 

Tanktop plating below ceiling 

or cabin soles. 

Deck plating and side shell 

plating in way of galleys, 

washrooms and refrigerated 

store spaces. 

(g) Structure in way of integral 
sanitary tanks. 


NOTES 
1. Suspect areas are locations within the hull structure vulnerable to increased likelihood of structural deterioration and may include, for steel 
hulls, areas of substantial corrosion and/or fatigue cracking, see also 1.5.3 and 5.4.6. 
Coating condition for steel craft is defined in 1.5.6. 
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6.2 Thickness measurement reporting 


6.2.1 A report is to be prepared by the approved firm 
carrying out the thickness measurement. The report is to give 
the location of measurement, the thickness measured as well 
as the corresponding original thickness. The report is to give 
the date when the measurement was carried out, the type of 
measuring equipment, names of personnel and their qualifica- 
tions and is to be signed by the operator and supervisor. 


6.2.2 The thickness measurement report is to be 
verified and signed by the Surveyor. 


| Section 7 
Machinery surveys — General 


requirements 
7.1 Annual, Intermediate and Docking Surveys 
7.1.1 For Annual, Intermediate and Docking Surveys, see 


Sections 2, 3 and 4. 


7.1.2 For craft where an Approved Planned Maintenance 
Scheme is in operation an Annual Survey of the machinery is 
to be carried out together with an audit of the maintenance 
and monitoring records. 


7.1.3 For vessels assigned the notation ‘laid-up’, a gen- 
eral examination of the machinery is to be carried out in lieu of 
the normal Annual Survey/Intermediate Survey requirements. 


7.2 Complete Surveys 


7.2.1 While the craft is in dry-dock, all openings to the 
sea in the machinery spaces and pump-rooms, together with 
the valves, cocks and the fastenings with which these are 
connected to the hull, are to be examined. 


fai Athwartships thrust propellers are to be generally 
examined so far as is possible in dry dock and tested under 
working conditions afloat for satisfactory operation. 


7.2.3 All shafts (except screwshafts and tube shafts, for 
which special arrangements are detailed in Section 11), thrust 
block and all bearings are to be examined. The lower halves of 
bearings need not be exposed if alignment and wear are 
found to be acceptable. 


7.2.4 An examination is to be made as far as practicable 
of all propulsion gears complete with all wheels, pinions, 
shafts, bearings and gear teeth, thrust bearings and 
incorporated clutch arrangements. 


7.2.5 The following auxiliaries and components are also 

to be examined: 

(a) Auxiliary engines, auxiliary air compressors with their 
intercoolers, filters and/or oil separators and safety 
devices, and all pumps and components used for 
essential services. 

(b) Steering machinery. 

(c) Windlass and associated driving equipment, where 
fitted. 

(d) The holding down bolts, chocks or resilient mounts of 
main and auxiliary engines, gearcases, thrust blocks and 
intermediate shaft bearings. 


7.2.6 All air receivers for essential services, together with 
their mountings, valves and safety devices, are to be cleaned 
internally and examined internally and externally. If internal 
examination of the air receivers is not practicable, they are to 
be tested hydraulically to 1,3 times the working pressure. 


lef The valves, cocks and strainers of the bilge system 
including bilge injection, are to be opened up as considered 
necessary by the Surveyor and together with pipes, are to be 
examined and tested under working conditions. The oil fuel, 
feed, lubricating oil and cooling water systems also any ballast 
connections together with all pressure filters, heaters and 
coolers used for essential services, are to be opened up and 
examined or tested, as considered necessary by the Surveyor. 
All safety devices for the foregoing items are to be examined. 


7.2.8 Fuel tanks which do not form part of the craft’s 
structure are to be examined, and if considered necessary by 
the Surveyor, they are to be tested to the pressure specified 
for new tanks. The tanks need not be examined internally at 
the first survey if they are found satisfactory on external 
inspection. The mountings, fittings and remote controls of all 
oil fuel tanks are to be examined, so far as is practicable. 


7.2.9 Where remote and/or automatic controls are fitted 
for essential machinery, they are to be tested to demonstrate 
that they are in good working order. 


7.2.10 — In addition to the above, detailed requirements for 
gas turbines and oil engines and electrical installations are 
given in Sections 8, 9 and 10 respectively. In certain 
instances, upon application by the Owner or where indicated 
by the maker’s servicing recommendations, the Committee 
will give consideration to the circumstances where deviation 
from these detailed requirements is warranted, taking account 
of design, appropriate indicating equipment (e.g. vibration 
indicators) and operational records, see Ch 2,4.5.17 and 
4.5.28. 
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| Section 8 
Gas turbines — Detailed 
requirements 


8.1 Complete Surveys 


8.1.1 The requirements of Section 7 are to be complied 
with. See 7.2.10 regarding any deviation from the following. 


8.1.2 The following parts are to be opened out and 

examined: 

e Compressor including impellers or blading, rotors and 
casing. 

e Combustion chambers, burners, intercoolers and heat 
exchangers. 

e Gas, air and fuel piping and fittings. 

e — Gas generator turbine and power turbine blading, rotors 
and casing. 

e —_ Rotors to include couplings, clutches, bearings and tie 
bolts. 

e ~~ Auxiliary mounted fuel, L.O. and cooling water pumps, 
their drive transmissions and fittings. 

e Starting system (for starting air pipes, see 9.1.3). 

e All safety devices and local controls. 

e Mountings and support frame. 


8.1.3 The compressor/turbine units are to be operated 
and maintained in accordance with the manufacturer’s 
instructions. Overhauls, including the prescribed replacement 
of limited life components, are to be undertaken at the 
specified intervals. Full service records are to be available for 
review by the Surveyor. 


8.1.4 The manoeuvring of the propulsion system is to be 
tested under working conditions. 


LJ Section 9 
Oil engines - Detailed 
requirements 


9.1 Complete Surveys 


9.1.1 The requirements of Section 7 are to be complied 
with. See 7.2.10 regarding any deviation from the following. 


9.1.2 The following parts are to be opened out and 
examined: 

Cylinders and covers. 

Valves and valve gear. 

Pistons and connecting rods. 

Crankshafts and all bearings. 

Crankcases and entablatures. 

Crankcase door fastenings and explosion relief devices. 
Turbo-chargers and their associated coolers. 

Air compressors and their intercoolers. 


Filters and/or separators and safety devices. 
Fuel pumps and fittings. 

Camshaft drives and balancer units. 
Vibration dampers or detuners. 

Flexible couplings and clutches. 

Reverse gears. 

Attached pumps and cooling arrangements. 


9.1.3 Selected pipes in the starting air system, if fitted, are 
to be removed for internal examination and are to be hammer 
tested. If any appreciable amount of lubricating oil is found in the 
pipes, the starting air system is to be thoroughly cleaned 
internally by steaming out, or other suitable means. Some of the 
pipes selected are to be those adjacent to the starting air valves 
at the cylinders and to the discharges from the air compressors. 


9.1.4 The electric ignition system, if fitted, is to be 
examined and tested. 


9.1.5 The manoeuvring of engines is to be tested under 
working conditions. Initial starting arrangements are to be 
tested. 


| Section 10 
Electrical equipment 


10.1 Annual and Intermediate Surveys 


10.1.1. The requirements of 2.2.14 and 3.2.4 are to be 
complied with as far as applicable. 


10.2 Complete Surveys 


10.2.1. Anelectrical insulation resistance test is to be made 
on the electrical equipment and cables. The installation may 
be sub-divided, or equipment which may be damaged 
disconnected, for the purpose of this test. 


10.2.2 The fittings on the main and emergency 
switchboards, section boards and distribution boards are to 
be examined and over-current protective devices and fuses 
inspected to verify that they provide suitable protection for 
their respective circuits. 


10.2.3 Generator circuit-breakers are to be tested, so far 
as is practicable, to verify that protective devices including 
preference tripping relays, if fitted, operate satisfactorily. 


10.2.4 The electric cables and their securing arrangements 
are to be examined, so far as is practicable, without undue 
disturbance of fixtures or casings unless opening up is 
considered necessary as a result of observation or of the tests 
required by 10.2.1. 


10 
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10.2.5 The generator prime movers are to be surveyed as 
required by Sections 8 and 9 and the governing of the engines 
tested. The motors concerned with essential services 
together with associated control and switch gear are to be 
examined and if considered necessary, are to be operated, so 
far as is practicable, under working conditions. All generators 
and steering gear motors are to be examined and are to be 
operated under working conditions, though not necessarily 
under full load or simultaneously. 


10.2.6 Where transformers or electrical apparatus 
associated with supplies to essential services are liquid filled 
or cooled by a liquid in direct contact with current carrying 
parts, the owner is to arrange for samples of the liquid to be 
taken and tested, by a competent authority, in accordance 
with the equipment manufacturer’s requirements, and a 
certificate giving the test results is to be furnished to the 
Surveyor. 


10.2.7 Navigation light indicators are to be tried under 
working conditions, and correct operation on the failure of 
supply or failure of navigation lights verified. 


10.2.8 The emergency sources of electrical power, where 
fitted, together with their automatic arrangements and 
associated circuits are to be tested. 


10.2.9 Emergency lighting, transitional emergency lighting, 
supplementary emergency lighting, general emergency alarm 
and public address systems are to be tested as far as 
practicable. 


10.2.10 Where the craft is electrically propelled, the 
propulsion motors, generators, cables and all ancillary 
electrical gear, exciters and ventilating plant (including cool- 
ers) associated therewith are to be examined, and the 
insulation resistance to earth is to be tested. Special attention 
is to be given to windings, commutators and slip-rings. The 
operation of protective gear and alarm devices is to be 
checked, so far as is practicable. Liquids for filling and 
cooling, if used, are to be tested in accordance with 10.2.6. 
Interlocks intended to prevent unsafe operations or 
unauthorised access are to be checked to verify that they are 
functioning correctly. Emergency overspeed governors are to 
be tested. 


10.2.11 Where batteries provide the source of power for 
any essential services, their installation, including charging 
and ventilation arrangements, is to be examined. 


OJ Section 11 
Screwshafts, tube shafts, 
propellers and water jet units 


11.1 Frequency of surveys 


17.1.1. Shafts with keyed propeller attachments and fitted 
with continuous liners or approved oil glands, or made of 
approved corrosion resistant materials, are to be surveyed at 
intervals of five years when the keyway complies fully with the 
present Rules. 


11.1.2 Shafts having keyless type propeller attachments 
are to be surveyed at intervals of five years provided they are 
fitted with approved oil glands or are made of approved 
corrosion resistant materials. 


11.1.3 Shafts having solid coupling flanges at the after end 
are to be surveyed at intervals of five years provided they are 
fitted with approved oil glands or are made of approved 
corrosion resistant materials. 


17.1.4 Allother shafts not covered by 11.1.1 to 11.1.3 are 
to be surveyed at intervals of 21/2 years. 


17.1.5 Controllable pitch propellers for main propulsion 
purposes are to be surveyed at the same intervals as the 
screwshaft. 


17.1.6 Directional propeller units for main propulsion 
purposes are to be surveyed at intervals not exceeding five 
years. 


17.1.7 Water jet units for main propulsion purposes are to 
be surveyed at intervals not exceeding five years provided the 
impeller shafts are made of approved corrosion resistant 
material or have approved equivalent arrangements. 


77.1.8 | Athwartship thrust propellers and shaftings are to 
be surveyed at intervals not exceeding five years, see 7.2.2. 


11.2 Normal surveys 


11.2.1 All screwshafts are to be withdrawn for examination 
by LR’s Surveyors at the intervals prescribed in 11.1.1 to 
11.1.4. The after end of the cylindrical part of the shaft and 
forward one third of the shaft cone, or fillet of the flange, is to 
be examined by a magnetic particle crack detection method. 
In the case of a keyed propeller attachment at least the 
forward one third of the shaft cone is to be examined with the 
key removed. Weardown is to be measured and the sterntube 
bearings, oil glands, propellers and fastenings are to be 
examined. Controllable pitch propellers where fitted are to be 
opened up and the working parts examined, together with the 
control gear. 


11.2.2 Directional propeller units are to be dismantled for 
examination of the propellers, shafts, gearing and control 
gear. 
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17.2.3 Water Jet Units are to be dismantled for examina- 
tion of the impeller, casing, shaft, shaft seal, shaft bearing, 
inlet and outlets channels, steering nozzle, reversing arrange- 
ments, and control gear. 


11.3 Screwshaft Condition Monitoring (SCM) 


17.3.1. Where oil lubricated shafts with approved oil glands 
are fitted, and the Owner has complied with the following 
requirements, the descriptive note SCM (Screwshaft 
Condition Monitoring) may be entered in column 6 of the 
Register Book: 

(a) Lubricating oil analysis to be carried out regularly at 
intervals not exceeding six months. The lubricating oil 
analysis documentation is to be available on board. Each 
analysis is to include the following minimum parameters: 

e water content 

e chloride content 

e bearing material and metal particles content 
e oil ageing (resistance to oxidation). 

(b) Oil samples are to be taken under service conditions and 
are to be representative of the oil within the sterntube. 

(c) Oil consumption is to be recorded. 

(d) Bearing temperatures are to be recorded (two 
temperature sensors or other approved arrangements 
are to be provided). 

(e) Facilities are to be provided for measurement of bearing 
weardown. 

(f) Oil glands are to be capable of being replaced without 
withdrawal of the screwshaft. 


11.3.2 For maintenance of the descriptive note SCM, the 
records of analyses, consumption and temperatures, together 
with weardown readings, are to be retained on board and 
audited annually. 


17.3.3. Where the requirements for the descriptive note 
SCM have been complied with, the screwshaft need not be 
withdrawn at surveys as required by 11.2.1 provided all 
condition monitoring data is found to be within permissible 
limits and all exposed areas of the shaft are examined by a 
magnetic particle crack detection method. The remaining 
requirements of 11.2.1 are to be complied with. Where the 
Surveyor considers that the data presented is not entirely to 
his satisfaction the shaft will be required to be withdrawn in 
accordance with 11.2.1. 


11.4 Modified Survey 


11.4.1. A Modified Survey may be accepted at alternate 
five-yearly surveys for shafts described in 11.1.1 provided 
they are fitted with oil lubricated bearings and approved oil 
glands, and also for those in 11.1.2 and 11.1.3. 


11.4.2. The Modified Survey is to consist of the partial 
withdrawal of the shaft, sufficient to ascertain the condition of 
the stern bearing and shaft in way. For keyless propellers or 
shafts with a solid flange connection to the propeller a visual 
examination to confirm the good condition of the sealing 
arrangements is to be made. The oil glands are to be capable 
of being replaced without removal of the propeller. The 
forward bearing and all accessible parts including the 
propeller connection to the shaft are to be examined as far as 
possible. Wear down is to be measured and found 
satisfactory. Where a controllable pitch propeller is fitted, at 
least one of the blades is to be dismantled complete for 
examination of the working parts and the control gear. 


11.4.3 For keyed propellers, the after end of the cylindrical 
part of the shaft and forward one third of the shaft cone is to 
be examined by a magnetic particle crack detection method, 
for which dismantling of the propeller and removal of the key 
will be required. 


11.4.4 Where the descriptive note SCM has been 
assigned as described in 11.3.1 and all data is found to be 
within permissible limits, partial withdrawal of the shaft may 
not be required. Where doubt exists regarding any of the 
above findings the shaft is to be withdrawn to permit an entire 
examination. 


11.5 Partial Survey 


11.5.1. For shafts where the Modified Survey is applicable, 
upon application by the Owner, the Committee will be 
prepared to give consideration to postponement of the survey 
for a maximum period of half the specified cycle provided a 
Partial Survey is held. 


11.5.2 The Partial Survey is to consist of the propeller 
being backed off in any keyed shaft and the top half of the 
cone examined by an efficient crack detection method for 
which removal of the key will be required. Oil gland and seals 
are to be examined and dealt with as necessary. Weardown is 
to be measured and found satisfactory. Propeller and 
fastenings are to be examined. 


17.5.8. The Committee will be prepared to give 
consideration to the circumstances of any special case upon 
application by the Owner. 
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| Section 12 
Classification of craft not built 
under survey 


12.1 General 


12.1.1. When classification is desired for a craft not built 
under the supervision of LR’s Surveyors, application should 
be made to the Committee in writing. 


12.1.2 Periodical Surveys of such craft, when classed, are 
subsequently to be held as in the case of craft built under 
survey. 


12.1.3 Where classification is desired for a craft which is 
classed by another recognised Society, special consideration 
will be given to the scope of the survey. 


12.2 Hull and equipment 


12.2.1. Plans showing the main scantlings and arrange- 
ments of the actual craft together with any proposed 
alterations are to be submitted for approval. These should 
comprise plans of the midship section, longitudinal section 
and decks, and such other plans as may be requested. If 
plans cannot be obtained or prepared by the Owner, facilities 
are to be given for LR’s Surveyor to obtain the necessary 
information from the craft. 


12.2.2 Particulars of the process of manufacture and the 
testing of the material of construction are to be supplied. The 
requirements for composite craft will be specially considered. 


12.2.3 The full requirements of Sections 5 and 6 are to be 
carried out as applicable. Craft of recent construction will 
receive special consideration. 


12.2.4 During the survey, the Surveyors are to satisfy 
themselves regarding the workmanship and verify the 
approved scantlings and arrangements. For this purpose, and 
also in order to ascertain the amount of any deterioration of 
steel craft, parts of the structure will require to be gauged as 
necessary. Full particulars of the anchors, chain cables and 
equipment are to be submitted. For craft to which Pt 15, 
Ch 1 applies, fire protection, detection and extinction are to 
be in accordance with the Rules. 


12.2.5 When the full survey requirements indicated in 
12.2.3 and 12.2.4 cannot be completed at one time, the 
Committee may consider granting an interim record for a 
limited period. The conditions regarding the completion of the 
survey will depend on the merits of each particular case, 
which should be submitted for consideration. 


12.3 Machinery 


12.3.1. To facilitate the survey, the following plans and 
particulars (plans of piping are to be diagrammatic), together 
with the particulars of the materials used in the construction of 
any boilers, air receivers and important forgings are to be 
submitted: 


e Name of manufacturer of engine and gearbox including 
the manufacturer’s type designation of engine and 
gearbox, together with the continuous shaft power of the 
engine at the crankshaft coupling with the revolutions per 
minute of crankshaft and propeller. 

e General pumping arrangements, including air and 
sounding pipes (Builder’s plan). 

e Bilge, ballast and oil fuel pumping arrangements 
including the capacities of the pumps on bilge service. 
Arrangement and dimensions of any steam pipes. 
Arrangement of oil fuel pipes and fittings at settling and 
service tanks. 

e Arrangement of oil fuel piping in connection with oil 
burning installations. 

e Oil fuel overflow systems, where these are fitted. 

e — Arrangement of boiler feed systems. 

e Oil fuel settling, service and other oil fuel tanks not 

forming part of the craft’s structure. 

Boilers and economisers. 

Air receivers. 

Crank, thrust, intermediate and screw shafting. 

Details of water jet or directional propeller units, if fitted. 

Clutch and reversing gear with methods of control. 

Reduction gearing. 

Propeller (including spare propeller if supplied) where the 

diameter exceeds 1 m. 

Electrical circuits. 

Arrangement of compressed air systems for main and 

auxiliary services. 

e Arrangement of lubricating oil, other flammable liquids 
and cooling water systems for main and auxiliary 
services. 

e — Steering gear including control arrangement. 

e Arrangement of exhaust system indicating materials, 
method of cooling, and if water spray injected, the 
method of draining. 


12.3.2 Plans additional to those detailed in 12.3.1 are not 
to be submitted unless the machinery is of a novel or special 
character affecting classification. 


12.3.3 Where remote and/or automatic controls are fitted 
to propulsion machinery and essential auxiliaries, a descrip- 
tion of the scheme is to be submitted. 


12.3.4 For new craft and craft which have been in service 
less than two years, calculations of the torsional vibration 
characteristics of the propelling machinery are to be 
submitted for consideration, as required for craft constructed 
under Special Survey. For older craft the circumstances will 
be specially considered in relation to their service record and 
type of machinery installed. Where calculations are not 
submitted, the Committee may require that the machinery 
certificate be endorsed to this effect. When desired by the 
Owner, the calculations and investigation of the torsional 
vibration characteristics of the machinery may be carried out 
by LR upon special request. 


12.3.5 The main and auxiliary machinery, feed pipes, 
compressed air pipes and boilers are to be examined as 
required at Complete Surveys. Working pressures are to be 
determined from the actual scantlings in accordance with the 
Rules. 
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12.3.6 |The screwshaft is to be drawn and examined. 


12.3.7. Any steam pipes or oil burning installations are to 
be examined and tested as required by Pt 1, Ch 3,15 or 
Ch 8,16 of the Rules and Regulations for the Classification of 
Ships. 


12.3.8 The bilge, ballast and oil fuel pumping arrange- 
ments are to be examined and amended, as necessary, to 
comply with the Rules. 


12.3.9 The electrical equipment is to be examined as 
required at Complete Surveys. 


12.3.10 The whole of the machinery, including essential 
controls, is to be tried under working conditions to the 
Surveyor’s satisfaction. 
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Section 
1 General 
2 Intermediate Surveys — Hull and machinery 


requirements 


3 Docking Surveys and In-water Surveys — Hull 
and machinery requirements 


4 Special Survey —- General - Hull requirements 


5 Special Survey - Thickness measurement 
requirements for steel yachts 


6 Machinery surveys - General requirements 
i Gas turbines - Detailed requirements 

8 Oil engines - Detailed requirements 

9 Electrical equipment 


10 Screwshafts, tube shafts, propellers and water 
jet units 


11 Surveys of unclassed machinery in existing 
classed yachts 


12 Classification of yachts not built under survey 


i Section 7 
General 


1.1 Frequency of surveys 


7.7.1 The requirements of this Chapter are applicable to 

the Periodical Surveys set out in Ch 2,4.5. Except as 

amended at the discretion of the Committee, the periods 

between such surveys are as follows: 

(a) Intermediate Surveys as required by Ch 2,4.5.5. 

(b) Docking Surveys as required by Ch 2,4.5.6 and 4.5.7. 

(c) Special Surveys at five-yearly intervals, see Ch 2,4.5.11. 
For alternative arrangements, see a/so Ch 2,4.5.12, 
4.5.13 and 4.5.15. 

(d) Complete Surveys of machinery at five-yearly intervals, 
see Ch 2,4.5.16. For alternative arrangements, see also 
Ch 2,4.5.17, 4.5.19, 4.5.21, 4.5.22 and 4.5.23. 


7.1.2 When it has been agreed that the Complete Survey 
of the hull and machinery may be carried out on the 
Continuous Survey basis, all compartments of the hull and all 
items of machinery are to be opened for survey in rotation to 
ensure that the interval between consecutive examinations of 
each part will not exceed five years, see Ch 2,4.5.15 and 
4.5.19. 


7.1.3 For the frequency of surveys of screwshafts, tube 
shafts, propellers and water jet units, see Section 10. 


1.2 Surveys for damage or alterations 


1.2.1 At any time when a yacht is undergoing alterations 
or damage repairs, any exposed parts of the structure 
normally difficult to access are to be specially examined, e.g. 
if any part of the main or auxiliary machinery is removed for 
any reason, the hull structure in way is to be carefully 
examined by the Surveyor, or when cement in the bottom or 
sheathing on decks is removed the structure in way is to be 
examined before the cement or sheathing is relaid. 


1.3 Unscheduled surveys 


7.3.17 In the event that Lloyd’s Register (hereinafter 
referred to as ‘LR’) has cause to believe that its Rules and 
Regulations are not being complied with, LR reserves the right 
to perform unscheduled surveys of the hull or machinery. 


1.3.2 In the event of significant damage or defect 
affecting any yacht, LR reserves the right to perform un- 
scheduled surveys of the hull or machinery of other similar 
yachts classed by LR and deemed to be vulnerable. 


1.4 Surveys for the issue of Convention 
certificates 


1.4.1 Surveys are to be held by LR when so appointed, 
or by the Exclusive Surveyors to a National Administration or 
by an [ACS Member when so authorised by the National 
Authority, or, in the case of Cargo Ship Safety Radio 
Certificates or Safety Management Certificates, by any 
organisation authorised by the National Authority. In the case 
of dual classed yachts, Convention Certificates may be issued 
by the other Society with which the yacht is classed provided 
this is recognised in a formal Dual Class Agreement with LR 
and provided the other Society is also authorised by the 
National Authority. 


1.5 Definitions 


BOLT: A Ballast tank is a tank which is used primarily for 
salt water ballast. 


16:2 Spaces are separate hull compartments including 
integral tanks. 


1:56:33 Suspect areas are locations within the hull 
structure vulnerable to increased likelihood of structural 
deterioration and may include: 

a) For steel hulls, areas of substantial corrosion and/or 
fatigue cracking. 

b) For aluminium alloy hulls, areas of fatigue cracking and 
areas in the vicinity of bimetallic connections. 

c) For composite hulls, areas subject to impact damage. 

d) For wood hulls, areas subject to decay as a result of 
fresh water ingress or poor ventilation. 

e) For high speed craft (as defined in Ch 2,2.2.7), areas of 
the bottom structure forward prone to slamming 
damage. 

f) For sailing craft, areas subject to high local stresses due 
to rigging loads and ballast keel attachments. 
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1.5.4 Substantial corrosion is wastage of individual 
steel or aluminium plates and stiffeners in excess of 75 per 
cent of allowable margins, but within acceptable limits. 


7.5.5 Protective coatings for steel craft should usually 
be hard coatings. Other coating systems (e.g. soft coating) 
may be considered acceptable as alternatives provided they 
are applied and maintained in compliance with the 
manufacturer’s specification. 


7.5.6 Coating condition for steel yacht is defined as 
follows: 
GOOD condition with only minor spot rusting affecting 
not more than 20 per cent of areas under 


consideration. 


a Section 2 
Intermediate Surveys — Hull and 
machinery requirements 


2.1 General 


2.1.1 At Intermediate Surveys, the Surveyor is to examine 
the hull and machinery, so far as necessary and practicable, in 
order to be satisfied as to their general condition. 


2.2 Intermediate Surveys 


2.2.1 The Surveyor is to be satisfied regarding: 

(a) The efficient condition of hatchways on freeboard and 
superstructure decks, weather deck plating, ventilator 
coamings and air pipes, exposed casings, skylights, 
flush deck scuttles, deckhouses and companionways, 
superstructure bulkheads, side, bow and stern doors, 
windows and storm shutters, side scuttles and 
deadlights, chutes and other openings, together with all 
closing appliances and flame screens. 

(bo) The efficient condition of scuppers and _ sanitary 
discharges (so far as is practicable); valves on discharge 
lines (so far as is practicable) and their controls; guard 
rails and bulwarks; freeing ports, gangways and life-lines. 

(c) The efficient condition of bilge level detection and alarm 
systems on yachts assigned a UMS notation. 


2.2.2 The anchoring and mooring equipment including 
anchor warps or wire ropes is to be examined so far as is 
practicable. For all yachts over 10 years of age the anchors 
are to be partially lowered and raised using the windlass. 


2.2.3 The watertight doors in watertight bulkheads are to 
be examined and operationally tested locally and where 
applicable remotely. Other watertight bulkhead penetrations, 
are to be examined so far as is practicable. 


2.2.4 The Surveyor is to examine and test in operation all 
main and auxiliary steering arrangements including their 
associated equipment and control systems. 


2.2.5 The Surveyor is to generally inspect the machinery 
spaces with particular attention being given to the propulsion 
system, auxiliary machinery and to the existence of any fire 
and explosion hazards. Where applicable, emergency escape 
routes are to be checked to ensure that they are free of 
obstruction. 


2.2.6 The means of communication between the 
navigating bridge and the machinery control positions, as well 
as the bridge and the alternative steering position, if fitted, are 
to be tested. 


22. The bilge pumping systems and bilge wells, 
including operation of extended spindles, self closing drain 
cocks and level alarms, where fitted, are to be examined so 
far as is practicable. Satisfactory operation of the bilge 
pumps, including any hand pumps, is to be proven. 


2.2.8 Any pressure vessels including safety devices, 
foundations, controls, relieving gear, associated piping 
systems, insulation and gauges, are to be generally examined. 
Surveyors should confirm that Periodical Surveys of pressure 
vessels have been carried out as required by the Rules and 
that the safety devices have been tested. 


2.2.9 The electrical equipment and cabling forming the 
main and emergency electrical installations are to be generally 
examined under operating conditions so far as is practicable. 
The satisfactory operation of the main and emergency 
sources of power and electrical services essential for safety 
in an emergency is to be verified; where the sources of power 
are automatically controlled they should be tested in the 
automatic mode. Bonding straps for the control of static 
electricity and earthing arrangements are to be examined 
where fitted. 


2.2.10 — The electrical generating sets are to be examined 
under working conditions. 


2.2.11. For yachts having UMS or CCS notation, a General 
Examination of automation equipment is to be carried out. 
Satisfactory operation of safety devices and control systems 
is to be verified. 


2.2.12 For yachts to which Pt 17, Ch 1 applies, the 
arrangements for fire protection, detection and extinction are 
to be examined and are to include the following items, as 
required to be fitted in accordance with the Rules: 

a) Verification, so far as is practicable, that no significant 
changes have been made to the arrangement of 
structural fire protection. 

b) Verification of the operation of manual and/or automatic 
doors where fitted. 

c) Verification that fire control plans are properly posted. 

d) Examination, so far as is possible, and testing as 
feasible, of the fire and/or smoke detection and alarm 
system(s). 

e) Examination of fire main system, and confirmation that 
each fire pump, including the emergency fire pump can 
be operated separately so that the required jets of water 
can be produced simultaneously from different hydrants. 

(f) Verification that fire-hoses, nozzles, applicators and 
spanners are in good working condition and situated at 
their respective locations. 
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(g) Examination of fixed fire-fighting systems controls, 
piping, instructions and marking, checking for evidence 
of proper maintenance and servicing, including date of 
last systems tests. 

(h) Verification that all portable and semi-portable fire- 
extinguishers are in their stowed positions, checking for 
evidence of proper maintenance and _ servicing, 
conducting random checks for evidence of discharged 
containers. 

(i) | Verification, so far as is practicable, that the remote 
control for stopping fans and machinery and shutting off 
fuel supplies in machinery spaces and, where fitted, the 
remote controls for stopping fans in accommodation 
spaces and the means of cutting off power to the galley 
are in good working order. 

(k) Examination of the closing arrangements of ventilators, 
skylights and doorways where applicable. 

(!) | Verification that the fireman’s outfits are complete and in 
good condition. 

(m) Verification that gas installations for domestic purposes 
comply with the relevant statutory requirements. 


2.2.13 For steel yachts a general examination of salt-water 
ballast tanks, integral sanitary tanks and bilges is to be carried 
out as required below. If such inspections reveal no visible 
structural defects then the examination may be limited to a 
verification that the protective coating remains in GOOD 
condition as defined in 1.5.6. When considered necessary by 
the Surveyor thickness measurement of the structure is to be 
carried out. Where the protective coating is found to be other 
than in GOOD condition, and it has not been repaired, 
maintenance of class will be subject to the spaces in 
question being internally examined and gauged as necessary 
annually. 

(a) For all yachts over five years of age and up to 10 years of 
age, representative salt water ballast tanks, integral 
sanitary tanks and bilges are to be generally examined. 
Where the protective coating is found to be other than 
in GOOD condition, as defined in 1.5.6, or other defects 
are found, the examination is to be extended to other 
spaces of the same type. 

(b) For steel yachts over 10 years of age all salt water ballast 
tanks, integral sanitary tanks and bilges are to be 
generally examined. 


2.2.14 Representative internal spaces including fore and 
aft peak spaces, machinery spaces, bilges, etc are to be 
generally examined. These spaces should include all suspect 
areas, see 1.5.3. 


2.2.15 — In sailing and auxiliary yachts, the mast(s), mast 
steps, spars, standing and running rigging, rigging screws, 
chainplates and sails are to be examined so far as is 
practicable. 


| Section 3 
Docking Surveys and In-water 
Surveys — Hull and machinery 
requirements 


3.1 General 


3.1.1 At Docking Surveys or In-water Surveys the 
Surveyor is to examine the yacht and machinery, so far as 
necessary and practicable, in order to be satisfied as to the 
general condition. 


3.2 Docking Surveys 


3.2.1 Where a yacht is in dry-dock or on a slipway it is to 
be placed on blocks of sufficient height and proper staging is 
to be erected as may be necessary, for the examination of the 
outside of the hull, rudder(s) and underwater fittings. The 
outside surface of the hull is to be cleaned as may be required 
by the Surveyor. 


38.2.2 Attention is to be given to parts of the external hull 
structure particularly liable to structural deterioration from 
causes such as high stresses, chafing and lying on the 
ground, and to areas of structural discontinuity. 


3.2.3 The following parts of the external hull structure are 

to be specially examined: 

(a) For steel hulls attention is to be given to parts of the 
structure particularly liable to excessive corrosion and to 
any undue unfairness of the plating of the bottom. The 
coating system is to be examined and made good as 
necessary. 

(b) For aluminium alloy hulls attention is to be given to areas 
adjacent to any bimetallic connections at skin fittings, 
etc. 

(c) For composite hulls the gelcoat or other protective finish 
is to be examined for surface cracking, blistering or other 
damage which may impair the efficiency of the protec- 
tion to the underlying laminate. 

(d) For wood hulls the condition of any caulking or sheathing 
is to be examined as applicable. The condition of 
external fastenings may require to be confirmed by 
removal at the discretion of the Surveyor. 

(e) For sailing or auxiliary yachts fitted with external ballast, 
the attachment of bilge or centreline ballast keels is to 
be examined. 


3.2.4 Where required by the Rules, the satisfactory 
condition of the cathodic protection is to be confirmed. 


3.2.5 The clearances in the rudder bearings and pintles 
are to be measured. Where considered necessary by the 
Surveyor rudders are to be lifted for examination of the stock. 
The securing of rudder couplings and/or pintle fastenings is 
to be confirmed. 


3.2.6 The sea connections and overboard discharge 
valves, their attachments to the hull and the gratings at the 
sea inlets are to be examined. 
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3.2.7 The propeller and fastenings are to be examined. 
The sternbush is to be examined as far as is practicable. 


3.2.8 The clearance in the sternbush or the efficiency of 
the oil gland is to be ascertained. The clearance of any shaft 
bracket bearings is to be ascertained. 


3.2.9 The inboard shaft seals or glands are to be 
examined. Where flexible sternglands are fitted, the satisfac- 
tory condition of the rubber hose and securing clips is to be 
confirmed. 


3.2.10 Special attention is to be given to the hull in way of 
underwater fittings such as transverse thrusters, stabilisers, 
etc. 


3.2.11. Where applicable, attention is to be given to the 
connection and/or intersection of the cross-deck structure to 
the hulls of multi hull craft. 


3.2.12 Where water jet units are fitted, the impeller, hull 
ducting, grating, nozzle steering and reversing arrangements 
are to be examined as far as is practicable. 


3.2.13 Where transom mounted propulsion units are fitted, 
the steering arrangements and any flexible transom seals are 
to be examined. 


3.2.14 When chain cables are ranged, the anchors and 
cables are to be examined by the Surveyor, see also 4.3.7 and 
Table 4.4.1. 


3.3 In-water Surveys 


3.3.1 The Committee will accept an In-water Survey in 
lieu of the intermediate docking between Special Surveys 
required in a five year period on yachts where an *IWS 
notation is assigned, see Ch 2,3.8.2. 


3.3.2 The Committee may accept an In-water Survey in 
lieu of the intermediate docking between Special Surveys 
required in a five year period on yachts where suitable 
protection is applied to the underwater portion of the hull. If 
requested, an *IWS class notation may be assigned on 
satisfactory completion of the Survey, provided that the 
applicable requirements of the Rules are complied with, see 
also Ch 2,3.8.2. 


3.3.3 The In-water Survey is to provide the information 
normally obtained from the Docking Survey, so far as is 
practicable. 


3.3.4 Proposals for In-water Surveys are to be submitted 
in advance of the survey being required so that satisfactory 
arrangements can be agreed with LR. 


3.3.5 The In-water Survey is to be carried out at agreed 
geographical locations under the surveillance of a Surveyor to 
LR, with the yacht in sheltered waters; the in-water visibility is 
to be good and the hull below the waterline is to be clean. The 
Surveyor is to be satisfied that the method of pictorial 
presentation is satisfactory. There is to be good two-way 
communication between the Surveyor and the diver. 


3.3.6 Diving and In-water Survey operations are to be 
carried out by firms recognised by the Committee. Continued 
recognition by the Committee will be dependent on the 
standard of workmanship by the firm being maintained to the 
satisfaction of LR’s Surveyors. 


3.3.7 If the In-water Survey reveals damage or deteriora- 
tion that requires early attention, the Surveyor may require that 
the yacht be dry-docked in order that a fuller survey can be 
undertaken and the necessary work carried out. 


3.3.8 Where a yacht has an *IWS notation, the condition 
of the high resistant paint is to be confirmed at each dry- 
docking in order that the *IWS notation can be maintained. 


3.3.9 Some National Administrations may have require- 
ments additional to those of 3.3.1 to 3.3.8. 


a Section 4 
Special Survey — General - Hull 
requirements 


4.1 General 


4.1.1 The survey is to be of sufficient extent to ensure 
that the hull and related equipment is in satisfactory condition 
and is fit for its intended purpose, subject to proper 
maintenance and operation and to Periodical Surveys being 
carried out as required by the Regulations. 


4.1.2 The requirements of Section 2 are to be complied 
with so far as applicable. 


4.1.3 A Docking Survey in accordance with the require- 
ments of 3.2 is to be carried out as part of the Special Survey. 


4.1.4 For sailing and auxiliary yachts fitted with unclassed 
machinery installations the requirements of 11.3.1 are to be 
complied with. 


4.2 Preparation 


4.2.1 The yacht is to be prepared for survey in accor- 
dance with the requirements of Table 4.4.1. The preparation 
should be of sufficient extent to facilitate an examination to 
ascertain any excessive corrosion, erosion, deformation, 
fractures, damages and other structural deterioration. 


4.2.2 Where, in accordance with Table 4.4.1, the yacht is 
opened out by removal of linings, cabin sole, etc., and defects 
are found, further opening out will be required in order that the 
Surveyor can confirm the full extent of the defects. 


4.3 Examination and testing - General 


4.3.1 All spaces within the hull and superstructure includ- 
ing integral tanks are to be examined (see also 4.4.1 for tank 
examinations on steel craft). Special attention is to be paid to 
any suspect areas, see 1.5.3. 
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Table 4.4.1 Survey preparation 


Special Survey | 
(Yachts 5 years old) 


Special Survey II 
(Yachts 10 years old) 


Special Survey III 
(Yachts 15 years old) and 
subsequent special surveys 


(1) The interior of the yacht is to be sufficient- 
ly opened out by the removal of lining, 
ceiling/cabin sole, portable tanks and bal- 
last, etc as required in order that the 
Surveyor may be satisfied as to the condi- 
tion of suspect areas of the structure (See 
1.5.3). A record is to be made of those 
areas where lining, cabin sole, etc., were 
opened out and where equipment was 
removed during the survey. This record is 
to be retained for reference during subse- 
quent surveys. 


Machinery compartments, fore and aft 
peaks and other spaces as directed by 
the Surveyor, are to be cleared and 
cleaned as necessary, and the bilges and 
limbers all fore and aft are to be cleaned 
and prepared for examination. Platform 
plates in engine spaces are to be lifted as 
may be necessary for the examination of 
the structure below. Where necessary, 
pipework may be required to be removed 
for examination of the structure. 


In way of the single and/or double bottom 
areas, a sufficient amount of cabin sole is 
to be lifted to permit examination of the 
bilges and/or tanktops below. 


(4) All integral tanks are to be cleaned as 
necessary to permit examination. (For 
steel yachts, see Table 4.4.2). 


(5) In sailing and auxiliary yachts the sails are 
to be laid out so that they can be properly 
examined. 


In addition to the requirements for Special 
Survey |, the following are to be complied 
with: 


(1) The chain locker is to be cleared and 
cleaned internally for examination of the 
structure and examination of the cable 
securing arrangements. The chain 
cables/anchor warps, as applicable, are 
to be ranged for inspection. The anchors 
are to be cleaned and placed in an 
accessible position for inspection. 


(2) The rudder is to be unshipped for exami- 
nation of the rudder stock and trunk at 
the discretion of the Surveyor. 


For sailing or auxiliary yachts: 


(3) On yachts fitted with an external ballast 
keel, fastenings are to be drawn for 
examination as may be required by the 
Surveyor. 


(4) On yachts fitted with a centreplate or lift- 
ing keel, the pivot bolts and lifting 
arrangements are to be dismantled for 
examination as required by the Surveyor. 


For wood yachts: 


(5) Where the hull is sheathed with metal, 
such sheathing as will permit an examina- 
tion of the stem, wood keel, garboards, 
plank ends and sternpost is to be 
removed as required by the Surveyor. 


(6) Fastenings are to be drawn as may be 
required by the Surveyor. 


(7) The outside surface of the planking is to 
be scraped bright at the discretion of the 
Surveyor. 


In addition to the requirements for Special 
Survey Il the following are to be complied 
with: 


(1) Linings, ceiling/cabin soles, etc. are to be 
removed as required in order that the 
Surveyor may be satisfied as to the condi- 
tion of the structure. 


For steel yachts: 


(2) Portions of wood sheathing, or other cov- 
ering, on steel decks are to be removed, 
as considered necessary by the Surveyor, 
in order to ascertain the condition of the 
plating. 


Where spaces are insulated, sufficient 
insulation is to be removed in each space 
to enable the Surveyors to be satisfied 
with the condition of the structure. 


Linings are to be removed in way of shell 
plating immediately above tank top con- 
nections to the side shell, in way of gal- 
leys/washrooms and beneath portlights 
and windows. 


For sailing or auxiliary yachts: 


(5) The masts are to be unshipped for survey. 
The whole of the standing rigging, includ- 
ing rigging screws, bolts, pins and fittings, 
is to be dismantled as considered neces- 
sary by the Surveyor. 

NOTE 

This requirement may be waived at alter- 
nate Special Surveys provided the masts 
and rigging are thoroughly examined in 
situ. 


(6) On yachts fitted with an external ballast 
keel, a minimum of 50% of the total num- 
ber of ballast keel fastenings are to be 
drawn for examination as required by the 
Surveyor. If defects are found the remain- 
ing fastenings should be drawn for sex- 
amination. 


For wood yachts: 


(7) Where iron or mild steel fastenings are 
used, as a minimum requirement the fol- 
lowing are to be drawn for examination 
where applicable: 


6 floor arm fastenings each side. 

4 hanging knee fastenings each side. 

4 chain plate fastenings each side at each 
mast. 

18 frame to plank fastenings each side. 
12 garboard and 12 plank end fastenings 
each side. 
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4.3.2 Double bottom compartments, peak tanks and all 
other integral tanks are to be tested by a head sufficient to 
give the maximum pressure that can be experienced in 
service. Tanks may be tested afloat provided that their internal 
examination is also carried out afloat. 


4.3.3 Where repairs are effected to the hull shell or 
bulkheads, any integral tanks in way are to be tested to the 
Surveyor’s satisfaction on completion of these repairs. 


4.3.4 All decks, casings and superstructures are to be 
examined. 
4.3.5 The satisfactory attachment of any wood or other 


deck sheathing is to be confirmed, see also 4.4.4. 


4.3.6 Attention is to be given to the corners of openings 
and other discontinuities in the hull structure. 


4.3.7 The anchors are to be examined. If the chain cables 
are ranged they are to be examined together with the chain 
locker, see Table 4.4.1. If any length of chain cable is found 
to be reduced in mean diameter at its most worn part by 
12 per cent or more from its nominal diameter, it is to be 
renewed. The windlass is to be examined. 


4.3.8 The Surveyor is to be satisfied that there are 
suitable towlines and mooring ropes when these are a Rule 
requirement. 


4.3.9 Representative structural fastenings, are to be 
tested to ascertain their soundness and may require to be 
drawn for examination at the discretion of the Surveyor. 


4.3.10 For yachts to which Pt 17, Ch 1 applies, the 
Surveyor is to be satisfied as to the efficient condition of the 
means of escape from crew and passenger spaces, and 
spaces in which crew are normally employed. 


4.4 Examination and testing - Additional items for 
steel yachts 


4.4.1 All integral tanks are generally to be internally 
examined. However, in certain circumstances the internal 
examination of lubricating oil, fresh water and oil fuel tanks 
may be waived. For the minimum extent of tank internal 
examination, see Table 4.4.2. 


4.4.2 In salt water ballast spaces, integral sanitary tanks 
and bilges, where the protective coating is found to be other 
than in GOOD condition as defined in 1.5.6 and it has not 
been repaired, maintenance of class will be subject to the 
spaces in question being internally examined and gauged as 
necessary annually. 


4.4.3 The protection of steelwork, other than as referred 
to in 4.4.2 should be examined and made good where 
necessary on satisfactory completion of the survey. In areas 
where the inner surface of the bottom plating is covered with 
cement, asphalt or other composition, the removal of this 
covering may be dispensed with, provided that it is found 
sound and adhering satisfactorily to the steel. 


4.4.4 Wood decks or sheathing are to be examined and 
the caulking is to be tested and recaulked as necessary. If 
decay or rot is found, or the wood is excessively worn, the 
wood is to be renewed. When a wood deck, laid on stringers 
and ties, has worn by 20 per cent or more in thickness, it is to 
be renewed. Attention is to be given to the condition of the 
plating under wood deck sheathing or other deck covering. If 
itis found that such coverings are broken, or are not adhering 
closely to the plating, sections are to be removed as 
necessary to ascertain the condition of the plating, see also 
V2. 


4.4.5 The structure in way of bimetallic connections, e.g. 
to aluminium alloy deckhouses is to be examined. 


Table 4.4.2 Tank internal examination requirements for steel yachts 


Tank 


Special Survey | 
(Yachts 5 years old) 


Special Survey II 
(Yachts 10 years old) 


Special Survey Ill 
(Yachts 15 years old) 


Special Survey IV 
(Yachts 20 years old) 


All Subsequent 
Special Surveys 


Peaks All tanks All tanks All tanks All tanks tanks 


Salt water ballast All tanks All tanks All tanks All tanks tanks 


Lubricating oil None None See Note 2 See Note 3 tanks 


Fresh water None See Note 1 See Note 2 See Note 3 tanks 


Oil fuel None See Note 1 See Note 2 See Note 3 tanks 


Sanitary All tanks All tanks All tanks All tanks tanks 


NOTES 

1. Tanks (excluding peak tanks) used exclusively for oil fuel or fresh water need not all be examined internally provided that the Surveyor is 
satisfied with the condition, after both external examination and testing and from an internal examination of the after end of one forward 
double bottom tank, and of one selected deep tank. 
Tanks (excluding peak tanks) used exclusively for oil fuel, oil fuel and fresh water ballast, or lubricating oil, need not all be examined inter- 
nally provided that the Surveyor is satisfied with the condition, after both external examination and testing and from an internal examination 
of one double bottom tank forward and one aft and one deep tank. 
Tanks (excluding peak tanks) used exclusively for oil fuel, oil fuel and fresh water ballast, or lubricating oil, need not all be examined inter- 
nally provided that the Surveyor is satisfied with the condition, after both external examination and testing and from internal examination of 
a least one double bottom tank amidships, one forward and one aft and one deep tank. 
When examining tanks internally the Surveyor is to verify that striking plates or other additional reinforcement is fitted under sounding 
pipes. In the case of tanks fitted only with remote gauging facilities, the satisfactory operation of the gauges is to be confirmed. 
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4.4.6 The Surveyors may require to measure the thick- 
ness of the material in any portion of the structure where signs 
of wastage are evident or wastage is normally found. Any 
parts of the structure which are found defective or excessively 
reduced in scantlings are to be made good by materials of the 
approved scantlings and quality. The minimum requirements 
for thickness measurements are given in Section 5. 


4.5 Examination and testing - Additional items for 
aluminium alloy yachts 


4.5.1 The structure in way of any bimetallic connections 
is to be examined and the efficiency of the insulation arrange- 
ments confirmed. 


4.5.2 The Surveyor may require to measure the thickness 
of the material in any portion of the structure where signs of 
deterioration are evident or may normally be found. Any parts 
of the structure which are found defective or excessively 
reduced in scantlings are to be made good by materials of the 
approved scantlings and quality. 


4.6 Examination and testing -— Additional items for 
composite yachts 


4.6.1 The bonded attachments of frames, floors, bulk- 
heads, structural joinery, engine bearers, sterntubes, rudder 
tubes, and integral tank boundaries are to be examined. 


4.6.2 The hull to deck joint together with any joints 
between the deck and deckhouses or superstructures are to 
be examined. 


4.6.3 The structure in way of the bolted attachment of 
fittings including guardrail stanchions, windlass, shaft 
brackets, fendering, mooring bitts, mast steps, rigging chain- 
plates, etc., is to be examined. 


4.7 Examination and testing - Additional items for 
wood yachts 


4.7.1 Where hulls are provided with metal sheathing, the 
condition of the structure in way of any sheathing is to be 
confirmed. For the extent of removal of metal sheathing see 
Table 4.4.1. The satisfactory adhesion of any glass/nylon 
reinforced plastic sheathing is also to be confirmed. 


4.7.2 Wood decks or sheathing are to be examined and 
the caulking is to be tested and re-caulked as necessary. If 
decay or rot is found or the wood has worn by 20 per cent or 
more in thickness, the wood is to be renewed. Attention is to 
be given to the condition of the structure under wood decks, 
and to fabric deck coverings. If it is found that such coverings 
are damaged or are not adhering closely to the deck, sections 
are to be removed as necessary to ascertain the condition of 
the deck under. 


4.7.3 Fastenings as may be required by the Surveyor are 
to be drawn for examination, see Table 4.4.1. 


4.8 Examination and testing -— Additional items for 
sailing and auxiliary yachts 


4.8.1 The mast(s), mast steps, spars, standing and 
running rigging, rigging screws, chainplates and sails are to 
be examined, see Table 4.4.1. 


4.8.2 The structure in way of the attachment of bilge or 
centreline ballast keels is to be examined. Ballast keel bolts 
are to be tested to ascertain their soundness and may require 
to be drawn for examination, see Table 4.4.1. 


4.8.3 On yachts fitted with a centreplate or lifting keel, the 
pivot bolt and lifting arrangements are to be examined as far 
as is practicable. 


a Section 5 
Special Survey - Thickness 
measurement requirements for 
steel yachts 


5.1 General 


514 Thickness measurements, as required by Section 4 
are to be carried out in accordance with the following require- 
ments. 


5.1.2 Thickness measurements are to be taken at the 
forward and aft areas of all plates. In all cases the 
measurements are to represent the average of the multiple 
measurements taken on each plate. The extent of local 
substantial corrosion of plates is to be established by intensive 
measurement in the affected areas. Where measured plates 
are renewed, the thicknesses of adjacent plates in the same 
strake are to be reported. 


Si43 Thickness measurements are normally to be by 
means of ultrasonic test equipment and are to be carried out 
by a firm qualified as Grade 1 or Grade 2 according to LR’s 
Approval for Thickness Measurement of Hull Structures or by 
the Surveyor. 


5.1.4 The degree of supervision or check testing by the 

Surveyor is dependent upon the grade of approval extended 

to the firm carrying out the thickness measurements: 

(a) The work of firms having Grade 1 approval is subject to 
check testing by the Surveyor. 

(b) Thickness measurements by firms having Grade 2 
approval is to be carried out with the Surveyor substan- 
tially in attendance. 


5.1.5 Thickness measurements may be carried out in 
association with the fourth Annual Survey. 


2.16 The minimum requirements for thickness 
measurement are indicated in Table 4.5.1. 


Dull The Surveyor may extend the scope of thickness 
measurement if deemed necessary. 
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Table 4.5.1 Thickness measurement of steel yachts 


Special Survey IV 


Special Survey | Special Survey II Special Survey III and subsequent 


(Yachts 5 years old) (Yachts 10 years old) (Yachts 15 years old) (Yachts 20 years old and over) 


Suspect areas, as required by Suspect areas, as required by (1) Any exposed plating through- | (1) All Main Deck plating outside 
the Surveyor and may include the Surveyor and may include out the Main Deck. deckhouses or superstruc- 
areas where the coatings are areas where the coatings are tures and including plating in 
found to be other than in GOOD found to be other than in GOOD (2) Shell plating in way of the way of wood deck planking 
condition, see Note 1. condition, see Note 1. waterline throughout the or sheathing. 
length of the craft. 
(2) Shell plating in way of, and 
(8) Suspect areas, as required by below, the waterline through- 
the Surveyor may include out the length of the craft. 
areas where the coatings are 
found to be other than in (3) 2 transverse sections of deck 
GOOD condition, see Note 1. and shell plating within 0,5L 
amidships. 


Suspect areas, as required by 
he Surveyor and to include 
as applicable: 


Areas where the coatings are 

ound to be other than in 

GOOD condition. 

Shell and tanktop plating 

immediately adjacent to tank 

op margins. 

Bottom shell in way of any 

cement, asphalt or other 

composition. 

Shell plating below portlights 

and windows. 

Tanktop plating below ceiling 

or cabin soles. 

Deck plating and side shell 

plating in way of galleys, 

washrooms and refrigerated 

store spaces. 

(g) Structure in way of integral 
sanitary tanks. 


NOTES 

1. Suspect areas are locations within the hull structure vulnerable to increased likelihood of structural deterioration and may include, for 
steel hulls, areas of substantial corrosion and/or fatigue cracking, see also 1.5.3 and 4.4.6. 

2. Coating condition for steel craft is defined in 1.5.6. 


5.2 Thickness measurement reporting a Section 6 


Machinery surveys — General 
5.2.1 A report is to be prepared by the approved firm ry y 


carrying out the thickness measurement. The report is to give requirements 

the location of measurement, the thickness measured as well 

as the corresponding original thickness. The report is to give 6.1 Intermediate and Docking Surveys 

the date when the measurement was carried out, the type of 

measuring equipment, names of personnel and their qualifi- 6.1.1 For Intermediate and Docking Surveys, see 
cations and is to be signed by the operator and supervisor. Sections 2 and 3. 

5.2.2 The thickness measurement report is to be 6.1.2 For yachts where an Approved Planned 
verified and signed by the Surveyor. Maintenance Scheme is in operation an Annual Survey of the 


machinery is to be carried out together with an audit of the 
maintenance and monitoring records. 
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6.2 Complete Surveys 


6.2.1 While the yacht is in dry-dock, all openings to the 
sea in the machinery spaces and pump-rooms, together with 
the valves, cocks and the fastenings with which these are 
connected to the hull, are to be examined. For athwartships 
thrust propellers, see 10.1.8. 


6.2.2 Athwartships thrust propellers are to be generally 
examined as far as is possible in dry dock and tested under 
working conditions afloat for satisfactory operation. 


6.2.3 All shafts (except screwshafts and tube shafts, for 
which special arrangements are detailed in Section 10), thrust 
block and all bearings are to be examined. The lower halves of 
bearings need not be exposed if alignment and wear are 
found to be acceptable. 


6.2.4 An examination is to be made as far as practicable 
of all propulsion gears complete with all wheels, pinions, 
shafts, bearings and gear teeth, thrust bearings and 
incorporated clutch arrangements. 


6.2.5 The following auxiliaries and components are also 

to be examined: 

(a) Auxiliary engines, auxiliary air compressors with their 
intercoolers, filters and/or oil separators and safety 
devices, and all pumps and components used for 
essential services. 

(b) Steering machinery. 

(c) Windlass and associated driving equipment, where 
fitted. 

(d) The holding down bolts, chocks or resilient mounts of 
main and auxiliary engines, gearcases, thrust blocks and 
intermediate shaft bearings. 


6.2.6 All air receivers for essential services, together with 
their mountings, valves and safety devices, are to be cleaned 
internally and examined internally and externally. If internal 
examination of the air receivers is not practicable, they are to 
be tested hydraulically to 1,3 times the working pressure. 


6.2.7 The valves, cocks and strainers of the bilge system 
including bilge injection, are to be opened up as considered 
necessary by the Surveyor and together with pipes, are to be 
examined and tested under working conditions. The oil fuel, 
feed, lubricating oil and cooling water systems also any ballast 
connections together with all pressure filters, heaters and 
coolers used for essential services, are to be opened up and 
examined or tested, as considered necessary by the Surveyor. 
All safety devices for the foregoing items are to be examined. 


6.2.8 Fuel tanks which do not form part of the yacht’s 
structure are to be examined, and if considered necessary by 
the Surveyor, they are to be tested to the pressure specified 
for new tanks. The tanks need not be examined internally at 
the first survey if they are found satisfactory on external 
inspection. The mountings, fittings and remote controls of all 
oil fuel tanks are to be examined, so far as is practicable. 


6.2.9 Where remote and/or automatic controls are fitted 
for essential machinery, they are to be tested to demonstrate 
that they are in good working order. 


6.2.10 — In addition to the above, detailed requirements for 
gas turbines and oil engines and electrical installations are 
given in Sections 7, 8 and 9 respectively. In certain instances, 
upon application by the Owner or where indicated by the 
maker’s servicing recommendations, the Committee will give 
consideration to the circumstances where deviation from 
these detailed requirements is warranted, taking account of 
design, appropriate indicating equipment (e.g. vibration 
indicators) and operational records, see Ch 2,4.5.17 and 
4.5.28. 


Section 7 
Gas turbines - Detailed 
requirements 


7.1 Complete Surveys 


7.1.1 The requirements of Section 6 are to be complied 
with. See 6.2.10 regarding any deviation from the following. 


7.1.2 The following parts are to be opened out and 

examined: 

e — Compressor including impellers or blading, rotors and 
casing. 

e — Combustion chambers, burners, intercoolers and heat 
exchangers. 

e Gas, air and fuel piping and fittings. 
Gas generator turbine and power turbine blading, rotors 
and casing. 

e — Rotors to include couplings, clutches, bearings and tie 
bolts. 

e Auxiliary mounted fuel, L.O. and cooling water pumps, 
their drive transmissions and fittings. 

e — Starting system (for starting air pipes, see 8.1.3). 

e All safety devices and local controls. 
Mountings and support frame. 


LA The compressor/turbine units are to be operated 
and maintained in accordance with the manufacturer’s 
instructions. Overhauls, including the prescribed replacement 
of limited life components, are to be undertaken at the 
specified intervals. Full service records are to be available for 
review by the Surveyor. 


7.1.4 The manoeuvring of the propulsion system is to be 
tested under working conditions. 


a Section 8 
Oil engines - Detailed 
requirements 


8.1 Complete Surveys 


Odd The requirements of Section 6 are to be complied 
with. See 6.2.10 regarding any deviation from the following. 
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8.1.2 The following parts are to be opened out and 
examined: 

e Cylinders and covers. 

e Valves and valve gear. 

e Pistons and connecting rods. 

° Crankshafts and all bearings 

e Crankcases and entablatures. 

e Crankcase door fastenings and explosion relief devices. 
e Turbo-chargers and their associated coolers. 

e Air compressors and their intercoolers. 

e Filters and/or separators and safety devices. 

e Fuel pumps and fittings. 

e Camshaft drives and balancer units. 

e Vibration dampers or detuners. 

e Flexible couplings and clutches. 

e Reverse gears. 

e Attached pumps and cooling arrangements. 


8.1.3 Selected pipes in the starting air system, if fitted, 
are to be removed for internal examination and are to be 
hammer tested. If any appreciable amount of lubricating oil is 
found in the pipes, the starting air system is to be thoroughly 
cleaned internally by steaming out, or other suitable means. 
Some of the pipes selected are to be those adjacent to the 
starting air valves at the cylinders and to the discharges from 
the air compressors. 


8.1.4 The electric ignition system, if fitted, is to be 
examined and tested. 


8.1.5 The manoeuvring of engines is to be tested under 
working conditions. Initial starting arrangements are to be 
tested. 


| Section 9 
Electrical equipment 


9.1 Intermediate Surveys 


9.1.1 The requirements of 2.2.9 and 2.2.13 are to be 
complied with as far as applicable. 


9.2 Complete Surveys 


9.2.1 An electrical insulation resistance test is to be made 
on the electrical equipment and cables. The installation may 
be sub-divided or equipment, which may be damaged, 
disconnected for the purpose of this test. 


9.2.2 The fittings on the main and emergency switch- 
boards, section boards and distribution boards are to be 
examined and over-current protective devices and fuses 
inspected to verify that they provide suitable protection for 
their respective circuits. 


9.2.3 Generator circuit-breakers are to be tested, so far 
as is practicable, to verify that protective devices including 
preference tripping relays, if fitted, operate satisfactorily. 


9.2.4 The electric cables and their securing arrangements 
are to be examined, so far as is practicable, without undue 
disturbance of fixtures or casings unless opening up is 
considered necessary as a result of observation or of the tests 
required by 9.2.1. 


9.2.5 The generator prime movers are to be surveyed as 
required by Sections 7 and 8 and the governing of the engines 
tested. The motors concerned with essential services 
together with associated control and switch gear are to be 
examined and if considered necessary, are to be operated, so 
far as is practicable, under working conditions. All generators 
and steering gear motors are to be examined and are to be 
operated under working conditions, though not necessarily 
under full load or simultaneously. 


9.2.6 Where transformers or electrical apparatus 
associated with supplies to essential services are liquid filled 
or cooled by a liquid in direct contact with current carrying 
parts, the owner is to arrange for samples of the liquid to be 
taken and tested, by a competent authority, in accordance 
with the equipment manufacturer’s requirements, and a 
certificate giving the test results is to be furnished to the 
Surveyor. 


9.2.7 Navigation light indicators are to be tried under 
working conditions, and correct operation on the failure of 
supply or failure of navigation lights verified. 


9.2.8 The emergency sources of electrical power, where 
fitted, together with their automatic arrangements and 
associated circuits are to be tested. 


9.2.9 Emergency lighting, transitional emergency lighting, 
supplementary emergency lighting, general emergency alarm 
and public address systems are to be tested as far as 
practicable. 


9.2.10 Where the yacht is electrically propelled, the 
propulsion motors, generators, cables and all ancillary 
electrical gear, exciters and ventilating plant (including coolers) 
associated therewith are to be examined, and the insulation 
resistance to earth is to be tested. Special attention is to be 
given to windings, commutators and slip-rings. The operation 
of protective gear and alarm devices is to be checked, so far 
as is practicable. Liquids for filling and cooling, if used, are to 
be tested in accordance with 9.2.6. Interlocks intended to 
prevent unsafe operations or unauthorised access are to be 
checked to verify that they are functioning correctly. 
Emergency overspeed governors are to be tested. 


9.2.11 Where batteries provide the source of power for 
any essential services, their installation, including charging 
and ventilation, is to be examined. 


10 
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i Section 10 
Screwshafts, tube shafts, 
propellers and water jet units 


10.1 Frequency of surveys 


10.1.1. | Shafts with keyed propeller attachments and fitted 
with continuous liners or approved oil glands, or made of 
approved corrosion resistant materials, are to be surveyed at 
intervals of five years when the keyway complies fully with the 
present Rules. 


10.1.2 Shafts having keyless type propeller attachments 
are to be surveyed at intervals of five years provided they are 
fitted with approved oil glands or are made of approved 
corrosion resistant materials. 


10.1.3 Shafts having solid coupling flanges at the after end 
are to be surveyed at intervals of five years provided they are 
fitted with approved oil glands or are made of approved 
corrosion resistant materials. 


10.1.4 All other shafts not covered by 10.1.1 to 10.1.3 are 
to be surveyed at intervals of 21/2 years. 


10.1.5 Controllable pitch propellers for main propulsion 
purposes are to be surveyed at the same intervals as the 
screwshaft. 


10.1.6 Directional propeller units for main propulsion 
purposes are to be surveyed at intervals not exceeding five 
years. 


10.1.7 Water jet units for main propulsion purposes are to 
be surveyed at intervals not exceeding five years provided the 
impeller shafts are made of approved corrosion resistant 
material or have approved equivalent arrangements. 


10.1.8  Athwartship thrust propellers and shaftings are to 
be surveyed at intervals not exceeding five years, see 6.2.2. 


10.2 Normal surveys 


10.2.1 All screwshafts are to be withdrawn for examination 
by LR’s Surveyors at the intervals prescribed in 10.1.1 to 
10.1.4. The after end of the cylindrical part of the shaft and 
forward one third of the shaft cone, or fillet of the flange, is to 
be examined by a magnetic particle crack detection method. 
In the case of a keyed propeller attachment at least the 
forward one third of the shaft cone is to be examined with the 
key removed. Weardown is to be measured and the sterntube 
bearings, oil glands, propellers and fastenings are to be 
examined. Controllable pitch propellers where fitted are to be 
opened up and the working parts examined, together with the 
control gear. 


10.2.2 Directional propeller units are to be dismantled for 
examination of the propellers, shafts, gearing and control gear. 


10.2.3 Water jet units are to be dismantled for examination 
of the impeller, casing, shaft, shaft seal, shaft bearing, inlet 
and outlets channels, steering nozzle, reversing arrange- 
ments, and control gear. 


10.3 Screwshaft Condition Monitoring (SCM) 


10.3.1. | Where oil lubricated shafts with approved oil glands 
are fitted, and the Owner has complied with the following 
requirements, the descriptive note SCM (Screwshaft 
Condition Monitoring) may be assigned: 

(a) Lubricating oil analysis to be carried out regularly at 
intervals not exceeding six months. The lubricating oil 
analysis documentation is to be available on board. Each 
analysis is to include the following minimum parameters: 

e water content 

e chloride content 

e bearing material and metal particles content 
e oil ageing (resistance to oxidation). 

b) Oil samples are to be taken under service conditions and 
are to be representative of the oil within the sterntube. 

c) Oil consumption is to be recorded. 

d) Bearing temperatures are to be recorded, (two 
temperature sensors or other approved arrangements 
are to be provided). 

e) Facilities are to be provided for measurement of bearing 
weardown. 

f) Oil glands are to be capable of being replaced without 
withdrawal of the screwshaft. 


10.3.2 For maintenance of the descriptive note SCM, the 
records of analyses, consumption and temperatures, together 
with weardown readings are to be retained on board and 
audited annually. 


10.3.3 Where the requirements for the descriptive note 
SCM have been complied with, the screwshaft need not be 
withdrawn at surveys as required by 10.2.1 provided all 
condition monitoring data is found to be within permissible 
limits and all exposed areas of the shaft are examined by a 
magnetic particle crack detection method. The remaining 
requirements of 10.2.1 are to be complied with. Where the 
Surveyor considers that the data presented is not entirely to 
his satisfaction the shaft will be required to be withdrawn in 
accordance with 10.2.1. 


10.4 Modified Survey 


10.4.1. A Modified Survey may be accepted at alternate 
five-yearly surveys for shafts described in 10.1.1 provided 
they are fitted with oil lubricated bearings and approved oil 
glands, and also for those in 10.1.2 and 10.1.3. 


LLoyD’s REGISTER 


11 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRafT, July 2012 


Periodical Survey Regulations for Yachts 


Part 1, Chapter 4 


Sections 10, 11 & 12 


10.4.2. The Modified Survey is to consist of the partial 
withdrawal of the shaft, sufficient to ascertain the condition of 
the stern bearing and shaft in way. For keyless propellers or 
shafts with a solid flange connection to the propeller a visual 
examination to confirm the good condition of the sealing 
arrangements is to be made. The oil glands are to be capable 
of being replaced without removal of the propeller. The 
forward bearing and all accessible parts including the 
propeller connection to the shaft are to be examined as far as 
possible. 

Wear-down is to be measured and found satisfac- 
tory. Where a controllable pitch propeller is fitted, at least one 
of the blades is to be dismantled complete for examination of 
the working parts and the control gear. 


10.4.3 For keyed propellers, the after end of the cylindrical 
part of the shaft and forward one third of the shaft cone is to 
be examined by a magnetic particle crack detection method, 
for which dismantling of the propeller and removal of the key 
will be required. 


10.4.4 Where the descriptive note SCM has been 
assigned as described in 10.3.1 and all data is found to be 
within permissible limits, partial withdrawal of the shaft may 
not be required. Where doubt exists regarding any of the 
above findings the shaft is to be withdrawn to permit an entire 
examination. 


10.5 Partial Survey 


10.5.1 For shafts where the Modified Survey is applicable, 
upon application by the Owner, the Committee will be 
prepared to give consideration to postponement of the survey 
for a maximum period of half the specified cycle provided a 
Partial Survey is held. 


10.5.2 +The Partial Survey is to consist of the propeller 
being backed off in any keyed shaft and the top half of the 
cone examined by an efficient crack detection method for 
which removal of the key will be required. Oil gland and seals 
are to be examined and dealt with as necessary. Weardown is 
to be measured and found satisfactory. Propeller and 
fastenings are to be examined. 


10.5.3. The Committee will be prepared to give 
consideration to the circumstances of any special case upon 
application by the Owner. 


a Section 11 
Surveys of unclassed machinery 
in existing classed yachts 


11.1 General 


17.1.1 The requirements of this survey are considered 
necessary in order to establish, so far as practicable, that the 
unclassed machinery installation does not constitute a hazard 
to the classed hull. The survey is applicable only to existing 
sailing yachts fitted with unclassed auxiliary propulsion 
engines not exceeding 37 kW. 


17.1.2. At any time when unclassed machinery in an 
existing classed yacht is undergoing alteration and/or replace- 
ment, the requirements of Ch 2,4.4.6 are to be complied with. 


11.2 Intermediate and Docking Surveys 


17.2.1. For Intermediate and Docking Surveys, see 
Sections 2 and 3. 


11.3 Complete Surveys 


77.3.1. At each Special Survey of the hull the requirements 

of 11.2.1 and the following are to be complied with: 

(a) The bilge pumping system is to be examined and tested 
under working conditions. 

(b) A general examination is to be made of the fuel tanks 
and fuel system with their valves, pipes and fittings, and 
of the engine exhaust system, piping and fittings. 

(c) A general examination of the electrical equipment is to 
be made and, if considered necessary, a test of the 
insulation resistance is to be carried out in accordance 
with 9.2.1. 

(d) The starting arrangements are to be examined. 

(e) The screwshafts and tube shafts are to be withdrawn for 
examination. 

(f) The main and essential auxiliary machinery is to be 
examined under full working conditions in accordance 
with 8.1.4. 


a Section 12 
Classification of yachts not built 
under survey 


12.1 General 


12.1.1 When classification is desired for a yacht not built 
under the supervision of LR’s Surveyors, application should 
be made to the Committee in writing. 


12.1.2 Periodical Surveys of such yachts, when classed, 
are subsequently to be held as in the case of yachts built 
under survey. 


12.1.3 Where classification is desired for a yacht which is 
classed by another recognised Society, special consideration 
will be given to the scope of the survey. 


12.2 Hull and equipment 


12.2.1. Plans showing the main scantlings and arrange- 
ments of the actual yacht together with any proposed 
alterations are to be submitted for approval.These should 
comprise plans of the midship section, longitudinal section 
and decks, and such other plans as may be requested. If 
plans cannot be obtained or prepared by the Owner, facilities 
are to be given for LR’s Surveyor to obtain the necessary 
information from the yacht. 


te 
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12.2.2 Particulars of the process of manufacture and the 
testing of the material of construction are to be supplied. The 
requirements for composite yachts will be specially 
considered. 


12.2.3 The full requirements of Sections 4 and 5 are to be 
carried out as applicable. Yachts of recent construction will 
receive special consideration. 


12.2.4 During the survey, the Surveyors are to satisfy 
themselves regarding the workmanship and verify the 
approved scantlings and arrangements. For this purpose, and 
also in order to ascertain the amount of any deterioration of 
steel yachts, parts of the structure will require to be gauged as 
necessary. Full particulars of the anchors, chain cables and 
equipment are to be submitted. For yachts to which Pt 17, 
Ch 1 applies, fire protection, detection and extinction are to 
be in accordance with the Rules. 


12.2.5 When the full survey requirements indicated in 
12.2.3 and 12.2.4 cannot be completed at one time, the 
Committee may consider granting an interim record for a 
limited period. The conditions regarding the completion of the 
survey will depend on the merits of each particular case, 
which should be submitted for consideration. 


12.3 Machinery 


12.3.1 To facilitate the survey, the following plans and 
particulars (plans of piping are to be diagrammatic), together 
with the particulars of the materials used in the construction of 
any boilers, air receivers and important forgings are to be 
submitted: 

e Name of manufacturer of engine and gearbox including 
the manufacturer’s type designation of engine and 
gearbox, together with the continuous shaft power of the 
engine at the crankshaft coupling with the revolutions per 
minute of crankshaft and propeller. 

e General pumping arrangements, including air and 
sounding pipes (Builder’s plan). 

° Bilge, ballast and oil fuel pumping arrangements 
including the capacities of the pumps on bilge service. 

e = Arrangement and dimensions of any steam pipes. 

e = Arrangement of oil fuel pipes and fittings at settling and 
service tanks. 

e = Arrangement of oil fuel piping in connection with oil 
burning installations. 

e Oil fuel overflow systems, where these are fitted. 

e Arrangement of boiler feed systems. 

e Oil fuel settling, service and other oil fuel tanks not 
forming part of the craft’s structure. 

e —_ Boilers and economisers. 

e Air receivers. 

° Crank, thrust, intermediate and screw shafting. 

° Details of water jet or directional propeller units, if fitted. 

° Clutch and reversing gear with methods of control. 

e — Reduction gearing. 

e Propeller (including spare propeller if supplied) where the 
diameter exceeds 1m. 

e Electrical circuits. 

e Arrangement of compressed air systems for main and 
auxiliary services. 


e — Arrangement of lubricating oil, other flammable liquids 
and cooling water systems for main and auxiliary 
services. 

Steering gear including control arrangement. 

e Arrangement of exhaust system indicating materials, 
method of cooling, and if water spray injected, the 
method of draining. 


12.3.2 Plans additional to those detailed in 12.3.1 are not 
to be submitted unless the machinery is of a novel or special 
character affecting classification. 


12.3.3 Where remote and/or automatic controls are fitted 
to propulsion machinery and essential auxiliaries, a descrip- 
tion of the scheme is to be submitted. 


12.3.4 For new yachts and yachts which have been in 
service less than two years, calculations of the torsional 
vibration characteristics of the propelling machinery are to be 
submitted for consideration, as required for yachts 
constructed under Special Survey. For older yachts the 
circumstances will be specially considered in relation to their 
service record and type of machinery installed. Where 
calculations are not submitted, the Committee may require 
that the machinery certificate be endorsed to this effect. When 
desired by the Owner, the calculations and investigation of the 
torsional vibration characteristics of the machinery may be 
carried out by LR upon special request. 


12.3.5 The main and auxiliary machinery, feed pipes, 
compressed air pipes and boilers are to be examined as 
required at Complete Surveys. Working pressures are to be 
determined from the actual scantlings in accordance with the 
Rules. 


12.3.6 |The screwshaft is to be drawn and examined. 


12.3.7. Any steam pipes or oil burning installations are to 
be examined and tested as required by Pt 1, Ch 3,15 or 
Ch 3,16 of the Rules and Regulations for the Classification of 
Ships. 


12.3.8 The bilge, ballast and oil fuel pumping arrange- 
ments are to be examined and amended, as necessary, to 
comply with the Rules. 


12.3.9 The electrical equipment is to be examined as 
required at Complete Surveys. 


12.3.10 The whole of the machinery, including essential 
controls, is to be tried under working conditions to the 
Surveyor’s satisfaction. 
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Section 
1 General 
2 Annual Surveys —- Hull and machinery 


requirements 


3 Intermediate Surveys —- Hull and machinery 
requirements 


4 Special Surveys (Hull and machinery) 


5 Classification of ACVs not built under survey 


|_| Section 7 


General 
1.1 Frequency of surveys 
1.7.1 Except as amended at the discretion of the 


Committee, the periods between surveys are as follows: 

(a) Annual Surveys are to be held within three months 
before or after each anniversary of the completion, 
commissioning or Special Survey. 

(b) Intermediate Surveys are to be held instead of the 
second or third Annual Survey after completion, 
commissioning or Special Survey. 

(c) Special Surveys (hull and machinery) are to be held at 
the fifth anniversary after completion, commissioning or 
previous Special Survey. 


1.2 Machinery surveys 


1.2.1 The manufacturer’s approved operating and service 
instructions for the main and auxiliary power units, trans- 
mission systems, propellers and lift fans are to be 
incorporated into an approved planned maintenance scheme 
for the ACV. 


1.2.2 Maintenance, overhaul or replacement will then 
normally be determined by the specified condition/ 
performance monitoring limits and running hours. 


1.2.3 It is a requirement of this arrangement that any 
significant defect, damage repair or alteration be reported to 
Lloyd’s Register (hereinafter referred to ‘LR’) without delay, see 
also Ch 2,1.1.7. 


1.3 Surveys for damage, repairs or alterations 


7.3.1 At any time when an ACV is undergoing alterations 
or damage repairs, any exposed parts of the structure 
normally difficult to access are to be specially examined, e.g. 
if any part of the main or auxiliary machinery is removed for 
any reasons, the hull structure in way is to be carefully 
examined by the Surveyor. 


1.3.2 All significant repairs, alterations, approved 
modifications and replacements are to be recorded in the 
ACV’s Log Books in a manner that will enable their later 
identification by the Surveyors, see also Ch 2,4.4.1 and 4.4.6. 


1.3.3 Trials are to be made on any craft which have been 
significantly modified, overhauled or repaired, prior to 
returning to service, to ensure to the Surveyor’s satisfaction 
that the ACV has been returned in a satisfactory condition for 
its intended service. 


1.4 Unscheduled surveys 


1.4.1 In the event that LR has cause to believe that its 
Rules and Regulations are not being complied with, LR 
reserves the right to perform unscheduled surveys of the hull 
or machinery. 


1.5 Surveys for the issue of Convention 
Certificates 


7.5.1 Surveys are to be held either by LR when so 
appointed or by the Exclusive Surveyors of a National 
Administration when so delegated by a Flag State. 


| Section 2 
Annual Surveys — Hull and 
machinery requirements 


2.1 General 


Zobed Annual Surveys are to be held concurrently with any 
relevant statutory annual or other statutory surveys, wherever 
practicable. 


2.1.2 The Surveyor is to audit the approved planned 
maintenance scheme. The records will be checked and the 
satisfactory operation of the scheme verified. Condition 
monitoring data will be reviewed and trends analysed. 


Ziled The Surveyor is to examine the Log Book to verify 
that a proper record has been kept in respect of servicing, 
maintenance and overhaul requirements for those aspects not 
covered by the approved planned maintenance scheme. 


2.1.4 Certification for replacement units/parts will be 
required. 


2.2 Preparation 


2.2.1 The ACV is to be slung or jacked up to permit a 
thorough inspection of all underside parts, fittings and 
attachments. 


2.2.2 Panelling, floor coverings, etc. need not be 
removed at these surveys, unless they are of portable type or 
unless the Surveyor has reason to suspect they may conceal 
significant damage. 
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2.3 Hull items 


2.3.1 The Surveyor is to be satisfied as to the efficient 

condition of the following items: 

(a) Bottom and side plating, any external stiffeners, and side 
walls or skirts, including flexible keels, if any. 

(o) Weather doors, ventilators, windows and emergency or 
other hatches. 

c) Weather decks, houses, etc. 

(d) Machinery casings and seats. 

(e) Anchoring and mooring equipment when required by the 
Rules. 

(f) Fire equipment including fire detection, alarm systems 
and means of escape , where the survey of such items is 
not covered by statutory certification. 

(g) Where applicable, passenger seat foundations and 
cargo tie down points. 

(h) Skirt attachment and operating mechanisms. 

(i) Air propeller shroud structures. 

(k) Side body attachments and supports (when fitted). 

() Operation of ramps, and their closing and locking 
arrangements. 

(m) The structural attachment and retention arrangements 
for external fuel tanks (when fitted). 


2.4 Machinery items 


2.4.1 The Surveyor is to be satisfied as to the efficient 

condition of the following items: 

(a) Fuel tanks and associated fuel system with pumps, 
filters, etc. 

(b) Lubricating oil tanks and associated lubricating system 

with coolers, pumps, filters, etc. 

c) The bilge pumping system. 

(d) Machinery alarm arrangements. 

(e) The electrical machinery, the switchgear and other 
electrical equipment are to be generally examined under 
operating conditions so far as practicable. The 
satisfactory operation of the emergency source of power, 
including the automatic controls as fitted, is to be 
verified. 

(f. Hydraulic, electrical and pneumatic control systems, 
including steering, are to be examined under operating 
conditions. 

(g) Engine starting arrangements. 

(h) All drive belts, associated running surfaces and tension 
adjustment (where fitted). 

(j) | Air propellers, including (where fitted) hub assemblies, 
servos and actuating equipment of controllable pitch 
propellers. 

(k) The overall operation of the machinery including propul- 
sion and lift machinery. A machinery proving trial of short 
duration is to demonstrate to the Surveyor the satisfac- 
tory operation of the machinery. 


| Section 3 
Intermediate Surveys — Hull and 
machinery requirements 


3.1 General 


3.9.7 The requirements of Section 2 are to be complied 
with. 


3.2 Preparation 


3.2.1 A sufficient amount of panelling, floor covering, 
insulation and paint etc., is to be removed to enable the 
Surveyors to satisfy themselves that all major structural items 
are in a satisfactory condition. 


3.3 Examination and testing 


3.3.1 Representative integral tanks and buoyancy spaces 
are to be examined as necessary to ensure that they continue 
to be in a satisfactory condition. 


3.3.2 At the discretion of the Surveyor, tanks or buoyancy 
spaces may require to be tested to ensure that they continue 
to be tight. 


a Section 4 
Special Surveys (Hull and 
machinery) 


4.1 General 


4.1.1 The requirements of Sections 2 and 3 are to be 
complied with. 


4.2 Hull Surveys 


4.2.1 All integral tanks and buoyancy spaces are to be 
examined and tested to ensure that they continue to be tight 
and in a satisfactory condition. 


4.2.2 All other hull compartments are to be examined. 


4.2.3 The anchoring and mooring equipment, when 
required by the Rules, is to be examined to ensure its 
efficiency, accessibility and readiness for use. Anchor cables 
or warps are to be ranged for examination. 


4.3 Machinery Surveys 


4.3.1 The main and essential auxiliary machinery is to be 
generally examined with particular attention given to safety 
devices, fastening arrangements and resilient mountings. A 
limited opening up, e.g. removal of inspection covers, should 
be undertaken in order that the Surveyor can confirm the 
satisfactory condition of these items. 
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4.3.2 Where not carried out as a regular monitoring 
procedure, lubricating oil analysis may be required. 


4.3.3 Items that have not been overhauled as part of the 
approved planned maintenance scheme since installation, 
commissioning or the previous Special Survey may require to 
be opened up for examination. 


4.3.4 The insulation resistance of the electrical equipment 
and connections is to be tested. 


| Section 5 
Classification of ACVs not built 
under survey 


5.1 General 
Obst The requirements for classification of an ACV not 


built under the supervision of LR’s Surveyors are to be in 
accordance with the applicable sub-Sections of Pt 1, Ch 3,12. 
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Introduction 


The Rules are published as a complete set; individual Parts are, 
however, available on request. A comprehensive List of Contents 
is placed at the beginning of each Part. 


Numbering and Cross-References 


A decimal notation system has been adopted throughout. Five 
sets of digits cover the divisions, i.e. Part, Chapter, Section, 
sub-Section and paragraph. The textual cross-referencing 
within the text is as follows, although the right hand digits may 
be added or omitted depending on the degree of precision 
required: 
(a) In same Chapter, e.g. see 2.1.3 (i.e. down to paragraph). 
(b) In another set of Lloyd’s Register Rules, e.g. see Pt 5, 
Ch 3,2.1 of the Rules and Regulations for the Classification 
of Ships. 


The cross-referencing for Figures and Tables is as follows: 

(a) In same Chapter, e.g. as shown in Fig. 2.3.5 (i.e. Chapter, 
Section and Figure Number). 

(b) In another set of Lloyd’s Register Rules, e.g. see 
Table 2.7.1 in Pt 3, Ch 2 of the Rules and Regulations for 
the Classification of Special Service Craft. 


Rules updating 


The Rules are generally published annually and changed through 
a system of Notices. Subscribers are forwarded copies of such 
Notices when the Rules change. 


Current changes to Rules that appeared in Notices are shown 
with a black rule alongside the amended paragraph on the left 
hand side. A solid black rule indicates amendments and a 
dotted black rule indicates corrigenda. 
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4.2 Manufacture 
4.3 Chemical composition 
4.4 Heat treatment 
4.5 Mechanical tests 
4.6 Non-destructive examination 
4.7 Rectification of defective castings 
Section 5 Castings for propellers 
5.1 Scope 
5.2 Chemical composition 
5.3 Heat treatment 
5.4 Mechanical tests 
5.5 Non-destructive examination 
5.6 Rectification of defective castings 
Ot Identification 
5.8 Certification of materials 
Section 6 Castings for boilers, pressure vessels and piping systems 
6.1 Scope 
6.2 Chemical composition 
6.3 Heat treatment 
6.4 Mechanical tests 
6.5 Non-destructive examination 
6.6 Mechanical properties for design purposes 
Section 7 Ferritic steel castings for low temperature service 
TA Scope 
7.2 Chemical composition 
7.3 Heat treatment 
7.4 Mechanical tests 
7.5 Non-destructive examination 
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Section 8 Stainless steel castings 
8.1 Scope 
8.2 Chemical composition 
8.3 Heat treatment 
8.4 Mechanical tests 
8.5 Intergranular corrosion tests 
8.6 Non-destructive examination 
Section 9 Steel castings for container corner fittings 
9.1 General 
9.2 Chemical composition 
9.3 Heat treatment 
9.4 Mechanical tests 
9.5 Non-destructive examination 
9.6 Repair of defects 
9.7 Identification 
9.8 Certification of materials 


CHAPTER 5 STEEL FORGINGS 


Section 1 General requirements 
14 Scope 
1.2 Manufacture 
1.3 Quality 
1.4 Chemical composition 
1.5 Heat treatment 
1.6 Test material 
Tf Mechanical tests 
1.8 Visual and non-destructive examination 
1.9 Rectification of defects 
1.10 Identification 
1.44 Certification of materials 
Section 2 Forgings for ship and other structural applications 
2.1 Scope 
2.2 Chemical composition 
2.3 Heat treatment 
2.4 Mechanical tests 
2.5 Non-destructive examination 
Section 3 Forgings for shafting and machinery 
3.1 Scope 
O32 Chemical composition 
3.3 Heat treatment 
3.4 Mechanical tests 
3.5 Non-destructive examination 
Section 4 Forgings for crankshafts 
41 Scope 
4.2 Manufacture 
4.3 Chemical composition 
4.4 Heat treatment 
4.5 Mechanical tests 
4.6 Non-destructive examination 
Section 5 Forgings for gearing 
5:1 Scope 
5.2 Manufacture 
5.3 Chemical composition 
5.4 Heat treatment 
5.5 Mechanical tests for through hardened, induction hardened or nitrided forgings 
5.6 Mechanical tests for carburised forgings 
5.7 Non-destructive examination 
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Contents Materials 
Section 6 Forgings for turbines 
6.1 Scope 
6.2 Manufacture 
6.3 Chemical composition 
6.4 Heat treatment 
6.5 Mechanical tests 
6.6 Non-destructive examination 
6.7 Thermal stability tests 
Section 7 Forgings for boilers, pressure vessels and piping systems 
teal Scope 
72 Chemical composition 
7.3 Heat treatment 
7.4 Mechanical tests 
7.5 Non-destructive examination 
7.6 Pressure tests 
7.7 Mechanical properties for design purposes 
Section 8 Ferritic steel forgings for low temperature service 
8.1 Scope 
8.2 Chemical composition 
8.3 Heat treatment 
8.4 Mechanical tests 
8.5 Non-destructive examination 
8.6 Pressure tests 
Section 9 Austenitic stainless steel forgings 
9.1 General 
9.2 Mechanical properties for design purposes 
9.3 Non-destructive examination 
9.4 Intergranular corrosion tests 
CHAPTER 6 STEEL PIPES AND TUBES 
Section 1 General requirements 
11 Scope 
1.2 Manufacture 
1.3 Quality 
1.4 Dimensional tolerances 
1.5 Chemical composition 
1.6 Heat treatment 
1.7 Test material 
1.8 Dimensions of test specimens and test procedures 
1.9 Visual and non-destructive testing 
1.10 Hydraulic test 
1.14 Rectification of defects 
1.12 Identification 
1.13 Certification of materials 
Section 2 Seamless pressure pipes 
2:1 Scope 
2:2 Manufacture and chemical composition 
2.3 Heat treatment 
2.4 Mechanical tests 
25 Mechanical properties for design 
Section 3 Welded pressure pipes 
re fe Scope 
3:2 Manufacture and chemical composition 
3.3 Heat treatment 
3.4 Mechanical tests 
3.5 Mechanical properties for design 
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Section 4 Ferritic steel pressure pipes for low temperature service 
41 Scope 
4.2 Manufacture and chemical composition 
4.3 Heat treatment 
4.4 Mechanical tests 
Section 5 Austenitic stainless steel pressure pipes 
5.1 Scope 
5.2 Manufacture and chemical composition 
5.3 Heat treatment 
5.4 Mechanical tests 
5.5 Intergranular corrosion tests 
5.6 Fabricated pipework 
Sif Certification of materials 
Section 6 Boiler and superheater tubes 
6.1 Scope 
6.2 Manufacture and chemical composition 
6.3 Heat treatment 
6.4 Mechanical tests 
6.5 Mechanical properties for design 
CHAPTER 7 IRON CASTINGS 
Section 1 General requirements 
14 Scope 
1.2 Manufacture 
1.3 Quality of castings 
1.4 Chemical composition 
1.5 Heat treatment 
1.6 Test material 
1.7 Mechanical tests 
1.8 Visual and non-destructive examination 
1.9 Rectification of defective castings 
Tal Pressure testing 
5 i Identification of castings 
1.12 Certification of materials 
Section 2 Grey iron castings 
2.1 Scope 
2.2 Test material 
2.3 Mechanical tests 
Section 3 Spheroidal or nodular graphite iron castings 
3.1 Scope 
3.2 Heat treatment 
3.3 Test material 
3.4 Mechanical tests 
3.5 Metallographic examination 
Section 4 Iron castings for crankshafts 
41 Scope 
4.2 Manufacture 
4.3 Heat treatment 
4.4 Test material 
4.5 Non-destructive examination 
4.6 Rectification of defective castings 
4.7 Certification of materials 
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CHAPTER 8 ALUMINIUM ALLOYS 
Section 1 Plates, bars and sections 
Lat Scope 
1.2 Manufacture 
1.3 Quality of materials 
1.4 Dimensional tolerances 
1.5 Chemical composition 
1.6 Heat treatment 
Leif Test material 
1.8 Mechanical tests 
1.9 Corrosion tests 
140 Pressure weld tests 
1d Visual and non-destructive examination 
1.12 Rectification of defects 
1.18 Identification 
1.14 Certification of materials 
Section 2 Aluminium alloy rivets 
204 Scope 
2:2 Chemical composition 
2.3 Heat treatment 
2.4 Test material 
2.5 Mechanical tests 
2.6 Tests from manufactured rivets 
2:6 Identification 
2.8 Certification of materials 
Section 3 Aluminium alloy castings 
3.1 Scope 
3.2 Manufacture 
3.3 Quality of castings 
3.4 Chemical composition 
3:5 Heat treatment 
3.6 Mechanical tests 
3.7 Visual examination 
3.8 Rectification of defective castings 
3.9 Pressure testing 
3.10 Identification 
ott Certification of materials 
Section 4 Aluminium/steel transition joints 
4.1 Scope 
4.2 Manufacture 
4.3 Visual and non-destructive examination 
4.4 Mechanical tests 
4.5 Identification 
4.6 Certification of materials 
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CHAPTER 9 COPPER ALLOYS 
Section 1 Castings for propellers 
14 Scope 
1.2 Manufacture 
1.3 Quality of castings 
1.4 Chemical composition 
1.5 Heat treatment 
1.6 Test material 
1.7 Mechanical tests 
1.8 Inspection and non-destructive examination 
1.9 Rectification of defective castings 
1.10 Weld repair procedure 
We Identification 
112 Certification of materials 
Section 2 Castings for valves, liners and bushes 
2.1 Scope 
2.2 Manufacture 
2.3 Quality of castings 
2.4 Chemical composition 
2.5 Heat treatment 
2.6 Test material 
2.7 Mechanical tests 
2.8 Inspection 
2.9 Rectification of defective castings 
2.10 Pressure testing 
21 Identification 
2.12 Certification of materials 
Section 3 Tubes 
3.1 Scope 
3.2 Manufacture 
3.3 Quality 
3.4 Dimensional tolerances 
3.5 Chemical composition 
3.6 Heat treatment 
Bf Mechanical tests 
3.8 Visual examination 
3.9 Stress corrosion cracking test 
3.10 Hydraulic test 
3.11 Rectification of defects 
3.12 Identification 
3.13 Certification of materials 
CHAPTER 10 EQUIPMENT FOR MOORING AND ANCHORING 
Section Anchors 
1 Scope 
1 Manufacture 


1 
1 
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4 
5 
1.6 
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Cast steel anchors 

Forged steel anchors 

Fabricated steel anchors 

Rectification 

Super high holding power (SHHP) anchors 
Assembly 

Proof test of anchors 

Clearances and tolerances 

Identification 

Certification 
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Section 2 Stud link chain cables for ships 
24 Scope 
2.2 Manufacture 
2.3 Flash butt welded chain cable 
2.4 Cast chain cables 
2.5 Forged chain cables 
2.6 Stud material 
2.7 Welding of studs 
2.8 Heat treatment of completed chain cables 
2.9 Testing of completed chain cables 
2.10 Proof load tests 
2.11 Breaking load tests 
2.12 Dimensional inspection 
2.13 Fittings for chain cables 
2.14 Substitute single links 
245 Dimensions and tolerances 
2.16 Identification 
2.17 Certification 
Section 3 Stud link mooring chain cables 
3.1 Scope 
3.2 Manufacture 
3:3 Dimensions and tolerances 
3.4 Studs 
3:5 Heat treatment of completed chain cables 
3.6 Testing of completed chain cables 
3.7 Connecting common links or substitute links 
3.8 Fittings for offshore mooring chain 
3.9 Identification 
3.10 Documentation 
3.11 Certification 
Section 4 Studless mooring chain cables 
4.1 Scope 
4.2 Manufacture 
4.3 Shape and dimensions of links 
4.4 Dimensional tolerances 
4.5 Heat treatment 
4.6 Testing of completed chain 
4.7 Connecting or substitute links 
4.8 Fittings 
4.9 Identification 
4.10 Certification 
4.11 Documentation 
Section 5 Short link chain cables 
‘Oui Scope 
5.2 Manufacture 
5.3 Bar material 
5.4 Testing and inspection of chain cables 
5.5 Dimensions and tolerances 
5.6 Identification 
Ost Certification 
Section 6 Steel wire ropes 
6.1 Scope 
6:2 General requirements 
6.3 Steel wire for ropes 
6.4 Tests on completed ropes 
65 Inspection 
6.6 Identification 
6.7 Certification 
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Contents Materials 
Section 7 Fibre ropes 
rea | Manufacture 
7.2 Tests of completed ropes 
7.3 Identification 
74 Certification 
CHAPTER 11 APPROVAL OF WELDING CONSUMABLES 
Section 1 General 
14 Scope 
1.2 Grading 
1.3 Manufacture 
1.4 Approval procedures 
1.5 Annual inspection and tests 
1.6 Changes in grading 
1.7 Manufacturers’ Quality Assurance Systems 
1.8 Certification 
Section 2 Mechanical testing procedures 
2.1 Dimensions of test specimens 
2.2 Testing procedures 
2.3 Re-testing procedures 
Section 3 Electrodes for manual and gravity welding 
3.1 General 
3.2 Deposited metal test assemblies 
3.3 Butt weld test assemblies 
3.4 Hydrogen test 
3.5 Fillet weld test assemblies 
3.6 Electrodes designed for deep penetration welding 
3.7 Deep penetration butt weld test assemblies 
3.8 Deep penetration fillet weld test assemblies 
3.9 Electrodes designed for gravity or contact welding 
3.10 Annual tests 
Section 4 Wire-flux combinations for submerged-arc automatic welding 
41 General 
4.2 Approval tests for multi-run technique 
4.3 Deposited metal test assemblies (multi-run technique) 
4.4 Butt weld test assemblies (multi-run technique) 
4.5 Approval tests for two-run technique 
4.6 Butt weld test assemblies (two-run technique) 
4.7 Annual tests 
Section 5 Wires and wire-gas combinations for manual, semi-automatic and automatic welding 
5.1 General 
5.2 Approval tests for manual and semi-automatic multi-run welding 
5.3 Approval tests for multi-run automatic welding 
5.4 Approval tests for two-run automatic welding 
5.5 Annual tests 
Section 6 Consumables for use in electro-slag and electro-gas welding 
6.1 General 
6.2 Butt weld test assemblies 
6.3 Annual tests 
Section 7 Consumables for use in one-side welding with temporary backing materials 
fA General 
7.2 Approval tests for manual (m), semi-automatic (S) and automatic multi-run (M) techniques 
7.3 Approval tests for high heat input automatic (A) techniques 
7.4 Annual tests 
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Contents Materials 
Section 8 Consumables for welding austenitic and duplex stainless steels 
8.1 General 
8.2 Deposited metal test assemblies 
8.3 Butt weld test assemblies 
8.4 Fillet weld test assemblies 
8.5 Annual tests 
Section 9 Consumables for welding aluminium alloys 
9.1 General 
9.2 Approval tests for manual, semi-automatic and automatic multi-run techniques 
9.3 Deposited metal test assembly 
9.4 Butt weld test assemblies 
9.5 Fillet weld test assembly 
9.6 Approval tests for two-run technique 
9.7 Butt weld test assemblies (two-run technique) 
9.8 Annual tests 
CHAPTER 12 WELDING QUALIFICATIONS 
Section 1 General qualification requirements 
14 General 
1.2 Design 
1.3 Materials 
1.4 Performance of welding tests 
Section 2 Welding Procedure Qualification Tests for Steels 
2:1 General 
22 Welding variables 
2.3 Steel test assemblies 
2.4 Welding of steel test assemblies 
2.5 Non-destructive examination (NDE) 
2.6 Destructive tests — General requirements 
2.7 Destructive tests for steel butt welds 
2.8 Destructive tests for steel fillet welds 
2.9 Destructive tests for T, K, Y steel nozzle welds 
2.10 Destructive tests for steel pipe branch welds 
2.11 Destructive tests for weld cladding of steel 
2.12 Mechanical test acceptance criteria for steels 
2.13 Failure to meet requirements (Retests) 
2.14 Test records 
ZAS Range of approval 
2.16 Welding procedure specification (WPS) 
Section 3 Specific requirements for stainless steels 
3.1 Scope 
3.2 Austenitic stainless steels 
3.3 Duplex stainless steels 
3.4 Martensitic stainless steels 
Section 4 Welding procedure tests for non-ferrous alloys 
4.1 Requirements for aluminium alloys 
4.2 Requirements for copper alloys 
Section 5 Welder qualification tests 
5.1 Scope 
5.2 Welder qualification test assemblies 
5.3 Examination and testing 
5.4 Acceptance criteria 
5:5 Failure to meet requirements 
5.6 Range of approval 
5.7 Welders qualification certification 
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Contents Materials 


CHAPTER 13 REQUIREMENTS FOR WELDED CONSTRUCTION 


Section 1 General welding requirements 
14 Scope 
1.2 Design 
1.3 Materials 
1.4 Requirements for manufacture and workmanship 
1.5 Cutting of materials 
1.6 Forming and bending 
1 Assembly and preparation for welding 
1.8 Welding equipment and welding consumables 
1:9 Welding procedure and welder qualifications 
1.10 Welding during construction 
1.44 Non-destructive examination of welds 
112 Routine weld tests 
1.18 Rectification of material defects 
1.14 Rectification of distortion 
1.15 Rectification of welds defects 
1.16 Post-weld heat treatment 
Teale Certification 
Section 2 Specific requirements for ship hull structure and machinery 
2.1 Scope 
2.2 Welding consumables 
2.3 Welding procedure and welder qualifications 
2.4 Construction and workmanship 
2.5 Butt welds 
2.6 Lap connections 
2.0 Closing plates 
2.8 Stud welding 
2.9 Fillet welds 
2.10 Post-weld heat treatment 
2.11 Tolerances 
2.12 Non-destructive examination of welds 
2.13 Weld repairs 
2.14 Welding afloat with water backing 
Section 3 Specific requirements for fabricated steel sections 
3.1 Scope 
3.2 Dimensions and tolerances 
3.3 Identification of products 
3.4 Manufacture and workmanship 
3.5 Non-destructive examination 
3.6 Routine weld tests 
3.7 Certification and records 
Section 4 Specific requirements for fusion welded pressure vessels 
41 Scope 
4.2 Cutting and forming of shells and heads 
4.3 Fitting of shell plates and attachments 
4.4 Welding 
4.5 General requirements for routine weld production tests 
4.6 Production test plate assembly requirements 
47 Inspection and testing 
4.8 Mechanical requirements 
4.9 Failure to meet requirements 
4.10 Heat treatment 
4.11 Basic requirements for heat treatment of fusion welded pressure vessels 
4.12 Non-Destructive Examination of welds 
4.13 Extent of NDE for Class 1 pressure vessels 
4.14 Extent of NDE for Class 2/1 pressure vessels 
4.15 NDE method 
4.16 Evaluation and reports 
4.17 Repair to welds 
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Section 5 Specific requirements for pressure pipework 
5:1 Scope 
5:2 Manufacture and workmanship 
5.3 Heat treatment after bending of pipes 
5.4 Post-weld heat treatment 
5.5 Non-destructive examination 
5.6 Repairs to pipe welds 
Section 6 Repair of existing ships by welding 
6.1 Scope 
6.2 Materials used for repairs 
6.3 Workmanship 
6.4 Non-destructive examination 
6.5 Repairs to welds defects 
Section 7 Austenitic and duplex stainless steel - Specific requirements 
tA Scope 
7.2 Design 
1.3 Forming and bending 
1.4 Fabrication and welding 
7.5 Repairs 
Section 8 Specific requirements for welded aluminium 
8.1 Scope 
8.2 Forming and bending 
8.3 Fabrication and welding 
8.4 Non-destructive examination 


CHAPTER 14 PLASTICS MATERIALS AND OTHER NON-METALLIC MATERIALS 


Section 1 General requirements 
1.4 Scope 
1.2 Information on material quality and application 
1.3 Manufacture 
1.4 Survey procedure 
1.5 Alternative survey procedure 
1.6 Post-cure heating 
1.7 Test material 
1.8 Re-test procedure 
1.9 Visual and non-destructive examination 
1.10 Rectification of defective material 
AA Identification of products and base materials 
1.12 Certification 
Section 2 Tests on polymers, resins, reinforcements and associated materials 
2.1 Scope 
2.2 Thermoplastic polymers 
2.3 Thermosetting resins 
2.4 Reinforcements 
25 Reinforced thermoplastic polymers 
2.6 Reinforced thermosetting resins 
2.7 Core materials 
2.8 Specific requirements for end-grain balsa 
2.9 Specific requirements for rigid foams (PVC, Polyurethane and other types) 
2.10 Synthetic felt type materials with or without microspheres 
2.14 Machinery chocking compounds (resin chocks) 
2.12 Rudder and pintle bearings 
2.13 Sterntube bearings 
2.14 Plywoods 
2.15 Adhesive and sealant materials 
2.16 Repair compounds 
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Contents Materials 
Section 3 Testing procedures 
3.1 General 
3.2 Preparation of test samples 
3.3 Preparation of test specimens 
3.4 Testing 
3.5 Discarding of test specimens 
3.6 Reporting of results 
3.7 Tests for specific materials 
3.8 Structural core materials 
3.9 Machinery chocking compounds 
3.10 Rudder and pintle bearings 
3.11 Sterntube bearings 
Section 4 Plastics pipes and fittings 
41 Scope 
4.2 Design requirements 
4.3 Manufacture 
4.4 Quality assurance 
4.5 Dimensional tolerances 
4.6 Composition 
4.7 Testing 
4.8 Visual examination 
4.9 Hydraulic test 
4.10 Repair procedure 
4.11 Identification 
4.12 Certification 
Section 5 Control of material quality for composite construction 
5.1 Scope 
5.2 Design submission 
5.3 Construction 
5.4 Quality assurance 
5:5 Dimensional tolerances 
5.6 Material composition 
5.7 Material testing 
5.8 Visual examination 
5.9 Repair procedure 
5.10 Material identification 
cos | Minimum tested requirements for material approval 
5.12 Closed cell foams for core construction based on PVC or polyurethane 
5.13 End-grain balsa 
5.14 Synthetic chocking compounds 
5.15 Other materials 
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General Requirements 


Chapter 1 


Sections 1 & 2 


Section 

1 Scope 

2 Approval and survey requirements 

3 Certification of materials 

4 General requirements for manufacture 
5 Non-destructive examination 

6 References 


ai Section 7 


Scope 
1.1 General 
1.1.1 Materials used for the construction, conversion, 


modification or repair of ships, other marine structures and 
associated machinery which are classed or are intended for 
classification by Lloyd’s Register (hereinafter refered to as LR), 
are to be manufactured, tested and inspected in accordance 
with these Rules. 


7.1.2 Wrought, cast and extruded materials are to 
comply with the requirements of Chapters 1 and 2, and the 
appropriate specific requirements of Chapters 3 to 9 of these 
Rules. Mooring and anchoring equipment is to comply with 
the requirements of Chapters 1 and 2, and the appropriate 
specific requirements of Chapter 10. Manufacturers of these 
materials must be approved by LR according to the require- 
ments in Sections 2 or 3. Only those materials within a 
manufacturer’s scope of approval may be used. 


1.7.3 Welding consumables are to comply with the 
requirements of Chapter 11 of these Rules. 


1.1.4 Where welding is used for the construction, 
conversion, modification or repair of ships, other marine 
structures and associated machinery which are classed or are 
intended for classification by LR, welding qualifications and 
tests shall be performed according to Chapter 12 of these 
Rules. All welding shall be performed according to Chapter 
13 of these Rules. 


7.1.5 Plastics materials are to comply with the require- 
ments of Chapter 14 of these Rules. 


1.1.6 The materials and components which are to 
comply with these requirements for the purposes of classifi- 
cation are defined in the relevant Rules dealing with design 
and construction. 


a Section 2 
Approval and survey requirements 


2.1 Approval and survey requirements — General 


2.1.1 Marine materials manufactured in accordance with 
Chapters 3 to 10 of these Rules are to be made at works 
which have been approved by LR for the type and grade of 
product being supplied. 


2.1.2 Materials manufactured in accordance with 
Chapters 3 to 10 of these Rules are to be manufactured, 
tested and inspected under Survey according to the require- 
ments of one of the following two schemes: 
(a) The Materials Survey Scheme, see 2.3. 
(bo) The Materials Quality Scheme, see 2.4. 


2.1.3 For the purposes of survey, LR Surveyors are to be 
allowed access to all relevant parts of the works, and are to 
be provided with the necessary facilities and information to 
enable them to verify that the manufacture is being carried out 
in accordance with the approved procedures. Facilities are 
also to be provided for the selection of test material, the 
witnessing of mechanical tests and the examination of 
materials, as required by these Rules. 


2.1.4 Where a production process, testing or examina- 
tion of materials is sub-contracted, this must be with the 
approval of LR. Surveyors are to be allowed access to the 
sub-contractor’s premises in order to conduct Surveys 
according to the requirements of these Rules. 


2.1.5 Products manufactured in accordance with 
Chapters 11 and 14 are to be approved in accordance with 
the requirements therein. For these materials, approval is 
given for a specific product on a type approval basis, rather 
than the approved manufacturer/survey arrangements applied 
to materials covered by Chapters 3 to 10. 


2.2 LR Approval - General 


2.2.1 Unless specifically stated in other Chapters of these 
Rules, all LR approvals apply to materials used in applications 
intended for marine service, as described in 1.1. 


2.2.2 The procedures for application for approval of 
manufacturers and products, the details of the information to 
be supplied by the manufacturer, and the test programme to 
be conducted on the products are given in the appropriate 
book of LR’s Materials and Qualification Procedures for Ships 
(MQPS). This is published in the CD Live section of LR’s web 
site at http://Awww.lrorg. 
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Chapter 1 


Section 2 


2.2.3 LR publishes lists of approved manufacturers and 

approved products. The lists are published in the CD Live 

section of LR’s website, http://www.lr.org. 

The lists are as follows: 

e —_ List of Approved Manufacturers of Materials. 

e Approved Welding Consumables for Use in Ship 
Construction. 

e —__ Lists of Paints, Resins, Reinforcements and Associated 
Materials. 

e Lists of Approved Anchors. 


2.2.4 For initial LR approval as an Approved Manufacturer 
for a particular material, the manufacturer is required to 
demonstrate to the satisfaction of LR, that the necessary 
manufacturing and testing facilities are available, and are 
supervised by suitably qualified personnel. A specified 
programme of tests is to be carried out under the supervision 
of LR Surveyors, and the results are to be to the satisfaction 
of LR. 


2.2.5 lf the results of the initial assessment of the 
manufacturer, and the test programme are considered 
satisfactory, the manufacturer will be added to the list of 
approved manufacturers of materials, and a certificate of 
approval will be issued to the manufacturer by LR, showing 
the scope of materials and grades covered by the approval. 
Initial approval will generally be under the Materials Survey 
Scheme, see 2.3. 


2.2.6 Approved manufacturers who meet the entry 
requirements, may apply for approval under the Materials 
Quality Scheme, see 2.4. 


2.2.7 When a manufacturer has more than one works, 
the manufacturer’s approval shall only be valid for the works 
where the test programme was conducted. 


2.2.8 It is the manufacturer’s responsibility to advise LR of 
all changes to the manufacturing process parameters that 
may affect the application of the material, prior to the adoption 
of the changes in production. Additional approval tests may 
be required to maintain the approval. 


2.2.9 Maintenance of approval is dependent on the 
manufacturer continuing to meet the requirements of the 
applicable sections of these Rules. 


2.2.10 Where it is considered that an approved manufac- 
turer is not maintaining its responsibilities to comply with 
these Rules, the approval may be suspended by LR until such 
time that agreed corrective and preventive actions are 
considered to have been satisfactorily carried out. If 
considered necessary, LR may require that the normal level 
of testing and inspection is increased. 


2.2.11 In all instances, LR will reduce the scope of, or 
withdraw approval from, a manufacturer where it becomes 
apparent that the manufacturer is unable to maintain 
compliance with these Rules, or the scope of approval. 


2.2.12 Where amanufacturer disagrees with any decisions 
made with regard to LR approval, they may appeal in writing 
to LR. 


2.2.13 Any documents, data or other information received 
as part of the approval process, will be treated as strictly 
confidential, and will not be disclosed to any third party, 
without the manufacturer’s prior written consent. 


2.3 Materials Survey Scheme 


2.3.1 Materials according to Chapters 3 to 10 of these 
Rules and produced under the Materials Survey Scheme will 
be subject to Direct Survey by an LR Surveyor. The scheme 
requires the Surveyor to survey and certify all materials 
according to the requirements of these Rules. 


2.3.2 Approved manufacturers are to request a survey of 
the material by an LR Surveyor, when required. Manufacturers 
must provide the Surveyor with details of the order, 
specification and any special conditions additional to the 
requirements of these Rules. 


2.3.3 All mechanical tests required by these Rules are to 
be witnessed. The Surveyor may allow part of this task to be 
carried out by a member of the works staff by prior written 
agreement. 


2.3.4 Before final acceptance, all materials are to be 
submitted to the specified tests and examinations under 
conditions acceptable to the Surveyor. The results are to 
comply with the Rules, and all materials are to be to the 
satisfaction of the Surveyor. 


2.3.5 The specified tests and examinations are to be 
carried out prior to the despatch of finished materials from the 
manufacturer's works. Where materials are supplied in the 
rough or unfinished condition, as many as possible of the 
specified tests are to be carried out by the manufacturer, and 
any tests or examinations that are not completed are to be 
carried out under survey at a subsequent stage of manufacture. 


2.3.6 In the event of any material proving unsatisfactory 
during subsequent working, machining or fabrication, such 
material is to be rejected, notwithstanding any previous 
certification. 


2.3.7 In addition to witnessing test results, the Surveyor 
is responsible for ensuring that the manufacturing process, 
inspection, testing, identification and certification are properly 
conducted. As part of the Materials Survey Scheme, regular 
visits will be made to all relevant parts of the works to check 
for compliance against the requirements of these Rules, and 
to ensure that the manufacturer is maintaining the capability 
to consistently produce approved materials. 


2.3.8 The Surveyor, when satisfied that the material fully 
meets the requirements of these Rules, will certify the material 
in accordance with Section 3 and the appropriate Chapter of 
these Rules. 
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2.3.9 For a manufacturer to maintain approval under this 
scheme, the works will be subject to a periodic inspection of 
all relevant parts of the works, at intervals not exceeding three 
years. The procedure for this periodic inspection is given in 
Book B of LR’s Materials and Qualification Procedures for 
Ships (MQPS). This periodic inspection is in addition to the 
regular visits made according to 2.3.7. 


2.4 Materials Quality Scheme 


2.4.1 The manufacturer may apply to be approved under 

the Materials Quality Scheme, where the following require- 

ments are met: 

(a) The manufacturer has been approved by LR for a 
minimum of three years; and 

(bo) The manufacturer has a quality management system, 
which has been certified as meeting the requirements of 
ISO 9001 by a certification body recognised by LR, 
which is one accredited by a member of the International 
Accreditation Forum; and 

(c) The manufacturer has a satisfactory history of quality 
performance in the manufacture and supply of LR 
approved materials. 


2.4.2 Special consideration may be given to manufacturers 
who have not been approved under the Materials Survey 
Scheme, and may be considered onto the Materials Quality 
Scheme providing: 

(a) They have a quality management system, which has 
been certified as meeting the requirements of ISO 9001 
by a certification body recognised by LR, which is one 
accredited by a member of the International Accreditation 
Forum. 

(b) They can demonstrate a history of satisfactory supply of 
materials, which LR deems to be equivalent to those for 
which approval under the Materials Quality Scheme is 
requested. 

In this case, the initial assessment of the manufacturer will 

include the product testing regime, as required for initial 

approval under the Materials Survey Scheme, see 2.2.4. 


2.4.3 The Scheme is based on a Scheme Certification 

Schedule, made between LR and each _ individual 

manufacturer. The schedule will stipulate: 

(a) The scope of approved products covered by the 
approval. 

(ob) The process route applied by the manufacturer for each 
approved product. 

(c) The arrangements for LR scheme, audits, including 
scope, frequency, schedule, etc. 

(d) Agreed procedures for certification of approved 
materials. 

(e) Information to be supplied periodically to LR by the 
manufacturer. 

(f) | Procedures for the use of the scheme mark. 


2.4.4 The contents of the Scheme Certification Schedule 
are to remain confidential between LR and the manufacturer. 


2.4.5 The Materials Quality Scheme is based on a 

technical audit approach, and is designed to complement the 

quality management systems audits performed to ISO 9001. 

The role of the Surveyor in scheme audits is to: 

(a) Verify that the quality management system is being 
maintained and audited to the requirements of 


ISO 9001. 

(b) Verify that the requirements of these Rules are being 
implemented. 

(c) Verify that the requirements of this Scheme are being 
implemented. 


(d) Perform Scheme audits, which focus on the technical 
aspects of the product realisation process, particularly 
with regard to Rule requirements. 

(e) Perform witness testing as required. 

(f) Verify the data supplied to LR periodically by the 
manufacturer, as part of the Scheme requirements. 


2.4.6 The Materials Quality Scheme may be applied to 
any approved manufacturer who meets the eligibility require- 
ments, and who applies to be approved under the scheme. If 
approved under the scheme, the manufacturer’s name will 
appear on the List of Approved Manufacturers published by 
LR, with an indication that they are approved under this 
scheme. 


2.4.7 The scheme is available to manufacturers producing 
approved materials according to Chapters 3 to 10 of these 
Rules. 


2.4.8 The procedures for application for approval for the 
Materials Quality Scheme are given in Book M of LR’s 
Materials and Qualification Procedures for Ships (MQPS). 


2.4.9 Where LR is satisfied that the manufacturer meets 
all of the requirements of the Scheme, and that it is 
appropriate for the products being manufactured, a Scheme 
Certification Schedule will be issued, which must be signed 
by an authorised representative of the manufacturer. 


2.4.10 Once the Scheme Certification Schedule has been 
signed by both parties, LR will issue the manufacturer with a 
certificate of approval according to the Materials Quality 
Scheme. 


2.4.11. Maintenance of approval will be according to the 
Scheme Certification Schedule, agreed between LR and the 
manufacturer, and these Rules. 


2.4.12 _ It is the responsibility of the attending Surveyor, to 
perform regular Scheme audits at the manufacturer’s works 
in accordance with the Scheme Certification Schedule, and 
the requirements of these Rules. 


2.4.13 It is not the intention to repeat the audit according 
to ISO 9001, conducted by the recognised certification body. 
The Surveyor is, however, to be satisfied that these audits are 
being conducted effectively. Where appropriate, the Surveyor 
may conduct a partial audit to ISO 9001 to verify this. 
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2.4.14 Witness tests may be conducted as part of the 
Scheme audit. This will involve the selection of material, and 
the witness of sampling and testing according to the require- 
ments of the appropriate chapter of these Rules. Such 
witness testing may be on LR grades, or materials which the 
Surveyor deems to be equivalent (for the purposes of audit 
testing only). 


2.4.15 Once every three years, a full assessment of 
scheme compliance will be conducted by a Surveyor who is 
not the regular attending Surveyor. 


2.4.16 — In the event of any change, which means that the 
manufacturer no longer meets the requirements for the 
Materials Quality Scheme (for example the loss of ISO 9001 
approval), the Scheme certificate of approval will be revoked. 
The manufacturer will revert to the Materials Survey Scheme, 
and will be subject to survey according to that scheme. 


& Section 3 
Certification of materials 


3.1 General 


3.1.1 All materials subject to these Rules are to be 
supplied with appropriate certification, as required by the 
relevant requirements of these Rules. This will normally be a 
LR certificate or a manufacturer’s certificate validated by LR, 
although a manufacturer’s certificate may be accepted where 
allowed by the relevant requirements of these Rules. 


3.1.2 Manufacturers approved under the Materials 
Quality Scheme are licensed to apply the scheme mark to 
manufacturer’s certificates according to the requirements of 
the scheme, see 2.4. 


3.1.3 The following certificate types are to be used, (a) 

and (b) for the Materials Survey Scheme, and (d) for the 

Materials Quality Scheme: 

(a) LR Certificate 
This type of certificate is issued by LR based on the 
results of testing and inspection being satisfactorily 
carried out in accordance with the requirements of these 
Rules. 

(bo) Manufacturer’s certificate validated by LR 
A manufacturer’s certificate, validated by LR on the basis 
of inspection and testing carried out on the delivered 
product in accordance with the requirements of these 
Rules may be accepted. In this case, the certificate will 
include the following statement: 
“We hereby certify, that the material has been made by 
an approved process and satisfactorily tested in 
accordance with the Rules of Lloyd’s Register.” 


(c) Manufacturer’s certificate 
This type of certificate is issued by the manufacturer, 
based on the results of testing and inspection being 
satisfactorily carried out in accordance with the 
requirements of these Rules, or the applicable National 
or International standard. The certificate is to be 
validated by the manufacturer’s authorised representa- 
tive, independent of the manufacturing department. The 
certificate will contain a declaration that the products are 
in compliance with the requirements of these Rules or 
the applicable National or International standard. 

(d) Manufacturer’s certificate issued under the Materials 
Quality Scheme 
Where a manufacturer is approved according to the 
Materials Quality Scheme, they will issue manufacturer’s 
certificates bearing the scheme mark. The certificates 
must also bear the following statement: 
“This certificate is issued under the arrangements 
authorised by Lloyd’s Register (operating group) in 
accordance with the requirements of the Materials 
Quality Scheme and certificate number MQS ........ : 


3.1.4 Where these Rules allow for the issue of a manu- 
facturer’s certificate for materials, either validated by an LR 
Surveyor, or bearing the Materials Quality Scheme mark, the 
manufacturer is to ensure that a copy of the certificate is 
supplied to LR. 


3.2 Materials Survey Scheme 


3.2.1 The requirements for certification of materials 
according to the Materials Survey Scheme, are established 
by the relevant requirements of these Rules. 


3.2.2 The manufacturer is to supply the surveyor with any 
additional customer order requirements that are in addition to 
the requirements of these Rules, when the request for the 
issue or validation of the certificate is made. 


3.3 Materials Quality Scheme 


3.3.1 Part of the certification schedule, will include an 
agreement for the manufacturer, to apply the scheme mark 
to manufacturer’s certificates, relating to approved products 
within the scope of approval of the manufacturer. 


3.3.2 The use of the scheme mark is governed by the 

following: 

(a) The use of the scheme mark is not transferable. It is only 
to be used in conjunction with the manufacturer and 
works name and location shown on the certificate of 
approval. 

(bo) The scheme mark must be applied to all manufacturers’ 
certificates relating to approved materials produced 
under the Scheme. 

(c) Inno circumstances is the scheme mark to be applied to 
test certificates relating to non-approved products. 

(d) The scheme mark is not to be used in any way which 
may imply approval for products which are not covered 
within the manufacturer’s scope of approval. 
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(e) Where a manufacturer is removed or suspended from the 
scheme, use of the scheme mark must cease immediately. 


3.3.3 The certificate as given in 3.1.3(d) is to be validated 
by an authorised representative of the manufacturer. The size 
and position of the scheme mark and statement on the 
manufacturer’s certificate must be agreed by LR. 


3.3.4 Where manufacturers are approved under this 
scheme, the manufacturer’s certificate, issued according to 
these requirements, fully meets the materials certification 
requirements of these Rules. 


3.4 Electronic certification 


3.4.1 Where these Rules allow the issue of manufacturers’ 
test certificates, under either the Materials Survey Scheme or 
the Materials Quality Scheme, these may be issued in 
electronic format provided that: 

(a) All tests and inspections have been satisfactorily 
completed, according to the requirements of these 
Rules. 

(bo) Procedures are in place to ensure that electronic 
certificates are only issued, according to the require- 
ments of these Rules. 

(c) The certification system is subject to regular inspection 
by the attending Surveyor. 

(d) Acopy of the electronic certificate is supplied to LR. This 
copy will be deemed to be the original of the test 
certificate. 


3.4.2 In addition to the requirements of 3.4.1, for items 
certified under the Materials Survey Scheme, the LR office 
stamp and Surveyor’s name may be applied electronically. This 
is only allowed where the Surveyor has access to the results of 
the relevant tests and inspections, and is able to authorise by 
access to the electronic system, the application of the LR office 
stamp and Surveyor’s name on the test certificate. The name of 
the authorising Surveyor is to be the name included on the 
certificate. The authorisation may be conducted electronically 
either at the manufacturers’ works, or remotely by the Surveyor. 


3.4.3 If the LR office stamp and name are being applied 
electronically according to 3.4.2, then the manufacturer is to 
ensure that the Surveyor is provided with all relevant informa- 
tion regarding the customer order, when the request for 
authorisation is made. 


a Section 4 
General requirements for 


manufacture 
4.1 General 
4.1.1 The following definitions are applicable to these 
Rules: 
Item: A single forging, casting, plate, tube or other 
rolled product as delivered. 
Piece: The rolled product from a single slab or billet or 


from a single ingot if this is rolled directly into 
plates, strip, sections or bars. 

Batch: A number of similar items or pieces presented 

as a group for acceptance testing. 

Flat product of a width over 150 mm, up to 

and including 1250 mm and thickness gener- 

ally over 4 mm. Edges are square cut, i.e., hot 
rolled on the four sides. Supplied in lengths, 
not coils. 

Plate/sheet: Flat rolled product whereby the edges are 
allowed to deform freely. Supplied flat and 
generally in square or rectangular shapes with 
a width of 600 mm or over, but other shapes 
may also apply. 


Wide flat: 


4.1.2 Where a manufacturer purchases semi-finished 
products (e.g., slabs) for the purpose of re-processing (e.g., 
rolling), the manufacturer is to ensure that the materials are 
from an LR approved manufacturer, and manufactured within 
the scope of approval of that manufacturer. The aim of 
chemical analysis, dimensions, surface and internal quality 
checks are to be agreed between the manufacturer and 
purchaser. The semi-finished materials must be supplied with 
appropriate certification, according to these Rules. 


4.1.3 It is the responsibility of the manufacturer, to 
ensure compliance with all relevant aspects of these Rules. 
All deviations are to be recorded as non-compliances, and 
brought to the attention of the Surveyor, along with corrective 
actions taken. Failure to do this is considered to render the 
material as not complying with these Rules. 


4.1.4 The manufacturer is to maintain all test and inspection 
records required by these Rules for at least seven years. 
Records are to be made available to LR on request. 


4.1.5 Where material is produced which does not meet 
all aspects of these Rules, the manufacturer may apply to LR 
for a concession to certify the material as approved. LR will 
consider each application on a case-by-case basis, although 
concession will only normally be granted in exceptional 
circumstances. If the concession is granted, a formal written 
numbered concession will be issued to the manufacturer. The 
concession number must be applied to the approval certificate, 
whether it is an LR certificate or a validated manufacturer’s 
certificate. 
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4.2 Chemical composition 


4.2.1 The ladle analysis used for certification purposes is 
to be determined after all alloying elements have been added 
and sufficient time allowed for such additions to equalise 
throughout the ladle. 


4.2.2 The method of taking samples is to ensure that the 
reported analysis is representative of the cast. In addition, the 
manufacturer must determine and certify the chemical 
composition of every heat of material. 


4.2.3 Where more than one sample is taken, the method 
of averaging for the final certificate result and the determination 
of acceptable variations in composition are to be agreed with 
the Surveyor. 


4.2.4 The chemical composition of ladle samples is to be 
determined by the manufacturer in an adequately equipped 
and competently staffed laboratory. The manufacturer’s 
analysis will be accepted, but may be subject to occasional 
independent checks if required by the Surveyor. 


4.2.5 The analysis is to include the content of all the 
elements detailed in the relevant Sections of the Rules and, 
where appropriate, the National or International Standard 
applied. 


4.2.6 At the discretion of the Surveyors, a check 
chemical analysis of suitable samples from products may also 
be required. These samples are to be taken from the material 
used for mechanical tests but, where this is not practicable, 
an alternative procedure for obtaining a representative sample 
is to be agreed with the manufacturer. For product samples, 
the permissible limits of deviation from the specified ladle 
analysis are to be in accordance with an appropriate 
International or National Standard specification. 


4.3 Heat treatment 


4.3.1 Materials are to be supplied in the condition 
specified in, or permitted by, the relevant Chapters of these 
Rules. 


4.3.2 Heat treatment is to be carried out in properly 
constructed furnaces, which are efficiently maintained and 
have adequate means for control and recording of 
temperature. The furnace dimensions are to be such as to 
allow the whole item to be uniformly heated to the necessary 
temperature. In the case of very large components, which 
require heat treatment, alternative methods will be specially 
considered. 


4.3.3 The manufacturer is to maintain the records, 
including the temperature charts of all heat treatments, for at 
least seven years. 


4.4 Test material 


4.4.1 Sufficient test material is to be provided for the 
preparation of the test specimen detailed in the specific 
requirements. It is, however, in the interests of manufacturers 
to provide additional material for any re-tests which may be 
necessary, as insufficient or unacceptable test material may 
be a cause for rejection. 


4.4.2 The test material is to be representative of the item 
or batch and is not to be separated until all the specified heat 
treatment has been completed, except where provision for an 
alternative procedure is made in subsequent Chapters of 
these Rules. 


4.4.3 All test material is to be selected by the Surveyor 
or an authorised deputy and identified by suitable markings 
which are to be maintained during the preparation of the test 
specimens. 


4.5 Mechanical tests 


4.5.1 The dimensions, number and direction of test 
specimens are to be in accordance with the requirements of 
Chapter 2 and the specific requirements for the product. 


4.5.2 Where Charpy impact tests are required, a set of 
three test specimens is to be prepared and the average 
energy value is to comply with the requirements of 
subsequent Chapters. One individual value may be less than 
the required average value, provided that it is not less than 
70 per cent of that value. 


4.5.3 In the Rules, mechanical properties are specified in 
SI units, but alternative units may be used for acceptance 
testing. In such cases, the specified values are to be 
converted in accordance with the appropriate conversions 
given in Table 1.4.1. It is preferred that test results be 
reported in SI units, but alternative units may be used 
provided that the test certificate gives, in the same units, the 
equivalent specification values. 


Table 1.4.1 Conversions from SI units to metric 


and Imperial units 


1 N/mm? or MPa 
1 N/mm2 or MPa 0,0647 tonf/in2 
1 N/mm? or MPa 0,145 x 108 Ibf/in2 


i) 0,102 kgf m 
tJ 0,738 ft Ibs 


9,81 N/mm2 or MPa 
15,4 N/mm2 or MPa 
6,89 x 10-3 N/mm? or MPa 


1 kgfm 9,81 J 
1 ft lof 1,36 J 


0,102 kgf/mm?2 


kgf/mm2 
1 tonf/in2 
1 Ibf/in2 


LLoyD’s REGISTER 


RULES FOR THE MANUFACTURE, TESTING AND CERTIFICATION OF MATERIALS, July 2012 


General Requirements 


Chapter 1 


Sections 4 & 5 


4.6 Re-test procedures 


4.6.1 Re-test procedures are to be in accordance with 
the requirements of Ch 2,1.4. 


4.7 Rectification of defective material 


4.7.1 Small surface imperfections may be removed by 
mechanical means provided that, after such treatment, the 
dimensions are acceptable, the area is proved free from 
defects and the rectification has been completed in 
accordance with any applicable requirements of subsequent 
Chapters of these Rules and to the satisfaction of the 
Surveyor. 


4.7.2 The repair of defects by welding, can be accepted 
only when permitted by the appropriate specific requirements 
and provided that the agreement of the Surveyor is obtained 
before the work is commenced. When a repair has been 
agreed, it is necessary in all cases to prove by suitable 
methods of non-destructive examination that the defects have 
been completely removed before welding is commenced. 
Welding procedures and inspection on completion of the 
repair, are to be in accordance with the appropriate specific 
require-ments and are to be to the satisfaction of the Surveyor. 


4.7.3 Manufacturers wishing to carry out welding work 
must have at their disposal the necessary workshops, lifting 
gear, welding equipment, pre-heating, and where necessary 
annealing facilities and testing devices, as well as certified 
welders and supervisors to enable them to perform the work 
properly. Proof shall be furnished to the Surveyor that these 
conditions are satisfied before welding work begins. 


4.8 Identification of materials 


4.8.1 The manufacturer is to adopt a system of 
identification, which will enable all finished materials to be 
traced to the original cast, and the Surveyors are to be given 
full facilities for tracing the material when required. When any 
item has been identified by the personal mark of a Surveyor, 
or his deputy, this is not to be removed until an acceptable 
new identification mark has been made by a Surveyor. Failure 
to comply with this condition will render the item liable to 
rejection. 


4.8.2 Before any item is finally accepted, it is to be 
clearly marked by the manufacturer in at least one place with 
the particulars detailed in the appropriate specific 
requirements. 


4.8.3 Where hard stamps such as the LR brand stamp 
are issued to manufacturers to carry out the stamping on 
behalf of LR, the procedure for issue, maintenance and use 
of stamps is to be agreed in writing. 


4.8.4 Hard stamping is to be used except where this 
may be detrimental to the material, in which case stencilling, 
painting or electric etching is to be used. Paints used to 
identify alloy steels are to be free from lead, copper, zinc or 
tin, i.e., the dried film is not to contain any of these elements 
in quantities of more than 250 ppm. 


4.8.5 Where a number of identical items are securely 
fastened together in bundles, the manufacturer need only 
brand the top item of each bundle. Alternatively, a durable 
label giving the required particulars may be attached to each 
bundle. 


a Section 5 
Non-destructive examination 


5.1 General NDE requirements 


5.1.1 Prior to the final acceptance of materials, surface 
inspection and verification of dimensions, non-destructive 
examination is to be carried out in accordance with the 
requirements detailed in this Section and subsequent 
Chapters of these Rules. 


5.1.2 It is the manufacturer’s responsibility for maintaining 
the required tolerances and making the necessary 
measurements. Periodic surveys by the Surveyor do not 
absolve the manufacturer from this responsibility. 


5.1.3 When there is visible evidence to doubt the 
soundness of any material or component, such as flaws in test 
specimens or suspicious surface marks, the manufacturer is 
expected to prove the quality of the material by a suitable 
method. 


5.1.4 Acceptance criteria are detailed in subsequent 
Chapters of these Rules. Alternative specifications may be 
submitted for consideration, provided they demonstrate 
equivalence to these Rules. 


5.2 Personnel qualifications 


52.1 The shipyard, fabricator or manufacturer is to 
ensure that personnel carrying out non-destructive 
examination or interpreting the results of non-destructive 
examination are qualified to the appropriate level of a 
nationally recognised scheme such as ISO 9712, EN 478, 
PCN, ACCP or SNT-TC-1A. Level 1 personnel are not 
permitted to interpret results to Codes or Standards. 


5.2.2 When certification of personnel is made on an in-house 
basis under a scheme such as SNI-TC-1A, practical 
examinations are to be relevant to material, product type, 
joint configuration, material thickness and acceptance criteria 
of items inspected for Classification purposes. 


5.2.3 Personnel qualifications of NDE operators are to be 
randomly checked by the Surveyor. 
5.3 Non-destructive examination methods 


5.3.1 Non-destructive examination methods are to comply 
with the relevant requirements of these Rules. 
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5.4 Non-destructive examination procedures 


5.4.1 All non-destructive examinations are to be carried 

out to a procedure that is representative of the item under 

inspection. AS a minimum the procedures are to be in 
accordance with the following: 

(a) Procedures are to identify the component to be 
examined, the NDE method, equipment to be used and 
the full extent of the examinations including any test 
restrictions. 

(bo) Procedures are to specify the qualification and 

certification requirements of the inspection personnel to 

be employed. 

(c) Procedures are to state the degree of surface 

preparation required and the methods of preparation to 

be used before the examinations are made. 

(d) Procedures are to state the reference standards for 

testing and the acceptance criteria to be applied to the 

results of the inspections. 

(e) Procedures are to include the requirement for 
components to be positively identified and for a datum 
system or marking system to be applied to ensure 
repeatability of inspections. 

(f) Procedures are to identify any requirements for 
increasing the extent of applied NDE where defects have 
been found during spot examination. 

(g) Procedures are to identify reporting requirements. 

(h) Procedures are to be reviewed by the Surveyor to ensure 
they are appropriate for the product type. 

(i) Procedures for radiography are to specify the 
acceptable optical density within the area of interest on 
the radiograph. 

(k) The minimum optical density within the area of interest 
on a radiograph is to be equal to or greater than 2,0 for 
gamma ray and 1,8 for X-ray. A maximum density of 
4,0 is acceptable. 

(l) | Procedures are to include the method and requirements 
for equipment calibrations and functional checks. 

(m) Procedures are to be approved by an operator qualified 
to a minimum of Level Ill in accordance with a 
recognised standard. 

(n) The Surveyor will review procedures for compliance with 
this Section. 


5.4.2 The shipyard, fabricator or manufacturer may 
submit other Codes or Standards for consideration by LR, 
providing they are equivalent to these Rules. Where no 
agreed acceptance standard is in place, the acceptance 
levels contained in the subsequent Chapters of these Rules 
are to apply. 


5.4.3 In the event that proposed acceptance criteria are 
not considered to be equivalent to these Rules, the criteria 
may be submitted for special consideration. 


5.5 Non-destructive examination reports 


5.5.1 NDE reports are to include all information required 

to identify how the examination was executed and are to 

include the following information where appropriate: 

(a) Date of test. 

(b) Name and qualification of operator with signatures of the 
operator. 

(c) Details of the component identification, description of 
test location and volume examined. 

(d) Heat treatment status. 

(e) Weld type, procedure and configuration. 

(f} Surface condition. 

(g) Test procedure. 

(h) Equipment used. 

(j) | Test results with a map or record of reportable and/or 

reject indications, giving location, dimensions and 

nature of indications. 

(k) Reference to acceptance criteria and evaluation in 

accordance to these criteria. 

) Material type and thickness. 

(m) Calibration. 


|_| Section 6 
References 


6.1 General 


6.1.1 The locations of National and International 
Standards referenced in these Rules are shown in Table 1.6.1. 
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Table 1.6.1 List of National and International 
Standards 


Rule reference Standard 


Chapter 1 — General ISO 9001: 2008 
Requirements 


Chapter 2 — Testing ISO 6892-1: 2009 
Procedures for Metallic ISO 185: 2005 
Materials ISO 2566-1: 1999 
ISO 148-1: 2009 
ISO 7500-1: 2004 
ASTM E28-07ae1 


Chapter 3 — Rolled Steel 10160: 1999 

Plates, Strip, Sections and TM A578-07 

Bars IM E112-96 (2004)e2 
TM E381-01 (2006) 
M A255-10 


er 4 — Steel Castings 1161: 1984/Amendment 1: 2007 


Chapter 5 — Steel Forgings IM E112-10 


Chapter 8 - Aluminium Alloys] ASTM G66-99 (2005)e1 
&[M G67-04 


Chapter 9 — Copper Alloys TM E272-10 


Chapter 10 — Equipment for | ISO 1704: 2008 
Mooring and Anchoring ISO 1834: 1999 
ISO 4565: 1986 
ASTM E112-10 
ASTM E881-01 (2006) 
ASTM A255-10 


Chapter 11 — Approval of ISO 3690: 2000 
Welding Consumables ISO 10042: 2005 
ASTM G48-08 (2009) 


Chapter 12 —- Welding ISO 6947: 1997 
Qualifications ISO 5817: 2007 
ISO 6520-1: 2007 
ISO 6507-1: 2005 
ISO 10042: 2005 


Chapter 138 —- Requirements | ISO 9712/Cor1: 2006 
for Welded Construction EN 473: 2008 

ISO 6520-1: 2007 
SNT-TC-1A: 2006 
ISO 10042: 2005 


Chapter 14 — Plastics ISO 527-2: 1993/corr1:1994 
Materials ISO 178: 2010 

ISO 62: 2008 

ISO 75-2: 2004 

ISO 604: 2002 

ISO 527-4: 1997 

ISO 14125: 1998/ amd1:2011 
ISO 14130: 1997/ corr1:2003 
ISO 1172: 1996 

ISO 1922- 2001 

ASTM C273/C273M-07? 
ASTM C393/C393M-06 

ISO 845- 2006 

ASTM C297/C297M-04 

ISO 844-2007 

ISO 1922-2001 

ISO 180-2000 

ASTM D2583-07 

BS 2782-10 Method 1001: 1977 
ISO 175: 2010 
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Section 

1 General requirements for testing 

2 Tensile tests 

3 Impact tests 

4 Ductility tests for pipes and tubes 

5 Embrittlement tests 

6 Crack tip opening displacement tests 
7 Bend tests 

8 Corrosion tests 


a Section 1 
General requirements for testing 


1.1 Preparation of test specimens 


se ea) The requirements specified below detail all the 
tests that may be applied to metallic materials. The specific 
tests and the test specimen types required for each material 
type, grade and product type are detailed in the subsequent 
Chapter of these Rules. 


7.7.2 Where test material is cut from products by 
shearing or flame cutting, a reasonable margin is required to 
allow sufficient material to be removed from the cut edges 
during machining of the test specimens. 


1.1.3 Test specimens are to be prepared in such a 
manner that they are not subjected to any significant work 
hardening, cold straining or heating during straightening or 
machining. 


1.7.4 Test samples are not to be removed from the 
material they represent until heat treatment is complete. For 
castings in cases where test samples are separately cast, the 
castings and samples are to be heat treated together. 


1.1.5 Dimensional tolerances are to comply with a 
relevant ISO specification. 


1.2 Testing machines 


1.2.1 All tests are to be carried out by competent 
personnel. Testing machines are to be maintained in a 
satisfactory and accurate condition and are to be recalibrated 
at approximately annual intervals. This calibration is to be 
carried out by organisations of standing that have been 
approved or recognised by a National Authority and are to be 
to the satisfaction of the Surveyor. A record of all calibrations 
is to be kept available in the test house. 


1.2.2 Tensile testing machine load cells are to be 
calibrated with an accuracy of + one per cent in accordance 
with ISO 7500-1 or another recognised National Standard. 


1.2.3 Impact tests are to be carried out on Charpy 
V-notch machines calibrated to ISO 148 or ASTM E23 depen- 
dent on the testing machine type. The testing machines are 
to be calibrated using either a direct or indirect method. Other 
National Standards equivalent to ISO 148 may be considered. 


1.3 Discarding of test specimens 


1.3.1 If a test specimen fails because of faulty preparation 
or incorrect operation of the testing machine it may be 
discarded and replaced by a new test specimen prepared 
from material adjacent to the original test. 


1.3.2 In addition to the discarding of test specimens as 
indicated in 1.3.1, a tensile test specimen may also be 
discarded when the specified minimum elongation is not 
obtained and the distance between the fracture and the 
nearest gauge mark is less than one-quarter of the gauge 
length. 


1.4 Re-testing procedures 


1.4.1 Where the result of any test, other than an impact 
test, does not comply with the requirements, two additional 
tests of the same type are to be made from the same test 
sample, or if sufficient material is not available, a further 
representative sample taken from the item under test. For 
acceptance of the material, satisfactory results are to be 
obtained from both of these additional tests. 


1.4.2 Where the result of any test taken from a weld 
procedure approval test, other than an impact test, does not 
comply with the requirements, two additional tests of the 
same type are to be made from the same weld test assembly. 
Where insufficient original welded assembly is available, a new 
assembly is to be prepared using the same conditions as the 
original test weld. For acceptance, satisfactory results are to 
be obtained from both of these additional tests. 


1.4.3 Where the result of any test taken from a welding 
consumable approval test, other than an impact test, does 
not comply with the requirements, two additional tests of the 
same type are to be made from the same weld test assembly. 
Where insufficient original welded assembly is available, a new 
assembly is to be prepared using welding consumables from 
the same batch. If the new assembly is made with the same 
procedure (particularly the same number of runs) as the 
original assembly, only the duplicate re-test specimens need 
be prepared and tested. For acceptance of a weld 
consumable batch, satisfactory results are to be obtained 
from both of these additional tests. 
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1.4.4 Where the results from a set of three impact test 
specimens do not comply with the requirements, an 
additional set of three impact test specimens may be tested 
provided that, of the original set tested, not more than two 
individual values are less than the required average value and, 
of these, not more than one is less than 70 per cent of this 
average value. The results obtained are to be combined with 
the original results to form a new average which, for accep- 
tance, is to be not less than the required average value. 
Additionally, for these combined results, not more than two 
individual values are to be less than the required average 
value and, of these, not more than one is to be less than 
70 per cent of this average value. 


1.4.5 The additional tests detailed in 1.4.1 and 1.4.2 are, 
where possible, to be made on material adjacent to the 
original samples. For castings, where insufficient material 
remains in the original test samples, the additional test may 
be made on other test samples representative of the castings. 
See also 1.3 for discarding of test specimens. 


1.4.6 When unsatisfactory results are obtained from tests 
representative of a batch of material, the item or piece from 
which the tests were taken is to be rejected. The remainder of 
the material in the batch may be accepted provided that two 
further items or pieces are selected and tested with 
satisfactory results. If the tests from one or both or these 
additional items or pieces give unsatisfactory results, the 
batch is to be rejected. 


1.4.7 When a batch of material is rejected, the remaining 
items or pieces in the batch may be resubmitted individually 
for test, and those which give satisfactory results may be 
accepted. 


1.4.8 At the option of the manufacturer, rejected material 
may be resubmitted as another grade and may then be 
accepted, provided that the test results comply with the 
appropriate requirements. 


1.4.9 When material which is intended to be supplied in 
the ‘as-rolled’ or ‘hot-finished’ condition fails test, it may be 
suitably heat treated and resubmitted for test. Similarly, 
materials supplied in the heat treated condition may be reheat 
treated and resubmitted for test. Unless otherwise agreed by 
the Surveyor, such reheat treatment is to be limited to one 
repeat of the final heat treatment cycle. 


CO Section 2 
Tensile tests 


2.1 Dimensions of test specimens 


244 Proportional test specimens with a gauge length 
L, of 5,65 [So or Sd, where S, is the cross-sectional area, 
d the diameter and L, the parallel test length, have been 
adopted as the standard form of test specimen, and in 
subsequent Chapters in these Rules the minimum percentage 
elongation values are given for test specimens of these 
proportions. 


Zl ve The gauge length is to be greater than 20 mm and 
may be rounded off to the nearest 5 mm provided that the 
difference between the adjusted gauge length and the 
calculated one is less than 10 per cent of the calculated 
gauge length. 


2.1.3 For forgings and castings (excluding those in grey 
cast iron) proportional test specimens of circular cross- 
section are to be machined to the dimensions shown in 
Fig. 2.2.1. 


Lo = approx. 77mm 


NOTE: For nodular cast iron and materials with a specified 
elongation less than 10%, R= 20 mm 


Fig. 2.2.1 
Test specimen dimensions for forgings and 
castings - I 


2.1.4 For hot rolled bars and similar products, the test 
specimens are to be as in Fig. 2.2.1, except that for small 
sizes they may consist of a suitable length of bar or other 
product tested in the full cross-section. 


2:19 As an alternative to 2.1.3 and 2.1.4, proportional or 
non-proportional test specimens of other dimensions may be 
used, subject to any requirements for minimum cross- 
sectional area given in subsequent Chapters of these Rules. 
Where the size of proportional test soecimens is other than 
as shown in Fig. 2.2.1, the general dimensions are to conform 
with Fig. 2.2.2. 


Lo = approx.l,+d 


NOTE: For nodular cast iron and materials with a specified 
elongation less than 10%, R 2 1,5d 


Fig. 2.2.2 
Test specimen dimensions for forgings and 
castings - II and aluminium alloys 
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2.1.6 For plates, strip and sections, the test specimens 
are to be machined to the dimensions shown in Fig. 2.2.3 or 
Fig. 2.2.4. Where the capacity of the available testing machine 
is insufficient to allow the use of a test specimen of full 
thickness, this may be reduced by machining one of the rolled 
surfaces. Alternatively, for materials over 40 mm thick, test 
specimens of circular cross-section machined to the 
dimensions shown in Fig. 2.2.1 may be used. The axes of 
these test specimens are to be located at approximately one 
quarter of the thickness from one of the rolled surfaces. 


Approximately 7,65./S5 


a = thickness of material 


Fig. 2.2.3 
Test specimen dimensions for plates, strip and 
sections - I and aluminium alloys 


200 mm 


Approx. 212,5 mm 


a = thickness of material 


Fig. 2.2.4 
Test specimen dimensions for plates, strip and 
sections - II 


2.1.7 As an alternative to 2.1.6, test specimens with a 
width of other than 25 mm may be used subject to any 
requirements for minimum cross-sectional area given in 
subsequent Chapters of these Rules. A ratio of width/ 
thickness of 8:1 should not be exceeded. 


2.1.8 For pipes and tubes, the test specimens may consist 
of a suitable length tested in full cross-section with the ends 
plugged. The gauge length is to be 5,65 »fS, or 50 mm, and 
the length of the test specimen between the grips or plugs, 
whichever is the smaller, is to be not less than the gauge length 
plus D, where D is the external diameter. Alternatively, test 
specimens may be prepared from strips cut longitudinally and 
machined to the dimensions shown in Fig. 2.2.5 or Fig. 2.2.6. 
The parallel test length is not to be flattened, but the enlarged 
ends may be flattened for gripping in the testing machine. 


The cross-sectional area of this type of test soecimen is to be 
calculated from: 


Sy = ab 
where 
Sy = cross-sectional area 


a average radial thickness 

b = average width 
Test specimens of circular cross-section may also be used 
provided that the wall thickness is sufficient to allow the 
machining of such specimens to the dimensions shown in 
Fig. 2.2.1, with their axes located at the mid-wall thickness. 


Approximately 
5,65./So + 2b 


Fig. 2.2.5 
Test specimen dimensions for pipes and tubes - I 


. R210mm 
b=12 mm min. 


Test specimen dimensions for pipes and tubes -— IT 


2.1.9 For wire, the test specimen may consist of a suitable 
length tested in full cross-section. The gauge length is to be 
200 mm and the parallel test length 250 mm. 


2.1.10 For grey iron castings, the test specimens are to be 
machined to the dimensions shown in Fig. 2.2.7 or Fig. 2.2.8. 


2.1.11 For aluminium alloy plates and sections of thick- 
ness, a, less than or equal to 12,5 mm; the dimensions of 
rectangular cross-sectioned test specimens are to be as 
shown in Fig. 2.2.3. The rectangular cross-sectioned test 
specimen surfaces should remain as rolled/extruded. Where 
the thickness, a, is greater than 12,5 mm the test specimens 
are to be of round type as shown in Fig. 2.2.2. 
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R>=25mm 


Fig. 2.2.7 
Test specimen dimensions for grey iron castings - I 


>| 


| Le = 55 mm (parallel) 


Fig. 2.2.8 
Test specimen dimensions for grey iron castings — II 


2.1.12 Deposited weld metal tensile test specimens are to 
be machined to the dimensions shown in Fig. 2.2.9, and may 
be heated to a temperature not exceeding 250°C for a period 
not exceeding 16 hours for hydrogen removal, prior to 
testing. 


Gauge length 50 mm 
_ 


! 


To suit grips 
12 mm min. 


ea 
cae 


10mm 


Parallel length 55 mm 


Fig. 2.2.9 
Test specimen for deposited weld metal tensile 


2.1.13 Butt weld tensile test specimens are to be 
machined to the dimensions shown in Fig. 2.2.10. For 
thicknesses of more than 2 mm, the test width is to be 
25 mm. For thicknesses less than 2 mm, the test width is to 
be reduced to 12 mm. The upper and lower surfaces of the 
weld are to be filed, ground or machined flush with the 
surface of the plate. 


(7) 

Q 
= 
fo>) 

# 
a 
7) 


Parallel test length 
—>| = width of weld + k— 
60 mm 


Fig. 2.2.10 Test specimen for butt weld 


2.1.14 — Through-thickness tensile test specimens may be, 
at the option of the steelmaker, either plain test specimens or 
test specimens with welded extensions in accordance with a 
Recognised Standard. The extension pieces are to be of steel 
with a tensile strength exceeding that of the plate to be tested 
and may be attached to the plate surfaces by manual, 
resistance or friction welding carried out in such a way as to 
ensure a minimal heat affected zone. 


2.1.15 Tolerances on tensile specimen dimensions are to 
be in accordance with ISO 6892-1 or another Recognised 
Standard as appropriate. 


2.2 Definition of yield stress for steel 


2.2.1 The yield phenomenon is not exhibited by all the 
steels detailed in these Rules but, except for austenitic and 
duplex stainless steels, the term ‘yield stress’ is used 
throughout when requirements are specified for acceptance 
testing at ambient temperature. For the purposes of the 
Rules, the terms ‘yield stress’ and ‘yield strength’ are to be 
regarded as synonymous. 


2.2.2 Where reference is made to ‘yield stress’ in the 
requirements for carbon, carbon-manganese and alloy steel 
products and in the requirements for the approval of welding 
consumables, either the upper yield stress or, where this is not 
clearly exhibited, the 0,2 per cent proof stress or the 0,5 per 
cent proof stress under load is to be determined. In cases of 
dispute, the 0,2 per cent proof stress is to be determined. 


2.2.3 For austenitic and duplex stainless steel products 
and welding consumables, both the 0,2 and the 1,0 per cent 
proof stresses are to be determined. 


2.3 Procedure for testing at ambient temperature 


2.3.1 Except as provided in 2.3.5, the elastic stress rate 
for the determination of the upper yield for steels and copper 
alloys is to be between 6 and 60 N/mm2 per second and 
between 2 and 20 N/mm2 per second for aluminium. After 
reaching the yield or proof load, the straining rate may be 
increased to a maximum of 0,008s~1 for the determination of 
the tensile strength. 
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2.3.2 For steel, the upper yield stress is to be calculated 

from: 

(a) the value of stress measured at the commencement of 
plastic deformation, or 

(b) ona load/extension diagram using the value of stress 
measured at the first peak obtained during yielding even 
when the peak is equal to or less than any subsequent 
peaks observed during plastic deformation at yield. 


2.3.8 When a well defined yield point cannot be obtained, 
the 0,2 or 1,0 per cent proof stress (non-proportional 
elongation) is to be determined from an accurate load/ 
extension diagram by drawing a line parallel to the straight 
elastic portion and a distance from it where the amount 
represents 0,2 or 1,0 per cent of the extensometer gauge 
length. The point of intersection of this line with the plastic 
portion of the diagram represents the proof load, from which 
the 0,2 or 1,0 per cent proof stress can be calculated. 


2.3.4 For stainless steels, the 1,0 per cent proof stress 
and/or 0,2 per cent proof stress is specified as required by 
the relevant Chapters in these Rules. 


2.3.5 For the determination of the tensile strength of flake 
graphite cast iron, the stress rate is not to exceed 10 N/mm2 
per second. 


2.3.6 A measured elongation value is to be regarded as 
valid only if the fracture occurs within the gauge length and at 
least the following distances from the gauge marks: 

Round test specimen: 1,25d 

Flat test specimen: a plus width of specimen 
The measurement is valid irrespective of the position of the 
fracture, if the percentage elongation after fracture reaches at 
least the specified value, and this is to be stated in the test 
report. 


2.4 Equivalent elongations 


2.4.1 When a gauge length other than 5,65 VSo is 
used, the equivalent percentage elongation value is to be 
calculated using the following formula: 


4 - 2 ( Ls 


2 \WS> 


Arg = actual measured percentage elongation of test 
specimen 
S, = actual cross-sectional area of test specimen 
Ly = actual gauge length of test piece 
A = equivalent percentage elongation for a test specimen 
with a gauge length of 5,65 [S,_ 


2.4.2 Alternatively, where a number of test specimens of 
similar material and dimensions are involved, the actual 
percentage elongation values may be recorded, provided that 
the equivalent specified minimum elongation value appropri- 
ate for the test specimen dimensions is calculated from the 
formula in 2.4.1 and is recorded on the test certificate. 


2.4.3 For proportional test specimens having a gauge 
length other than 5,654/S, , the equivalent elongation may 
be calculated using the following factors (dis the diameter of 
the test specimen): 


Actual gauge Factor for equivalent 


length elongation on 5,654/S, 
41S, x 0,870 
8,16 /S, x 1,158 
11,0:4/S;, xX 1,317 
4d x 0,916 
8d x 1,207 


2.4.4 For non-proportional test specimens with gauge 
lengths of 50 mm and 200 mm, the equivalent elongation 
values tabulated in ISO 2566 are to apply. 


2.4.5 The above conversions are reliable only for carbon, 
carbon-manganese and low alloy steels with a tensile strength 
not exceeding 700 N/mm2 in the hot rolled, annealed, 
normalised, or normalised and tempered condition. 


2.4.6 For alloy steels in the quenched and tempered 
condition, the following conversions may be used for propor- 
tional test specimens with a gauge length of 44/S, : 

Actual percentage Equivalent elongation 


elongation on 44/S, on 5,654/S, 
17 


22 

20 15 
18 13 
17 12 
16 12 
15 si 
14 10 
12 8 
10 7 
8 5 


2.4.7 Any proposals to use conversion factors for equiva- 
ent elongation values for the following materials are to be 
agreed with the Surveyors: 

a) Carbon, carbon-manganese and alloy steels in the 
normalised or normalised and tempered condition with a 
tensile strength exceeding 700 N/mm2. 

b) Cold-worked steels. 

c) Austenitic stainless steels. 

d) Non-ferrous alloys. 


2.5 Procedure for testing at elevated 
temperatures 


2.5.1 The test specimens used for the determination of 
lower yield or 0,2 per cent proof stress at elevated tempera- 
tures are to have an extensometer gauge length of not less 
than 50 mm and a cross-sectional area of not less than 
65 mm?. Where, however, this is precluded by the dimensions 
of the product or by the test equipment available, the test 
specimen is to be of the largest practicable dimensions. 


2.5.2 The heating apparatus is to be such that the 
temperature of the specimen during testing does not deviate 
from that specified by more than +5°C. 
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2.5.3 The straining rate when approaching the lower yield 
or proof load is to be controlled within the range 0,1 to 
0,3 per cent of the extensometer gauge length per minute. 


2.5.4 The time intervals used for estimation of strain rate 
from measurements of strain are not to exceed 6 seconds. 


| Section 3 
Impact tests 


3.1 Dimensions of test specimens 


3.7.7 Impact tests are to be of the Charpy V-notch type. 
The test specimens are to be machined to the dimensions 
and tolerances given in Table 2.3.1 and are to be carefully 
checked for dimensional accuracy. 


Table 2.3.1 Dimensions and tolerances for Charpy 


V-notch impact test specimens 


Dimension Nominal Tolerance 


Length, mm 55 +0,60 
Width, mm-— standard specimen 10 +0,11 
— standard subsidiary 
specimen 759 +0,11 
— standard subsidiary 
specimen +0,06 
Thickness, mm +0,06 
Angle of notch +2° 
Depth below notch, mm +0,06 
Root radius, mm +0,025 
Distance of notch from end of test 
specimen, mm +0,42 
Angle between plane of symmetry of 
notch and longitudinal axis of test 
specimen 


ZA Frrcres 


[od 


3.1.2 For material under 10 mm in thickness, the largest 
possible size of standard subsidiary Charpy V-notch test 
specimen is to be prepared with the notch cut on the narrow 
face. Generally, impact tests are not required when the 
thickness of the material is less than 6 mm. 


3.2 Testing procedures 
O2ci All impact tests are to be carried out on Charpy 


machines approved by Lloyd’s Register (hereinafter referred 
as LR) and having a striking energy of not less than 150 J. 


3.2.2 Charpy V-notch impact tests may be carried out at 
ambient or lower temperatures in accordance with the specific 
requirements given in subsequent Chapters of these Rules. 
Where the test temperature is other than ambient, the tempera- 
ture of the test specimen is to be controlled to within +2°C for 
sufficient time to ensure uniformity throughout the cross-section 
of the test specimen, and suitable precautions are to be taken 
to prevent any significant change in temperature during the actual 
test. In cases of dispute, ambient temperature is to be 
considered as 18°C to 25°C. 


3.2.3 For acceptance, the average energy value for a set 
of three impact tests must be equal to or greater than the 
appropriate specified minimum average value. Additionally, 
only one individual value may be less than the required 
average value but not less than 70 per cent of this average 
value. 


3.2.4 Where standard subsidiary Charpy V-notch test 
specimens are necessary, the minimum energy values 
required are to be reduced as follows: 
Specimen 10 x 7,5 mm: 5/6 of tabulated energy. 
Specimen 10 x 5 mm: 2/8 of tabulated energy. 


3.2.5 When reporting results, the specimen dimensions 
and the units used for expressing the energy absorbed 
(Joules) and the testing temperature are to be clearly stated. 


ao Section 4 
Ductility tests for pipes and tubes 


41 Bend tests 


4.1.1 The test specimens are to be cut as circumferential 
strips of full wall thickness and with a width of not less than 
40 mm. For thick walled pipes, the thickness of the test 
specimens may be reduced to 20 mm by machining. The 
edges of the specimens may be rounded to a radius of 1,6 mm. 


4.1.2 Testing is to be carried out at ambient temperature, 
and the specimens are to be doubled over a former whose 
diameter is to be in accordance with the specific requirements 
for the material. For submerged arc welded tube the test 
piece is to be bent with the root of the weld in tension. For 
other tubes, the test piece is to be bent in the original 
direction of curvature. In all cases, the welds are to be in the 
middle of the test specimen. The test is considered to be 
satisfactory if, after bending, the specimens are free from 
cracks and laminations. Small cracks at the edges of the test 
specimens are to be disregarded. 


4.2 Flattening tests 


4.2.1 Ring test specimens are to be cut with the ends 
perpendicular to the axis of the pipe or tube. The length of the 
specimen is to be equal to 1,5 times the external diameter of 
the pipe or tube, but is to be not less than 10 mm or greater 
than 100 mm. Alternatively, the length of the test specimen 
may be 40 mm irrespective of the external diameter. 
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4.2.2 Testing is to be carried out at ambient temperature 
and is to consist of flattening the specimens in a direction 
perpendicular to the longitudinal axis of the pipe. Flattening is 
to be carried out between two plain parallel and rigid platens 
which extend over both the full length and the width after 
flattening of the test specimen. Flattening is to be continued 
until the distance between the platens, measured under load, 
is not greater than the value given by the formula: 


i = t (1 tl 
C +5 
where 


H_ = distance between plates, in mm 

= specified thickness of the pipe, in mm 

specified outside diameter, in mm 

a constant dependent on the steel type and 
detailed in the specific requirements 

After flattening, the specimens are to be free from cracks or 
other flaws. Small cracks at the ends of the test specimens 
may be disregarded. 


t 
D 
Cc 


4.2.3 For welded pipes or tubes, the weld is to be placed 
at 90° to the direction of flattening. 


4.3 Drift expanding tests 


4.3.1 The test specimens are to be cut with the ends 
perpendicular to the axis of the tube. The edges of the end 
to be tested may be rounded by filing. 


4.3.2 For metallic tubes, the length of the specimen is to 
be at least 1,5 times the external diameter of the tube except 
when a mandrel with an included angle of 30° is used, in 
which case the length of the specimen is to be twice the 
external diameter of the tube. In all cases the length of section 
remaining cylindrical after test is not be less than 0,5 times 
the external diameter. 


4.3.3 Testing is to be carried out at ambient temperature 
and is to consist of expanding the end of the tube 
symmetrically by means of a hardened conical steel mandrel 
having a total included angle of 30°, 45° or 60°, see Fig. 2.4.1. 
The mandrel is to be forced into the test specimen at a rate 
not exceeding 50 mm/min until the percentage increase in the 
outside diameter of the end of the test specimen is not less 
than the value given in the specific requirements for boiler and 
superheater tubes, see Chapter 6. The mandrel is to be 
lubricated, but there is to be no rotation of the tube or mandrel 
during the test. The expanded portion of the tube is to be free 
from cracks or other flaws. 


4.4 Flanging tests 


4.4.1 The test specimens are to be cut with the ends 
perpendicular to the axis of the tube. The length of the 
specimens is to be at least equal to the external diameter of 
the tube and such that after testing the portion that remains 
cylindrical is not less than half the external diameter. The 
edges of the end to be tested may be rounded by filing. 


4.4.2 Testing is to be carried out at ambient temperature 
and is to consist of flanging the end of the tube symmetrically 
by means of hardened conical steel mandrels. The rate of 
flanging is not to exceed 50 mm/min. 


Fig. 2.4.1 Drift expanding test 


4.4.3 The first stage of flanging is to be carried out with a 
conical angled mandrel having an included angle of approxi- 
mately 90°, see Fig. 2.4.2(a). The completion of the test is 
achieved with a second forming tool as shown in Fig. 2.4.2(b). 
The mandrels are to be lubricated and there is to be no 
rotation of the tube or mandrels during the test. The test is to 
continue until the drifted portion has formed a flange perpen- 
dicular to the axis of the test specimens. The percentage 
increase in the external diameter of the end of the specimens 
is to be not less than the value given in the specific require- 
ments for boiler and superheater tubes, see Chapter 6. The 
cylindrical and flanged portion of the tube is to be free from 
cracks or other flaws. 


(b) 


Fig. 2.4.2 Flanging test 
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| Section 5 
Embrittlement tests 


5.1 Temper embrittlement tests 


Seiet The test material is to be heat treated in accordance 

with the specification except that after tempering: 

(a) _ half the material is to be water quenched; 

(b) the other half is to be cooled from the tempering temper- 
ature to 300°C at a rate not exceeding 10°C per minute. 


5.1.2 Impact tests in accordance with Section 3 are to 
be made on the material in each condition at temperatures 
over a range wide enough to establish the upper and lower 
shelf energies and temperatures, tests being made at no less 
than three intermediate temperatures. 


5.1.3 A set of three specimens is to be tested at each 
temperature. The results are to be plotted separately for each 
condition, in the form illustrated in Fig. 2.5.1. In addition, the 
test temperatures, proportions of crystallinity and absorbed 
energies for all the specimens tested are to be reported. 


Brittle zone Fracture transition Ductile zone 
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Fig. 2.5.1. Idealised transition curve 


5.1.4 The transition temperature for each condition is to 
be taken as the mid-temperature of the fracture transition 
zone. The difference between the two transition temperatures 
is to be reported. 


5.2 Strain age embrittlement tests 


5.2.1 The test material is to be heat treated in accordance 
with the specification and then subjected to five per cent 
strain. Half of the test material is then to be heated to 250°C 
and held for one hour. 


5.2.2 Impact tests in accordance with 5.1.2 are to be 
made in both the strained and unstrained conditions. 


5.2.3 The tests are to comply with 5.1.3. 


5.2.4 The test results are treated in accordance with 
5.1.4. 


5.3 Hydrogen embrittlement tests 


5.3.1 Two specimens are to be tested. The specimens 
are to be of a diameter of 20 mm. Where this is not 
practicable a diameter of 14 mm may be accepted. 


5.3.2 One specimen is to be tested within a maximum of 
3 hours after machining. Where the specimen diameter is 
14 mm, the time limit is 1,5 hours. Alternatively, the soecimen 
may be cooled to -GO°C immediately after machining and 
kept at that temperature for a maximum period of 5 days 
before being tested. 


5.3.3 The other specimen is to be tested after baking at 
250°C for 4 hours. Where the specimen diameter is 14 mm 
the baking time is to be 2 hours. 


5.3.4 A strain rate not exceeding 0,0008s"1 is to be used 
during the entire test, until fracture occurs. 


5.3.5 Tensile strength, elongation and reduction of area 
are to be reported. 


5.3.6 The ratio Z;/Z> is to be reported, where Z; is the 
reduction in area without baking and Z5 the reduction in area 
after baking. 


a Section 6 
Crack tip opening displacement 


tests 
6.1 Dimensions of test specimens 
6.1.1 Unless agreed otherwise, tests are to be made on 


specimens of the full section thickness and which conform to 
a nationally agreed standard. 


61:2 Normally the specimens are to be rectangular with 
the main dimensions as indicated in Fig. 2.6.1 and are to be 
tested in three point bending. 


6.1.3 A subsidiary specimen as in Fig. 2.6.2 may be used 
by agreement. 


6.1.4 In each case the notch is to be positioned at the 
centre of the loading span; its root radius is not to exceed 
0,10 mm. The notch is to be extended by the generation of a 
fatigue crack to give an effective crack length of the 
dimension a. For this purpose, the fatigue stress ratio, Ry, is 
to be within the range 0 to 0,1 and the fatigue intensity is not 
to exceed 0,630, B'/2 where 6, is the 0,2 per cent proof 
stress at the test temperature. 
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Fig. 2.6.1 
Outline dimensions of the preferred specimen 


thickness 

width =B 

effective crack length (to be agreed between the 
purchaser and manufacturer) 

loading span =4W 


Fig. 2.6.2 
Outline dimensions of the subsidiary specimen 


6.2 Test equipment 


6.2.1 Whenever possible, tests are to be made using 
machines operating under displacement control. The type of 
control is to be recorded. 


6.2.2 The test equipment is to be calibrated annually. 


6.2.3 The crack opening displacement gauge is to have 
an accuracy of at least one per cent. It is to be calibrated at 
least once every day of testing and at intervals of no more 
than 10 tests. It should be demonstrated that the calibration 
is satisfactory for the test conditions. 


6.3 Testing procedures 


6.3.1 Tests are to be made in a recognised test house in 
accordance with a nationally accepted standard. 


6.3.2 Unless otherwise agreed, all tests on unwelded 
wrought material are to be made on specimens taken 
transverse to the principal working direction and are to be 
through-thickness notched. 


6.3.3 Where tests are made on weld material, the fatigue 
crack should be arranged to sample the maximum amount of 
unrefined weld metal. 


6.3.4 Where tests are made on the Heat Affected Zone 
(H.A.Z.) of a weld, a K or single bevel weld preparation is 
recommended. The region of lowest fracture toughness in the 
Heat Affected Zone should be identified for the particular steel 
and weld procedure by means of preliminary tests. The 
fatigue crack is to be accurately positioned to sample as high 
a proportion of this critical region as possible and after testing 
has been completed, the specimen is to be sectioned to 
check that this has been achieved. Sufficient tests should be 
made to ensure that the critical region has been sampled in at 
least three specimens. 


6.3.5 At least three valid tests are to be made for each 
material condition. Invalid tests are to be disregarded and the 
tests repeated. 


6.3.6 Local pre-compression of the test specimen ahead 
of the notch is acceptable in order to provide an acceptably 
even fatigue crack front. 


6.3.7 The temperature of the test piece is to be measured 
to within +2°C over the range minus 196°C to +200°C and to 
within +5°C outside this range. The temperature should be 
measured at a point on the specimen not farther than 2 mm 
away from the crack tip. 


6.4 Validity requirements 


6.4.1 The test is to be regarded as invalid if: 

a) the fatigue crack front is not in a single plane; 

b) any part of the fatigue crack surface lies in a plane 

whose angle with the plane of the notch exceeds 10°; 

c) the length of any part of the fatigue crack is less than 

0,025W or 1,25 mm, whichever is the greater; 

d) the difference between the maximum and minimum 

lengths of the fatigue crack exceeds 0,1W; 

e) the difference between any two of the lengths of the 
fatigue crack at 0,25B, 0,5B and 0,75B exceeds 0,05W. 


6.4.2 In addition, for tests on welds and Heat Affected 

Zones (H.A.Z.), the following criteria are to be complied with: 

(a) Weld metal. The fatigue crack front shall not extend 
outside the weld metal deposit and 80 per cent should 
be within 2 mm of the fusion line. 

(b) Grain coarsened H.A.Z The fatigue crack should be 
within 0,5 mm of the fusion line and should sample all of 
the grain coarsened H.A.Z present. However, if fusion line 
irregularities prevent this, a sample including as much 
grain coarsened H.A.Z as possible may be accepted. 

(c) Subcritical/intercritical H.A.Z boundary. The fatigue crack 
is to sample the boundary between the subcritical and 
intercritical regions of the H.A.Z However, if fusion line 
irregularities prevent this, a sample including as much 
relevant microstructure as possible may be accepted. 
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6.5 Test reports 


6.5.1 The test report is to include: 

(a) details of the material, its condition and size; 

(b) the thickness and width of the test specimen; 

(c) the fatigue pre-cracking conditions; 

(d) the test temperature and environment; 

(e) the test machine control system and rate of change of 

displacement or load; 

(f) | crack length measurements; 

(g) force/displacement records, preferably in the form of an 
autographic record; 

(h) the critical crack opening displacement; 

(j) | aphotograph of the fracture; 

(k) any observation on the fracture surface. 


a Section 7 


Bend tests 
7.1 Dimensions of test specimens 
7.1.1 Flat bend test specimens are to be of rectangular 


cross-section with dimensions as defined in Fig. 2.7.1. 


(11a) or (9a + D) / 


1-2 mm 


Fig. 2.7.1 Bend test specimen 


i ea For plates, sections and strip the dimensions shall 
be full thickness and width 30 mm. Where the rolled thick- 
ness exceeds 25 mm the compression face may be reduced 
to 25 mm. 


7.1.3 For forgings, castings and semi-finished products 
the thickness shall be 20 mm and width 25 mm. 


7.1.4 Butt weld face and root bend test specimens are 
to be 30 mm in width and of the full plate thickness. Where 
the thickness exceeds 25 mm, two side bend test specimens 
may be tested in place of the face and root specimens 
specified. The side bend specimens should be 10 mm 
minimum thickness. The upper and lower surfaces of the weld 
are to be filed, ground or machined flush with the surface of 
the plate. 


71:9 The edges on the tension side of bend samples are 
to be rounded to a radius of 1 to 2mm. 


7.2 Testing procedures 


7.2.1 The bend sample is plastically deformed by plunging 
a mandrel between two fixed points as shown in Fig. 2.7.2. 


thickness of bend sample 
radius of roller 
outside diameter of former 


Fig. 2.7.2 Bend test 


7.2.2 For aluminium welds a guided bend is required to 
ensure even deformation as shown in Fig. 2.7.3. 


Wa 
Vil 


a = plate tickness 
D= mandrel diameter 
R = former radius 


Fig. 2.7.3 Guide bend test for aluminium 


10 
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7.2.3 Bend tests are to be conducted at ambient temper- 
ature at the highest convenient rate of bending (but not 
impact). 


| Section 8 
Corrosion tests 


8.1 Intergranular corrosion test 


S214 For all products other than pipes, the material for 
the test specimens is to be taken adjacent to that for the 
tensile test and is to be machined to suitable dimensions for 
either a round or rectangular section bend test. The diameter 
or thickness is to be not more than 12 mm, and the total 
surface area is to be between 1500 mm2 and 3500 mm. 


8.1.2 For pipes with an outside diameter not exceeding 
40 mm, the test specimens are to consist of a full cross- 
section. For larger pipes, the test specimens are to be cut as 
circumferential strips of full wall thickness and having a width 
of not less than 12,5 mm. In both cases the total surface area 
is to be between 1500 mm2 and 3500 mm. 


8.1.3 Specimens are to be heated to a temperature of 

700 + 10°C for 30 minutes, followed by rapid cooling in water. 

They are then to be placed on a bed of copper turnings (50 g 

per litre of test solution) and immersed for 15 to 24 hours ina 

boiling solution of the following composition: 

° 100 g of hydrated copper sulphate granules (CuSO,. 
5H,0) 

° 184 g (100 ml) sulphuric acid (density 1,84 g/ml) added 
dropwise to distilled water to make 1 litre of solution. 

Precautions are to be taken during boiling to prevent 

concentration of the solution by evaporation. 


8.1.4 After immersion, the full cross-section test 
specimens from pipes are to be subjected to a flattening test 
in accordance with Ch 2,4.2. All other test specimens are to 
be bent, at ambient temperature, through 90° over a former 
with a diameter equal to twice the diameter or thickness of 
the test specimen. 


8.7.5 After flattening or bending, the test specimens are 
to be free from cracks on the outer, convex surface. 
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Section 
1 General requirements 
2 Normal strength steels for ship and other 


structural applications 


3 Higher strength steels for ship and other 
structural applications 


4 Steels for boilers and pressure vessels 

5 Steels for machinery fabrications 

6 Ferritic steels for low temperature service 

7 Austenitic and duplex stainless steels 

8 Plates with specified through thickness 
properties 

9 Bars for welded chain cables 


10 High strength quenched and tempered steels 
for welded structures 


J Section 7 
General requirements 


1.1 Scope 


Ted This Section gives the general requirements for hot 
rolled plates and sections intended for use in the construc- 
tion of ships, other marine structures, machinery, boilers and 
pressure vessels. 


1.1.2 This Chapter is not applicable to hot rolled bars 
intended for the manufacture of bolts, plain shafts, etc., by 
machining operations only. Where used for this purpose, hot 
rolled bars are to comply with the requirements of Chapter 5. 


7.7.3 Plate and strip which is hot coiled after rolling and 
subsequently uncoiled, cold flattened and cut to the required 
dimensions are also subject to the appropriate requirements 
of this Chapter. 


1.1.4 Plates, strip, sections and bars are to be manufac- 
tured and tested in accordance with the requirements of 
Chapters 1 and 2, the general requirements of this Section 
and the appropriate specific requirements given in Sections 2 
to 10. 


7.7.5 As an alternative to 1.1.4, materials which comply 
with National or proprietary specifications may be accepted, 
provided that these specifications give equivalence to the 
requirements of this Chapter or are approved for a specific 
application. Particular attention is to be taken of the minimum 
required under thickness tolerance, see 1.5. Generally, survey 
and certification of such materials are to be carried out in 
accordance with the requirements of Chapter 1. 


71.7.6 Steels intended for high heat input welding above 
50 kJ/cm are to be specially approved. Approval will be 
indicated on the manufacturer's approval certificate by adding 
a high heat input welding notation to the grade approved e.g., 
EH36-W300, indicating approval up to 300 kJ/cm. 


1.2 Steel with guaranteed through thickness 
properties - ‘Z’ grade steel 


1.2.1 When plate material, intended for welded construction, 
will be subject to significant strains in a direction perpendicular 
to the rolled surfaces, it is recommended that consideration be 
given to the use of special plate material with specified through 
thickness properties, ‘Z’ grade steel. These strains are usually 
associated with thermal contraction and restraint during 
welding, particularly for full penetration ‘T’-butt welds, but may 
also be associated with loads applied in service or during 
construction. Where these strains are of sufficient magnitude, 
lamellar tearing may occur. Requirements for ‘Z’ grade plate 
material are detailed in Section 8. It is the responsibility of the 
fabricator to make provision for the use of this material. 


122 Steels intended to have guaranteed through 
thickness properties will include the supplementary suffix Z25 
or Z35 in the designation, for example: LR DH36 235. 


1.3 Manufacture 


7.3.1 All materials are to be manufactured at works which 
have been approved by LR for the type and grade of steel 
which is being supplied and for the relevant steelmaking and 
processing route. 


1.3.2 Steel is to be cast in metal ingot moulds or by the 
continuous casting process. The size of the ingot, billet or slab 
is to be proportional to the dimensions of the final product 
such that the reduction ratio is normally to be at least 3 to 1. 
Sufficient discard is to be taken to ensure soundness in the 
portion used for further processing. 


1.3.3 The cast analysis to be used for certification 
purposes is to be determined after all alloying additions have 
been carried out and sufficient time allowed for such an 
addition to homogenise. 


1.3.4 Material may be supplied either as-rolled, normalised, 
normalising rolled, or thermomechanically controlled rolled. 
The following definitions apply: 

(a) As-rolled (AR) refers to rolling of steel at high tempera- 
ture followed by air cooling. The rolling and finishing 
temperatures are typically in the austenite recrystallisa- 
tion region and above the normalising temperature. The 
strength and toughness properties of steel produced by 
this process are generally less than those of steel heat 
treated, after rolling, or steel produced by advanced 
processes. 

(b) Normalising (N) refers to an additional heating cycle of 
rolled steel above the critical temperature, Agg, and in 
the lower end of the austenite recrystallisation region 
followed by air cooling. The process improves the 
mechanical properties of as-rolled steel by refining the 
grain size. 
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(c) Normalising rolling (NR), also Known as controlled rolling, 
is a rolling procedure in which the final deformation is 
carried out in the normalising temperature range, resulting 
in a material condition generally equivalent to that 
obtained by normalising. 

(d) Thermomechanically controlled rolling (TM) is a procedure 
which involves the strict control of both the steel temper- 
ature and the rolling reduction. Generally a high 
proportion of the rolling reduction is carried out close to 
the Az temperature and may involve the rolling in the dual 
phase temperature region. Unlike normalising rolling the 
properties conferred by TM (TMCP) cannot be repro- 
duced by subsequent normalising or other heat 
treatment. The use of accelerated cooling on completion 
of TM may also be accepted subject to the special 
approval by LR. 

(e) Accelerated Cooling, (AcC) is a process which aims to 
improve mechanical properties by controlled cooling with 
rates higher than air cooling immediately after the final TM 
operation. Direct quenching is excluded from accelerated 
cooling. The material properties conferred by TM and 
AcC cannot be reproduced by subsequent normalising 
or other austenitising heat treatment. 

(f, Quenching and Tempering (QT),is a heat treatment 
process in which steel is heated to an appropriate 
temperature above the A,g and then cooled with an 
appropriate coolant for the purpose of hardening the 
microstructure, followed by tempering, a process in 
which the steel is re-heated to an appropriate tempera- 
ture, not higher than the A, to restore the toughness 
properties by improving the microstructure. 


7.3.5 Where material is being produced by a normalising 
rolling or a thermomechanically controlled process (T.M.) an 
additional program of tests for approval is to be carried out 
under the supervision of the Surveyors and the results are to 
be to the satisfaction of Lloyd’s Register (hereinafter referred 
to as ‘LR’). 


7.3.6 Weldable high strength steels may be supplied in 
the quenched and tempered condition for other marine 
structures, see Section 10. 


1.4 Quality of materials 


1.4.1 Surface and internal imperfections not prejudicial to 
the proper application of the steel are not, except by special 
agreement, to be grounds for rejection. Where necessary, 
suitable methods of non-destructive examination may be 
used for the detection of harmful surface and internal defects. 
The extent of this examination, together with an appropriate 
acceptance standard, is to be agreed between the purchaser, 
steelmaker and Surveyor and is to be included in the 
manufacturing specification. 


1.5 Dimensional tolerances 


7.5.1 The tolerances on thickness of a given product are 

defined as: 

(a) Minus tolerance is the lower limit of the acceptable range 
below the nominal thickness. 

(b) Plus tolerance is the upper limit of the acceptable range 
above the nominal thickness. 

Nominal thickness is defined by the purchaser at the time of 

enquiry and order. 


1.5.2 The average thickness of a product or products is 
defined as the arithmetic mean of the measurements made 
in accordance with the requirements in 1.5.10. 


7.5.3 For materials of nominal thickness 5 mm and more 
intended for hull structural purposes as detailed in 
Sections 2, 3 and 10, the minus tolerance on thickness of 
plates, strip and wide flats is 0,3 mm, irrespective of nominal 
thickness. For wide flats, this applies only where the width is 
greater than or equal to 600 mm. The average thickness of a 
product or products is not to be less than the nominal thick- 
ness. For thickness below 5 mm, the thickness tolerances are 
to be specially agreed. 


1.5.4 Class C of ISO 7452 may be applied in lieu of 1.5.3. 
Where this standard is applied, both the requirements in 
1.5.11 and the portion of the footnote of Table B.2 in ISO 
7542, that reads; “Also a minus side of thickness of 
0,3 mm is permitted,” are not applicable. Additionally, if ISO 
7452 is applied, the steel mill is to ensure that the number of 
measurements and measurement distribution is appropriate 
to establish that the plates produced are greater than or equal 
to the specified nominal thickness. 


1,5.5 The minus tolerance on bars and sections (except 
for wide flats with a width > 600 mm) is to be in accordance 
with the requirements of a recognised National or International 
Standard. 


7.5.6 The Shipbuilder and Owner may agree in individual 
cases whether they wish to specify a more stringent minus 
tolerance than that given in this Chapter. 


120.0 The minus tolerances for plates and wide flats 
intended for machinery structures are given in Section 5. 


1,8.8 For materials intended for applications as detailed 
in Sections 4 and 6, no minus tolerance is permitted in the 
thickness of plates and strip. The minus tolerances on 
sections are to comply with the requirements of a recognised 
National or International Standard. 


1.5.9 For the materials detailed in Section 7, the minus 
tolerance of material intended for use in the construction of 
cargo tanks is not to exceed 0,3 mm. For other applications, 
no minus tolerance is permitted in the thickness of plates and 
strip. 


7.5.10 Dimensional tolerances for material detailed in 
Section 9 are given in Table 3.9.3. 
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1.5.17 The average thickness and thickness tolerance is 
to be measured at locations of a product or products as 
defined below: 

(a) An automated method or manual method may be 
applied to the thickness measurements. The procedure 
and the records of measurements are to be made 
available to the Surveyor and copies provided on 
request. 

(b) At least two lines among Line 1, Line 2 or Line 3, as 
shown in Fig. 3.1.1, are to be selected for the thickness 
measurements and at least three points on each 
selected line as shown in Fig. 3.1.1 are to be selected 
for thickness measurement. If more than three points are 
taken on each line, then the number of points shall be 
equal on each line. 

(c) For automated methods, the measuring points at sides 
are to be located not less than 10 mm but not greater 
than 300 mm from the transverse or longitudinal edges 
of the product. 

(d) For manual methods, the measuring points at sides are 
to be located not less than 10 mm but not greater than 
100 mm from the transverse or longitudinal edges of the 
product. 

(e) Additional measurements may be requested by the 
Surveyor. 


— Rolling direction 


@ Thickness measurement point 


Fig. 3.1.1. Location of thickness measuring points 


1.5.12 Local surface depressions resulting from imperfec- 
tions and ground areas resulting from the elimination of 
defects may be disregarded provided that they are in accor- 
dance with the requirements of a recognised National or 
International Standard. 


1.5.13 Tolerances relating to length, width, flatness and 
plus thickness are to comply with a National or International 
Standard. 


1.5.14 The responsibility for maintaining the required 
tolerances and making the necessary measurements rests 
with the manufacturer. Occasional checking by the Surveyor 
does not absolve the manufacturer from this responsibility. 


1.5.15 — The Shipbuilder is responsible for the storage and 
maintenance of product(s) delivered with acceptable surface 
conditions. 


1.6 Heat treatment 


7.6.17 Acceptable conditions of supply are specified in 
subsequent Sections of this Chapter. 


7.6.2 The manufacturer is to carry out any heat treatment 
which may be necessary to prevent hydrogen cracking or to 
make the material in a safe condition for transit. The Surveyor 
is to be advised of any heat treatment proposed. 


7.6.3 Where material is manufactured using a thermo- 
mechanically controlled process consideration must be given 
to the possibility of consequent reduction in mechanical 
properties if it is subjected to heating for forming or stress 
relieving or is welded using a high heat input. 


1.7 Test material and mechanical tests 


1.7.1 Depending on the type of product, provision is 
made in subsequent Sections of this Chapter for the testing of 
individual items or for batch testing. Where the latter is 
permitted, all materials in a batch presented for acceptance 
tests are to be of the same product form, (e.g., plates, flats, 
sections, etc.), from the same cast and in the same condition 
of supply. 


1.7.2 The test samples are to be fully representative of 
the material and, where appropriate, are not to be cut from 
the material until heat treatment has been completed. The test 
specimens are not to be separately heat treated in any way. 


1.7.3 The test material is to be taken from the thickest 
piece in each batch, see Ch 1,4.1. 


1.7.4 

positions: 

(a) At the square cut end of plates and flats greater than 
600 mm wide, approximately one-quarter width from an 
edge, see Fig. 3.1.2(a). 

(b) For flats 600 mm or less in width, bulb flats and other 
solid sections, at approximately one-third of the width 
from an edge, see Fig. 3.1.2(b), (c) and (d). Alternatively, 
in the case of channels, beams or bulb angles, at 
approximately one-quarter of the width from the 
centreline of the web, see Fig. 3.1.2(c). 

(c) For rectangular hollow sections, at approximately the 
centre of any side, see Fig. 3.1.2(e). For circular hollow 
sections, at any position on the periphery. 

(d) For bars intended for purposes as detailed in Sections 2, 
3, 5 and 9, at approximately one-third of the radius or 
half-diagonal from the outer surface, see Fig. 3.1.2(f). 
For smaller bars, the position of the test material is to be 
as close as is possible to the above. 

(e) For bars intended for the applications detailed in 
Sections 4, 6 and 7 at approximately 12,5 mm below the 
surface. For bars up to 25 mm diameter, the test 
specimens may be machined coaxially. 

(f, For plates and flats with thicknesses in excess of 
40 mm, full thickness specimens may be prepared, but 
when instead a machined round specimen is used then 
the axis is to be located at a position lying one-quarter of 
the product thickness from the surface as shown in 
Fig. 3.1.2(g). 


Test material is to be taken from the following 
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Square cut end 


ka 


Discard 


(a) Plates and flats (c) Channels and beams 


z radius—|<—» 


d) Bulb flats (e) Hollow rectangular sections (f) Rounds 


2665/20 


(g) Plates and flats with thickness exceeding 40 mm 


Fig. 3.1.2 Position of test material 


4 LLoyp’s REGISTER 


RULES FOR THE MANUFACTURE, TESTING AND CERTIFICATION OF MATERIALS, July 2012 


Rolled Steel Plates, Strip, Sections and Bars 


Chapter 3 


Section 1 


1.7.5 Tensile test specimens and impact test specimens, 
where required for the type and grade of product being 
supplied, are to be prepared from each item or batch of 
material submitted for acceptance. 


1.7.6 Where the finished width of plates and flats is 
greater than 600 mm, the tensile test specimens are to be cut 
with their principal axes perpendicular to the final direction of 
rolling. For all other rolled products, the principal axes are to 
be parallel to the final direction of rolling. 


1.7.7 The tensile test specimens are to be machined to 
the dimensions detailed in Ch 2,2.1.6 and 2.1.7. 


1.7.8 Impact test specimens are to be cut with their 
principal axes either parallel (longitudinal test) or perpendicular 
(transverse test) to the final direction of rolling, as required by 
subsequent Sections of this Chapter. Where both longitudinal 
and transverse impact properties are shown for a particular 
grade, only the longitudinal test is required to be carried out, 
unless otherwise specified by the purchase order or 
subsequent Sections of this Chapter. However, for plates and 
wide flats, by certifying that the product meets the requirements 
of the Rules, the manufacturer guarantees that the acceptance 
values will be met if tested in the transverse direction. The 
Surveyor may request testing in this direction to confirm 
conformity. 


1.7.9 Impact test specimens are to be of the Charpy 
V-notch type, machined to the dimensions detailed in 
Chapter 2. They are to be taken from a position within 2 mm 
of one of the rolled surfaces, except that for plates and 
sections over 40 mm thick, the axes of the test specimens 
are to be at one-quarter of the thickness from one of the rolled 
surfaces. For bars and other similar products the axes of the 
test specimens are to be as specified in 1.7.4(d). 


1.7.10 Standard test specimens 10 mm square are to be 
used, except where the thickness of the material does not 
allow this size of test specimen to be prepared. In such cases 
the largest possible size of subsidiary test specimen, in accor- 
dance with Table 2.3.1 is to be prepared, with the notch cut 
on the narrow face. Alternatively, for material of suitable 
thickness, the rolled surfaces may be retained so that the test 
specimen width will be the full thickness of the material. In 
such cases the tolerances for width given in Table 2.3.1 in 
Chapter 2 are not applicable. The notch is to be cut in a face 
of the test specimen which was originally perpendicular to the 
rolled surface. The position of the notch is to be not nearer 
than 25 mm to a flame-cut or sheared edge. 


1.7.11 Impact tests are not required when the nominal 
material thickness is less than 6 mm. 


1.7.12 The test procedures used for all tensile and impact 
tests are to be in accordance with the requirements of 
Chapter 2. 


1.8 Visual and non-destructive examination 
1.8.1 Surface inspection and verification of dimensions 


are the responsibility of the steelmaker and are to be carried 
out on all material prior to despatch. Acceptance by the 


Surveyors of material later found to be defective shall not 
absolve the steelmaker from this responsibility. 


1.8.2 With the exception of ‘Z’ grade plate material (see 
Section 8) and bars for offshore mooring cable (see 
Section 9), the non-destructive examination of materials is not 
required for acceptance purposes, see also 1.4.1. However, 
manufacturers are expected to employ suitable methods of 
non-destructive examination for the general maintenance of 
quality standards. 


1.9 Rectification of defects 


1.9.1 For materials intended for structural purposes as 
detailed in Sections 2, 3 and 5, surface defects may be 
removed by local grinding provided that: 

(a) the thickness is in no place reduced to less than 93 per 
cent of the nominal thickness, but in no case by more 
than 3mm, 

(0) each single ground area does not exceed 0,25 m2, 

(c) the total area of local grinding does not exceed two per 
cent of the total surface, 

(d) the ground areas have smooth transitions to the 
surrounding surface. 

Where necessary, the entire surface may be ground to a 
maximum depth as given by the underthickness tolerances 
of the product. The extent of such rectification is to be agreed 
in each case with the Surveyors and is to be carried out under 
their supervision, unless otherwise agreed. They may request 
that complete removal of the defect is proven by suitable non- 
destructive examination of the affected area. 


1.9.2 Surface defects which cannot be dealt with as in 
1.9.1 may be repaired by chipping or grinding followed by 
welding, subject to the Surveyor’s consent and under his 
supervision, provided that: 

a) after removal of the defect and before welding, the 

thickness of the item is in no place reduced by more 

than 20 per cent, 

b) each single weld does not exceed 0,125 m2, 

c) the total area of welding does not exceed two per cent 

of the surface of the side involved, 

d) the distance between any two welds is not less than 

their average width, 

e) the welds are of reasonable size and made with an 
excess layer of beads which is then ground smooth to 
the surface level, 

f) elimination of the defect is proven by suitable non- 
destructive examination of the affected area, 

g) welding is carried out by an approved procedure and by 
competent operators using approved electrodes and the 
repaired area is ground smooth to the correct nominal 
thickness, 

(h) when requested by the Surveyor, the item is normalised 
or otherwise suitably heat treated after welding and 
grinding, and 

(i) at the discretion of the Surveyor, the repaired area is 
proven free from defects by suitable non-destructive 
examination. 
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1.9.3 For materials intended for applications as detailed 
in Sections 4, 6 and 7, surface defects may be removed by 
grinding in accordance with 1.9.1, except that when the 
thickness is reduced below that given in the approved plans, 
acceptance will be subject to special consideration. Weld 
repairs may also be carried out generally in accordance with 
1.9.2, except that in all cases suitable heat treatment after 
welding and non-destructive testing of the repaired areas is 
required. The fabricator is to be advised regarding the 
position and extent of all repairs. 


1.9.4 For plates which have been produced by a T.M. 
process or by normalising rolling, repair by welding will be 
approved by the Surveyor only after procedure tests have 
shown that the mechanical properties have not been 
impaired. 


1.9.5 Cracks, shells, sand patches and sharp edged 
seams are always considered defects which would impair the 
end use of the product and which require rejection or repair 
irrespective of their size and number. The same applies to 
other imperfections exceeding the acceptable limits. 


1.10 Identification of materials 


7.10.1. Every finished item is to be clearly marked by the 
manufacturer in at least one place with LR’s brand R and the 
following particulars: 

(a) The manufacturer’s name or trade mark. 

(bo) The grade of steel. The designations given in sub- 
sequent Sections of this Chapter may be preceded by 
the letters ‘LR’ in order to fully describe the grade, 
e.g. LRA, LR 490FG. LR LT-FH40, LR 316L, etc. 

(c) When the material complies with the requirements of 
Section 8, the grade is to include the suffix 725 or Z35, 
e.g., LR AH86 235. 

(d) Identification number and/or initials which will enable the 
full history of the item to be traced. 

(e) If required by the purchaser, his order number or other 
identification mark. 

The above particulars, but excluding the manufacturer’s name 

or trade mark where this is embossed on finished products, 

are to be encircled with paint or otherwise marked so as to 
be easily recognisable. 


1.10.2 Where a number of light materials are securely 
fastened together in bundles, the manufacturer may brand 
only the top piece of each bundle or, alternatively, a firmly 
fastened durable label containing the identification may be 
attached to each bundle. 


1.10.3 In the event of any material bearing LR’s brand 
failing to comply with the test requirements, the brand is to 
be unmistakably defaced, see a/so Ch 1,4.8. 


1.11 Certification of materials 


LTT Unless a LR certificate is specified in other parts of 
the Rules, a manufacturer’s certificate validated by LR is to 
be issued (see Ch 1,3.1) and is to include the following 
particulars: 

(a) Purchaser’s name and order number. 


(b) If Known, the contract number for which the material is 
intended. 

(c) Address to which material is dispatched. 

(d) Name of steelworks. 

(e) Description and dimensions of the material. 

(f} | Specification or grade of the steel. 

(g) Identification number of piece, including test specimen 
number where appropriate. 

(h) Cast number and chemical composition of ladle 
samples. 

() | Mechanical test results (not required on shipping 
statements). 

(k) Condition of supply. 


1.11.2 Before the test certificates are signed by the 
Surveyor, the steelmaker is required to provide a written 
declaration stating that the material has been made by an 
approved process, and that it has been subjected to and has 
withstood satisfactorily the required tests in the presence of 
the Surveyor, or an authorised deputy. The following form of 
declaration will be accepted if stamped or printed on each 
test certificate with the name of the steelworks and signed by 
an authorised representative of the manufacturer: 

‘We hereby certify that the material has been made by 

an approved process and satisfactorily tested in 

accordance with the Rules of Lloyd’s Register’. 


1.11.3. When steel is not produced at the works at which it 
is rolled, a certificate is to be supplied by the steelmaker 
stating the process of manufacture, the cast number and the 
chemical composition of ladle samples. The works at which 
the steel was produced must be approved by LR. 


1.11.4 | The manufacturer of coiled plate is required to issue 
a certificate which clearly identifies the material as coil. The 
certificate issued should include the words; ‘Coils covered by 
this certificate require further processing at a works approved 
by Lloyd’s Register before being certified as plate in accor- 
dance with the Rules of Lloyd’s Register’ in addition to the 
requirements of 1.11.2. 


1.11.5. The supplier of plate cut from coil is required to issue 
a certificate which clearly identifies the product as finished 
plate meeting the requirements of the Rules in accordance 
with 1.11.2. 


7.77.6 The form of certificates produced by computer 
systems is to be agreed with the Surveyor. 


a Section 2 
Normal strength steels for ship 
and other structural applications 


2.1 Scope 


2.1.1 The requirements of this Section are primarily 
intended to apply to steel plates and wide flats not exceeding 
100 mm in thickness and sections and bars not exceeding 
50 mm in thickness in Grades A, B, D and E. For greater 
thicknesses, variations in the requirements may be permitted 
or required for particular applications. 
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Table 3.2.1 


A 


Chemical composition and deoxidation practice 


B 


D 


For t< 50 mm: 
Any method (for rimmed 
steel, see Note 1) 
Deoxidation 


For t< 50 mm: 
Any method except 
rimmed steel 


Fort< 25mm: 
Killed 


Fort >50 mm: 
Killed 


For t> 50 mm: 


Killed 


For t> 25 mm: 
Killed and fine grain 
treated with aluminium 


Killed and fine 
grain treated 
with aluminium 


Chemical composition % 
(see Note 5) 
Carbon 0,21 max. 
Manganese 
Silicon 


0,21 max. (see Note 2) 

2,5 x C% min. 

0,50 max. 

Sulphur 0,035 max. 

Phosphorus 0,035 max. 

Aluminium _ _ 
(acid soluble) 


0,35 max. 


0,80 min. (see Note 3) 


0,035 max. 
0,035 max. 


0,21 max. 

0,60 min. 

0,10-0,35 

0,035 max. 

0,035 max. 

0,015 min. (see Note 4) 


0,18 max. 

0,70 min. 

0,10 —- 0,35 

0,035 max. 

0,035 max. 

0,015 min. (see Note 4) 


Carbon + '/g of the manganese content is not to exceed 0,40% 


NOTES 


1. For Grade A, rimmed steel may only be accepted for sections up to a maximum thickness of 12,5 mm, provided that it is stated on the 


test certificates or shipping statements to be rimmed steel. 


2: The maximum carbon content for Grade A steel may be increased to 0,23% for sections. 
: Where Grade B is impact tested the minimum manganese content may be reduced to 0,60%. 
4. The total aluminium content may be determined instead of the acid soluble content. In such cases the total aluminium content is to be 


not less than 0,020%. 


Where additions of any other elements are made as part of the steelmaking practice, the content is to be recorded. 


2.1.2 Additional approval tests may be required to verify 
the suitability for forming and welding of Grade E plate 
exceeding 50 mm in thickness. 


2.2 Manufacture and chemical composition 


2.2.1 The method of deoxidation and the chemical 
composition of ladle samples are to comply with the require- 
ments given in Table 3.2.1. 


2.2.2 Small variations from the chemical compositions 
given in Table 3.2.1 may be allowed for Grade E steel in 
thicknesses exceeding 50 mm or when any Grade of steel is 
supplied in a thermo-mechanically controlled processed 
condition, provided that these variations are documented and 
approved in advance. 


2.2.8 The manufacturer’s declared analysis will be 
accepted subject to occasional checks if required by the 
Surveyors. 


2.2.4 For plate supplied from coil, the chemical analysis 
can be transposed from the certificate of the coil manufacture 
onto the re-processor’s certificate. 


2.3 Condition of supply 


2.3.1 All materials are to be supplied in a condition 
complying with the requirements given in Table 3.2.2. Where 
alternative conditions are permitted these are at the option of 
the steelmaker, unless otherwise expressly stated in the order 
for the material, but a steelmaker is to supply materials only in 
those conditions for which he has been approved by LR. 


2.3.2 Where normalising rolling and thermomechanically 
controlled rolling (T.M.) processes are used, it is the manufac- 
turer’s responsibility to ensure that the programmed rolling 
schedules are adhered to. Where deviation from the 
programmed rolling schedule occurs, the manufacturer must 
ensure that each affected piece is tested and that the local 
Surveyor is informed. 


2.3.3 If a steel product supplied in the T.M. condition is 
to be subjected to heating for forming or stress relieving or is 
to be welded by a high energy input process, consideration 
must be given to the possibility of a consequent reduction in 
mechanical properties. 


2.4 Mechanical tests 


2.4.1 The results of all tensile tests and the average 
energy value from each set of three impact tests are to 
comply with the appropriate requirements given in Table 3.2.3 
except where enhanced by the requirements of this Section. 
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Table 3.2.2 Condition of supply 2.4.2 With the exception given in 2.4.4, one tensile test is 
to be made for each batch presented unless the mass of 

Thickness, mm Conditions of supply finished material is greater than 50 tonnes, in which case one 

test is to be made from a different piece from each 50 tonnes 

<50 (see or fraction thereof. Additional tests are to be made for every 


variation of 10 mm in the thickness or diameter of products 
from the same cast. For sections, the thickness to be 
<35 (see considered is the thickness of the product at the point at 
which samples are taken for mechanical tests. A piece is to 
nee S100 886 be regarded as the rolled product from a single slab or billet, 

<100 (see or from a single ingot if this is rolled directly into plates, strip, 
sections or bars. 


>50 <100 (see 


normalised 
ae ile eso Sepesisseeled 2.4.3 For Grades A and B where plate is supplied from 
y coil, results of the tensile test can be transposed from the 
NOTES certificate of the coil manufacture onto the certificate issued by 
1. ‘Any’ includes as-rolled, normalised, normalising rolled and the re-processor. If the coil mass exceeds 50 tonnes, testing 
thermomechanically controlled-rolled. will additionally be required from two locations representing the 


2. Plates, wide flats, Sections and Dare may be supplied in the start and end of the coil. For Grades D and E, the mechanical 
as-rolled condition, subject to special approval from LR. 


3. Sections in Grade D steel may be supplied in thicknesses properties must be sampled from the de-coiled plate in accor- 
greater than 35 mm in the as-rolled condition provided that dance with the frequency specified in the Rules. 
satisfactory results are consistently obtained from 
Charpy V-notch impact tests. 2.4.4 For plates of thickness exceeding 50 mm in 


Sections in Grade E steel may be supplied in the as-rolled : ; : 
and normalising rolled conditions provided that satisfactory Grade E steel, one tensile test is to be made on each piece. 


results are consistently obtained from Charpy V-notch 
impact tests. 


Table 3.2.3 Mechanical properties for acceptance purposes 


Charpy V-notch impact test 


Elongation on (see Notes 3, 4, 5, 6 and 7) 


si patel Tensile strength 
N/mm? N/mm2 5,65/S, Average energy J minimum 

minimum mma 09S , 
% minimum Thickness 


mm Longitudinal Transverse 
(see Note 3) 


<50 27 20 
>50 <70 34 24 
>70 <100 AM 27 


400 — 520 22 
(see Note 1) (see Note 2) 


Impact tests are to be made on the various grades at the following temperatures: A grade not required 
B grade 0° 
D grade -20°C 
E grade -40°C 


NOTES 

1. For sections in Grade A, the upper limit of the tensile strength range may be exceeded at the discretion of the Surveyor. 

2. For full thickness tensile test specimens with a width of 25 mm and a gauge length of 200 mm (see Fig. 2.2.4 in Chapter 2), the 
minimum elongation is to be: 


Thickness mm >5 >10 >15 >20 >25 >30 >35 
<5 <10 <15 <20 <25 <30 <35 <50 


Elongation % | 14 16 17 18 19 20 21 22 


Tests are to be taken in the longitudinal direction. Normally, transverse test specimens are not required. Transverse test results for 
plates and wide flats are to be garenteed by the supplier. 

See 2.4.5 and 2.4.6. 

See 2.4.7. 

See 1.7.11. 

See 2.4.14. 
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2.4.5 For Grade A steel, Charpy V-notch impact tests are 
not required when the thickness does not exceed 50 mm, or 
up to 100 mm thick if the material is supplied in either the 
normalised or thermo-mechanically controlled-rolled 
condition and has been fine grain treated. However, the 
manufacturer should confirm, by way of regular in-house 
checks, that the material will meet a requirement of 27 J at 
+20°C. The results of these checks shall be reported to the 
Surveyor. The frequency of these checks should as a 
minimum be every 250 tonnes. 


2.4.6 When Grade A steel is supplied in a thickness 
greater than 50 mm and either, in the normalising rolled 
condition, or when special approval has been given to supply 
in the as-rolled condition, a set of three impact test specimens 
is to be tested from each batch of 50 tonnes or fraction 
thereof. 


2.4.7 Impact tests are not required for Grade B steel of 
25 mm or less in thickness. However, the manufacturer is to 
confirm, by way of regular in-house tests, and on occasional 
material selected by the Surveyor, that the material meets the 
requirement in Table 3.2.3. The results of the tests are to be 
reported to the Surveyor. The frequency of the in-house 
checks are to be, as a minimum, one set of three impact test 
specimens for every 250 tonnes. 


2.4.8 For Grade B steels of thicknesses above 25 mm, 
supplied in the as-rolled or normalising rolled condition, one 
set of three impact test specimens is to be made from the 
thickest item in each batch presented. If the mass of finished 
material is greater than 25 tonnes, one extra set of tests is to 
be made from a different piece from each 25 tonnes or 
fraction thereof. 


2.4.9 For Grade B steels of thicknesses above 25 mm, 
supplied in the furnace normalised or thermomechanically 
controlled-rolled condition, one set of three impact test 
specimens is to be made from the thickest item in each batch 
presented. If the mass of finished material is greater than 
50 tonnes, one extra set of tests is to be made from a 
different piece from each 50 tonnes or fraction thereof. 


2.4.10 For Grade D steels supplied in the as-rolled or 
normalising rolled condition, one set of three impact test 
specimens is to be made from the thickest item in each batch 
presented. If the mass of finished material is greater than 
25 tonnes, one extra set of tests is to be made from a 
different piece from each 25 tonnes or fraction thereof. 


2.4.11. For Grade D steels, supplied in the furnace 
normalised or thermomechanically controlled-rolled condition, 
one set of three impact test specimens is to be made from 
the thickest item in each batch presented. If the mass of 
finished material is greater than 50 tonnes, one extra set of 
tests is to be made from a different piece from each 50 tonnes 
or fraction thereof. 


2.4.12 For plates in Grade E steel, one set of three impact 
test specimens is to be made from each piece. For bars and 
sections in Grade E steel, one set of three test specimens is 
to be made from each 25 tonnes or fraction thereof. When, 
subject to the special approval of LR, sections are supplied 
in the as-rolled or normalising rolled conditions, one set of 


impact tests is to be taken from each batch of 15 tonnes or 
fraction thereof. 


2.4.13 The results of all tensile tests and the average 
energy values from each set of three impact tests are to 
comply with the appropriate requirements given in Table 3.2.3. 
For impact tests, one individual value may be less than the 
required average value provided that it is not less than 
70 per cent of this average value. See Ch 1,4.6 for re-test 
procedures. 


2.4.14 For batch tested Grade B and D steel plates 
supplied in a condition other than furnace normalised, with a 
thickness equal to, or greater than 25 mm and 12 mm 
respectively, and where the average value of one set of tests 
is less than 40 J, two further items from the same batch are to 
be selected and tested. If these fail to achieve an average of 
40 J on either set, each individual piece of the heat is to be 
tested. The plates are acceptable provided they meet the 
requirements of Table 3.2.3. Additional testing is not required 
where the manufacturer can demonstrate to the satisfaction 
of the Surveyor that the plate was rolled outside the limits of 
the programmed rolling schedule. In this instance the plate 
should be rejected, see also 2.3.2. 


2.4.15 | Where standard subsidiary Charpy V-notch test 
specimens are necessary, see Ch 2,3.2.4. 


2.5 Identification of materials 


2.9: The particulars detailed in 1.10 are to be marked 
on all materials which have been accepted. Where a number 
of light materials are bundled, the bundle is to be identified in 
accordance with 1.10.2. 


2.6 Certification of materials 


2.6.1 At least two copies of each test certificate are to be 
provided. They are to be of the type and give the information 
detailed in 1.11 and, additionally, are to indicate if sections in 
Grade A steel of rimming quality have been supplied. As a 
minimum, the chemical composition is to include the contents 
of any grain refining elements used and the residual elements, 
as detailed in Table 3.2.1. 


re Section 3 
Higher strength steels for ship 
and other structural applications 


3.1 Scope 


B11 Provision is made for material to be supplied in four 
strength levels, 27S, 32, 36 and 40. 


3.1.2 Provisions for material supplied in H47 strength 
grades are specifically intended for hatch comings and deck 
structure of container ships. 
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3.1.3 The required notch toughness is designated by 
subdividing the strength levels into Grades AH, DH, EH and 
FH. 


3.1.4 For the designation to fully identify a steel and its 
properties the appropriate grade letters should precede the 
strength level number, e.g. AH32 or FH40. 


3.1.5 The requirements of this Section are primarily 
intended to apply to plates, wide flats, sections and bars not 
exceeding the thickness limits given in Table 3.3.1. For 
greater thicknesses, variations in the requirements may be 
permitted or required for particular applications but a reduc- 
tion of the required impact energy is not allowed. 


3.1.6 It should be noted that the fatigue strength of 
weldments in steels of high strength levels may not be greater 
than those of steels of lower strength levels. 


3.2 Alternative specifications 

3.2.1 Steels differing from the requirements of this 
Section in respect of chemical composition, deoxidation 
practice, condition of supply or mechanical properties may 
be accepted subject to special approval by LR. Such steels 
are to be given a special designation, see 3.7.2. 


3.3 Manufacture 
3.3.1 All the grades of steel are to be in the killed and fine 
grain treated condition. 


Table 3.3.1 Maximum thickness limits 


Maximum thickness 
mm 
Steel designation 


Sections 
and bars 


Plates and 
wide flats 


AH 27S DH 27S 
AH 82 


EH 27S 
EH 32 

EH 36 

EH40 


FH27S 
FH32 
FH36 
FH40 


DH 32 


AH 36 
AH 40 


DH 36 
DH 40 


AH 47 DH 47 
(see Note 2) 


EH 47 FH 47 Not 


applicable 


NOTES 
1. Where the thickness exceeds 50 mm, the steel must initially 
be approved by way of a Nil Ductility Test, in accordance with 


ASTM E208, to show adequate crack arrest properties. The 
Nil Ductility Test Temperature is to be agreed for the thickness 
approved to ensure the crack arrest temperature is below the 
minimum design temperature. Where the thickness exceeds 
70 mm and the material is used specifically as a crack arrest 
plate, the material must be specially approved with a crack 
arrest fracture toughness Kca > 6000 N/mm19, 

Minimum thickness for H47 strength level is 50 mm, see 
3.1.2. 


3.4 Chemical composition 

3.4.1 The chemical compositions of ladle samples for all 
grades of steel are to comply with the requirements given in 
Table 3.3.2. The requirements for H47 strength grade steels 
are given in Table 3.3.3. 


3.4.2 The carbon equivalent is to be calculated from the 
ladle analysis using the formula given below and is not to 
exceed the maximum value agreed between the fabricator and 
the steelmaker when the steel is ordered. 


Gants ako Mn Cr+Mo+V Ni+Cu 

arbon equivalent = C + St 5 +5 
For TM steels, the agreed carbon equivalent is not to exceed 
the values given in Table 3.3.4. 


3.4.3 The cold cracking susceptibility, P.,,, may be used 
instead of the carbon equivalent for evaluating weldability, in 
which case the following formula is to be used for calculating 
the Pom from the ladle analysis: 


Pp C Si Mn+Cr+Cu_ Ni 
om = 44 39 * 20 


The maximum allowable P.,, is to be agreed with LR and is to 
be included in the manufacturing specification and reported 
on the certificate. 


Mo V 
"60° 15° 10 7 


5B 


3.4.4 The cold cracking susceptibility, Poy, is to have a 
maximum value of 0,22 per cent for steels of H47 strength 
grade. 


3.4.5 Small deviations in chemical composition from that 
given in Table 3.3.2 for plates exceeding 50 mm in thickness 
in Grades EH36, EH40, FH386 and FH40 may be approved 
provided that these deviations are documented and approved 
in advance. 


3.4.6 Where the grain refining elements Niobium, 
Titanium and Vanadium are used either singly or in combina- 
tion, the chemical composition is to be specifically approved 
for each Grade in combination with the rolling procedure to be 
used. 


3.4.7 When any grade is supplied in an approved 
thermomechanically controlled processed condition, variations 
in the specified chemical composition may be considered, 
provided that these variations are documented and approved 
in advance. 


3.4.8 For plate supplied from coil, the chemical analysis 
can be transposed from the certificate of the coil manufacture 
onto the re-processor’s certificate. 
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Table 3.3.2 Chemical composition 


Grades AH, DH, EH 


Carbon % max. 0,18 
Manganese % 0,9 — 1,60 (see Note 1) 
Silicon % max. 0,50 
Phosphorus % max. 0,035 
Sulphur % max. 0,035 


Grain refining elements 
‘see Note 2) 


Aluminium 
acid soluble) % 0,015 min. (see Note 3) 
Niobium % 0,02 —- 0,05 
Vanadium % 0,05 - 0,10 
Titanium % 0,02 max. 


Total (Nb + V + Ti) % 0,12 max. 
see Note 5) 


Residual elements 


Nickel % max. 0,80 
Copper % max. 0,35 
Chromium % max. 0,20 
Molybdenum % max. 0,08 
Nitrogen % max. 0,009 (0,012 max. 
if Al is present) 


NOTES 
1. For AH grade steels in all strength levels and thicknesses up to 12,5 mm, the specified minimum manganese content is 0,70%. 

The steel is to contain aluminium, niobium, vanadium or other suitable grain refining elements, either singly or in any combination. 
When used singly, the steel is to contain the specified minimum content of the grain refining element. When used in combination, the 
specified minimum content of each element is not applicable. 

The total aluminium content may be determined instead of the acid soluble content. In such cases the total aluminium content is to be 
not less than 0,020%. 

Alloying elements other than those listed above are to be included in the approved manufacturing specification. 

The grain refining elements are to be in accordance with the approved specification. 


Table 3.3.3 Chemical composition for Grade AH 
47, DH 47, EH 47 and FH 47 


Chemical element 


Carbon 


Manganese 


Silicon 0,55 


Phosphorus 0,030 


Sulphur 0,030 


ickel 2,00 


Chromium 0,25 


Molybdenum 0,080 


Grain refining elements (see Note 1) 
Aluminium (acid soluble) 0,015 min (see Note 2) 


Residual elements 
Copper 0,35 


NOTES 

1. The grain refining elements niobium, vanadium and titanium 

are to be in accordance with the approved specification. 

2. — The total aluminium content may be determined instead of 
the acid soluble content. In these cases the total aluminium 
content is to be not less than 0,020%. 


LLoyp’s REGISTER 11 


RULES FOR THE MANUFACTURE, TESTING AND CERTIFICATION OF MATERIALS, July 2012 


Rolled Steel Plates, Strip, Sections and Bars 


Chapter 3 


Section 3 


3.5 Condition of supply 

3.5.1 All materials are to be supplied in a condition 
complying with the requirements given in Table 3.3.5 or 
Table 3.3.6. Where alternative conditions are permitted, these 
are at the option of the steelmaker, unless otherwise expressly 
stated in the order for the material. 


3.5.2 Where normalising rolling and thermomechanically 
controlled rolling (T.M.) processes are used, it is the 
manufacturer’s responsibility to ensure that the programmed 
rolling schedules are adhered to. Where deviation from the 
programmed rolling schedule occurs, the manufacturer must 
ensure that each affected piece is tested and that the local 
Surveyor is informed. 


3.5.3 The use of precipitation hardening steels is not 
acceptable, except where such hardening is incidental to the 
use of grain refining elements. 


3.6 Mechanical tests 

3.6.1 The results of all tensile tests and the average 
energy value from each set of three Charpy V-notch impact 
tests are to comply with the appropriate requirements given in 
Table 3.3.7 except where enhanced by the requirements of 
this Section. 


3.6.2 For steels in the as-rolled, normalised, normalising 
rolled or T.M. conditions, one tensile test is to be made for 
each batch of 50 tonnes or fraction thereof. Additional tests 
are to be made for every variation of 10 mm in the thickness 
or diameter of products from the same cast. 


3.6.3 Where plate is supplied from coil, both the tensile 
tests and the Charpy V-notch tests are to be taken from the 
de-coiled plate in accordance with the frequency specified for 
the Grade as required by this Section. 


3.6.4 For steels in the quenched and tempered condition 
a tensile test is to be made on each plate as heat treated. For 
continuously heat treated plates, one tensile test is to be 
made for each 50 tonnes or fraction thereof from a single 
cast. Additional tests are to be made for every variation of 
10 mm in the thickness of the products from a single cast. 
The tensile test specimens are to be taken with their axes 
transverse to the main direction of rolling. 


Table 3.3.4 
supplied in the TM condition 


Grade 


3.6.5 For products in the AH and DH grades, at least one 
set of three impact tests is to be made on the thickest piece 
in each batch of 50 tonnes when supplied in either the 
normalised or thermomechanically controlled condition. When 
the products are supplied in the as-rolled or normalising rolled 
conditions a set of impact test specimens is to be taken from 
a different piece from each 25 tonnes or fraction thereof. 
When supplied in the quenched and tempered condition, a 
set of impact tests is to be made on each length as heat 
treated. Test specimens from the quenched and tempered 
plates are to have their axes transverse to the main rolling 
direction. 


3.6.6 For plates and wide flats in the EH and FH grades 
supplied in the normalised or thermomechanically controlled 
conditions, one set of impact tests is to be made on each 
piece. For plates supplied in the quenched and tempered 
condition a set of impact tests is to be made on each length 
as heat treated. Test specimens from the quenched and 
tempered plates are to have their axes transverse to the main 
rolling direction. 


3.6.7 For plates and wide flats in H47 strength grade, 
one set of impact tests is to be made on each piece. 


3.6.8 For sections and bars in the EH and FH grades 
supplied in the normalised or thermomechanically controlled 
conditions, one set of impact tests is to be made on the thickest 
piece in a batch not exceeding 25 tonnes. For sections 
supplied in the as-rolled or normalising rolled conditions the 
batch size is not to exceed 15 tonnes. 


3.6.9 For batch tested plates in a condition other than 
furnace normalised, with a thickness equal to 12 mm or 
greater, and where the average value of one set of tests is less 
than 50 J, two further items from the same batch are to be 
selected and tested. If these fail to achieve an average of 
50 J on either set, each individual piece of the heat is to be 
tested. The plates are acceptable provided they meet the 
requirements of Table 3.3.7. Additional testing is not required 
where the manufacturer can demonstrate to the satisfaction 
of the Surveyor that the plate was rolled outside the limits of 
the programmed rolling schedule. In this instance the plate 
should be rejected, see also 3.5.2. 


3.6.10 | Where standard subsidiary impact specimens are 
necessary, see Ch 2,3.2.4. 


Carbon equivalent requirements for higher tensile strength steels up to 100 mm in thickness when 


Carbon Equivalent, max. (%) 


50 <t< 100 


AH 27S 
AH 32 
AH 36 
AH 40 
AH 47 


DH 27S 
DH 32 
DH 36 
DH 40 
DH 47 


EH 27S 
EH 32 
EH 36 
EH 40 
EH 47 


FH 27S 
FH 32 
FH 36 
FH 40 
FH 47 


0,40 


Not applicable (see Table 3.3.1) 


0,38 
0,38 
0,40 
0,42 
0,49 


NOTE 


t = thickness, in mm. 
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| Table 3.3.5 


Grain refining practice Thickness range 
(see Note 1) mm 


Conditions of supply for plates and wide flats 


Conditions of supply 
(see Note 2) 


Al or <20 
Al + Ti 


(see Note 3) 


Nb or V or <125 
Al + (Nb or V) or 3 


Al + (Ti) + (Nb or V) >12,5 < 100 


<12,5 
Any practice >12,5 < 50 


>50 < 100 


< 50 


Any practice >50 <100 


Not applicable 
T™ 


< 20 


>20 < 100 


Nb or V or <12,5 


Al + (Nb or V) or 


Al + (Ti) + (Nb or V) Alea = N08 


(see Note 4) 


Any practice < 50 
>50 < 100 


Any practice a 


EH 40 Any practice 


FH 27S 


FH 32 An ti 
FH 36 Y practice 


FH 40 


NOTES 


Grain refining elements used singly or in any combination, require specific approval from Materials and NDE Department, London office. 


AR = as-rolled 
TM = thermomechanically controlled-rolled 


N = furnace normalised 
QT = quenched and tempered 


NR = normalising rolled 


Material up to 35 mm thick may be supplied in the as-rolled condition provided that prior approval has been obtained from LR. 
Material up to 25 mm thick may be supplied in the as-rolled condition provided that prior approval has been obtained from LR. 


3.7 Identification of materials 


3.7.1 The particulars detailed in 1.10 are to be marked 
on all materials which have been accepted and, for ease of 
recognition, are to be encircled or otherwise marked with 
paint. Where a number of light products are bundled, the 
bundle is to be identified in accordance with 1.10.2. 


3.7.2 Steels which have been specially approved and 
which differ from the requirements of this Section are to have 
the letter ‘S’ after the agreed identification mark. 


3.8 Certification of materials 


3.8.1 At least two copies of each test certificate are to be 
provided. They are to be of the type and give the information 
detailed in 1.11 and, additionally, are to state the specified 
maximum carbon equivalent. As a minimum, the chemical 
composition is to include the contents of any grain refining 
elements used and of the residual elements. 


3.8.2 For steels which have been specially approved, the 
agreed identification mark, the specified minimum yield stress 
and, if applicable, the contents of alloying elements are 
additionally to be stated on the test certificate or shipping 
statement. 
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Table 3.3.6 Conditions of supply for sections and bars 


Grain refining practice Thickness range Conditions of supply 
(see Note 1) mm (see Note 2) 


Al or <20 
aia >20 <50 (see Note 3) 


Nb or V or <125 
Al + Nb or Al + V or 
Al + (Ti) + (Nb or V) >12,5 <50 (see Note 3) 


, <12,5 
Any practice 


>12,5 <50 


Al or <20 
ee >20 <50 (see Note 3) 


Nb or V or <125 
Al + Nb or Al + V or 
Al + (Ti) + (Nb or V) >12,5 <50 (see Note 3) 


Any practice 


(see Notes 3 


ny practi 
as and 4) 


ny practi 


ny practi (see Note 4) 


NOTES 
1. Grain refining elements used singly or in any combination require specific approval from Materials and NDE Department, London Office. 

N = furnace normalised NR = normalising rolled 

TM = thermomechanically controlled-rolled QT = quenched and tempered 

Subject to the special approval of LR, sections may be supplied in the as-rolled condition provided satisfactory results are consistently 
obtained from Charpy V-notch impact tests. 

Subject to the special approval of LR, sections may be supplied in the NR condition. 


3.8.3 The steelmaker is to provide the Surveyor with a 
written declaration as detailed in 1.11.2. 
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Table 3.3.7 Mechanical properties for acceptance purposes (see Note 1) 


Charpy V-notch impact tests (see Notes 3, 4 and 5) 


Elongation 
Tensile Average energy 
Grades Strength on 5,65 So J minimum 
(see Note 3) ‘ N/mm? % min. 


(see Note 2) t<50 mm 50<t<70mm 70 <t< 100mm 


Longitudinal] Transverse |Longitudinal} Transverse |Longitudinal] Transverse 


400 — 530 34 


440 - 570 


490 - 630 


510-650 


570 - 720 


Impact tests are to be made on the various grades at the following temperatures: 


AH grades O°C 
DH grades —20°C 
EH grades -40°C 
FH grades -60°C 


NOTES 
1. The requirements for products thicker than those detailed in the table are subject to agreement, see 3.1.4. 

2. For full thickness tensile test specimens with a width of 25 mm and a gauge length of 200 mm, see Fig. 2.2.4 in Chapter 2, the 
minimum elongation is to be: 


Thickness mm 


Strength levels 
278, 32 


Elongation { Strength level To be 
% 36 specially 

agreed 

Strength level 
40 


Subject to special approval by LR, the minimum tensile strength may be reduced to 470 N/mm2, for grades AH386, DH36, EH36 and 
FH86, in the TM condition when micro-alloying elements Nb, Ti or V are used singly and not in combination and provided the yield to 
ensile strength ratio does not exceed 0,89. For plates with a thickness <12 mm, the yield to tensile strength ratio is to be specially considered. 
Tests are to be taken in the longitudinal direction. Normally, transverse test specimens are not required. Transverse test results for plates and 
wide flats are to be guaranteed by the supplier. 

See 1.7.11 

See 3.6.9. 

For steel of H47 strength grade, the yield to tensile strength ratio is not to exceed 0,94. 
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a Section 4 
Steels for boilers and pressure 


vessels 
4.1 Scope 
4.1.1 Provision is made in this Section for carbon, 


carbon-manganese and alloy steels intended for use in the 
construction of boilers and pressure vessels. In addition to 
specifying mechanical properties at ambient temperature for 
the purposes of acceptance testing, these requirements also 
give details of appropriate mechanical properties at elevated 
temperatures which may be used for design purposes. 


4.1.2 Where it is proposed to use a carbon or carbon- 
manganese steel with a specified minimum tensile strength 
intermediate to those given in this Section, corresponding 
minimum values for the yield stress, elongation and mechanical 
properties at elevated temperatures may be obtained by 
interpolation. 


4.1.3 Carbon and carbon-manganese steels with a 
specified minimum tensile strength of greater than 490 N/mm? 
but not exceeding 520 N/mm? may be accepted, provided that 
details of the proposed specification are submitted for approval. 


4.1.4 Where it is proposed to use alloy steels other than 
as given in this Section, details of the specification are to be 
submitted for approval. In such cases the specified minimum 
tensile strength is not to exceed 600 N/mm2. 


4.1.5 Materials intended for use in the construction of the 
cargo tanks and process pressure vessels storage tanks for 
liquefied gases and for other low temperature applications are 
to comply with the requirements of Section 6 or 7, as appro- 
priate. 


4.2 Manufacture and chemical composition 


4.2.1 The method of deoxidation and the chemical 
composition of ladle samples are to comply with the appropriate 
requirements of Table 3.4.1. 


4.2.2 For plate supplied from coil, the chemical analysis 
may be transposed from the certificate of the coil manufacture 
onto the re-processor’s certificate. 


4.3 Heat treatment 


4.3.1 All materials are to be supplied in a condition 
complying with the requirements given in Table 3.4.2 except 
that, when agreed, material intended for hot forming may be 
supplied in the as-rolled condition. 


4.4 Mechanical tests 


4.4.1 For plates, a tensile test specimen is to be taken 
from one end of each piece when the mass does not exceed 
5 tonnes and the length does not exceed 15 m. When either 
of these limits is exceeded, tensile test specimens are to be 


taken from both ends of each piece. A piece is to be regarded 
as the rolled product from a single slab or from a single ingot 
if this is rolled directly into plates. 


4.4.2 For strip, tensile test specimens are to be taken 
from both ends of each coil. 


4.4.3 Sections and bars are to be presented for accep- 
tance test in batches containing not more than 50 lengths, as 
supplied. The material in each batch is to be of the same 
section size, from the same cast and in the same condition 
of supply. One tensile test specimen is to be taken from material 
representative of each batch, except that additional tests are 
to be taken when the mass of a batch exceeds 10 tonnes. 


4.4.4 Where plates are required for hot forming and it has 
been agreed that the heat treatment will be carried out by the 
fabricator, the tests at the steelworks are to be made on 
material which has been cut from the plates and given a 
normalising and tempering heat treatment in a manner 
simulating the treatment which will be applied to the plates. 


4.4.5 If required by the Surveyors or by the fabricator, test 
material may be given a simulated stress relieving heat 
treatment prior to the preparation of the test specimens. This 
has to be stated on the order together with agreed details of 
the simulated heat treatment and the mechanical properties 
which can be accepted. 


4.4.6 The results of all tensile tests are to comply with the 
appropriate requirements given in Tables 3.4.3 to 3.4.5. 


4.4.7 Where plate is supplied from coil, the tensile tests 
are to be taken from the de-coiled plate in accordance with 
the frequency specified for the Grade as required by this 
Section. 


4.4.8 All test specimens are to be taken in the transverse 
direction unless otherwise agreed. 


4.4.9 When material will be subject to strains in a through 
thickness direction, it is recommended that it should have 
specified through thickness properties in accordance with the 
requirements of Section 8. 


4.5 Identification of materials 


4.5.1 The particulars detailed in 1.10 are to be marked 
on all materials which have been accepted. 
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Table 3.4.1 Chemical composition and deoxidation practice 


Grade of steel Deoxidation Chemical composition % 


Carbon and carbon-manganese 


steels Residual elements 


360 AR Any method 
410 AR except 0,50 max. 0,040 max. 
460 AR rimmed steel 


Any method 


except ts 0,035 max. 
rimmed steel 0,25 max. 


0,40 max. 
0,20 0,30 max. 


(see Note 1) CON: 


Killed 0,10 — 0,50 i 0,30 max. 


0,70 max. 
0,17 


0,20 
Killed fine 0,035 max. (see Note 
grained 0,20 0,40 max. 2) 

(see Note 1) 0,10 — 0,50 


0,22 


0,35 max. 


Alloy steel Cc Si Cr Mo Residual elements 


13Cr Mo 45 0,10-0,18 |0,15-0,35 0,70-1,30 | 0,40-0,60 Cu 0,30 max. 
. 0,035 (see 

male max. Note 3) 
11Cr Mo 910 0,08-0,18 |0,15-0,50 2,00-2,50 | 0,90-1,10 Ni 0,30 max. 


NOTES 
1. For thicknesses greater than 30 mm, carbon 0,22% max. Niobium, vanadium or other suitable grain refining elements may 
2. Aluminium (acid soluble) 0,015% min. or be used either in place of or in addition to aluminium. 

Aluminium (total) 0,018% min. 8. Aluminium (acid soluble or total) 0,020% max. 


Table 3.4.2 Condition of supply 


Grade of steel Condition of supply 


Carbon and As-rolled 
carbon-manganese | Maximum thickness or diameter is 40 mm 
360 AR to 460 AR 


Carbon and malised or normalised rolled 
carbon-manganese 
860 to 490 


Carbon and ised or normalised rolled 
carbon-manganese 
360 FG to 510 FG 


138Cr Mo 45 ised and tempered 


41Cr Mo 910 ised and tempered 
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Table 3.4.3 Mechanical properties for acceptance 
purposes: carbon and carbon- 


manganese steels —- As-rolled 


Yield Tensile 

Grade of | Thickness stress strength 

steel mm N/mm2 N/mm? 
minimum 


Elongation 


on 5,654/So 


% minimum 


360 AR 190 360-480 24 


410 AR < 215 410-530 22 


460 AR 240 460-580 21 


Table 3.4.4 Mechanical properties for acceptance 
purposes: carbon and carbon- 
manganese steels —- Normalised or 


normalised rolled 


Thickness | Yield stress] Tensile 
Grade of mm N/mm2 strength 
steel (see Note) minimum N/mm2 


Elongation 


on 5,654/So 


% minimum 


>3 <16 205 
>16 <40 195 
>40 <63 185 


360 — 480 


>3 <16 235 
>16 <40 225 
>40 <63 215 


410 —- 530 


>3 <16 285 
>16 <40 255 
>40 <63 245 


>3 <16 305 
>16 <40 275 
>40 <63 265 


>3 <16 235 
>16 <40 215 
>40 <63 195 


360 — 480 


>3 <16 265 
>16 <40 245 
>40 <63 235 


410 —- 530 


>3 <16 295 
>16 <40 285 
>40 <63 275 


460 — 580 


>3 <16 315 
>16 <40 315 
>40 <63 305 


490 - 610 


>3 <16 355 
510 FG >16 <40 345 
>40 <63 335 


510-650 


NOTE 
For thicknesses greater than 63 mm, the minimum values for 
yield stress may be reduced by 1% for each 5 mm increment in 
thickness over 68 mm. The minimum elongation values may also 
be reduced one unit, for all thicknesses over 63 mm. For 
thicknesses over 100 mm, the above values are to be agreed. 


Table 3.4.5 Mechanical properties for acceptance 
purposes: alloy steels - Normalised 


and tempered 


Yield Elongation 
Thickness stress Tensile | on 5,65 4/S 
% minimum 


Grade of 


steel mm N/mm? | strength 
minimum | N/mm? 


(see Note) 


3Cr Mo45 <63 305 470-620 20 


1Cr Mo910 <16 275 
>16 <63 265 


480-630 18 


NOTE 

For thicknesses greater than 63 mm, the minimum values for 
yield stress may be reduced by 1% for each 5 mm increment in 
hickness over 68 mm. The minimum elongation values may also 
be reduced one unit, e.g. for all thicknesses over 63 mm. For 
hicknesses over 100 mm, the above values are to be agreed. 


4.6 Certification of materials 


4.6.1 At least two copies of each test certificate are to be 
provided. They are to be of the type and to give the informa- 
tion detailed in 1.11 and, additionally, are to state the specified 
maximum carbon equivalent. As a minimum, chemical 
composition is to include the content of any grain refining 
elements used and of the residual elements, as detailed in 
Table 3.4.1. 


4.7 Mechanical properties for design purposes 


4.7.1 Nominal values for the minimum lower yield or 
0,2 per cent proof stress at temperatures of 50°C and higher 
are given in Tables 3.4.6 to 3.4.8. 


4.7.2 These values are intended for design purposes 
only, and verification is not required except for materials 
complying with National or proprietary specifications where 
the elevated temperature properties used for design purposes 
are higher than given in Tables 3.4.6 to 3.4.8. 
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Table 3.4.6 Mechanical properties for design 4.7.3 In such cases, at least one tensile test at the 
purposes (see 4.7.1) : carbon and proposed design or other agreed temperature is to be made 
carbon-manganese steels - As-rolled on material from each cast. Where materials of more than one 

thickness are supplied from one cast, the thickest material is to 

Design temperature °C (see Note) be tested. The test specimens are to be prepared from material 


adjacent to that used for tests at ambient temperature. The 
axis of the test specimens, is to be between mid and quarter 

Nominal minimum lower thickness of the material and the test specimens are to be 
yield or 0,2% proof stress N/mm? machined to dimensions in accordance with the requirements 
of Chapter 2. The test procedure is also to be as detailed in 
Chapter 2, and the results are to comply with the requirements 
410 AR < 186 183 181 174 155 134 127 of the National or proprietary specifications. 


Grade of | Thickness | 50 100 150 200 250 300 350 
steel mm 


360 AR 154 1538 152 145 128 108 102 


460 AR 218 213 210 203 182 161 153 4.7.4 As an alternative to 4.7.3, a manufacturer may 
carry out an agreed comprehensive test program for a stated 
grade of steel to demonstrate that the specified minimum 
mechanical properties at elevated temperatures can be 
consistently obtained. This test program is to be carried out 
under supervision of the Surveyors, and the results submit- 
ted for assessment and approval. When a manufacturer is 
approved on this basis, tensile tests at elevated temperatures 
are not required for acceptance purposes but, at the 
discretion of the Surveyors, occasional check tests of this 
type may be requested. 


NOTE 
Maximum permissible design temperature is 350°C. 


Table 3.4.7 Mechanical properties for design purposes (see 4.7.1): carbon and carbon-manganese steels 
- Normalised or controlled-rolled 


Design temperature °C 


Thickness 
Grade of es 150 200 250 300 350 


= (see Note) 


Nominal minimum lower yield or 0,2% proof stress N/mm? 


>3 <16 172 168 150 124 
>16 <40 162 144 124 115 
>40 <63 152 141 124 115 


>3 <16 201 150 | 
>16 <40 191 150 | 138 
>40 <63 181 150 | 138 


>3 <16 | 235 176 
>16 <40 220 176 162 
>40 <63 210 176 162 


>3 <16 255 192 
>16 <40 | 237 192 177 
>40 <63 227 192 177 


>3 <16 165 127 
>16 <40 164 127 110 
>40 <63 159 127 110 


>3 <16 194 152 
>16 <40 235 192 152 134 
>40 <63 222 188 152 134 


>3 <16 276 | 223 177 
>16 <40 271 | 220 177 158 
>40 <63 262 217 177 158 


>3 <16 297 240 192 
>16 <40 293 237 192 173 
>40 <63 286 234 192 173 


510 FG >3 <63 313 255 215 180 


NOTE 
For thicknesses greater than 63 mm, the values for lower yield or 0,2% proof stress are to be reduced by 1% for each 5 mm increment in 
thickness up to 100 mm. For thicknesses over 100 mm, the values are to be agreed and verified by test. 
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Table 3.4.8 


Mechanical properties for design purposes (see 4.7.1): alloy steels - Normalised and tempered 


Design temperature °C 


Thickness 


mm 200 


Grade of steel 


300 


350 400 450 500 550 600 


(see Note) 


Nominal minimum lower yield or 0,2% proof stress N/mm? 


13CrMo 45 248 


11CrMo 910 233 


216 


219 


203 199 194 188 


212 207 194 180 


NOTE 


For thicknesses greater than 63 mm, the values for lower yield or 0,2% proof stress are to be reduced by 1% for each 5 mm increment in 
thickness up to 100 mm. For thicknesses over 100 mm, the values are to be agreed and verified by test. 


4.7.5 Values for the estimated average stress to rupture 
in 100 000 hours are given in Table 3.4.9 and may be used 
for design purposes. 


Table 3.4.9 Mechanical properties for design 
purposes (see 4.7.5): estimated 
average values for stress to rupture in 


100 000 hours (units N/mm2) 


Grades of steel 


Carbon and 


Low all 
carbon-manganese plead | 


Temperature 


360 490 
410 490FG 
460 510FG 


13CrMo 
45 


11CrMo 
910 


219 227 
203 


179 


157 
136 


4 Section 5 

Steels for machinery fabrications 
5.1 General 
5.1.1 Steel plates, sections or bars intended for use in 


the construction of major components of welded machinery 
structures, such as bedplates, crankcases, frames and 
entablatures, are to comply with one of the following 
alternatives: 

(a) Any grade of normal strength structural steel as detailed 
in Section 2. 

Any grade of higher tensile structural steel as detailed in 
Section 3. 

Any grade of carbon-manganese boiler or pressure 
vessel steel as detailed in Section 4, except that for this 
application batch testing is acceptable. The size of a 
batch and the number of tensile tests are to be as 
detailed in Section 2. 


ot2 The minus tolerances for products for machinery 
structures are to be in accordance with Table 3.5.1. 


Table 3.5.1 Under thickness tolerances 


Nominal thickness, t (mm) 


Minus tolerance (mm) 


5<t<8 
8<t<15 
15<t<25 
25<t<40 
t>40 


-0,4 
-0,5 
-0,6 
-0,8 
-1,0 


5.2 Certification of materials 

O21 At least two copies of each test certificate are to be 
provided. They are to be of the type and give the information 
detailed in 1.11 and, additionally, are to state the specified 
maximum carbon equivalent. As a minimum, chemical 
composition is to include the contents of any grain refining 
elements used and of the residual elements. 
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CO Section 6 6.3 Heat treatment 
Ferritic steels for low temperature 6.3.1 All materials are to be supplied in a condition 
service complying with the requirements given in Table 3.6.2. 


6.1 Scope 

Table 3.6.2 Supply conditions 
Oetst This Section gives specific requirements for 
carbon-manganese and nickel alloy steels intended for use in Sections and bars 
the construction of cargo tanks, storage tanks and process 
pressure vessels for liquefied gases. 


N TM 
6.1.2 The requirements of this Section are also applicable 
for other types of pressure vessels where the use of steels Normalised (see Note) 
with guaranteed impact properties at low temperatures is T.M.C.P. 
9 P rier P Quenched and tempered 
required. 
6.1.3 Provision is made for plates and sections up to Normalised (see Note) 
40 mm thick. Normalised and tempered 


Quenched and tempered 


6.1.4 Steels with alternative chemical compositions or 
mechanical properties or in a different supply condition may i Double normalised and tempered 
be given special consideration. Quenched and tempered 


NOTE 
Where the term ‘Normalised’ is used it does not include 
normalising rolling. 


6.2 Manufacture and chemical composition 


6.2.1 All steels are to be in the killed and fine grain treated 
ikea 6.4 Mechanical tests 
6.2.2 The chemical compositions of carbon-manganese 
steels are to comply with the appropriate requirements for 
Grades AH, DH, EH and FH strength levels 27S, 32, 36 and 
40, see Table 3.3.2. For the uses defined in 6.1.1 and 6.1.2, 
however, these grades are to be designated LT—-AH, LT—-DH, 
LT—EH and LT-FH respectively. 


6.4.1 For plates, a tensile test specimen is to be taken 
from one end of each piece when the mass does not exceed 
5 tonnes and the length does not exceed 15 m. When either 
of these limits is exceeded, tensile test specimens are to be 
taken from both ends of each piece. A piece is to be regarded 
as the rolled product from a single slab or from a single ingot 


6.2.3 The chemical compositions of nickel alloy steels are if this is rolled directly into plates. 


TOOT Step STOR ete Te gUireMeMS OF Tunes: 6.4.2 For strips, tensile test soecimens are to be taken 


6.2.4 For plate supplied from coil, the chemical analysis QMO Sore se eal. 


may be transposed from the certificate of the coil manufacture 
onto the re-processor’s certificate. 


Table 3.6.1 Chemical compositions of nickel alloy steels 


Grade of steel i Mn Ni Residual elements Aluminium 


11/2 Ni 0,30 - 1,50 | 1,30- 1,70 


Total 0,020% 


Cr 0,25 max. mn: 
Cu 0,35 max. 
Mo 0,08 max. 
4,70 — 5,30 Total 0,60 max. 


3,20 — 3,80 


0,10 - 0,35 


0,30 - 0,90 Acid soluble 


0,015% min. 


8,50 — 10,0 
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6.4.3 Sections and bars are to be presented for accep- 
tance test in batches containing not more than 50 lengths, as 
supplied. The material in each batch is to be of the same 
section size, from the same cast and in the same condition 
of supply. One tensile test specimen is to be taken from 
material representative of each batch, except that additional 
tests are to be taken when the mass of a batch exceeds 
10 tonnes. 


6.4.4 One set of three Charpy V-notch impact test 
specimens is to be taken for each tensile test specimen 
required. 


6.4.5 For plates, these impact test specimens are to be 
cut with the principal axis perpendicular to the final direction 
of rolling. For sections, the impact test specimens are to be 
taken longitudinally. 


6.4.6 The results of all tensile tests are to comply with the 
appropriate requirements given in Table 3.6.3. The ratio 
between the yield stress and the tensile strength is not to 
exceed 0,9 for normalised and TM steels and 0,94 for 
QT steels. 


Table 3.6.3 


Yield Tensile 
Grade of stress strength 
steel N/mm2 N/mm2 
min. 


6.4.7 The average value for the three impact tests is to 
comply with the appropriate requirements given in 
Table 3.6.3. One individual value may be less than the 
required value provided that it is not less than 70 per cent of 
this average value. See Ch 2,1.4 for re-test procedures. 


6.4.8 Where standard subsidiary impact specimens are 
necessary, see Ch 2,3.2.4. 


6.4.9 Where plate is supplied from coil, both the tensile 
tests and the Charpy V-notch tests are to be taken from the 
de-coiled plate in accordance with the frequency specified for 
the Grade as required by this Section. 


6.5 Identification of materials 


6.5.7 The particulars detailed in 1.10 are to be marked 
on all materials which have been accepted. 


Mechanical properties for acceptance purposes (see Note 1) 


Elongation 

on 5,65 So 
% min. Test temp. Impact 

°C energy 


Charpy V-notch impact tests (see Note 3) 


265 400 — 530 
315 440 — 590 
355 490 —- 620 
390 510 - 650 


265 400 — 530 
315 440 — 590 
355 490 —- 620 
390 510 - 650 


Plates — 
transverse tests 


265 400 — 530 
315 440 — 590 
355 490 —- 620 
390 510 - 650 


Average 
energy 27 J min 


265 400 — 530 
315 440 — 590 
LFA 355 490 —- 620 
390 510 - 650 


Sections and bars — 
longitudinal tests 


Average 


11/2 Ni 275 490 - 640 


31/2 Ni 285 


450 - 610 


SNi 390 540 — 740 


ONi 490 640 - 790 


energy 41 J min 


NOTES 


These requirements are applicable to products not exceeding 40 mm in thickness. The requirements for thicker products are subject 


to agreement. 


The minimum design temperatures at which plates of different thicknesses in the above grades may be used are given in Fig. 3.6.1 and 
Fig. 3.6.2. Consideration will be given to the use of thicknesses greater than those in the Tables or to the use of design temperatures 


below -165°C. 
Impact tests are not required on thicknesses less than 6 mm. 
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6.6 Certification of materials 


6.6.1 At least two copies of each test certificate are to be 
provided. They are to be of the type and give the information 
detailed in 1.11 together with general details of the heat 
treatment. As a minimum, chemical composition is to include 
the contents of any grain refining elements used and of the 
residual elements as detailed in Tables 3.3.2 or 3.6.1. 


Minimum design temperature ( °C) 


Thickness in mm 


2665/27 
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Thickness in mm 


2665/21 


a Section 7 
Austenitic and duplex stainless 


steels 
7.1 Scope 
7.1.1 Provision is made in this Section for rolled 


products in austenitic and duplex (austenite plus ferrite) 
stainless steels intended for use in the construction of cargo 
tanks, storage tanks and process pressure vessels for 
chemicals and liquefied gases. 


7.1.2 Austenitic stainless steels are suitable for 
applications where the lowest design temperature is not lower 
than -165°C. 


7.1.3 Austenitic stainless steels are also suitable for 
service at elevated temperatures, and for such applications 
the proposed specification should contain, in addition to the 
requirements of 7.1.6, minimum values for 0,2 and 1,0 per 
cent proof stresses at the design temperature. 


7.1.4 Duplex stainless steels are suitable for applications 
where the lowest design temperature is above 0°C. Any 
requirement to use duplex stainless steels below O°C will be 
subject to special consideration. 


yeu ero) Duplex stainless steels are also suitable for service 
at temperatures up to 800°C, and for such applications the 
proposed specification should include, in addition to the 
requirements of 7.1.6, a minimum value for 0,2 per cent proof 
stress at the design temperature. 


L426: A specification giving details of the chemical 
composition, heat treatment and mechanical properties, 
including, for the austenitic grades, both the 0,2 and 1,0 per 
cent proof stresses, is to be submitted for consideration and 
approval. 


7.2 Chemical composition 


7.2.1 The chemical composition of ladle samples is to 
comply with the requirements given in Table 3.7.1. 


7.2.2 Consideration will be given to the use of steels 
whose compositions are outside the scope of Table 3.7.1. 
7.3 Heat treatment 

7.3.1 All materials are to be supplied in the solution 
treated condition. 

7.4 Mechanical tests 


7.4.1 Tensile test specimens are to be taken in accor- 
dance with the appropriate requirements of 4.4 and 6.4.1. 
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Table 3.7.1 Chemical composition 


Type and grade 


Chemical composition % (see Note) 


of steel 


Austenitic 
304 L 
304 LN 
316L 
316 LN 
S17L 
317 LN 
321 
347 


17,0—20,0 
17,0—20,0 
16,0—18,5 
16,0—18,5 
18,0—20,0 
18,0—20,0 
17,0—19,0 


17,0—19,0 


8,0—13,0 
8,0—12,0 
10,0—15,0 
10,0—14,5 
11,0—15,0 
12,5—15,0 
9,0—12,0 
9,0—13,0 


5xCsTi<0,7 
fOxC<Nb<1,0 


Duplex 
UNS S$ 31803 
UNS S 32750 


NOTE 
All figures are a maximum value except where a range is shown. 


Table 3.7.2 


0,2% Proof stress 
(N/mm?) minimum 


Type and 
grade of steel 


21,0—23,0 
24,0—26,0 


1% Proof stress 
(N/mm?) minimum 


0,08—0,20 
0,24—0,32 


Cu 0,50 max. 


Mechanical properties for acceptance purposes 


Tensile strength 


Elongation on 5,654/So 
(N/mm2) minimum 


% minimum 


Austenitic 
304L 
304LN 
316L 
316LN 
3817L 
317LN 
321 
347 


170 
205 
170 
205 
205 


MMM ND PP 
BS + ff ob 


i) 
of f 
anonn1gonao 


Nh P 
KS 


RAD 


BAA A SD 
©: @):@; ©. ©; @-O'© 


Ps PS 


NS 


Duplex 
UNS S 31803 
UNS S 32750 


7.4.2 For the duplex grades, one set of three Charpy 
V-notch impact test specimens machined from the longitudinal 
direction for each tensile test is to be tested at —-20°C. The 
average energy value of the three specimens is to be not less 
than 41 Joules. 


7.4.3 Unless otherwise agreed, impact tests are not 
required from the austenitic grades of steel given in this 
Section. 


7.4.4 Where standard subsidiary Charpy V-notch test 
specimens are necessary, see Ch 2,3.2.4. 


7.4.5 The results of all tensile tests are to comply with the 
requirements of Table 3.7.2 or the approved specification. 


7.5 Through thickness tests 

7.5.1 Where material will be strained in a through thickness 
direction during welding or in service, through thickness tests 
are required on plates over 10 mm thick in all the grades of 
steels listed in Table 3.7.1, apart from Grades 304L, 304 LN, 
821 and 347. 


7.5.2 Testing is to conform with the requirements of 
Section 8, with the exception given in 7.5.3. 


7.5:3 When the reduction in area is less than 35 per cent, 
metallographic or other evidence is required to show that no 
significant amount of any detrimental phase, such as sigma, 
iS present. 
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7.6 Intergranular corrosion tests 


7.6.1 For certain specific applications such as storage 
tanks for chemicals, it may be necessary to demonstrate that 
the material used is not susceptible to intergranular corrosion 
resulting from grain boundary precipitation of chromium-rich 
carbides. 


7.6.2 When required, one test of this type is to be carried 
out for each tensile test. The material for the test is to be 
taken adjacent to that for the tensile test. 


7.6.3 Unless otherwise agreed or required for a particular 
chemical cargo, the testing procedure is to be as given in 
7.6.4, see Ch 2,8. 


7.6.4 Wherever practical, exposed cut edges should be 
avoided. However, where any such edges are to remain after 
fabrication is completed, it is to be shown by an appropriate 
test, that the corrosion resistance is adequate for the cargoes 
expected to be encountered. 


7.7 Clad plates 


ELA Carbon or carbon-manganese steel plates, clad on 
one or both surfaces with a suitable grade of austenitic 
or duplex stainless steel, may be used for the construction of 
cargo or storage tanks for chemicals. 


7.7.2 The carbon or carbon-manganese steel base 
plates are to comply with the requirements of Section 4, and 
the austenitic cladding material generally with the require- 
ments of this Section. 


7.7.3 The process of manufacture is to be specially 
approved and may be either by roll cladding, or by explosive 
bonding. 


7.7.4 Where the use of clad materials is proposed, the 
material specification is to be submitted for consideration, 
together with details of the extent, and the acceptance 
standards for non-destructive examination. 


7.8 Identification of materials 


7.8.1 The particulars detailed in 1.10 are to be marked 
on all materials which have been accepted. 


7.9 Certification of materials 


7.9.1 At least two copies of each test certificate are to be 
provided. They are to be of the type and give the information 
detailed in 1.11 and, where applicable, the results obtained 
from intercrystalline corrosion tests, and, additionally, are to 
state the specified maximum carbon equivalent. As a mini- 
mum, chemical composition is to include the contents of any 
grain refining elements used and of the residual elements, as 
detailed in Table 3.7.1. 


| Section 8 
Plates with specified through 
thickness properties 


8.1 Scope 


8.1.1 Provision is made in this Section for ‘Z’ grade plate 
and wide flat material with improved ductility in the through 
thickness or ‘Z’ direction, see Fig. 3.8.1. The use of this 
material is recommended for certain types of welded 
structures (see 1.2) in order to minimise the possibility of 
lamellar tearing either during fabrication or erection. 


Through thickness direction 'Z' 


Principal rolling (longitudinal) 
direction 'L' 


as 


Transverse direction 'T' 


ee 


Fig. 3.8.1 Schematic of testing directions 


8.1.2 Through thickness properties are characterised by 
specified values for reduction of area in a through thickness 
tensile test. 


8.1.3 Provision is made for two grades Z25 and Z35. For 
normal ship applications the 225 grade is applicable, whilst 
the Z35 grade is for more severe applications. 


8.1.4 This ‘Z’ grade material is to comply with the 
requirements of Sections 2, 3, 4, 5 and 6 as appropriate, and 
the additional requirements of this Section. 


8.1.5 The test procedure detailed in this Section may also 
be used to demonstrate that no unacceptable amount of 
banding of any detrimental phase, such as sigma is present, 
see 7.5. 


8.2 Manufacture 


8.2.1 All plates and wide flats are to be manufactured at 
works, which have been approved by LR for this quality of 
material. 


8.2.2 It is recommended that the steel should be 
efficiently vacuum de-gassed. The sulphur content is not to 
exceed 0,008 per cent. 


8.2.3 Consideration will be given to proposals for 
alternative methods of improving through thickness properties. 
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8.3 Test material 


8.3.1 Unless otherwise agreed, through thickness tensile 
tests are only required for plate materials where the thickness 
exceeds 15 mm for carbon and alloy steels, or 10 mm in the 
case of austenitic and duplex stainless steels. 


8.3.2 For plates and wide flats, one test sample is to be 
taken close to the longitudinal centreline from one end of each 
rolled piece representing the batch, see Table 3.8.1 and 
Fig. 3.8.2. The test sample must be large enough to accom- 
modate the preparation of 6 specimens. 3 test specimens are 
to be prepared while the rest of the sample remains for possi- 
ble retest. 


8.3.3 The dimensions of the test specimens are to be in 
accordance with Ch 2,2.1.12. 


Table 3.8.1. Batch size dependent on product and 


sulphur content 
Product 


S > 0,005% S < 0,005% 


Plates Each piece (parent | Maximum 50 t of 
plate) products of the 
same cast, 
thickness and heat 
treatment 


Wide flats of 
nominal thickness 
< 25mm 


Maximum 10 t of 
products of the 
same cast, 
thickness and heat 
treatment 


Maximum 50 t of 
products of the 
same cast, 
thickness and heat 
treatment 


Wide flats of 
nominal thickness 
>25mm 


Maximum 20 t of 
products of the 
same cast, 
thickness and heat 
treatment 


Principal rolling direction 


Maximum 50 t of 
products of the 
same cast, 
thickness and heat 
treatment 


| Central line of product 


Fig. 3.8.2 


Test specimens 


Plate and wide flat sampling position 


8.3.4 Alternatively, test sampling may be carried out in 
accordance with an accepted National or International 


Standard. 


8.4 Mechanical tests 


8.4.1 The three through thickness tensile test specimens 
are to be tested at ambient temperature, and for acceptance 
are to give a minimum average reduction of area value of not 
less than that shown in Table 3.8.2. Only one individual value 
may be below the minimum average, but should not be less 
than the minimum individual value shown for the appropriate 
grade. 


Table 3.8.2 Reduction of area acceptance values 


Grade 


Minimum average 


Minimum individual 


8.4.2 If the average value fails to comply with 8.4.1, three 
additional tests may be made on specimens from the same 
test sample. The results of these tests are to be added to 
those previously obtained to form a new average, which for 
acceptance is to be not less than 25 per cent for grade Z25 
or 35 per cent for grade Z35. No individual results in the 
re-test shall be below 25 per cent for grade Z25 or 35 per 
cent for grade Z35, see Fig. 3.8.3. 


Result where 
re-test is 
permitted 


070 1070! 0 | 

Minimum | 

average | | | 1 
| OFO | oto 


| 
Acceptable i 
result | 


Acceptable 
re-test 


' 0000 | 


O--O 
Minimum 
individual | 


O = Individual result A = average result 


Fig. 3.8.3 
Diagram showing acceptance/rejection 
and re-test criteria 


8.4.3 Where batch testing is permitted, and failure after 
re-test occurs, the tested piece is to be rejected. Each 
remaining piece in the batch may be individually tested and 
accepted, based on satisfactory results. 


8.4.4 lf the fracture of a test specimen occurs in the weld 
or in the heat affected zone the test is to be regarded as 
invalid and is to be repeated on a new test specimen. 
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8.5 Non-destructive examination 


8.5.1 All ‘Z’ grade plates are to be ultrasonically tested in 
the final supply condition with a probe frequency of 3-5 MHz. 
The testing is to be performed in accordance with and in 
compliance with either EN 10160 Level S1/E1 or ASTM A 578 
Level C. 


8.6 Identification of materials 


8.6.1 Products which comply with the requirements of 
this Section are to have the notation Z25 or Z35 added to the 
steel grade designation. 


8.7 Certification of materials 


8.7.1 The following information is required to be included 

on the certificate in addition to the appropriate steel grade 

requirements: 

(a) | Through thickness reduction in area (%), individual 
results and average. 

(b) Steel grade with Z25 or Z85 notation. 


8.7.2 Steel grade requirements are to comply with 
Sections 1 to 7. 


| Section 9 
Bars for welded chain cables 


9.1 Scope 


9.1.1 Provision is made in this Section for rolled steel 
bars intended for the manufacture of three Grades (U1, U2 
and U3) of stud link chain cable for the anchoring and 
mooring of ships and five Grades (R3, R8S, R4, R4S and R65) 
of offshore mooring cable. 


9.1.2 For the ship grades, U1, U2 and U3, approval will 


permit the supply of bars of the appropriate grades and size 
to any chain cable manufacturer. 


Table 3.9.1 Chemical composition of killed steel bars 


9.1.3 For the offshore grades, R8, R38S, R4, R4S and R65, 
approval is confined to bar to be supplied to a nominated 
chain manufacturer and will be given only after successful 
testing of a completed chain. Separate approvals are required 
if bar is to be supplied to more than one cable manufacturer. 
Approval of a higher grade does not cover approval of a lower 
grade, as all grades must be individually approved. 


9.1.4 For all grades, approval is normally given for 
diameters of bars no greater than those of the bars used in 
procedure tests. 


9.2 Manufacture 


9.2.1 All grades of bar material are to be made from killed 
steel, and all grades of bar material except for Grade U1 chain 
cables are to be fine grained. For Grades R4S and R5 the 
austenite grain size is to be 6 or finer, in accordance with 
ASTM E112. 


9.2.2 The bars are to be made to a specification 
approved by LR which should include the manufacturing 
procedure, deoxidation practice, heat treatment and mechan- 
ical properties. 


9.2.3 The rolling reduction ratio of bars for Grades R3, 
R35, R4, R4S and R5 must be at least 5:1. 


9.3 Chemical composition 


9.3.1 For Grades U1, U2 and U3 the chemical composi- 
tion should be generally within the limits given in Table 3.9.1. 


9.3.2 For Grades R8, R38S, R4, R4S and Rd the chemical 
composition is to comply with an approved specification, see 
9.2.2. 


9.3.3 For Grades R4, R4S and R65 chain cable the steel 
should contain a minimum of 0,2 per cent molybdenum. The 
reported composition is to include the contents of antimony, 
arsenic, tin, copper, nitrogen, aluminium and titanium. 


Chemical composition % 


Si Mn Al 


U1 0,15-0,35 | 0,40 min. - 


U2 0,15-0,55 | 1,60 max. 0,02 min. 
see Note 1 


U3 0,15-0,35 | 1,90 max. 0,065 max. 


see Note 2 


0,05 0,10 
see Note 2 see Note 2 


NOTES 
1. Aluminium may be partly replaced by other grain refining elements. 


2. To obtain fine grain steel, at least one of these grain refining elements must be present in sufficient amount. 
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9.3.4 For Grades R4S and R65 the steel used must be 
vacuum degassed. 


9.4 Heat treatment 


9.4.1 Unless stipulated otherwise, the bars are to be 
supplied in the as-rolled condition, but the supplier is to be 
advised by the chain manufacturer of the heat treatment to 
be used for the completed chain in order that the mechanical 
test specimens may be tested in the condition of heat treat- 
ment used for the chain. 


9.4.2 For Grades U1 and U2, the samples selected from 
each batch may be tested either in the as-rolled condition, or 
after heat treatment where the chain is to be used in the heat 
treated condition, in full cross-section and in a manner simu- 
lating the heat treatment applied to the finished cable. 


9.4.3 For Grades U3, R3, R8S, R4, R4S and Rd the 
sample is to be tested after heat treatment as detailed in 
9.4.2. 


9.5 Embrittlement tests 


9.5.1 For Grades R3, R8S, R4, R4S and R5 the bar 
manufacturer is to provide evidence that the material is not 
susceptible to strain ageing, or to temper brittleness under 
the conditions of manufacture of the chain. The results of the 
relevant tests are to be reported to LR at the approval stage. 
Approval will be restricted to the specified steel composition 
and if later this is altered then re-approval will be required. 
Temper brittleness testing may be waived, if the chain is to be 
quenched after tempering. 


9.5.2 Each heat of steel bars of grades R8S, R4, R4S and 
Rd is to be tested for hydrogen embrittlement (see Ch 2,5.3). 
In the case of continuous casting, test samples representing 
both the beginning and the end of the charge are to be taken. 
In the case of ingot casting, test samples representing two dif- 
ferent ingots are to be taken. 


9.5.3 Each sample is to be heat treated in a manner 
simulating the heat treatment of the finished chain. From each 
sample, two specimens are to be prepared from the mid- 
diameter of the bar and tested in accordance with Ch 2,5.3. 


9.5.4 The ratio Z;/Z> is to be greater than or equal to 
0,85, where Z, is the reduction in area without baking and Z5 
the reduction in area after baking. 


9.5.5 If the requirement is not met, the material is to be 
subjected to a hydrogen degassing treatment which is subject 
to approval by LR. Further tests are to be performed after 
degassing. 


9.6 Mechanical tests 


9.6.1 Bars of the same nominal diameter are to be 
presented for test in batches of 50 tonnes or fraction thereof 
from the same cast. A suitable length from one bar in each 
batch is to be selected for test purposes. Test pieces are to 
be taken from the positions as shown in Fig. 3.9.1. 


Specimen for notched bar 
impact test 


Test 
specimen 


specimen radius 


Fig. 3.9.1 Sampling of steel bars 


9.6.2 For all grades, one tensile test is to be taken from 
each sample length selected. Additionally, for Grades U3, R3, 
R8S, R4, R4S and R5 material, one set of three Charpy 
V-notch impact test specimens is to be prepared. Impact 
tests are also required for Grade U2 when the chain is to be 
supplied in as-welded condition. 


9.6.3 The results of all tensile and, where applicable, 
impact tests are to be in accordance with the appropriate 
requirements of Table 3.9.2. 


9.6.4 Failure to meet the requirements will result in the 
rejection of a batch of material, unless it is clearly attributed to 
improper simulated heat treatment. This is to be confirmed to 
be to the satisfaction of LR, and further heat treatment and 
testing will be required prior to acceptance. 
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9.7 Structure and hardenability tests 9.9.2 All non-destructive examination is to be carried out 
in accordance with approved procedures, in accordance with 

9.7.1 For Grades R4S and B35, the following tests are to Ch 1,5. 

be carried out on each heat: 

(a) Assessment and quantification of the level of non-metal- 9.9.3 All non-destructive examination operators are to be 


qualified in the method of non-destructive examination, to a 
minimum of Level Il in accordance with a recognised 


lic micro inclusion. These must be acceptable for the 
final product. 


(b) Macro etching on a representative sample, in accor- standard. 
dance with ASTM E381 or equivalent. This must be free 
from any injurious segregation or porosity. 9.9.4 The bars are to be free from pipes, cracks, flakes, 


and injurious surface defects such as seams, laps, and rolled- 
in mill scale. Longitudinal discontinuities may be removed by 
blending to a smooth contour provided that their depth is not 
greater than 1 per cent of the bar diameter, and that the 


(c) Jominy hardenability tests in accordance with ASTM 
A255 or equivalent. 


9.8 Dimensional tolerances required diameter tolerances are not compromised. The 
contour radiuses are to be a minimum of four times the 
9.8.1 The tolerances on diameter and ovality of the bar excavation depth. 


are to be in accordance with Table 3.9.3. 
9.9.5 The frequency of non-destructive testing may be 
reduced at the discretion of LR, provided statistical evidence 
9.9 Non-destructive examination is available that the required quality is achieved consistently. 
9.9.1 For the R8, R3S, R4, R4S and R65 grades all bars 
are to be inspected by a magnetic particle or eddy current 
method, and are also to be subjected to ultrasonic 
examination. 


Table 3.9.2 Mechanical properties 


Charpy V-notch impact tests 


Reduction 


Yield stress 
N/mm2 
minimum 


Tensile strength 
N/mm2 


Elongation 
on 5,65 1So % 
minimum 


of area 
% 
minimum 


Test 
temperature 
°C 


Average 
energy 


minimum 


Average energy 
flash weld 
J 
minimum 


R4 
Grade R4S 
(see Note 4) 


Grade R5 
(see Note 4) 


e3 


e3 


370-490 


490-690 


690 mini 


690 minimum 
(see Note 3) 


770 minimum 
(see Note 3) 


860 minimum 
(see Note 3) 


960 minimum 
(see Note 3) 


1000 minimum 
(see Note 3) 


25 
22 


NOTES 


1. Impact tests may be waived when the chain cable is to be supplied in one of the heat treated conditions given in Table 10.2.3. 
2. Testing may be carried out at either O°C or -20°C, at the option of LR. 

3. The ratio of yield strength to tensile strength should not exceed 0,92. 

4. The maximum hardness for R4S is to be HB330, and for Rd is to be HB340. 
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Table 3.9.3 Dimensional tolerance of bar stock 


Tolerance on 
roundness 
(Amax ~ Amin) 
mm 


Nominal Tolerance on 
diameter diameter 
mm mm 


<20 -0/+ 0,60 
>20 <25 -0/+ 0,60 
>26 <35 -0/4 0,80 
>36 <50 —0/+ 1,10 
>51 <80 -0/+ 1,50 
>81 <100 -0/+ 1,95 

>101 <120 2,25 


>121 <160 3,00 


>161 <210 4,00 


9.10 Identification 


9.10.1 Each bar is to be identified in accordance with 1.10 
and, in addition, is to be marked with the appropriate grade of 
chain cable. 


9.11 Certification of materials 


9.11.1 Each consignment of bars is to be accompanied by 
a certificate of a type and in accordance with 1.11, but with 
the addition of the grade of chain cable, the rolling reduction 
ratio, the results of the micro inclusion, macro etch and hard- 
enability tests, where required by each grade. 


i Section 10 
High strength quenched and 
tempered steels for welded 
structures 


10.1 Scope 


10.1.1 Provision is made in this Section for weldable high 
strength quenched and tempered steel plates and wide flats 
up to 70 mm thick. However, special consideration will be 
given to thicknesses up to 50 mm supplied in the TM rolled 
condition. 


10.1.2 Plates and wide flats exceeding 70 mm in thickness 
as well as other product forms may also be supplied in 
accordance with the requirements of this Section, provided 
that the prior agreement of LR is obtained. 


10.1.3. The steels may be supplied in six strength levels 
with minimum yield stresses of 420, 460, 500, 550, 620 and 
690 N/mm2 respectively. 


10.1.4 Each strength level is sub-divided into four grades 
AH, DH, EH and FH, differing essentially in the required levels 
of notch toughness. 


10.1.5 For the designation to fully identify a steel and its 
properties, the appropriate grade letter should precede the 
strength level number, e.g., EH 42. 


10.1.6 Steels differing in strength level, mechanical 
properties and chemical composition from those detailed in 
this Section may be supplied, subject to special approval from 
LR. Such steels are to have the letter ‘S’ after the agreed 
identification mark. 


10.2 Manufacture and chemical composition 


10.2.1 The steels are to be fully killed and fine grain 
treated. 


10.2.2. The chemical composition is to comply with the 
requirements of the approved manufacturing specification and 
the limits set in Table 3.10.1. 


10.2.3 The cold cracking susceptibility, Po»,, may be used 
as an alternative to the carbon equivalent for evaluating 
weldability. It is to be calculated from the ladle analysis using 
the following formula: 

Si Mn+Cr+Cu Ni Mo V 


a0” 20 “60° 16° 10" 


Poo oe Oe 5B 


The maximum allowable P.,, is to be agreed with LR and is to 
be included in the approved manufacturing specification. 


10.3 Mechanical properties 


10.3.1 At least one tensile test piece and one set of three 
Charpy V-notch impact tests specimens are to be taken from 
each piece as heat treated. 


10.3.2 For continuously heat treated products, one tensile 
test piece and a set of three impact test specimens are to be 
taken from each plate as heat treated. 


10.3.3. For plates and wide flats with widths exceeding 
600 mm, the tensile and impact test specimens are to be 
taken with their axes transverse to the final direction of rolling. 
For other products, the impact test specimens are to be taken 
in the longitudinal direction but the tensile test specimens may 
be taken in either the longitudinal or transverse direction as 
agreed with LR. 


10.3.4 The results of all tests are to comply with the 
appropriate requirements of Table 3.10.2. 


10.3.5 Where standard subsidiary impact test specimens 
are necessary, see Ch 2,3.2.4. 
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Table 3.10.1 Chemical composition 


Grade 


Carbon % max 
Manganese % max 
Silicon % max 
Phosphorus % max 
Sulphur % max 


Nitrogen % max 


Grain refining elements 
(see Note 1) 


Aluminium (acid soluble) 
% min (see Note 2) 0,015 


Niobium % 0,02—0,05 
Vanadium % 0,03—0,10 


itanium % max 0,02 


Total (Nb + V + Ti) % max 0,12 


NOTES 
1 The steel is to contain aluminium, niobium, vanadium or other 
suitable grain refining elements, either singly or in any combi- 
nation. When used singly, the content is to be within the limits 
given in the Table. When used in combination, these limits are 
not applicable but the proportions of the grain refining ele- 
ments are to be in accordance with the approved 
manufacturing specification. 

The total aluminium content may be determined instead of the 
acid soluble content. In such cases the total aluminium con- 
tent is not to be less than 0,020%. 

Alloying elements and residual elements other than those listed 
in the Table (e.g., Ni, Cr, Cu, Mo and B) are to be included in 
the approved manufacturing specification. 


10.4 Identification of materials 


10.4.1 The particulars detailed in 1.10 are to be marked on 
each piece which has been accepted and, for ease of 
recognition, are to be encircled or otherwise marked with paint. 


10.5 Certification of materials 


10.5.1 At least two copies of each test certificate are to 
be provided. They are to be of the type and give the informa- 
tion detailed in 1.11 and, additionally, are to state the specified 
maximum carbon equivalent. As a minimum, chemical compo- 
sition is to include the contents of any grain refining elements 
used and of the residual elements as detailed in Table 3.10.1. 
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Table 3.10.2 Mechanical properties for acceptance purposes 


Elongation on 


Yield stress . 5,65 So 

N/mm2 Tensile Stienatn % minimum Test Average energy 
min. N/mm (see Note 2) temperature J minimum 

(see Note 1) 


Charpy V-notch impact tests (see Note 4) 


Transverse Longitudinal °C Transverse Longitudinal 


AH 42 0 
DH 42 -20 
EH 42 iia -40 
FH 42 60 


AH 46 0 
DH 46 ~20 
EH 46 seetee -40 
FH 46 60 


AH 50 0 
DH 50 -20 
EH 50 ae -40 
FH 50 -60 


AH 55 0 
DH 55 -20 
EH 55 a -40 
FH 55 -60 


AH 62 0 
DH 62 -20 
EH 62 tae -40 
FH 62 60 


AH 69 0 
DH 69 -20 
EH 69 ai -40 
FH 69 ~60 


NOTES 
1. | Where a distinct yield stress indication is not obtainable during tensile testing the 0,2% proof stress is applicable. 

2. For full thickness tensile test specimens with a width of 25 mm and a gauge length of 200 mm (see Fig. 2.2.4 in Chapter 2) the minimum 
elongation is to be: 


>20 


Thickness mm <95 


Strength levels 

42 15 

Elongation 46 14 
% 50 and 55 13 

62 12 

69 11 


These values apply to transverse specimens. Where the use of longitudinal specimens has been agreed, the values are to be increased by 
2%. 

The ratio of yield strength to tensile strength should not exceed 0,94. 

Impact tests are not required on thicknesses less than 6 mm. 
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Section 

7 General requirements 

2 Castings for ship and other structural 
applications 

3 Castings for machinery construction 

4 Castings for crankshafts 

5: Castings for propellers 

6 Castings for boilers, pressure vessels and 


piping systems 


7 Ferritic steel castings for low temperature 
service 

8 Stainless steel castings 

9 Steel castings for container corner fittings 


a Section 7 
General requirements 


1.1 Scope 


telat This Section gives the general requirements for 
steel castings intended for use in the construction of ships, 
other marine structures, machinery, boilers, pressure vessels 
and piping systems. 


Th.2 Where required by the relevant Rules dealing with 
design and construction, castings are to be manufactured 
and tested in accordance with Chapters 1 and 2, together 
with the general requirements given in this Section and the 
appropriate specific requirements given in Sections 2 to 9. 


7.7.3 As an alternative to 1.1.2, castings which comply 
with National or proprietary specifications may be accepted 
provided that these specifications give reasonable equiva- 
lence to the requirements of this Chapter or alternatively are 
approved for a specific application. Generally, survey and 
certification are to be carried out in accordance with the 
requirements of Chapter 1. 


1.1.4 Where small castings are produced in large quantities, 
or where castings of the same type are produced in regular 
quantities, alternative survey procedures, in accordance with 
Ch 1,2.4 may be adopted. 


1.2 Manufacture 
1.2.1 Castings are to be made at foundries approved by 


LR. The steel used is to be manufactured by a process 
approved by Lloyd’s Register (hereinafter referred to as ‘LR’). 


1.2.2 All flame cutting, scarfing or arc-air gouging to 
remove surplus metal is to be undertaken in accordance with 
recognised good practice and is to be carried out before the 
final heat treatment. Preheating is to be employed where 
necessitated by the chemical composition and/or thickness of 
the casting. The affected areas are to be either machined or 
ground smooth for a depth of about 2 mm unless it has been 
shown that the material has not been damaged by the cutting 
process. Special examination will be required to find any 
cracking in way of the cut surfaces. 


1.2.3 Where two or more castings are joined by welding 
to form a composite item, details of the proposed welding 
procedure are to be submitted for approval. Welding approval 
procedure tests will be required, see a/so the requirements 
of 1.9. 


1.3 Quality of castings 


1.3.17 All castings are to be free from surface or internal 
defects which would be prejudicial to their proper application 
in service. The surface finish is to be in accordance with good 
practice and any specific requirements of the approved 
specification. 


1.3.2 The surfaces are not to be hammered, peened or 
treated in any way which may obscure defects. 


1.3.3 The locations of all chaplets are to be noted and to 
be subject to close visual inspection (and when necessary 
ultrasonic examination) to ensure complete fusion. 


1.4 Chemical composition 


1.4.1 All castings are to be made from killed steel. The 
chemical composition of the ladle sample is to be within the 
limits given in the relevant Section of this Chapter. Where 
general overall limits are specified, the chemical composition 
is to be appropriate for the type of steel, dimensions and 
required mechanical properties of the castings. 


1.4.2 Except where otherwise specified, suitable grain 
refining elements may be used at the discretion of the 
manufacturer. The content of such elements is to be reported 
in the ladle analysis. 


1.5 Heat treatment 


1.5.4 All castings are to be heat treated in accordance 
with the requirements given in the relevant Section of this 
Chapter. 
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1.5.2 Heat treatment is to be carried out in a properly 
constructed furnace which is efficiently maintained and has 
adequate means of temperature control and is fitted with 
pyrometers which measure and record the temperature of the 
furnace charge. The furnace dimensions are to be such as to 
allow the whole furnace charge to be uniformly heated to the 
necessary temperature. Sufficient thermocouples are to be 
connected to the furnace charge to show that its temperature 
is adequately uniform and the temperatures are to be recorded 
throughout the heat treatment. Alternative procedures are to be 
approved by LR, Materials and NDE department. Copies of 
these records are to be presented to the Surveyor together with 
a sketch showing the positions at which the temperature 
measurements were carried out. The records are to identify the 
furnace that was used and give details of the charge, the heat 
treatment temperature and time at temperature and the date. 
The Surveyor is to examine the charts and confirm the details 
on the certificate. In the case of very large components which 
require heat treatment, alternative methods will be specially 
considered. 


1.5.3 If a casting is locally reheated, or any straightening 
operation is performed after the final heat treatment, a 
subsequent stress relieving heat treatment may be required 
in order to avoid the possibility of harmful residual stresses. 


1.6 Test material and test specimens 


7.6.1 Test material sufficient for the tests specified in 
Sections 2 to 9 and for possible re-test purposes is to be 
provided for each casting. The test samples are to be either 
integrally cast or gated to the casting and are to have a 
thickness of not less than 30 mm. 


1.6.2 The test samples are not to be detached from the 
casting until the heat treatment specified in 1.5.1 has been 
completed and they have been properly identified. 


7.6.3 As an alternative to 1.6.1 and 1.6.2, where a 
number of small castings of about the same size, each of 
which is under 1000 kg in mass, are made from one cast and 
heat treated in the same furnace charge, a batch testing 
procedure may be adopted, using separately cast test 
samples of suitable dimensions. The test samples are to be 
properly identified and heat treated together with the castings 
which they represent. At least one test sample is to be 
provided for each batch of castings. 


1.6.4 The test specimens are to be prepared in accor- 
dance with the requirements of Chapter 2. Tensile test 
specimens are to have a cross-sectional area of not less than 
150 mm2. 


7.6.5 Re-test procedures are to be in accordance with 
Ch 2,1.4. 


1.7 Visual and non-destructive examination 


1.7.1 This Section gives the general requirements for 
non-destructive examination of steel castings. As an alterna- 
tive, castings may be examined in accordance with a National 
Specification, provided it gives reasonable equivalence to 
these Rules. 


1.7.2 All castings are to be cleaned and adequately 
prepared for inspection. Suitable methods include pickling, 
caustic cleaning, wire brushing, local grinding, shot or sand 
blasting. 


1.1.3 The surfaces are not to be hammered, peened or 
treated in any way which may obscure defects. 


1.7.4 Unless otherwise agreed, the accuracy and 
verification of dimensions are the responsibility of the manu- 
facturer. 
1.7.0: All castings are to be presented to the Surveyor for 
visual examination. Where applicable, this is to include the 
examination of internal surfaces. Castings are to be subject to 
magnetic particle examination or dye penetrant inspection (for 
austenitic stainless steel castings, see Section 8) in accor- 
dance with 1.7.9, unless more specific requirements for 
non-destrutive examination are included in subsequent 
Sections of this Chapter, other parts of the Rules or the agreed 
specification. 


1.7.6 Where specified or required by the Rules non- 
destructive examination is to be carried out before 
acceptance. All tests are to be in accordance with the require- 
ments of Ch 1,5. 


1.7.7 The manufacturer is to provide the Surveyor with a 
signed report confirming that non-destructive examination has 
been carried out and that such inspection has not revealed 
any significant defects. 


1.7.8 Where magnetic particle examination is specified or 
required, this is to be carried out using a suspension of 
magnetic particles in a suitable fluid. The dry powder method 
is not acceptable for the final inspection. Prods are not 
permitted on finished machined surfaces. 


1,7.9 Where required, magnetic particle or dye penetrant 

testing is to be carried out by the manufacturer whenever 

appropriate and also when the castings are in the finished 

condition. The tests are to be made in the presence of the 

Surveyor unless otherwise specially agreed. The castings are 

to be examined in the following areas: 

(a) Atall accessible fillets and changes of section. 

(ob) At positions where surplus metal has been removed by 
flame cutting, scarfing or arc-air gouging. 

(c) In way of fabrication weld preparations, for a distance 
not less than 50 mm form the edge. 

(d) In way of welds. 

(e) In way of chaplets. 

(f) At other positions agreed with the Surveyor to include 
areas which may be subjected to high stress in service. 
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1.7.10 Where required by subsequent Sections or by the 

agreed specification, ultrasonic examination is to be carried 

out by the manufacturer, but Surveyors may request to be 

present in order to verify that the examination is carried out in 

accordance with the agreed procedure. This examination is 

to be carried out in the following areas: 

a) At positions which may be subjected to high stresses in 

service, as agreed with the Surveyor. 

b) In way of fabrication weld preparations, for a distance 

not less than 50 mm form the edge. 

c) At positions where subsequent machining may expose 

filamentary shrinkage or other defects (e.g., bolt holes, 

bearing bores). 

d) In way of welding. 

In way of riser positions. 

f) At positions where experience shows that significant 
internal defects may occur: these are to be agreed 
between the manufacturer and the Surveyor. 


OD 


1.7.11 | Radiographic examination, where required, is to be 
carried out by the manufacturer in areas generally as indicated 
for ultrasonic examination in 1.7.10. All radiographs are to be 
submitted to the Surveyor for examination and acceptance. 
The radiographic technique and acceptance standards are to 
be to the satisfaction of the Surveyor and in accordance with 
any requirements of the approved specification. 


1.7.12 In the event of any casting proving to be defective 
during subsequent machining or testing it is to be rejected 
notwithstanding any previous certification. 


1.7.13 The general acceptance criteria given in 2.5.2 are 
to be applied where no specific acceptance criteria are stated 
in the subsequent Sections of this Chapter. 


1.8 Pressure testing 


7.8.1 Where required by the relevant Rules, castings are 
to be pressure tested in the final machined condition before final 
acceptance. These tests are to be carried out in the presence 
of the Surveyors and are to be to their satisfaction. 


1.9 Rectification and dressing of castings 


1.9.1 When unacceptable defects are found in a casting, 
these are to be removed by machining or chipping. Flame- 
scarfing or arc-air gouging may also be used provided that 
preheating is employed when necessary and that the surfaces 
of the resulting excavation are subsequently ground smooth. 
Complete elimination of the defective material is to be proven 
by adequate non-destructive examination. Shallow grooves or 
excavations resulting from the removal of defects may, at the 
discretion of the Surveyor, be accepted provided that they will 
cause no appreciable reduction in the strength of the 
castings and that they are suitably blended by grinding. 
Complete elimination of the defective material is to be verified 
by magnetic particle or dye penetrant testing. 


7.9.2 Where flame scarfing or arc-air gouging is used, the 
requirements detailed in 1.2.2 are to apply. 


1.9.3 Grinding wheels for use on austenitic stainless 
steels are to be of an iron-free type and shall have been used 
only on stainless steels. 


1.9.4 All proposals to repair a defective casting by welding 
are to be submitted to the Surveyor before this work is 
commenced. The Surveyor is to satisfy himself that the 
number, position and size of the defects are such that the 
casting can be effectively repaired. 


1.9.5 A statement and/or sketch detailing the extent and 
position of all welds is to be prepared by the manufacturer. 
Copies of these sketches are to be submitted to LR, and 
copies are to be attached to the certificates for the castings. 


1.9.6 All welding is to be carried out by an approved 
welder and in accordance with an approved welding proce- 
dure which includes the features referred to in 1.9.6 to 1.9.13. 


LG Where welding is required, a grain refining heat 
treatment is to be given to the whole casting prior to carrying 
out welding unless agreed otherwise with the Surveyor. Grain 
refining heat treatment requires heating above the upper 
critical temperature. 


1.9.8 Any excavations are to be of suitable shape to 
allow good access for welding and, after final preparation for 
welding, are to be re-examined by suitable non-destructive 
testing methods to ensure that all defective material has been 
eliminated. 


1:9:9 All castings in alloy steels other than austenitic and 
duplex stainless steels are to be suitably preheated prior to 
welding. Castings in carbon-manganese steels may also be 
required to be preheated, depending on their chemical 
composition, the dimensions, configuration and positions of 
the welds. 


1.9.10 Welding is to be carried out under cover, in positions 
free from draughts and adverse weather conditions. As far as 
possible, all welding is to be carried out in the downhand (flat) 
position. 


1.9.11. The welding consumables used are to be of an 
appropriate composition, giving a weld deposit with mechanical 
properties similar and in no way inferior to those of the parent 
castings. The use of low hydrogen type welding consumables 
is preferred. Welding procedure tests are to be carried out by 
the manufacturer to demonstrate that satisfactory mechanical 
properties can be obtained after heat treatment as detailed in 
1.9.12, and the results of these tests are to be presented to 
the Surveyor. 


1.9.12 After welding is completed, the castings are to be 
given the heat treatment specified in Sections 2 to 9, or a 
stress relieving heat treatment at a temperature of not less 
than 550°C. The type of heat treatment required will be 
dependent on the chemical composition of the casting and 
the dimensions, positions and nature of the repairs. 
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1.9.13 Special consideration may be given to a local stress 
relieving heat treatment. where both the welded area is small 
and machining of the casting has reached an advanced 
stage, prior agreement is to be obtained from LR in writing. 
The welding procedure is to be such that residual stresses are 
minimised. 


1.9.14 Oncompletion of heat treatment, all welds and 
adjacent material are to be ground smooth and examined by 
magnetic particle, or liquid penetrant testing, ultrasonic or 
radiographic examination. The Surveyor is to attend at these 
inspections, to witness the results of magnetic particle or 
liquid penetrant examination and to examine any radiographs. 
Satisfactory results are to be obtained from all forms of non- 
destructive examination used.The acceptance criteria for the 
NDE of welds are to be in accordance with subsequent 
Sections of this Chapter or where these do not exist, Tables 
13.2.4 to 13.2.6 in Chapter 13, as appropriate. 


1.9.15 | Where no welding has been made on a casting, the 
manufacturer is to provide the Surveyor with a written state- 
ment that this is the case. 


1.9.16 The foundry is to maintain full records detailing the 
weld procedure, heat treatment and the extent and location of 
all welds made to each casting. These records are to be 
available for review by the Surveyor, and copies of individual 
records are to be supplied to the Surveyor on request. 


1.9.17 For rectification of defective steel castings for 
crankshafts, see 4.7. 


1.10 Identification of castings 


7.70.1. The manufacturer is to adopt a system of identifi- 
cation, which will enable all finished castings to be traced to 
the original cast, and the Surveyor is to be given full facilities 
to trace the castings when required. 


1.10.2 Before acceptance, all castings which have been 

tested and inspected with satisfactory results are to be clearly 

marked by the manufacturer with the following particulars: 

(a) Identification number, cast number or other marking 
which will enable the full history of the casting to be 
traced. 

(ob) Manufacturer’s name or trade mark. 

(c) LRor Lloyd’s Register and the abbreviated name of LR’s 
local office. 

(d) Personal stamp of Surveyor responsible for inspection. 

(e) Test pressure, where applicable. 

(f) | Date of final inspection. 


1.10.3. Where small castings are manufactured in large 
numbers, modified arrangements for identification may be 
specially agreed with the Surveyor. 


1.11 Certification of materials 


7.11.1 ALR certificate is to be issued, see Ch 1,3.1. 


7.77.2 The manufacturer is to provide the Surveyor with a 
written statement giving the following particulars for each 
casting or batch of castings which has been accepted: 

(a) Purchaser’s name and order number. 

b) Description of castings and steel grade. 

c) Identification number. 

d) Steel making process, cast number, chemical analysis 
of ladle samples and, in the case of the Special grade 
(see Section 2), the chemical analysis of the product or 
test bar. 

(e) General details of heat treatment including the tempera- 
ture and time at temperature. 

(f) | Results of mechanical tests. 

(g) Test pressure, where applicable. 


1.11.3 Where applicable, the manufacturer is to provide a 
signed report regarding non-destructive examination as 
required by 1.7.7 together with a statement and/or sketch 
detailing the extent and position of all weld repairs made to 
each casting as required by 1.9.5 or the statement detailed 
in 1.9.15. 


= Section 2 
Castings for ship and other 
structural applications 


2.1 Scope 


244 The requirements for carbon-manganese steel 
castings, intended for ship and other structural applications 
where the design and acceptance tests are related to 
mechanical properties at ambient temperature, are given in 
this Section. 


2.1.2 Provision is made for two quality grades, Normal 
and Special. 


2:10 Where it is proposed to use carbon-manganese 
steels of higher specified minimum tensile strength than 
required by 2.4.3, or alloy steels, particulars of the chemical 
composition, mechanical properties and heat treatment are 
to be submitted for approval. 


2.2 Chemical composition 


2234 The chemical composition of ladle samples is to 
comply with Table 4.2.1. 


2.2.2 For the Special grade, the product of the aluminium 
and nitrogen contents is to comply with the following formula: 
(% Alacid sol * % N) 106 < 60 


2.2.3 For the Special grade, a check chemical analysis 
on the product or a test bar is mandatory. The check analysis 
on the product or test bar is to comply with the requirements 
of Table 4.2.1. 
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Table 4.2.1 Chemical composition 


Quality grade Normal 


Special (see Note 3) 


Carbon 0,23% max. 
Silicon 0,60% max. 
Manganese 0,70-1,60% 
Sulphur 0,040% max. 
Phosphorus 0,040% max. 
Aluminium — _ 
(acid soluble) 
Residual elements: 
Copper 0,30% max. 
Chromium 0,30% max. 
Nickel 0,40% max. 
Molybdenum 0,15% max. 
Total 0,80% max. 


0,23% max. 
0,60% max. 
0,70-1 ,60% 
0,035% max. 
0,035% max. 
0,015-0,080% 
(see Notes 1 and 2) 


0,30% max. 
0,30% max. 
0,40% max. 
0,15% max. 
0,80% max. 


NOTES 
The total aluminium content may be determined instead of 
the acid soluble content, in which case the total aluminium 
content is to be 0,020-0,10%. 
Grain refining elements other than aluminium may be used 
subject to special agreement with LR. 
For the Special grade, the nitrogen content is to be determined. 


2.3 Heat treatment 


2.3.1 Castings are to be supplied: 

(a) fully annealed; or 

(b) normalised; or 

(c) normalised and tempered at a temperature of not less 
than 550°C; or 

(d) quenched and tempered at a temperature of not less 
than 550°C. 


2.3.2 For larger castings where a coarse of microstruc- 
ture may be present in heavier thickness, a double austenising 
heat treatment may be required to ensure adequate grain 
refinement. A coarse microstructure will be indicated by an 
increased attenuation of approxiamtely 30 dB/m at 2 MHz 
during ultrasonic examination. 


2.3.3 Following weld repair and or the attachment of 
handling brackets, all castings are to be subject to post weld 
heat treatment at a temperature of not less than 550°C before 
delivery. 


2.4 Mechanical tests 


2.4.1 At least one tensile test is to be made on material 
representing each casting or batch of castings. 


2.4.2 Where the casting is of complex design, or where 
the finished mass exceeds 10 tonnes, two test samples are to 
be provided. Where large castings are made from two or more 
casts which are not mixed in a ladle prior to pouring, two or 
more test samples are required corresponding to the number of 
casts involved. These are to be integrally cast at locations as 
widely separated as possible. 


2.4.3 The results of these tests are to comply with the 
following requirements: 
Yield stress 
Tensile strength 
Elongation on 5,654/S, 


Reduction of area 


200 N/mm? min. 
400 N/mm? min. 


25% min. 
40% min. 


2.4.4 A set of three Charpy V-notch impact test 
specimens is to be provided with each casting in the Special 
grade. These may be taken from a small extension of the 
thickest part of the casting or from a block cast integrally with 
the casting and having dimensions representative of the 
largest section thickness of the casting. These are to be 
tested in accordance with Chapter 2 and are to have an 
average energy of not less than 27J at 0°C. 


2.5 Non-destructive examination 


2.5.1 Castings used in ship construction for the 
sternframe, rudder and propeller shaft supports are to be 
examined by ultrasonic and magnetic particle methods in 
accordance with 1.7. The type and extent of non-destructive 
examination of castings for other structural applications are 
to be specially agreed by the Surveyor. 


2.5.2 The extent and methods of non-destructive 
examination to be applied to typical hull steel castings are 
shown in Figs. 4.2.1 to 4.2.6 in addition to the areas 
specified in 1.7.9 and 1.7.10. 


2.5.8 Acceptance levels for Visual Inspection are to be 

taken as follows: 

(a) Nocracks or hot tears are permitted. 

(b) Castings are to be free of other injurious indications to 
the satisfaction of the Surveyor. 

(c) Additional magnetic particle, dye penetrant or ultrasonic 
testing may be required for a more detailed evaluation of 
surface irregularities at the request of the Surveyor. 
These examinations are in addition to those required by 
2.6. 
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Location of non-destructive examination 

1. All surfaces: Visual examination 

2. Location indicated with (000): Magnetic particle and 
Ultrasonic testing 


Fig. 4.2.1 Extent of non-destructive evaluation for stern frame castings 


Location of non-destructive examination 
All surfaces: Visual examination 
Magnetic particle and ultrasonic testing 


Fig. 4.2.2 Extent of non-destructive evaluation for rudder stock castings 
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Location of non-destructive examination 

1. All surfaces: Visual examination 

2. Location indicated with (000): Magnetic particle and 
Ultrasonic testing 

8. Location indicated with (~~): Ultrasonic testing 


Location of non-destructive examination 

1. All surfaces: Visual examination 

2. Location indicated with (000): Magnetic particle and 
ultrasonic testing 

8. Location indicated with (~~): — Ultrasonic testing 


Fig. 4.2.3 Fig. 4.2.4 


boss castings hanging castings 


Location of non-destructive examination 

1. All surfaces: Visual examination 

2. Location indicated with (C00): Magnetic particle and 
Ultrasonic testing 

8. Location indicated with (~~): Ultrasonic testing 


Fig. 4.2.5 Extent of non-destructive evaluation for rudder (upper part) castings 


LLOYp’s REGISTER 7 


RULES FOR THE MANUFACTURE, TESTING AND CERTIFICATION OF MATERIALS, July 2012 


Steel Castings 


Chapter 4 


Section 2 


Location of non-destructive examinati 
1. All surfaces: 
2. Location indicated with (coo): 


Visual examination 
Magnetic particle and 
Ultrasonic testing 

8. Location indicated with (ww): Ultrasonic testing 
Fig. 4.2.6 
Extent of non-destructive evaluation for rudder 
(lower part) castings 


2.6 Acceptance levels for surface crack detection 


2.6.1 The following definitions apply to indications 
associated with magnetic particle and dye _ penetrant 
inspection: 

(a) | Linear indication. An indication in which the length is at 
least three times the width. 

(ob) Non-linear indication. An indication of circular or ellip- 
tical shape with a length less than three times the width. 

(c) Aligned indication. Three or more indications in a line, 
separated by 2 mm or less, edge-to-edge. 

(d) Open indication. An indication visible after removal of 
the magnetic particles, or that can be detected by the 
use of contrast dye penetrant. 

(e) Non-open indication. An indication that is not visually 
detectable after removal of the magnetic particles, or that 
cannot be detected by the use of contrast dye penetrant. 


Table 4.2.2 


Maximum number of 


Quality level indication 


Type of indication 


(f) Relevant indication. An indication that is caused by a 
condition or type of discontinuity that requires evalua- 
tion. Only indications which have any dimension greater 
than 1,5 mm are to be considered relevant. 


2.6.2 For the purpose of evaluating indications, the 
surface is to be divided into reference band length of 150 mm 
for level MT1/PT1 and into reference areas of 225 cm? for 
level MT2/PT2. The band length and/or area is to be taken in 
the most unfavourable location, relative to the indications 
being evaluated. 


2.6.3 The following quality levels recommended for 

magnetic particle testing (MT) and/or dye penetrant testing 

(PT) are; 

(a) Level MT1/PT1 — fabrication weld preparation areas. 

(b) Level MT2/PT2 — other locations indicated on Figs. 4.2.1 
to 4.2.6. 

The acceptance criteria are shown in Table 4.2.2. Cracks and 

hot tears are not acceptable. 


2.6.4 Acceptance criteria for ultrasonic testing are shown 
in Table 4.2.3 as UT1 and UT2. Discontinuities within the 
examined zones interpreted to be cracks or hot tears, are not 
acceptable. 


2.6.5 Level UT1 is applicable to the following: 

(a) Fabrication weld preparations for a distance of 50 mm. 

(bo) 50mm depth from the final machined surface including 
boltholes. 

(c) Fillet radii to a depth of 50 mm and within a distance of 
50 mm from the radius end. 

(d) Castings subject to cyclic bending stresses, e.g., rudder 
horn, rudder castings and rudder stocks, the outer one 
third of thickness in the zones shown in Figs. 4.2.1 to 
4.2.6 


2.6.6 Level UT2 is applicable to the following: 

(a) For locations which are not specified in 2.6.5, nominated 
for ultrasonic testing in Figs. 4.2.1 to 4.2.6 or on the 
inspection plan. 

(ob) Positions outside locations nominated for level UT1 
examination where feeders and gates have been 
removed. 

(c) Castings subject to cyclic bending stresses, at the 
central one third of thickness in the zones shown in 
Figs. 4.2.1 to 4.2.6. 


Acceptance criteria for surface inspection evaluation 


Maximum dimension of 
single indication, mm 
(see Note 2) 


Maximum number 
each type 


4 in 150 mm length 


Non-linear 
Linear 
Aligned 


4, see Note 1 5 
4, see Note 1 
4, see Note 1 


20 in 22500 mm? area 


MT2/P1 


Non-Linear 10 
Linear 
Aligned 


6 
6 


NOTES 
‘As Minimum of 30 mm between relevant indications. 
a In weld repairs, the maximum dimension is 2 mm. 
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Table 4.2.3 


Allowable disc shape according 
to the Distance-Gain Size 
(DGS), mm 


Quality level 


Ultrasonic acceptance criteria for marine steel castings 


Maximum number of 
indications to be registered, 
see Note 1 


Allowable length of linear 
indications, mm, see Note 2 


UT1 >6 


0 


UT2 


5 
6) 


NOTES 
lhe Grouped in an area measuring 300 x 300 mm. 
2. Measured on the scanning surface. 


2.6.7 Ultrasonic acceptance criteria for casting areas not 
nominated in Figs. 4.2.1 to 4.2.6 will be subject to special 
consideration, based on the anticipated stress levels and the 
type, size and position of the discontinuity. 


2.6.8 Parts which are welded are to be examined by the 
same method as at the initial inspection as well as by 
additional methods as required by the Surveyor. 


| Section 3 
Castings for machinery 
construction 


3.1 Scope 


3.1.1 This Section gives the material requirements for 
carbon-manganese steel castings intended for use in machinery 
construction and which are not within the scope of Sections 
4to/7. 


3.1.2 Where it is proposed to use steels of higher carbon 
content than is indicated in 3.2.1, or alloy steels, particulars of 
the chemical composition, mechanical properties and heat 
treatment are to be submitted for approval. 


3.1.3 The manufacture or repair of cast steel connecting 
rods is not permitted, except where the manufacturing and 
quality control procedures have been approved by LR. For 
approval purposes, tests are to be carried out at the place of 
manufacture using the proposed process to demonstrate that 
the castings are sound. Tests are to be carried out to confirm 
that the appropriate mechanical properties are attained within 
the casting, including areas where weld repairs have been 
performed. Any changes to manufacturing, repair and 
quality control procedures are to be submitted to LR for 
approval, see also Ch 1,2.2. 


3.2 Chemical composition 


3.2.1 The chemical composition of ladle samples is to 
comply with the following limits, except as specified in 3.2.2: 


Carbon 0,40% max. 
Silicon 0,60% max. 
Manganese 0,50-1 ,60% 
Sulphur 0,040% max. 
Phosphorus 0,040% max. 
Residual elements: 
Copper 0,30% max. 
Chromium 0,30% max. 
Nickel 0,40% max. 
Molybdenum 0,15% max. 


Total 0,80% max. 


3.2.2 Castings which are intended for parts of a welded 
fabrication are to be of weldable quality with a carbon content 
generally not exceeding 0,23 per cent. 


3.2.3 Proposals to use steels with higher carbon content, 
or alloy steels, for welded construction will be subject to 
special consideration. 


3.3 Heat treatment 


3.3.1 Castings are to be supplied: 

(a) _ fully annealed; or 

(b) normalised; or 

(c) normalised and tempered at a temperature of not less 
than 550°C; or 

(d) quenched and tempered at a temperature of not less 
than 550°C. 


3.3.2 Engine bedplate castings, turbine castings and any 
other castings where dimensional stability and freedom from 
internal stresses are important, are to be given a stress relief 
heat treatment. This is to be at a temperature not lower than 
550°C, followed by furnace cooling to 300°C or lower. 
Alternatively, full annealing may be used provided that the 
castings are furnace cooled to 300°C or lower. 


3.4 Mechanical tests 


3.4.1 At least one tensile test is to be made on material 
representing each casting or batch of castings. 
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3.4.2 Where the casting is of complex design, or where 
the finished mass exceeds 10 tonnes, two test samples are to 
be provided. Where large castings are made from two or 
more casts which are not mixed in a ladle prior to pouring, 
two or more test samples are required corresponding to the 
number of casts involved. The test samples are to be 
integrally cast at locations as widely separated as possible. 


3.4.3 Table 4.3.1 gives the minimum requirements for 
yield stress, elongation and reduction of area corresponding 
to different strength levels, but it is not intended that these 
should necessarily be regarded as specific grades. 
Intermediate levels of minimum tensile strength may be 
specified, in which case minimum values for yield stress, 
elongation and reduction of area may be obtained by 
interpolation. 


Table 4.3.1 Mechanical properties for acceptance 
purposes: carbon and carbon- 
manganese steel castings for 


machinery construction 


Tensile Yield stress 
strength N/mm? 
N/mm2 minimum 


Elongation Reduction 
on 5,654 So of area 
% minimum % minimum 


400-550 200 25 40 
440-590 220 22 30 
480-630 240 20 27 
520-670 260 18 25 
560-710 300 15 20 
600-750 320 13 20 


3.4.4 Castings may be supplied to any specified 
minimum tensile strength selected within the general limits 
detailed in Table 4.3.1. 


3.4.5 The results of all tensile tests are to comply with the 
requirements of Table 4.3.1 appropriate to the specified 
minimum tensile strength. 


3.4.6 For alloy steel castings and carbon-manganese 
steel castings containing more than 0,40 per cent carbon, the 
results of all mechanical tests are to comply with an approved 
specification. 


3.4.7 When a casting, or a batch of castings, has failed 
to meet the mechanical test requirements, it may be re-heat 
treated and re-submitted for acceptance tests but this may 
not be carried out more than twice, see Ch 1,4.6. 


3.5 Non-destructive examination 


3.5.1 All piston crowns and cylinder covers are to be 
examined by ultrasonic testing. In addition, where these 
castings are intended for engines having a bore size larger 
than 400 mm, they are to be examined by magnetic particle 
or dye penetrant testing in accordance with 1.7. 


3.5.2 Engine bedplate castings are to be examined by 
ultrasonic and magnetic particle or dye penetrant testing in 
accordance with 1.7. 


3.5.3 Turbine castings are to be examined by magnetic 
particle or dye penetrant testing in accordance with 1.7. In 
addition, an ultrasonic or radiographic examination is to be 
made in way of fabrication weld preparations. 


3.5.4 Other castings are to be examined by non-destruc- 
tive methods where specified. 


gs Section 4 
Castings for crankshafts 


41 Scope 


4.1.1 This Section gives the requirements for carbon and 
carbon-manganese steel castings for semi-built crankshafts. 


4.1.2 Where it is proposed to use steels of higher carbon 
content than is indicated in 4.3.1, or alloy steels, particulars of 
the chemical composition, mechanical properties and heat 
treatment are to be submitted for approval. For alloy steels, 
the specified minimum tensile strength is not to exceed 
700 N/mm2. 


4.2 Manufacture 

4.2.1 The method of producing combined web and pin 
castings is to be approved. For this purpose, tests to demon- 
strate the soundness of the casting and the properties at 
important locations may be required. 


4.3 Chemical composition 


4.3.1 The chemical composition of ladle samples is to 
comply with the following limits: 


Carbon 0,40% max. (but see 4.7.4(c)) 
Silicon 0,60% max. 
Manganese 0,50-1 ,60% 
Sulphur 0,040% max. 
Phosphorus 0,040% max. 
Residual elements: 
Copper 0,30% max. 
Chromium 0,30% max. 
Nickel 0,40% max. 
Molybdenum 0,15% max. 
Total 0,80% max. 
4.4 Heat treatment 


4.4.1 Castings are to be supplied either: 

(a) fully annealed and cooled in the furnace to a tempera- 
ture of 800°C or lower; or 

(6b) normalised and tempered at a temperature of not less 
than 550°C, and cooled in the furnace to a temperature 
of 300°C or lower. 
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4.5 Mechanical tests 


4.5.1 Proposals for the number of tests and the location 
of test material on the casting are to be submitted by the 
manufacturer. 


4.5.2 Not less than one tensile test and three impact tests 
are to be made on material representing each casting. The 
impact tests are to be carried out at ambient temperature. 


4.5.3 Table 4.4.1 gives the minimum requirements for 
yield stress and elongation corresponding to different strength 
levels, and it is not intended that these should necessarily be 
regarded as specific grades. The strength levels have been 
given in multiples of 40 N/mm? to facilitate interpolation for 
intermediate values of specified minimum tensile strength. 


Table 4.4.1 Mechanical properties for acceptance 


purposes: carbon-manganese steel 
castings for crankshafts 


Charpy 
V-notch 
on Reduction impact 
5,654/So of area tests 
% % average 
minimum energy 
J minimum 
(see Note) 


Elongation 


Tensile Yield 
strength stress 
N/mm? N/mm? 


minimum minimum 


400-550 200 
440-590 220 
480-630 240 
520-670 260 
550-700 275 


NOTE 
Impact tests are to be made at ambient temperature. 


4.5.4 Castings may be supplied to any specified 
minimum tensile strength selected within the general limits 
detailed in Table 4.4.1. 


4.5.5 The results of all tests are to comply with the 
requirements of Table 4.4.1 appropriate to the specified 
minimum tensile strength. For the impact tests, one individual 
value may be less than the required average value provided 
that it is not less than 70 per cent of this average value. See 
Ch 1,4.6 for re-test procedures. 


4.6 Non-destructive examination 


4.6.1 Magnetic particle examination is to be carried out 
over all surfaces in accordance with Fig. 4.4.1. 


4.6.2 Each casting is to be examined by ultrasonic 
testing, and the extent of examination and defect acceptance 
criteria, using the DGS (Distance Gain Size) technique, are to 
be as shown in Fig. 4.4.2. Alternative ultrasonic procedures 
may be submitted for approval. 


4.7 Rectification of defective castings 


4.7.1 The requirements of 1.9 apply, except where 
amended by this Section. 


4.7.2 Where castings have shallow surface defects, 
consideration is first to be given to removing such defects by 
grinding and blending or by machining the surface where 
there is excess metal on the Rule dimension. 


4.7.3 Subject to prior agreement and submission of the 
detailed welding procedure for approval by LR, welding may 
be carried out prior to the final austenitising heat treatment. 


4.7.4 Approval for welding will not be given in the following 

circumstances: 

(a) For the rectification of repetitive defects caused by 
improper foundry technique or practice. 

(b) For the building up by welding of surfaces or large 
shallow depressions. 

(c) Where the carbon content of the steel exceeds 0,30 per 
cent. 

(d) Where the carbon equivalent of the steel, given by 


Mn Cr+Mo+V Ni+Cu 
C+ 6 + 5 + 15 exceeds 0,65 per cent. 


4.7.5 Provided that the Surveyors are satisfied that welding 
is justified, they may also authorise welding to the surfaces of 
crankwebs, following the final austenitising heat treatment, 
within the following limits: 

(a) In general, the volume of the largest groove which is to 
be welded is not to exceed 3,2t cm, where t is the web 
axial thickness, in cm. The total volume of all grooves 
which are to be welded is not to exceed 9,6t cm per 
crankweb. 

(ob) The welds do not extend within the cross-hatched zones 
marked on Fig. 4.4.3 for semi-built crank throws. 

(c) Larger welds on balance weights may be permitted at 
the discretion of the Surveyor, provided that such repairs 
are wholly contained within the balance weight and do 
not affect the strength of the crankweb. 


4.7.6 Subsequent to the final austenitising heat treat- 
ment, welding may be authorised in the surface of the bore 
for the journal (or pin) within the following limits: 

(a) In general, the welds are to be not less than 125 mm 
apart. 

(ob) The welds are not to be located within circumferential 

t 

5 
position within the inner 120° arc of the bores, as cross- 
hatched on Fig. 4.4.3. 

(c) The volume of the largest weld is to be not more than 
1,1t cm3, where t is the web axial thickness at the bore, 
incm, and not more than three welds are to be made in 
any one bore surface. 


bands of from the edges of the bores, nor at any 


4.7.7 After all defective material has been removed from 
a region, and this has been proven in the presence of the 
Surveyor by magnetic particle inspection or other suitable 
method, the excavation is to be suitably shaped to allow good 
access for welding. 
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Section A-A 


Section B-B 


8=90 a=0,l1d b=0,ld c=0,05D e=L/4 


d = pin diameter 


D = journal diameter 5291/06 


Zone 1 : Any actual defects with one dimension of 0,5 mm or more are not acceptable 


[| Zone 2 : Any actual defects with one dimension of 2 mm or more are not acceptable 


| Zone 3 : Any actual defects with one dimension of 5 mm or more are not acceptable 


Zone 4 : Any actual defects with one dimension of 10 mm or more are not acceptable 


Fig. 4.4.1 Magnetic particle inspection acceptance levels 


4.7.8 At the discretion of the Surveyor, the size of a 
groove may be increased beyond the limiting sizes given in 
4.7.5 or 4.7.6, if the removal of further metal will facilitate 
welding. 


4.7.9 Welding is to be carried out by approved welders 
using approved procedures. The welds are to be made by an 
electric arc process using low hydrogen type consumables 
which will produce a deposited metal that is not inferior in 
properties to the parent metal. 


4.7.10 All castings are to be given a preliminary refining 
heat treatment prior to the commencement of welding. Before 
welding, the material is to be preheated in accordance with 
the qualified procedure. Where possible, preheating is to be 
carried out in a furnace. The preheat temperature is to be 
maintained until welding is completed, and preferably until the 
casting is charged to the furnace for post-weld heat treatment. 


4.7.11 Where welding is carried out after the final austeni- 
tising heat treatments, a post-weld stress relieving heat 
treatment is to be applied at a temperature of not less than 
600°C, see also 1.5.2. 


4.7.12 Welds are to be dressed smooth by grinding. The 
surfaces of the welds and adjacent parent steel are to be 
proven by magnetic particle and, where appropriate, ultra- 
sonic inspection, see 1.9.15 and 1.9.14. 
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| J 
YW 


B es 
Section A-A Section B-B 


a=0,ld b=0,05D c=L/6 


d=Pin diameter D = Journal diameter 5291/07 


Lj Zone 1 : Max. allowable flaw size equivalent to a flat bottomed diameter 3 mm hole 


| Zone 2 : Max. allowable flaw size equivalent to a flat bottomed diameter 6 mm hole 


Fig. 4.4.2 Ultrasonic examination acceptance levels 


i Section 5 
Castings for propellers 


5.1 Scope 


x 
< << 
Soe 
WOOO as werner 


O56, 
<9 
SOHe 


5: 1.1 This Section gives the requirements for steel 
castings for one-piece propellers and separately cast blades 
and hubs for fixed pitch and controllable pitch propellers 
(CPP). These include contra-rotating propellers, azipods and 
azimuth thrusters. The requirements for copper alloy 
propellers, blades and hubs are given in Ch 9,1. 
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Owes These castings are to be manufactured and tested 
in accordance with the appropriate requirements of Chapters 1 
and 2 and Ch 4,1 as well as the requirements of this Section. 


Fig. 4.4.3 5.1.3 Full details of the manufacturer’s specification are 
Areas of semi-built crank throws to which weld to be submitted for approval. These should include the chemical 
repairs are not permitted composition, heat treatment, mechanical properties, micro- 

structure and repair procedures. 


5.1.4 Special requirements are given for castings which 
are intended for ice service in Table 4.5.2. 
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5.2 Chemical composition 


5.2.1 The chemical composition of ladle samples is to 
comply with the approved specification, see 5.1.3. 


5.2.2 Typical cast steel propeller alloys are given in 
Table 4.5.1. 


5.3 Heat treatment 


5.3.1 Martensitic stainless steel castings are to be 
austenitised, quenched and tempered in accordance with the 
approved specification, see 5.1.3. 


5.3.2 Austenitic stainless steel castings are to be solution 
treated in accordance with the approved specification, see 
Sal3: 


5.4 Mechanical tests 


5.4.1 The test material is to be cast integral with the boss 
of propeller castings, or with the flange of separately cast 
propeller blades. Alternatively, the test material may be 
attached on blades in an area between 0,5 and 0,6R, where 
R is the radius of the propeller. 


5.4.2 The test material is not to be removed from the 
casting until final heat treatment has been carried out. Removal 
is to be by non-thermal procedures. 


Table 4.5.1 


Alloy type C Max. (%) 


Mn Max. (%) 


Martensitic (12Cr 1Ni) 0,15 2,0 
Martensitic (13Cr 4Ni) 0,06 2,0 
Martensitic (16Cr SNi) 0,06 2,0 


Austenitic (19Cr 11Ni) 0,12 1,6 


5.4.3 At least one tensile test and for the martensitic 
stainless steel grades one set of three Charpy V-notch impact 
tests are to be made on material representing each casting. 
The results are to comply with the requirements of Table 4.5.2 
or the approved specification. 


5.4.4 As an alternative to 5.4.3, where a number of small 
propeller castings of about the same size, and less than 1 m 
in diameter, are made from one cast and heat treated in the 
same furnace charge, a batch testing procedure may be 
adopted using separately cast test samples of suitable 
dimensions. At least one set of mechanical tests is to be 
provided for each multiple of five castings in the batch. 


5.4.5 Separately cast test bars may be used subject to 
prior approval of the Surveyor. Test bars must be cast from 
the same heat, or heats, and must also be heat treated with 
castings they represent. 


5.5 Non-destructive examination 
5.5.7 On completion of machining and grinding, the 
whole surface of each casting is to be examined in 


accordance with Ch 9,1.8. 


Oe When appropriate, magnetic particle inspection 
may be used in lieu of liquid penetrant testing. 


55.3 Castings are to be free from cracks and hot tears. 


Typical chemical composition for steel propeller castings 


Mo Max. (%) (see Note) 
11,5-17,0 Max. 2,0 
11,5-17,0 3,5-5,0 
15,0-17,5 3,5-6,0 


16,0-21,0 8,0-13,0 


OTE 


Table 4.5.2 


Yield stress or, 
0,2% proof stress 
minimum, N/mm2 


minimum 
N/mm2 


Alloy type 


Tensile strength 


Minimum values are to be in accordance with the agreed specification or recognised National or International Standards. 


Typical mechanical properties for steel propeller castings 


Charpy V-notch 
impact tests 
J minimum (see 
Notes 1 and 2) 


Elongation on 
5,65 So 
% minimum 


Reduction of 
area % minimum 


Mart 


Mart 


Mart 


Austenitic (19Cr 11Ni 


ensitic (12Cr 1Ni 
ensitic (18Cr 4Ni 


ensitic (16Cr SNi 


440 


550 


540 


180 (see Note 3) 


590 
750 
760 


440 


30 20 
35 30 
35 30 


40 


OTES 


When a general service notation Ice Class 1AS, 1A, 1B or 1C is required, the tests are to be made at -10°C. 
For general service or where the notation Ice Class 1D is required, the tests are to be made at 0°C. 
Ro1,9 value is 205 N/mm?. 
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Chapter 4 


Sections 5 & 6 


5.6 Rectification of defective castings 


5.6.1 The rectification of defective castings is to be 
undertaken in accordance with 1.9 and the following 
paragraphs. 


5.6.2 Removal of defective material is to be by mechanical 
means, e.g., by grinding, chipping or milling. The resultant 
grooves are to be blended into the surrounding surface so as 
to avoid any sharp contours. 


5.6.3 Grinding in severity zone A may be carried out to 
an extent that maintains the blade thickness. Repair by welding 
is generally not permitted in zone A and will only be allowed 
after special consideration. 


5.6.4 Defects in severity zone B that are not deeper than 
t/40 mm (¢ is the minimum local thickness according to the 
Rules) or 2 mm, whichever is the greater, are to be removed 
by grinding. Those defects that are deeper may be repaired 
by welding subject to prior approval of the Surveyor. 


5.6.5 Repair welding is generally permitted in severity 
zone C. 


5.6.6 Welds having an area of less than 5 cm? are to be 
avoided. The maximum surface area of repairs is to be in 
accordance with Table 9.1.4 in Chapter 9. 


5.6.7 Welding is to be in accordance with the approved 
specification, see 5.1.3. 


5.6.8 After weld repair, the propeller or blade is to be heat 
treated in such fashion as will minimise the residual stresses. 
For martensitic stainless steels, this will involve full heat 
treatment as specified in the approved specification. 


5.6.9 LR reserves the right to restrict the amount of repair 
work accepted from a manufacturer when it appears that 
repetitive defects are the result of improper foundry 
techniques or practices. 


5.6.10 All welds are to be inspected by the appropriate 
NDE method, see 1.7. 


5.7 Identification 


5.7.1 Castings are to be clearly marked by the manufac- 

turer in accordance with the requirements of Chapter 1. The 

following details are to be shown on all castings which have 

been accepted: 

a) Identification mark which will enable the full history of the 
item to be traced. 

b) Type of steel, this should include or allow identification 
of the chromium and nickel contents. 

c) LR or Lloyd’s Register and the abbreviated name of 
Lloyd’s Register’s local office. 

d) Personal stamp of Surveyor responsible for the final 
inspection. 

e) LRcertificate number. 

f) Skew angle, if in excess of 25°. 

g) Ice class symbol, where applicable. 

h) Date of final inspection. 


5.8 Certification of materials 


5.8.1 In addition to the requirements in Ch 4,1.11, the 
manufacturer is to provide the Surveyor with a written state- 
ment giving the following particulars for each casting: 

a) Description of casting with drawing number. 

b) Diameter, number of blades, pitch, direction of turning. 
c) Skew angle, if in excess of 25°. 

d) Final mass. 

e) Vessel identification, where known. 


ie Section 6 
Castings for boilers, pressure 
vessels and piping systems 


6.1 Scope 


6.1.1 This Section gives the requirements for carbon- 
manganese and alloy steel castings for boilers, pressure 
vessels and piping systems for use at temperatures not lower 
than O0°C. 


6.1.2 Where it is proposed to use alloy steels other than 
as given in this Section, details of the specification are to be 
submitted for approval. In such cases, the specified minimum 
tensile strength is not to exceed 600 N/mm. 


6.1.3 Castings which comply with these requirements are 
acceptable for liquefied gas piping systems where the design 
temperature is not lower than 0°C. Where the design temper- 
ature is lower than O°C, and for other applications where 
guaranteed impact properties at low temperatures are 
required, the castings are to comply with the requirements of 
Section 7 or 8. 


6.2 Chemical composition 


6.2.1 The chemical composition of ladle samples is to 
comply with the limits specified in Table 4.6.1. 


6.3 Heat treatment 


6.3.1 Castings are to be supplied: 
(a) fully annealed; or 

b) normalised; or 

c) normalised and tempered; or 

d) quenched and tempered. 


( 
( 
( 


6.4 Mechanical tests 


6.4.1 A tensile test is to be made on material representing 
each casting, unless a batch testing procedure has been 
agreed, see 1.6. 


6.4.2 The tensile test is to be carried out at ambient 
temperature, and unless agreed otherwise with the Surveyor, 
the results are to comply with the requirements of Table 4.6.2. 
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Section 6 


Table 4.6.1 Chemical composition of steel castings for boilers, pressure vessels and piping systems 


Chemical composition % 


Type of steel 


P Residual elements 
max. 


0,30 max. 
0,15 max. 
Carbon-manganese 0,50-1,20 0,30 max. 
i 0,40 max. 


0,80 max. 


Residual elements 
Cr Cu Ni 


1/2 Mo 0,20 0,50-1 ,0O 0,45-0,65 0,30 0,30 0,40 
max. max. | max. 


1 Cr 1/2 Mo 0,20 0,50-0,80 1,00-1,50 | 0,45-0,65 0,30 | 0,40 
max. | max. 


21/4 Crt Mo 0,18 0,40-0,70 2,00-2,75 | 0,90-1,20 0,30 0,40 
max. max. 


1/2 Cr 1/2 Mo /4V | 0,10-0,15 0,40-0,70 0,30-0,50 | 0,40-0,60 |0,22-0,30 0,30 0,30 
max. max. 


Table 4.6.2 Mechanical properties for acceptance purposes: steel castings for boilers, pressure vessels and 
piping systems 


Yield stress Tensile Elongation Reduction 
Type of steel minimum strength on 5,654/Sq of area 
N/mm2 N/mm? % minimum % minimum 


Carbon-manganese 275 485-655 22 25 


1/2Mo 260 460-590 18 30 


1Cr1/2Mo 280 480-630 17 20 


21/4 Cr1 Mo 325 540-630 17 20 


1/2Cr1/2Mo1/4V 295 510-660 17 20 


6.4.3 Where it is proposed to use a carbon-manganese 6.6 Mechanical properties for design purposes 

steel with a specified minimum tensile strength intermediate to 

those given in this Section, corresponding minimum values 6.6.1 Nominal values for the minimum lower yield or 

for the yield stress, elongation and reduction of area may be 0,2 per cent proof stress at temperatures of 100°C and higher 

obtained by interpolation. are given in Table 4.6.3. These values are intended for design 
purposes only, and verification is not required except for 

6.4.4 Carbon-manganese steels with a_ specified materials complying with National or proprietary specifications 

minimum tensile strength of greater than 490 N/mm?, but not where the elevated temperature properties used for design 

exceeding 520 N/mm2, may be accepted provided that purposes are higher than those given in Table 4.6.3. 

details of the proposed specification are submitted for 

approval. 6.6.2 In such cases, at least one tensile test at the 


proposed design or other agreed temperature is to be made 
on each casting or each batch of castings. The test specimen 


6.5 Non-destructive examination is to be taken from material adjacent to that used for tests at 

ambient temperature, and the test procedure is to be in 
6.5.7 The non-destructive examination of castings is to accordance with the requirements of Chapter 2. The results of 
be carried out in accordance with the appropriate require- all tests are to comply with the requirements of the National or 
ments of 1.7.7 to 1.7.11 and additionally as agreed between proprietary specification. 


the manufacturer, purchaser and Surveyor. 
6.6.3 Values for the estimated average stress to rupture 
in 100 000 hours are given in Table 4.6.4 and may be used 
for design purposes. 
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Steel Castings 


Chapter 4 


Sections 6 & 7 


Table 4.6.3 Mechanical properties for design purposes (see 6.6.1) 


Type of steel 


Nominal minimum lower yield or 0,2% proof stress N/mm2 


Temperature °C 
300 350 400 


Carbon-manganese 
1/2Mo 

1Cr1/2Mo 

21/4Cr1 Mo 


1/2Cr1/2Mo1/4V 


Table 4.6.4 Mechanical properties for design 
purposes (see 6.6.3): estimated 
average stresses to rupture in 
100,000 hours (N/mmZ2) 


Type of steel 
V/2Mo -1Cr1/2Mo—-21/4Cr1Mo1/2Cr1/2Mo1/av 


Temperature 


a Section 7 
Ferritic steel castings for low 
temperature service 


7.1 Scope 


Aided This Section gives the requirements for castings in 
carbon-manganese and nickel alloy steels, intended for use 
in liquefied gas piping systems where the design temperature 
is lower than O°C, and for other applications where guaran- 
teed impact properties at low temperatures are required. 


7.1.2 Where it is proposed to use alternative steels, 
particulars of the specified chemical composition, mechanical 
properties and heat treatment are to be submitted for 
approval. 


163 152 


186 169 
196 184 
290 273 


230 214 


7.2 Chemical composition 


7.2.1 The chemical composition of ladle samples is to 
comply with the limits specified in Table 4.7.1. Carbon- 
manganese steels are to be made by fine grain practice. 


7.3 Heat treatment 


7.3.1 Castings are to be supplied: 
(a) normalised; or 

(b) normalised and tempered; or 

(c) quenched and tempered. 


7.4 Mechanical tests 


7.4.1 One tensile test and one set of three Charpy 
V-notch impact test specimens are to be prepared from 
material representing each casting or batch of castings. 


7.4.2 The tensile test is to be carried out at ambient 
temperature, and the results are to comply with the 
appropriate requirements given in Table 4.7.2. 


7.4.3 The average value for impact test specimens is to 
comply with the appropriate requirements given in Table 4.7.2. 
One individual value may be less than the required average 
value provided that it is not less than 70 per cent of this 
average value. See Ch 2,1.4 for re-test procedure. 


7.5 Non-destructive examination 


7.5.1 The non-destructive examination of castings is to 
be carried out in accordance with the appropriate require- 
ments of 1.7.7 to 1.7.11 and additionally agreed between the 
manufacturer, purchaser and Surveyor. 
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Chapter 4 


Sections 7 & 8 


Table 4.7.1 


Chemical composition of ferritic steel castings for low temperature service 


Chemical composition % 


Type of steel 


Carbon-manganese 


0,70-1,60 


Residual 
elements 
max. 


0,80 max. Cr 0,25 


21/4Ni 


0,50-0,80 


Cu 0,30 
Mo 0,15 
V 0,03 


2,00-3,00 


31/2Ni 


Table 4.7.2 


Tensile 
strength 


N/mm2 


Yield stress 
N/mm2 


minimum 


Type of steel 


0,50-0,80 


3,00-4,00 Total 0,60 


Mechanical properties for acceptance purposes: ferritic steel castings for low temperature service 


Charpy V-notch impact test 
Reduction 


or area Test 


Elongation 
on 5,65 V¥ Sg 


% minimum 


Average 
% minimum temperature energy 


°C J minimum 


Carbon-manganese 400 200 
430 215 
460 230 


21/4Ni 490 275 


31/2Ni 490 275 


400-550 
430-580 
460-610 
490-640 


490-640 


-60 27 
(see Note) 


-70 34 


-95 34 


NOTE 


The test temperature for carbon-manganese steels may be 5°C below the design temperature if the latter is above —-55°C, with a maximum test 


temperature of -20°C. 


a Section 8 
Stainless steel castings 


8.1 Scope 


8.1.1 This Section gives the requirements for castings in 
austenitic and duplex stainless steels for machinery, marine 
structures, piping systems in ships for liquefied gases, and in 
bulk chemical tankers. 


8.1.2 Austenitic stainless steels castings are suitable for 
applications where the lowest design temperature is not lower 
than -165°C. 


8.1.3 Duplex stainless steels castings are suitable for 
applications where the lowest design temperature is above 
0°C. Any requirement to use duplex stainless steels castings 
below 0°C will be subject to special consideration. 


8.1.4 Where it is proposed to use alternative steels, 
particulars of the specified chemical composition, mechanical 
properties and heat treatment are to be submitted for 
approval. 


8.2 Chemical composition 


8.2.1 The chemical composition of ladle samples is to 
comply with the requirements given in Table 4.8.1. 


8.3 Heat treatment 


8.3.1 Austenitic stainless steel castings are to be solution 
treated, at a temperature of not less than 1000°C and cooled 
rapidly in water. 


8.3.2 Duplex stainless steels castings are to be solution 
treated at a temperature of not less that 1100°C and cooled 
rapidly in water. 


8.4 Mechanical tests 


8.4.1 One tensile test specimen is to be prepared from 
material representing each casting or batch of castings. In 
addition, where the castings are intended for liquefied gas 
applications, where the design temperature is lower than 
—55°C, one set of three Charpy V-notch impact test specimens 
is to be prepared. 


8.4.2 The tensile test is to be carried out at ambient 
temperature, and the results are to comply with the require- 
ments given in Table 4.8.2. 
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Section 8 


Table 4.8.1 


Type of 


Chemical composition of stainless steel castings 


Chemical composition % 


steel 
S 


P i Others 


Austenitic 


304L 


304 


316L 


316 0,20-1,5 0,50-2,0 


317 


347 
(see Note 1) 


17,0-21,0 


Duplex 


UNS S 
31803 


21,0-23,0 
0,08-0,20 


NOTES 


1. When guaranteed impact values at low temperature are not required, the maximum carbon content may be 0,08% and the maximum 


niobium may be 1,00%. 


2. Where a single value is shown (and not a range of values), the value is to be taken as maximum. 


Table 4.8.2 


Mechanical properties for acceptance purposes: stainless steel castings 


Charpy V-notch impact tests 


Type of steel 


Tensile strength 
N/mm2 


minimum 


1,0% proof stress 
N/mm2 
minimum 


Elongation 


on 5,65 4S 


% minimum 


Reduction 
of area 
% minimum 


Test 


Average 


temperature energy 
°C J minimum 


Austenitic 


304L 


304 


316L 


316 


317 


347 


Duplex 


UNS S 31803 


8.4.3 The average value for impact test specimens is to 
comply with the appropriate requirements given in Table 4.8.2. 
One individual value may be less than the required average 
value, provided that it is not less than 70 per cent of this 
average value. See Ch 2,1.4 for re-test procedures. 


8.5 Intergranular corrosion tests 


8.5.1 Where corrosive conditions are anticipated in 
service, intergranular corrosion tests are required on castings 
in grades 304, 316, 317 and all duplex stainless steels. Such 
tests may not be required for grades 304L, 316L and 347. 


8.5.2 Where an intergranular corrosion test is specified, it 
is to be carried out in accordance with the procedure given 
in Ch 2,8.1. 
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Sections 8 & 9 


8.6 Non-destructive examination 


8.6.1 The non-destructive examination of castings is to 
be carried out in accordance with the appropriate require- 
ments of 1.7.7 to 1.7.11 and additionally agreed between the 
manufacturer, purchaser and Surveyor. 


a Section 9 
Steel castings for container 
corner fittings 


9.1 General 


9.1.1 This Section gives the requirements for cast steel 
corner fittings used in the fabrication of freight and tank 
containers. The fittings are also to comply with the require- 
ments of the latest edition of International Standard ISO 1161. 


9.1.2 The castings are to be made in foundries approved 
by LR. These foundries are also to be specially approved for 
the manufacture of container corner castings. In order to 
comply with these requirements, the manufacturer is required 
to verify that the casting soundness, mechanical properties, 
weldability and dimensional tolerances required by this 
Section and the manufacturing specification are met. 


9.1.3 Castings may be released on the basis of an LR 
survey or, alternatively, the manufacturer may be approved by 
means of a Quality Assurance Scheme as detailed in Ch 1,2. 


9.2 Chemical composition 
9.2.1 Chemical analysis is to be carried out on each cast. 


9.2.2 The chemical composition of the ladle samples is 
to comply with the limits given in Table 4.9.1. 


9.2.3 The carbon equivalent: 
Mn Cr+Mo+V Ni+Cu 


9 
oq = Ct + 5 ¢ rr (%) 


must not exceed 0,45 per cent. 


C 


Table 4.9.1 


9.3 Heat treatment 


9.3.1 Castings are to be supplied either: 

(a) normalised; or 

(ob) water or oil quenched and tempered at a temperature of 
not less than 550°C. 


9.4 Mechanical tests 

9.4.1 At least one tensile test is to be made on each 
batch of castings, using separately cast test bars which are to 
be from the same cast and heat treatment lot as the 


castings they represent. 


9.4.2 The results of the tensile tests are to comply with 


the following: 
Yield stress 220 N/mm? min. 
Tensile strength 430-600 N/mm2 
Elongation on So 25% min. 
Reduction of area 40% min. 

9.4.3 Impact tests are not required on all casts, but may 


be required on a random basis at the discretion of the 
Surveyor. 


9.4.4 When required, the impact test specimens are to 
be tested in accordance with Ch 1,4.5 and Ch 2,3.2. In 
general, tests are to be made at a temperature of -20°C and 
the minimum average energy obtained is to be 27. 


9.5 Non-destructive examination 

9.5.1 Ultrasonic or radiographic testing is to be carried 
out, in accordance with 1.7.10 or 1.7.11 respectively, on at 
least one casting from each cast or from every 400 castings, 
whichever is the lesser. 

9.6 Repair of defects 


9.6.1 Minor defects may be removed by grinding provided 
that the allowable minus tolerance is not exceeded. 


Chemical composition of steel castings for container corner fittings 


Chemical composition % 


Cr 
max. 


Al 
Ni Mo acid soluble | Cr + Ni+ Cu + Mo 
max. max. min. max. 
(See Notes) 


0,90 
to 
1,50 


0,08 0,015 


NOTES 


1. The total aluminium content may be determined instead of the acid soluble content. In such cases, the total aluminium content is to be 


not less than 0,02%. 


2. Aluminium may be replaced partly or totally by other grain refining elements as stated in the approved specification. 
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Section 9 


9.6.2 Defects which exceed the allowable minus 

tolerance may be removed by grinding or chipping followed 

by welding, provided the weld depth does not exceed 

40 per cent of the wall thickness and that the following 

requirements are met: 

a) welding is not to be carried out in the as-cast condition; 
the grain structure has to be refined by heat treatment, 

b) the casting is to be preheated to 80-100°C, 

c) welding is to be performed only by qualified welders in 
accordance with a qualified welding procedure, 

d) all welded castings are to be post-weld heat treated at a 
temperature not less than 550°C, 

e) the welded areas are to be ground or machined flush 
with the adjacent surface and inspected by magnetic 
particle or dye penetrant examination as appropriate. 


9.7 Identification 


9.7.1 Each casting is to be clearly marked by the 

manufacturer with at least the following: 

(a) manufacturer’s name or trade mark, 

(b) cast number or identification number which will enable 
the full history of the casting to be traced. 


9.7.2 Where the casting has been inspected and found 
acceptable it is to be marked with the Surveyor’s personal 
stamp. 


9.7.3 The markings may be stamped or cast on the inner 
surface of the casting. 


9.8 Certification of materials 


9.8.1 For each consignment a manufacturer’s certificate 
is to be issued (see Ch 1,3.1), containing at least the 
following: 

a) Purchaser’s name and order number. 

b) Grade of steel. 

c) Drawing and/or specification number. 

d) Cast number and chemical composition. 

e) Details of the heat treatment. 

f) Number and weight of the castings. 

g) Results of inspections and mechanical tests. 
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Section 

1 General requirements 

2 Forgings for ship and other structural 
applications 

3 Forgings for shafting and machinery 

4 Forgings for crankshafts 

5 Forgings for gearing 

6 Forgings for turbines 

7 Forgings for boilers, pressure vessels and 


piping systems 


8 Ferritic steel forgings for low temperature 
service 
9 Austenitic stainless steel forgings 


a Section 7 
General requirements 


1.1 Scope 


Len This Section gives the general requirements for 
steel forgings intended for use in the construction of ships, 
other marine structures, machinery, boilers, pressure vessels 
and piping systems. These requirements are also applicable 
to rolled slabs and billets used as a substitute for forgings and 
to rolled bars used for the manufacture (by machining 
operations only) of shafts, bolts, studs and other components 
of similar shape. 


1.7.2 When required by the relevant Rules dealing with 
design and construction, forgings are to be manufactured and 
tested in accordance with Chapters 1 and 2, together with 
the general requirements given in this Section and the appro- 
priate specific requirements given in Sections 2 to 9. 


7.7.3 As an alternative to 1.1.2, steel forgings which 
comply with National or proprietary specifications, may be 
accepted provided that these specifications give reasonable 
equivalence to the requirements of this Chapter, or alternatively 
are approved for a specific application. Generally, survey and 
certification are to be carried out in accordance with the 
requirements of Chapter 1. 


1.1.4 Normalised forgings with mass up to 1000 kg each 
and quenched and tempered forgings with mass up to 
500 kg each may be batch tested. A batch is to consist of 
forgings of similar shape and dimensions, made from the 
same heat of steel, heat treated in the same furnace charge 
and with a total mass not exceeding 6 tonnes for normalised 
forgings and 3 tonnes for quenched and tempered forgings, 
respectively. 


Chapter 5 


Section 7 


1.1.5 A batch testing procedure may also be used for hot 
rolled bars, see 3.4.3. 


1.7.6 Where small forgings are produced in large 
quantities, or where forgings of the same type are produced 
in regular quantities, alternative survey procedures in accor- 
dance with Ch 1,2.4 may be adopted. 


1.2 Manufacture 


1.2.1 Forgings are to be made at works which have been 
approved by Lloyd’s Register (hereinafter referred to as LR). 
The steel used, is to be manufactured in accordance with the 
requirements of Ch 3,1.3. 


1.2.2 When forgings are made directly from ingots, or 
from blooms or billets forged from ingots, the ingots are to be 
cast in chill moulds with the larger cross-section uppermost 
and with efficient feeder heads. 


7.2.3 Adequate top and bottom discards are to be made 
to ensure freedom from piping and harmful segregations in 
the finished forgings. 


1.2.4 The forgings are to be gradually and uniformly hot 
worked and are to be formed as closely as possible to the 
finished shape and size. The plastic deformation is to be such 
as to ensure soundness, uniformity of structure and satisfactory 
mechanical properties after heat treatment. 


1.2.5 For certain components, such as crankshafts, where 
grain flow is required in the most favourable direction, having 
regard to the mode of stressing in service, the proposed 
method of manufacture may require special approval by LR. In 
such cases, tests may be required to demonstrate that a 
satisfactory structure and grain flow are obtained. 


1.2.6 The reduction ratio (reduction of area expressed as 
a ratio) is to be calculated with reference to the average cross- 
sectional area of the ingot or continuously cast material, 
where appropriate. Where an ingot is initially upset, this 
reference area may be taken as the average cross-sectional 
area after this operation. 


1.2.7 For components forged directly from ingots or from 
forged blooms or billets, and in which the fibre deformation is 
mainly longitudinal, the reduction ratio is not to be less than 3:1. 


1.2.8 For forgings made from rolled billets, or where fibre 
deformation has taken place in more than one direction, the 
reduction ratio is not to be less than 4:1. 


1.2.9 Where rolled bars are used as a substitute for 
forgings and the requirements of 1.2.2 are not complied with, 
the reduction ratio is to be not less than 6:1. 


1.2.10 Where the length of any section of a shaft forging is 
less than its diameter (e.g., a collar), the reduction ratio is to be 
not less than half that given in 1.2.7, 1.2.8 or 1.2.9 respectively. 
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1.2.11. Disc type forgings, such as gear wheels, are to be 
made by upsetting, and the thickness of any part of the disc 
is to be not more than one-half of the length of the billet from 
which it was formed, provided that this billet has received an 
initial forging reduction of not less than 1,5:1. Where the piece 
used has been cut directly from an ingot, or where the billet 
has received an initial reduction of less than 1,5:1, the 
thickness of any part of the disc is to be not more than one- 
third of the length of the original piece. 


1.2.12. Rings and other types of hollow forgings are to be 
made from pieces cut from ingots or billets and which have 
been suitably punched, bored or trepanned prior to expanding 
or hollow forging. Alternatively, pieces from hollow cast ingots 
may be used. The wall thickness of the forging is to be not 
more than one-half of the thickness of the prepared hollow 
piece from which it was formed. Where this is not practica- 
ble, the forging procedure is to be such as to ensure that 
adequate work is given to the piece prior to punching, etc. 
This may be either longitudinal or upset working of not less 
than 2:1. 


1.2.13 The shaping of forgings or rolled slabs and billets 
by flame cutting, scarfing or arc-air gouging is to be under- 
taken in accordance with recognised good practice and, 
unless otherwise approved, is to be carried out before the final 
heat treatment. Preheating is to be employed where 
necessitated by the composition and/or thickness of the steel. 
For certain components, subsequent machining of all flame 
cut surfaces may be required, see 4.2.4. 


1.2.14 | Where two or more forgings are joined by welding 
to form a composite component, details of the proposed 
welding procedure are to be submitted for approval. Welding 
approval procedure tests may be required. 


1.3 Quality 


1.3.1 All forgings are to be free from surface or internal 
defects which would be prejudicial to their proper application 
in service. 


1.4 Chemical composition 


1.4.1 All forgings are to be made from killed steels, and 
the chemical composition of ladle samples is to comply with 
the requirements detailed in subsequent Sections in this 
Chapter. Where general overall limits are specified, the 
chemical composition selected is to be appropriate for the 
type of steel, dimensions and required mechanical properties 
of the forgings being manufactured. 


1.4.2 Except where otherwise specified, suitable grain 
refining elements such as aluminium, niobium or vanadium 
may be used at the discretion of the manufacturer. The 
content of such elements is to be reported in the ladle 
analysis. 
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1.4.3 For alloy steel forgings, the chemical composition 
of ladle samples is to generally comply with the following 
overall limits and the requirements of the approved specifica- 
tions: 


Carbon 0,45% max. 
Silicon 0,45% max. 
Manganese 0,30% min. 
Sulphur 0,035% max. 
Phosphorus 0,0385% max. 
Copper 0,30% max. 


And at least one of the following elements is to comply with 
the minimum content: 


Chromium 0,40% min. 
Molybdenum 0,15% min. 
Nickel 0,40% min. 


The contents of all alloying elements and significant impurities 
detailed in the specification are to be reported. 


1.5 Heat treatment 


7.5.1 At an appropriate stage of manufacture, after 
completion of all hot working operations, forgings are to be 
suitably heat treated to refine the grain structure and to obtain 
the required mechanical properties. Acceptable heat 
treatment procedures are to be such as to avoid the formation 
of hair-line cracks and are detailed in Sections 2 to 9. 


1.2 Heat treatment is to be carried out in properly 
constructed furnaces, which are efficiently maintained and 
have adequate means for control and recording of tempera- 
ture. The furnace dimensions are to be such as to allow the 
whole furnace charge to be uniformly heated to the 
necessary temperature. In the case of very large forgings, 
alternative methods of heat treatment will be specially 
considered. Sufficient thermocouples are to be connected to 
the furnace charge to measure and record that its tempera- 
ture is adequately uniform. Alternative procedures are to be 
approved by LR, Materials and NDE Department. 


1.5.3 Where forgings are to be quenched and tempered 
and cannot be hot worked close to size and shape, they are 
to be suitably rough machined or flame cut prior to being 
subjected to this treatment. 


1.5.4 If for any reason a forging is subsequently heated 
for further hot working, the forging is to be reheat treated. 


7.5.5 If any straightening operation is performed after the 
final heat treatment, consideration should be given to a 
subsequent stress relieving heat treatment in order to avoid 
the possibility of harmful residual stresses. 


1.5.6 Where it is intended to surface harden forgings, full 
details of the proposed procedure and specification are to be 
submitted for approval. For the purposes of this approval, the 
manufacturer will be required to demonstrate by tests that the 
proposed procedure gives a uniform surface layer of the 
required hardness and depth and that it does not impair the 
soundness and properties of the steel. 
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1.5.7 Where induction hardening or nitriding is to be 
carried out after machining, forgings are to be heat treated at 
an appropriate stage to a condition suitable for this 
subsequent surface hardening. 


1.5.8 Where carburising is to be carried out after machining, 
forgings are to be heat treated at an appropriate stage 
(generally either by full annealing or by normalising and 
tempering) to a condition suitable for subsequent machining 
and carburising. 


1.5.9 The forge is to maintain records of heat treatment 
identifying the furnace used, furnace charge, thermocouple 
location, date, temperature and time at temperature. The 
records are to be presented to the Surveyor on request. 


1.6 Test material 


7.6.1 Test material, sufficient for the required tests and 
for possible re-test purposes, is to be provided with a cross- 
sectional area of not less than that part of the forging which it 
represents. This test material is to be integral with each 
forging, except in the case of small forgings which are batch 
tested, see 1.6.4. 


1.6.2 Where a forging is subsequently divided into a 
number of components, all of which are heat treated together 
in the same furnace charge, for test purposes this may be 
regarded as one forging and the number of tests required is to 
be related to the total length and mass of the original multiple 
forging, see 2.4.2. 


7.6.3 Except for components which are to be carburised, 
test material is not to be cut from a forging until the heat 
treatment detailed in Sections 2 to 9 has been completed. 
The testing procedure for components which are to be 
carburised is to be in accordance with the details given in 
Section 5. 


1.6.4 Where a number of small forgings of about the 
same size are made from one cast and heat treated in the 
same furnace charge, batch testing procedures (see 1.1.4) 
may be adopted using one of the forgings for test purposes, 
or alternatively using separately forged test samples. These 
test samples are to have a forging reduction similar to that 
used for the forgings which they represent. They are to be 
properly identified and heat treated together with the forgings. 


1.7 Mechanical tests 


1.7.1 Specimens for mechanical tests are to be prepared 
as required by Sections 2 to 9. 


LA Test specimens are normally to be cut with their 
axes mainly parallel (longitudinal test) or mainly tangential 
(tangential test) to the principal axial direction of each product. 


1.7.3 Unless otherwise agreed, the longitudinal axis of 

the test specimens is to be positioned as follows: 

(a) for thickness or diameter < 50 mm, the axis is to be at 
the mid-thickness or the centre of the cross-section; 
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(b) for thickness or diameter > 50 mm, the axis is to be at 
one quarter thickness (mid-radius) or 80 mm, whichever 
is less, below any heat treated surface; 

Test pieces shall be taken in such a way that no part of the 

gauge length is machined from material closer than 12,5 mm 

to any heat treated surface. For impact testing, this require- 

ment is to apply to the complete test piece. 


1.7.4 Tensile test specimens are to be machined to the 
dimensions detailed in Chapter 2. Where this is precluded by 
the dimensions of the forging, the test specimen is to be of 
the largest practicable cross-sectional area. 


1.7.5 Impact test specimens are to be prepared in 
accordance with the requirements of Chapter 2. 


1.7.6 The procedures used for the tensile and impact 
tests are to be in accordance with the requirements of 
Chapter 2. 


1.7.7 Hardness tests, preferably of the Brinell type, are to 
be carried out when specified in subsequent Sections in this 
Chapter. 


1.8 Visual and non-destructive examination 


1.8.1 Before acceptance, all forgings are to be presented 
to the Surveyor for visual examination. Where applicable, this 
is to include the examination of internal surfaces and bores. 


1.8.2 Forgings are to be examined in the condition for 
final delivery. Surfaces are to be clean and free from dirt, 
grease, paint, etc. Black forgings are to be suitably descaled 
by either shotblasting or flame descaling methods. 


7.8.3 All forgings are to be free of cracks, crack-like indi- 
cations, laps, seams, folds, or other injurious indications. At 
the request of the Surveyor, additional magnetic particle, dye 
penetrant and ultrasonic testing may be required for a more 
detailed evaluation of surface irregularities. 


1.8.4 When specified in subsequent Sections in this 
Chapter, or by an approved procedure for welding composite 
components, see 1.2.14, appropriate non-destructive 
examination is also to be carried out before acceptance. All 
tests are to be carried out in accordance with the 
requirements of Ch 1,5. 


7.8.5 Magnetic particle and dye penetrant testing is to be 
carried out when the forgings are in the finished machined 
condition, see also Ch 1,2.3.5. For magnetic particle testing, 
attention is to be paid to the contact between the forging and 
the clamping devices of stationary magnetisation benches in 
order to avoid local overheating or burning damage on its 
surface. Prods are not permitted on finished machined items. 
Unless otherwise agreed, these tests are to be carried out in 
the presence of the Surveyor. 
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1.8.6 The following definitions apply to indications asso- 

ciated with magnetic particle and dye penetrant inspection: 

(a) Linear indication. An indication in which the length is at 
least three times the width. 

(ob) Nonlinear indication. An indication of circular or ellipti- 
cal shape with a length less than three times the width. 

(c) Aligned indication. Three or more indications in a line, 
separated by 2 mm or less edge-to-edge. 

(d) Open indication. An indication visible after removal of 
the magnetic particles or that can be detected by the 
use of contrast dye penetrant. 

(e) Non-open indication. An indication that is not visually 
detectable after removal of the magnetic particles or that 
cannot be detected by the use of contrast dye penetrant. 

(f, Relevant indication. An indication that is caused by a 
condition or type of discontinuity that requires evalua- 
tion. Only indications which have any dimension greater 
than 1,5 mm are to be considered relevant. 


1.8.7 Acceptance standards for defects found by visual 
or non destructive examinations are to be in accordance with 
any specific requirements of the approved plan, and with 
equivalence to any additional requirements of this Chapter. In 
all cases they are to be to the satisfaction of the Surveyor. 


1.8.8 Where required, ultrasonic examination is to be 
carried out after the forgings have been machined to a 
condition suitable for this type of examination and after the 
final heat treatment. Both radial and axial scanning are to be 
carried out where appropriate for the shape and the 
dimensions of the forgings being examined. Unless otherwise 
agreed, this examination is to be carried out by the 
manufacturer, although Surveyors may request to be present 
in order to verify that the examination is being carried out in 
accordance with the agreed procedure. 


1.8.9 If the forging is supplied in the black condition for 
machining at a separate works, the manufacturer is to ensure 
that a suitable ultrasonic examination is carried out to verify 
the internal quality of the forging. 


1.8.10 Inthe circumstance detailed in either 1.8.8 or 1.8.9, 
the manufacturer is to provide the Surveyor with a signed 
report confirming that ultrasonic examination has been carried 
out and that such inspection has not revealed any significant 
internal defects. 


1.8.11 Unless otherwise agreed, the accuracy and 
verification of dimensions are the responsibility of the 
manufacturer. 


1.8.12 — Inthe event of any forging proving defective during 
subsequent machining or testing, it is to be rejected notwith- 
standing any previous certification. 


1.8.13 | When required by the conditions of approval for 
surface hardened forgings (see 1.5.6) additional test samples 
are to be processed at the same time as the forgings which 
they represent. These test samples are subsequently to be 
sectioned in order to determine the hardness, shape and 
depth of the locally hardened zone and which are to comply 
with the requirements of the approved specification. 
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1.9 Rectification of defects 


1.9.1 Small surface imperfections may be removed by 
grinding or by chipping and grinding. Complete elimination of 
these imperfections is to be proved by magnetic particle or 
dye penetrant examination (as appropriate to the material). At 
the discretion of the Surveyor, the resulting shallow grooves or 
depressions can be accepted, provided that they are blended 
by grinding. 


1.9.2 Repairs by welding are not generally permitted, but 
special consideration will be given to such repairs where they 
are of a minor nature and in areas of low working stresses. In 
such cases, full details of the proposed repair and subsequent 
inspection procedures are to be submitted for review by the 
Surveyors prior to the commencement of the proposed recti- 
fication. A report and/or sketch detailing the extent and 
location of all repairs, together with details of the post-weld 
heat treatment and non-destructive examination are to be 
provided for record purposes and are to be attached to the 
certificate. 


1.9.3 Repair welding is not permitted for crankshafts or 
similar rotating components. 


1.9.4 Where fabrication welding is involved, see 1.2.14, 
any repair of defects is to be carried out in accordance with 
the approved welding procedure. 


1.9.5 The forging manufacturer is to maintain records of 
repairs and subsequent inspections traceable to each forging. 
The records are to be presented to the Surveyor on request. 


1.9.6 Non-open indications evaluated as segregation are 
acceptable. 


1.10 Identification 


1.10.1 |The manufacturer is to adopt a system of identifi- 
cation, which will enable all finished forgings to be traced to 
the original cast, forging process and heat treatment batch, 
and the Surveyor is to be given full facilities for so tracing the 
castings when required. 


1.10.2 Forgings are to be clearly marked by the manufac- 
turer in accordance with the requirements of Chapter 1. The 
following details are to be shown on all forgings which have 
been accepted: 

(a) Identification number, cast number or other marking 
which will enable the full history of the forging to be 
traced. 

(b) LR or Lloyd’s Register and the abbreviated name of LR’s 
local office. 

c) Personal stamp of Surveyor responsible for inspection. 

(d) Test pressure, where applicable. 

(e) Date of final inspection. 


1.10.3 Modified arrangements for the identification of small 
forgings manufactured in large numbers, as with closed-die 
forgings may be agreed with the Surveyor. 
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1.11 Certification of materials 
1.11.1. ALR certificate is to be issued, see Ch 1,3.1. 


7.11.2 |The manufacturer is to provide the Surveyor with a 
written statement giving the following particulars for each 
forging or batch of forgings which has been accepted: 
a) Purchaser’s name and order number. 
b) Description of forgings and steel quality. 
c) Identification number. 
d) Steelmaking process, cast number and chemical 
analysis of ladle samples. 
. General details of heat treatment. 
Results of mechanical tests. 
) Test pressure, where applicable. 


oo) 


7.11.3. As aminimum, the chemical composition of ladle 
samples is to include the content of all the elements detailed 
in the specific requirements. 


1.11.4 Where applicable, the manufacturer is also to 
provide a signed report regarding ultrasonic examination as 
required by 1.8.8, a report of magnetic particle inspection and 
a statement and/or sketch detailing all repairs by welding as 
required by 1.9.2. 


7.11.5 | When steel is not produced at the works at which it 
is forged, a certificate is to be supplied by the steelmaker 
stating the process of manufacture, cast number and the 
chemical composition of ladle samples. The works at which 
the steel was produced is to have been approved by LR, see 
1.4.3. 


a Section 2 
Forgings for ship and other 
structural applications 


2.1 Scope 


2.1.1 This Section gives the specific requirements for 
carbon-manganese steel forgings intended for ship and other 
structural applications such as rudder stocks, pintles, etc. 


2:2 Where it is proposed to use an alloy steel, particu- 
lars of the chemical composition, mechanical properties and 
heat treatment are to be submitted for approval, see 1.4.3. 


2.2 Chemical composition 


2.2.1 For forgings to which structural items are to be 
attached by welding or which are intended for parts of a 
fabricated component, or are to be weld cladded or may be 
subject to weld repair in service, the chemical composition of 
ladle samples is to comply with the following: 

Carbon 0,23% max. 

Silicon 0,45% max. 

Manganese 0,30-1,50% but not less than 3 times the 

actual carbon content for components which are not 

given a post-weld heat treatment 
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Sulphur 0,0385% max. 
Phosphorus 0,0385% max. 
Residual elements: 
Copper 0,30% max. 
Chromium 0,30% max. 
Molybdenum 0,15% max. 
Nickel 0,40% max. 
Total 0,85% max. 


For samples from forgings, the carbon content is not to 
exceed 0,26 per cent. 


2.2.2 It is recommended that forgings for rudder stocks, 
pintles and rudder coupling bolts comply with 2.2.1 in order to 
obtain satisfactory weldability for any future repairs by welding 
in service. 


2.2.3 For forgings not intended for welding the carbon 
content may be 0,65 per cent max., see 3.2.1. 


2.3 Heat treatment 


2.3.1 Carbon-manganese steel forgings are to be: 

(a) fully annealed; or 

(b) normalised; or 

(c) normalised and tempered at a temperature of not less 
than 550°C. 

(d) quenched and tempered. 


2.3.2 Alloy steel forgings are to be quenched and then 
tempered at a temperature of not less than 550°C. 
Alternatively, they may be supplied in the normalised and 
tempered condition, in which case the specified mechanical 
properties are to be agreed by LR. 


2.4 Mechanical tests 


2.4.1 At least one tensile specimen is to be taken from 
each forging or batch of forgings. 


2.4.2 Where a forging exceeds both 4 tonnes in mass 
and 3 m in length, tensile test specimens are to be taken from 
each end. These limits refer to the ‘as forged’ mass and 
length but exclude the test material. 


2.4.3 Unless otherwise agreed between the manufac- 
turer and the Surveyor, the test specimens are to be cut in a 
longitudinal direction. 


2.4.4 The results of all tensile tests are to comply with the 
requirements given in Table 5.2.1 appropriate to the specified 
minimum tensile strength. Forgings may be supplied to any 
specified minimum tensile strength within the general limits 
given in Table 5.2.1, and intermediate values may be obtained 
by interpolation. See 2.4.6 for rudder stocks, pintles, and 
rudder coupling keys and bolts. 


2.4.5 For large forgings, where tensile tests are taken 
from each end, the variation in tensile strength is not to 
exceed 70 N/mm2. 
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Table 5.2.1 Mechanical properties for ship and other structural applications 


Steel type N/mm? strength 


mield Stee Tonal Elongation on 5,651/S, min.% Reduction of area min. % 


minimum N/mm2 Long. ; Long. Tang. 


180 360-480 


28 50 35 


200 400-520 


26 50 35 


220 440-560 


1 


24 50 35 


235 470-590 


1 


23 45 35 


240 480-600 


1 


22 45 30 


C and C-Mn 260 520-640 


1 


21 45 30 


280 560-680 


4 


20 40 27 


300 600-750 


4 


18 40 27 


320 640-790 


17 40 27 


340 680-830 


4 


16 35 24 


360 720-870 


4 


15 35 24 


380 760-910 


1 


14 35 24 


350 550-570 


1 


20 50 35 


400 600-750 


1 


18 50 35 


450 650-800 


2.4.6 For rudder stocks, pintles, and rudder coupling 
keys and bolts, the minimum specified yield strength is not to 
be less than 200 N/mm2, see Table 13.2.4 in Pt 3, Ch 13. 


2.4.7 Impact tests are required for rudder stocks to be 
fitted to vessels which have an ice class notation. The tests 
are to be carried out at minus 10°C and the average energy 
value is to be not less than 27J. 


2.5 Non-destructive examination 


2.5.1 Surface inspections are to be carried out by visual 
examination and magnetic particle testing (or dye penetrant 
testing where appropriate). 


2.5.2 Surface inspections are to be carried out in the 
zones | and Il as indicated in Fig. 5.2.1. 


2.5.3 For the purpose of evaluating indications, the 
surface is to be divided into reference areas of 225 cm?. The 
area is to be taken in the most unfavourable location relative to 
the indication being evaluated. 


2.5.4 The allowable number and size of indications in the 
reference area is given in Table 5.2.2. 


Table 5.2.2 Steel forgings surface inspection 


Maximum number of 


Inspection zone indications 


Type o 


rn 
NO} OO] R/O] —]PM]P] OO] RJ] OM] NJ oo 


1 


17 50 35 


2.5.5 Volumetric inspection is to be carried out by 
ultrasonic testing using the contact method. 


2.5.6 Ultrasonic testing is to be carried out on rudder 
stocks having a finished diameter of 200 mm or greater. 


2.5.7 Ultrasonic testing is to be carried out in the zones | 
to Ill as indicated in Fig. 5.2.2. Areas may be upgraded to a 
higher zone at the discretion of the Surveyors. 


Maximum number Maximum dimension, 


indication each type 


Al 


Linear 0, see Note 
Non-linear 3 
igned 0, see Note 


Al 


Linear 3, see Note 
Non-linear 7 


igned 3, see Note 


NOTE 


Linear or aligned indications are not permitted on bolts, which receive a direct fluctuating load, e.g., main bearing bolts, connecting rod bolts, 


crosshead bearing bolts and cylinder cover bolts. 
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3 x shaft dia. L 


3 x shaft dia. 


Welded areas are to be treated as Zone | 
(b) Type B 


(c) Type C 


Fig. 5.2.1 Inspection zones for magnetic particle/dye penetrant testing on rudder stocks 
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860° radial 180° radial 


Zone ll Zone Ill 


Scanning direction for Type A and Type B 


3 x shaft dia. 
ones cae ae 


L: length of the tapered portion 


(a) Type A 


3 x shaft dia. 
a 


Special consideration is given to the welded areas 


(6) Type B 
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axial 


_ (} axial 
' 


Lower part 


axial 


Up 


180° radial 
- C+) axial 


Upper part 


Scanning direction 
for Type C 


Inspection zones for ultrasonic testing on rudder stocks 
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a Section 3 
Forgings for shafting and 


machinery 
3.1 Scope 
3.7.1 Detailed in this Section are the requirements for 


carbon-manganese steel forgings for shafting and other items 
of machinery which are not within the scope of Sections 4 
to 8. 


3.1.2 Where it is proposed to use alloy steel forgings, 
particulars of the chemical composition, mechanical 
properties and heat treatment are to be submitted for 
approval. For main propulsion shafting in alloy steels, the 
specified minimum tensile strength is not to exceed 
800 N/mm#2 (800-950 N/mm2 acceptance range) and for 
other forgings is not to exceed 1100 N/mm2 (1100- 
1300 N/mm2 acceptance range). 


3.2 Chemical composition 
3.2.1 The chemical composition of ladle samples for 


carbon and carbon-manganese steels is to comply with the 
following overall limits: 


Carbon 0,65% max. 
Silicon 0,45% max. 
Manganese 0,30-1 ,50% 
Sulphur 0,035% max. 
Phosphorus 0,035% max. 
Residual elements: 
Copper 0,30% max. 
Chromium 0,30% max. 
Molybdenum 0,15% max. 
Nickel 0,40% max. 
Total 0,85% max. 


3.2.2 For alloy steels, see 1.4.3. 


3.2.3 For forgings to which structural items are to be 
attached by welding, or which are intended for parts of a 
fabricated component, are to be of weldable quality, see 
2.2. 


3.3 Heat treatment 


3.3.1 Forgings are to be: 

(a) fully annealed; or 

(b) normalised; or 

(c) normalised and tempered; or 

(d) quenched and tempered. 

The tempering temperature is to be not less than 550°C. 


3.4 Mechanical tests 
3.4.1 At least one tensile test is to be made on each 


forging, or each batch of forgings. Impact tests are not 
required except on screwshafts for ice service, see 3.4.12. 
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3.4.2 Where a forging exceeds both 4 tonnes in mass 
and 3 m in length, a tensile test is to be taken from each end. 
These limits refer to the ‘as forged’ mass and length but 
exclude the test material. 


3.4.3 A batch testing procedure may be used for hot 
rolled bars not exceeding 250 mm diameter, which are 
intended for the manufacture (by machining operations only) 
of straight shafting, bolts, studs and other machinery 
components of similar shape. A batch is to consist of either: 
(a) material from the same piece provided that where this is 
cut into individual lengths, these are all heat treated in 
the same furnace charge; or 
(b) bars of the same diameter and cast, heat treated in the 
same furnace charge and with a total mass not 
exceeding 2,5 tonnes. 


3.4.4 The test specimens are to be taken in the 
longitudinal direction but, at the discretion of the manufac- 


turer and if agreed by the Surveyor, alternative directions or 
positions as shown in Figs. 5.3.1 to 5.3.3 may be used. 


Longitudinal 


Tangential 


Fig. 5.3.1 
Directions and positions of test specimens 


Longitudinal 


(through bolt hole) Longitudinal 


TKS) 


Tangential 


Fig. 5.3.2 
Directions and positions of test specimens 


3.4.5 For carbon-manganese steels, Table 5.3.1 gives 
the minimum requirements for yield stress, elongation and 
reduction of area, corresponding to different strength levels, 
but it is not intended that these should necessarily be 
regarded as specific grades. Intermediate values for other 
specified minimum tensile strengths should be calculated by 
interpolation. 
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3.4.6 Forgings may be supplied to any specified 
Tangential minimum tensile strength selected within the general limits 
detailed in Table 5.3.1, except that for main propulsion 
shafting forgings the specified minimum tensile strength is to 
be not less than 400 N/mm? (400-520 N/mm2 acceptance 
range) and not greater than 600 N/mm2 (600-750 N/mm2 
acceptance range) see shaded area of Table 5.3.1. 


3.4.7 The results of all tensile tests are to comply with the 
requirements given in Table 5.3.1 appropriate to the specified 
Tangential Longitudinal minimum tensile strength. 


Fig. 5.3.3 3.4.8 The minimum requirements for yield stress, elon- 
Directions and positions of test specimens gation and reduction of area, corresponding to different 
strength levels in alloy steel forgings are given in Table 5.3.2. 


Table 5.3.1 Mechanical properties for acceptance purposes: carbon and carbon-manganese steel forgings for 
machinery and shafting 


Tensile strength N/mm2 | Yield stress N/mm2 Elongation on 5,654/S,_ min.% Reduction of area min. % 
Tang. 


360-480 180 35 
400-520 200 35 
440-560 220 
470-590 235 
480-600 240 
520-640 260 
560-680 280 
600-750 300 
640-790 320 
680-830 340 
700-850 2 350 
720-870 2 360 
760-910 2 380 
NOTES 
1. For main propulsion shafting forgings, the specified minimum tensile strength is to be between 400 and 600 N/mm? (shaded area of 
Table) see 3.4.6. 
2. Where the specified minimum tensile strength exceeds 700 N/mm, forgings are to be supplied only in the quenched and tempered 
condition. 


Table 5.3.2 Mechanical properties for acceptance purposes: alloy steel forgings for machinery and shafting 


Elongation on 5,654/S, min.% Reduction of area min. % 
Tensile strength N/mm2_ | Yield stress N/mm? 


Long. Tang. 


600-750 420 
650-800 450 
700-850 480 
750-900 530 
800 -950 580 


Pare are a ae re 


+--+ NMNNWOWKOD NO 


850-1000 630 
900-1100 690 
950-1150 750 
1000-1200 810 
1050-1250 870 
1100-1300 930 


ee a aoe 


. 


NOTE 
For main propulsion shafting forgings, the minimum specified tensile strength is not to exceed 800 N/mm2, see 3.4.9 (shaded area of Table). 
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3.4.9 Forgings in alloy steels may be supplied to any 
specified minimum tensile strength selected within the general 
limits detailed in Table 5.3.2, and minimum yield stress, 
elongation and reduction of area, obtained by interpolation, 
except that for main propulsion shafting forgings the 
specified minimum tensile strength is not to exceed 
800 N/mm? (800-950 N/mm? acceptance range) see shaded 
area of Table 5.3.2. 


3.4.10 The results of all tensile tests are to comply with the 
requirements given in Table 5.3.2 appropriate to the specified 
minimum tensile strength. 


3.4.11. Where more than one tensile test is taken from a 
forging, the variation in tensile strength is not to exceed the 
following: 


Specified minimum Difference in 
tensile strength tensile strength 
N/mm? N/mm? 

<600 70 

>600 < 900 100 

>900 120 


3.4.12 For screwshafts intended for ships with the 
notation Ice Class 1AS or 1A and where the connection 
between the propeller and the screwshaft is by means of a 
key, a set of three Charpy V-notch impact tests (longitudinal 
test) is to be made on material from the propeller end of each 
shaft. The tests are to be carried out at -10°C and the 
average energy value is to be not less than 20 J. 


3.5 Non-destructive examination 


3.5.1 Magnetic particle or dye penetrant testing (where 
appropriate) is to be carried out on forgings for main propul- 
sion shafting (including propeller shafts, intermediate shafts, 
and thrust shafts with minimum diameter not less than 
100 mm), on all connecting rod forgings and on the following 
components when they are intended for engines having a 
bore diameter larger than 400 mm: 
Cylinder covers 
Piston crowns 
Piston rods 
Tie rods 
Gear wheels for camshaft drives 
Bolts and studs for: 
Cylinder covers 
Crossheads 
Main bearings 
Connecting rod bearings 
Propeller blade fastening bolts 
Crankpin bolts 
Tie rod bolts 
Additionally, bolts for engine bore diameters of 
less than 400 mm but having a minimum diame- 
ter 50 mm or greater (which are subjected to 
dynamic stress), are also to be subjected to 
surface examinations. 


Chapter 5 


Section 3 


3.5.2 The areas to be tested by magnetic particle or dye 
penetrate testing are shown in Fig. 5.3.4 and Fig. 5.3.5. Areas 
of other components not shown in these figures are to be 
agreed with the Surveyor. For tie rods, only threaded portions 
and the adjacent material over a length equal to that of the 
thread need be tested. 


3.5.3 Surface inspection acceptance criteria are to be in 
accordance with 2.5. Other acceptance criteria may be 
applied, providing they meet these minimum criteria, and are 
to the satisfaction of the Surveyor. 


3.5.4 Ultrasonic testing is to be carried out in accordance 

with 2.5 on the following items: 

(a) Shafts having a finished diameter of 200 mm or larger 
when intended for main propulsion or other essential 
services. 

(b) All piston crowns and cylinder covers. 

(c) Piston rods and connecting rods for engines having a 
bore diameter greater than 400 mm. 

The areas to be tested are shown in Fig. 5.3.6 and Fig. 5.3.7. 

Areas of other components not shown in these drawings are 

to be agreed with the Surveyor. 


3.5.5 Ultrasonic acceptance criteria are shown in 
Table 5.3.4. Other acceptance criteria may be applied, 
providing they meet these minimum criteria, and are to the 
satisfaction of the Surveyor. 
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(a) Propeller shaft 


(b) Intermediate shaft 


(c) Thrust shaft 


Note 
For propeller shaft, intermediate shafts and thrust shafts, all areas with stress raisers such as radial holes, 
slots and key ways are to be treated as Zone |. 


Fig. 5.3.4 Zones for magnetic particle/dye penetrant testing on machinery components 
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\/ 
Il 
iB 
' 
ni 


NoTE 


Thread, holes and their circumstances are to be L: Length of thread 
treated as Zone | 


(a) Connecting rod (b) Piston rod 


(c) Cross head 


) 


{ES =a 


| 
L: Length of thread 


(d) Bolt 


Fig. 5.3.5 Zones for magnetic particle/dye penetrant testing on machinery components 
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axial 


| 360° radial (on radial 
) axial - (--} axial 
| | 


Zone ll Zone Ill 


«— 250 mm 


(a) Propeller shaft 


| ramemeeremees 


(b) Intermediate shaft 


(c) Thrust shaft 


Notes 
1. For hollow shafts, 360° radial scanning applies to Zone Ill 
2. Circumferences of the bolt holes in the flanges are to be treated as Zone Il 


Fig. 5.3.6 Zones for ultrasonic testing on shafts 
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axial 


180° radial radial 


oO 


Zone Ill 


Scanning direction 


L: length of thread 


(a) Connecting rod (b) Piston rod 


(c) Cross head 


Fig. 5.3.7 Zones for ultrasonic testing on machinery components 
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Table 5.3.4 


Type of forging 


Acceptance criteria for ultrasonic testing 


Chapter 5 


Sections 3 & 4 


Allowable disc shape 
according to Distance Allowable length of 
Gain Size (DGS), indication, 
see Note 1, mm 
mm see Note 2 


Propeller shaft 
Intermediate shaft 


Thrust shaft 
Rudder stock 


Outer 
Inner 


Connecting rod 
Piston rod 


NOTES 


Ay Outer part means the part beyond one third of the shaft radius from the centre. The inner part means the remaining core area. 
2. For accumulations of two or more isolated indications which are subjected to registration, the minimum distance between two 
neighbouring indications is to be at least the length of the larger indication. 


a Section 4 
Forgings for crankshafts 


41 Scope 


4.1.1 The specific requirements for solid forged 
crankshafts and forgings for use in the construction of fully 
built and semi-built crankshafts are detailed in this Section. 


4.1.2 Where it is proposed to use alloy steel forgings, 
particulars of the chemical composition (see 1.4.3), heat 
treatment and mechanical properties are to be submitted for 
approval. The specified minimum tensile strength is not to 
exceed 1000 N/mm2 (1000-1200 N/mm2 acceptance range). 


4.2 Manufacture 


4.2.1 For closed die and continuous grain flow 
crankshafts forgings, where an allowance is given for design 
purposes, full details of the proposed method of manufacture 
are to be submitted for approval. In such cases, tests will be 
required to demonstrate that a satisfactory structure and grain 
flow are obtained. The number and positions of test 
specimens are to be agreed with LR. 


4.2.2 For the manufacture of welded crankshafts, 
approval is required for the welding procedure. 


4.2.3 For combined crankweb and pin forgings, the 
proposed method of forging is to be submitted for approval. 
It is recommended that these forgings be made by a folding 
method. Other methods which can be shown to produce 
sound forgings with satisfactory mechanical properties will be 
considered, but where the gapping method is used for cranks 
having a pin diameter exceeding 510 mm this will only be 
accepted provided that an upsetting operation is included in 
the manufacturing sequence. In general, the amount of work 
during the upsetting operation is to be such that the reduction 
in the original length of the ingot (after discard) or bloom is not 
less than 50 per cent. 


4.2.4 Where crankwebs are flame cut from forged or 
rolled slabs, the procedure used is to be in accordance with 
1.2.18, and additionally, unless specially agreed, a depth of 
at least 7,5 mm is to be removed by machining from all 
flame-cut surfaces. 


4.3 Chemical composition 


4.3.1 The chemical composition of ladle samples is to 
comply with 3.2.1 for carbon and carbon-manganese steels 
and 1.4.3 for alloy steels. 


4.3.2 For alloy steel forgings which are to be nitrided, the 
phosphorus or sulphur contents are not to exceed 0,02 per 
cent. 


4.4 Heat treatment 
4.4.1 For forgings in all types of steels, heat treatment is 
to be either: 


(a) normalising and tempering, or 

(b) quenching and tempering. 

The temperature used for tempering is to be not less than 
550°C. 
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4.4.2 Where it is proposed to surface harden crankshaft 
forgings by nitriding or induction hardening, full details of the 
proposed procedure are to be submitted as required by 1.5.6. 


4.5 Mechanical tests 


4.5.1 At least one tensile test specimen is to be taken 
from each forging. 


4.5.2 For solid forged crankshafts, tests are to be taken 
in the longitudinal direction from the coupling end of each 
forging (test position A in Fig. 5.4.1). Where the mass, as heat 
treated but excluding test material, exceeds 3 tonnes, a 
second set of tests is to be taken from the end opposite the 
coupling, in addition (test position B in Fig. 5.4.1). Where the 
crankthrows are formed by machining or flame cutting, the 
second set of tests is to be taken in a tangential direction from 
material removed from the crankthrow at the end opposite the 
coupling (test position C in Fig. 5.4.1).For continuous grain 
flow (CGF) crankshaft forgings, where insufficient material 
exists for a second longitudinal test, the second set of tests 
may be taken in a tangential direction from the crankthrow 
(test position C in Fig. 5.4.2). 


Test position B 
Test position A (longitudinal) 


(longitudinal) 


| 
| 
| 
| 
t_ 


3108/01 


Test position C 


Coupling end (tangential) 


Fig. 5.4.1. Solid forged crankshaft 


Test position A 
(longitudinal) 


Chapter 5 


Section 4 


4.5.3 The number and position of test specimens from 
combined crankweb and pin forgings are to be in accordance 
with the requirements of the approved method of manufac- 
ture. 


4.5.4 For other crankshaft forgings, tests are to be taken 
as detailed in Section 3, except that for crankwebs the test 
specimens are to be cut in a tangential direction. 


4.5.5 As an alternative to 4.5.2, small solid forged 
crankshafts may be batch tested in accordance with 1.6.4, 
provided that, in addition, hardness tests are carried out on 
each forging. 


4.5.6 Tables 5.4.1 to 5.4.3 give the minimum require- 
ments for yield stress and elongation corresponding to 
different strength levels, but it is not intended that these 
should necessarily be regarded as specific grades. The 
strength levels have been given in multiples of 40 N/mm2, or 
50 N/mm? in the case of alloy steels, to facilitate interpolation 
for intermediate values of specified minimum tensile strength. 


Table 5.4.1 Mechanical properties for acceptance 
purposes: carbon-manganese steel 


forgings for crankshafts 


Elongation 
on 5,654f So Hardness 
% minimum Brinell 


; Yield stress 
Tensile strength N/mm2 


2 a 
/mm minimum 


Long. Tang. 


400-520 200 26 
440-560 220 24 
480-600 240 22 
520-640 260 21 
560-680 280 20 
600-750 300 18 
640-790 320 17 
680-830 340 16 
720-870 350 15 
760-910 380 14 


Intermediate values may be obtained by interpolation. 


110-150 
125-160 
135-175 
150-185 
160-200 
175-215 
185-230 
200-240 
210-250 
225-265 


. 


1 


. 


ok 


1 
@-+-NMNNWAOOD CO 


1 


Test position C 
(tangential) 


Test position B 
(longitudinal) 


Fig. 5.4.2 CGF Crankshaft 
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Table 5.4.2 


Tensile strength 
N/mm2 


Mechanical properties for acceptance 


purposes: alloy steel forgings for 
crankshafts - Normalised and 


tempered 


Yield stress 
N/mm2 


Elongation 


on 5,65/ Sg 
% minimum 


Hardness 
Brinell 


minimum 
Long. Tang. 
600-750 330 18 14 
650-800 355 17 13 
700-850 380 16 12 
750-900 405 15 11 215-260 
800-950 430 14 10 235-275 


Intermediate values may be obtained by interpolation. 


175-215 
190-235 
205-245 


Table 5.4.3 Mechanical properties for acceptance 
purposes: alloy steel forgings for 
crankshafts - Quenched and 


tempered 


Yield stress 
N/mm2 
minimum 


Elongation 
on 5,654/ Sg Hardness 
% minimum Brinell 


Tensile strength 
N/mm2 


Long. Tang. 


600-750 420 14 
650-800 450 13 
700-850 480 12 
750-900 530 11 
800-950 590 10 
850-1000 640 9 
900-1100 690 
950-1150 750 
1000-1200 810 


175-215 
190-235 
205-245 
215-260 
235-275 
245-290 
260-320 
275-340 
290-365 


Intermediate values may be obtained by interpolation. 


4.5.7 Forgings may be supplied to any specified mini- 
mum tensile strength selected within the general limits 
detailed in Tables 5.4.1 to 5.4.3. 


4.5.8 The results of all tensile tests are to comply with the 
requirements of Table 5.4.1, 5.4.2 or 5.4.3 appropriate to the 
specified minimum tensile strength. 


4.5.9 Where more than one tensile test is taken from a 
forging, the variation in tensile strength is not to exceed the 
following: 


Specified minimum Difference in 
tensile strength tensile strength 
N/mm2 N/mm2 

<600 70 

>600 <900 100 

2900 120 


Chapter 5 


Section 4 


4.5.10 For small crankshaft forgings which have been 
batch tested, the hardness values are to be not less than 
those given in Tables 5.4.1 to 5.4.3, as appropriate. The 
variation in hardness in each batch is to comply with the 


following: 
Specified minimum tensile Difference in hardness 
strength (N/mm2) (Brinell number) 
<600 not more than 25 
2600 <900 not more than 35 
2900 not more than 42 
4.6 Non-destructive examination 
4.6.1 Magnetic particle or dye penetrant testing as 


detailed in 1.8.5 and 2.5 is to be carried out on all forgings 
for crankshafts. Where applicable, this is to include all 
surfaces which have been flame-cut, but not subsequently 
machined during manufacture. Particular attention is to be 
given to the testing of the pins, journals and associated fillet 
radii of solid forged crankshafts and to the pins and fillet radii 
of combined web and pin forgings. The extent of testing is 
shown in Fig. 5.4.3. 


4.6.2 The manufacturer is to carry out an ultrasonic 
examination of all forgings as detailed in 1.8.8 and 2.5, except 
that for closed-die forgings this examination may, subject to 
approval, be confined to the initial production and to 
subsequent occasional checks. The extent of ultrasonic 
testing is shown in Fig. 5.4.4. 


4.6.3 Surface inspection acceptance criteria are to be in 
accordance with 2.5 and with Table 5.4.4. Other acceptance 
criteria may be applied, providing they meet these minimum 
criteria, and is to the satisfaction of the Surveyor. 


4.6.4 Ultrasonic acceptance criteria are shown in 
Table 5.4.5. Other acceptance criteria may be applied, 
providing they meet these minimum criteria, and is to the 
satisfaction of the Surveyor. 
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Section 4 


Section B-B 


Section A-A a Section B-B 


Semi built-up crankshaft 


Notes 
1. Where the crankpin or journal has oil holes, the circumferential surfaces of the oil are to 
be treated as Zone |, (see the figure on the right) 


2. Inthe above figures: r 
6 = 60° 
b = 0,05d (: circumferential surfaces of shrinkage fit) 
2qb 


where 

r: fillet radius 

d : journal diameter 
dentification of the Zones: 
: Zone | 

: Zone Il 


| 
db 


db: Oil hole bore diameter 


Fig. 5.4.3 Zones for magnetic particle/dye penetrant testing on crankshafts 


Lioyp’s REGISTER 19 


RULES FOR THE MANUFACTURE, TESTING AND CERTIFICATION OF MATERIALS, July 2012 


Steel Forgings Chapter 5 


Section 4 


Scanning direction 


As Be 
al le) el Le 


geass 


Section A-A A Sectio 


(a) Solid crankshaft 


Section A-A B= Section B-B 


(b) Semi built-up crankshaft 


Notes 
1. In the above figures: 
a = 0,1d or 25 mm, whichever is greater 
b =0,05d or 25 mm, whichever is greater (: circumstances of shrinkage fit) 
where 
d : pin or journal diameter 
The mid third area of crank pins and/or journals within a raduis of 0,25d 
between the webs may generally be coordinated to Zone II 
dentification of the Zones: 
: Zone | 
: Zone Il 
: Zone Ill 


Fig. 5.4.4 Zones for ultrasonic testing on crankshafts 
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Table 5.4.4 Surface inspection acceptance for crankshaft forgings — Allowable number and size of indications in 


a reference area of 225 cm2 


Maximum dimension of 
single indication, mm 


Maximum number 
each type 


Maximum number of 


Inspection zone indication indication 


inear 


Critical fillet area 


| 
mportant fillet area 


igned 


0) 
inear 0) 
¢) 


ll 
Journal surfaces 


Table 5.4.5 


Type of forging 


Ultrasonic acceptance criteria for crankshafts 


Allowable disc shape 
according to Distance 
Gain Size (DGS), 


Allowable length of 
indication, 
mm see Note 


mm 


Crank shaft 


d<2,0 
d<3,0 


d<4,0 


NOTE 


For accumulations of two or more isolated indications which are subjected to registration, the minimum distance between two neighbouring 
indications is to be at least the length of the larger indication. This applies to the distance in axial direction as to the distance in depth. 
Isolated indications with less distance are to be determined as one single indication. 


a Section 5 
Forgings for gearing 


5.1 Scope 


So: 1st Provision is made in this Section for carbon- 
manganese and alloy steel forgings intended for use in the 
construction of gearing for main propulsion and for driving 
electric generators. 


5.1.2 Gear wheel and rim forgings with a specified 
minimum tensile strength not exceeding 760 N/mm? 
(760-910 N/mm2 acceptance range) may be made in carbon- 
manganese steel. Gear wheel or rim forgings where the 
specified minimum tensile strength is in excess of 760 N/mm2, 
and all pinion or pinion sleeve forgings, are to be made in a 
suitable alloy steel. Specifications for alloy steel components 
and for quill shafts, giving chemical composition, heat treat- 
ment and mechanical properties, are to be submitted for 
approval. 


5.7.3 Forgings for flexible couplings, quill shafts and gear 
wheel shafts are to comply with the requirements of 
Section 3. 


5.1.4 Manufacturers’ test certificates for forgings may be 
accepted where the transmitted power does not exceed 
220 kW (800 shp) for main propulsion and 100 kW (150 shp) 
for auxiliary drives. 


5.2 Manufacture 


5.2.1 All forgings are to be made with sufficient material 
to allow an adequate machining allowance on all surfaces for 
the removal of unsound or decarburised material. 


5.2.2 The hardenability of the forged material is to be 
checked at random intervals using an end quench test 
complying with a National or International Standard. 


5.2.3 The grain size is to be checked on a random basis 
in accordance with the testing and reporting procedures of 
ASTM E 112, or an equivalent National Standard, and is to be 
within the range 5 to 8. 


5.2.4 The microstructure of the hardened case is to be 
mainly martensite, with a maximum content of 15 per cent of 
retained austenite. 


5.3 Chemical composition 
5.3.1 The chemical composition of ladle samples is to 


comply with 3.2.1. for carbon and carbon-manganese steels 
and 1.4.3 for alloy steels. 
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5.4 Heat treatment 


5.4.17 Except as provided in 5.4.4 and 5.4.5, forgings 
may be either normalised and tempered or quenched and 
tempered in accordance with the approved specification. The 
tempering temperature is to be not less than 550°C. 


5.4.2 Where forgings are machined prior to heat treat- 
ment, the allowance left for final machining is to be sufficient 
to remove the decarburised surface material, taking into 
account any bending or distortion which may occur. 


5.4.3 When the teeth of a pinion or gear wheel are to be 
surface hardened, i.e, carburised, nitrided or induction 
hardened, the proposed specification together with details of 
the process and practice are to be submitted for approval. 
For purposes of initial approval, the gear manufacturer is 
required to demonstrate by test that the surface hardening of 
the teeth is uniform and of the required depth and that it does 
not impair the soundness and quality of the steel. 


5.4.4 Where induction hardening of nitriding is to be 
carried out after machining of the gear teeth, the forgings are 
to be heat treated at an appropriate stage to a condition 
suitable for this subsequent surface hardening. 


5.4.5 Forgings for gears which are to be carburised after 
final machining are to be supplied in either the fully annealed 
or the normalised and tempered condition, suitable for subse- 
quent machining and carburising. 


5.5 Mechanical tests for through hardened, 
induction hardened or nitrided forgings 


5.5.1 At least one tensile test specimen is to be taken 

from each forging in carbon or carbon-manganese steel, and 

at least one tensile test specimen from forgings in alloy steel. 

Sufficient test material is to be provided for this purpose and 

the test specimens are to be taken as follows: 

(a) For pinion forgings where the finished diameter of the 
toothed portion exceeds 200 mm, tests are to be taken 
in a tangential direction and adjacent to the toothed 
portion (test position B in Fig. 5.5.1). Where the dimen- 
sions preclude the preparation of tests from this position, 
tests in a tangential direction are to be taken from the 
end of the journal (test position C in Fig. 5.5.1). If, 
however, the journal diameter is 200 mm or less, tests 
are to be taken in a longitudinal direction (test position A 
in Fig. 5.5.1). Where the finished length of the toothed 
portion exceeds 1250 mm, tests are to be taken from 
each end. 

(b) For small pinion forgings where the finished diameter of 
the toothed portion is 200 mm or less, tests are to be 
taken in a longitudinal direction (test position A in 
Fig. 5.5.1). 

(c) For gear wheel forgings, tests are to be taken in a 
tangential direction (from one of the test positions B in 
Fig. 5.5.2). 

(d) For gear wheel rim forgings, tests are to be taken in a 
tangential direction (from one of the test positions A in 
Fig. 5.5.3). Where the finished diameter exceeds 2500 mm 
or the mass (as heat treated but excluding test material) 
exceeds 3 tonnes, tests are to be taken from two 


Chapter 5 


Section 5 


diametrically opposite positions (test positions A in 
Fig. 5.5.3). 

For pinion sleeve forgings, tests are to be taken ina 
tangential direction (from one of the test positions C in 
Fig. 5.5.4). Where the finished length exceeds 1250 mm, 
tests are to be taken from each end. 


Test position B 
(tangential) 


Test position B 
(tangential) 


Test position A 
(longitudinal) 


Test position C 
(tangential) 


L length of toothed portion, in metres 
D diameter of toothed portion, in metres 
d journal diameter, in metres 


Fig. 5.5.1 Test positions for forgings for gearing 


Test position B (tangential) 


Fig. 5.5.2 Test position B 


Test position A (tangential) 


A 


Test position A (tangential) 


Fig. 5.5.3 Test position A 
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Test position C 
(tangential) 


Test position C 
(tangential) 


Fig. 5.5.4 Test position C 


5:5:2 As an alternative to 5.5.1, small forgings may be 
batch tested in accordance with 1.6.4 provided that, in 
addition, hardness tests are carried out on each forging. 


5.5.3 Tables 5.5.1 to 5.5.3 give the minimum require- 
ments for yield stress and elongation corresponding to 
different strength levels, but it is not intended that these 
should necessarily be regarded as specific grades. The 
strength levels have been given in multiples of 40 N/mm2, or 
50 N/mm? in the case of alloy steels, to facilitate interpolation 
for intermediate values of specified minimum tensile strength. 


Table 5.5.1 Mechanical properties for acceptance 
purposes: carbon-manganese steels 


for gear wheel and rim forgings 


Yield Elongation on 


stress 5,65°V So Hardness 
N/mm? % minimum Brinell 


minimum | Rims Wheels 


400-520 200 26 
440-560 220 24 
480-600 240 22 
520-640 260 21 
560-680 280 20 
600-750 300 18 
640-790 320 17 
680-830 340 16 
720-870 360 15 
760- 910 380 14 


Tensile strength 
N/mm2 
(see Note) 


110-150 
125-160 
135-175 
150-185 
160-200 
175-215 
185-230 
200-240 
210-250 
225-265 


Intermediate values may be obtained by interpolation. 


NOTE 

When the specified minimum tensile strength exceeds 
700 N/mm2 forgings are to be supplied only in the quenched 
and tempered condition. 


5.5.4 Forgings may be supplied to any specified 
minimum tensile strength selected within the general limits 
detailed in Tables 5.5.1 to 5.5.3. 


5.5.5 The results of all tensile tests are to comply with the 
requirements of Table 5.5.1, 5.5.2 or 5.5.3, appropriate to the 
specified minimum tensile strength. Unless otherwise agreed, 
the specified minimum tensile strength is to be not less than 
800 N/mm2 (800-950 N/mm2 acceptance range) for induction 
hardened or nitrided gear forgings. 
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Table 5.5.2 Mechanical properties for acceptance 
purposes: alloy steel gear wheel and 
rim forgings — Normalised and 


tempered 


Yield Elongation on 

Tensile strength stress 5,65 So Hardness 
N/mm? N/mm? % minimum Brinell 

minimum 


ims | Wheels 


600-750 330 16 


175-215 
190-235 
205-245 
215-260 
235-275 
245-290 


650-800 355 15 
700-850 380 14 
750-900 405 13 
800-950 430 12 
850-1000 455 11 


Intermediate values may be obtained by interpolation. 


Table 5.5.3 Mechanical properties for acceptance 
purposes: alloy steel gear forgings — 


Quenched and tempered 


Yield Elongation on 
Tensile strength stress 5,65/ So Hardness 
N/mm? N/mm? % minimum Brinell 
(see Notes 1 minimum 
and 2) (see Note 2) 


. 


600-750 420 
650-800 450 
700-850 480 
750-900 530 
800-950 590 
850-1000 640 
900-1050 690 
950-1100 750 
1000-1150 810 
1050-1200 870 


175-215 
190-235 
205-245 
215-260 
235-275 
245-290 
260-310 
275-330 
290-340 
310-365 


ee 


1 


act ea th 


re 


1 
+-MNNWWOK OO NO 


Column A is applicable to tests from gear rims and to longitudinal 
tests from pinions. 

Column B is applicable to tests from gear wheels and to tangen- 
tial tests from pinions. 

Column C is applicable to tests from pinion sleeves. 


Intermediate values may be obtained by interpolation. 


NOTES 

1. For gear wheel and rim forgings the specified minimum tensile 
strength is not to exceed 850 N/mm. 

2. For carburised gear forgings the requirements for minimum 
yield stress and maximum tensile strength are not applicable. 


5.5.6 Where more than one tensile test is taken from a 
forging, the variation in tensile strength is not to exceed the 
following: 


Specified minimum Difference in 
tensile strength tensile strength 
N/mm2 N/mm2 

<600 70 

>600 <900 100 

>900 120 
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5.5.7 Hardness tests are to be carried out on all forgings 
after completion of heat treatment and prior to machining the 
gear teeth. The hardness is to be determined at four positions 
equally soaced around the circumference of the surface where 
teeth will subsequently be cut. Where the finished diameter 
of the toothed portion exceeds 2500 mm, the number of test 
positions is to be increased to eight. Where the width of a 
gear wheel rim forging exceeds 1250 mm, the hardness is to 
be determined at eight positions at each end of the forging. 


5.5.8 For small gear forgings which are batch tested, at 
least one hardness test is to be carried out on each forging. 


5.5.9 The results of all hardness tests are to comply with 
the appropriate requirements of Tables 5.5.1 to 5.5.3. The 
difference between the highest and lowest values on any one 
forging is not to exceed the following: 

Specified minimum Difference in hardness 


tensile strength (Brinell number) 
(N/mmz?) 

<600 25 

2600 <900 35 

2900 42 


5.5.10 On nitrided or induction hardened components, 
hardness tests are also to be made on the teeth when surface 
hardening and grinding have been completed. The results are 
to comply with the approved specification. 


5.6 Mechanical tests for carburised forgings 


5.6.1 Sufficient test material is to be provided for prelim- 
inary tests at the forge and for final tests after completion of 
carburising. For this purpose, duplicate sets of test material 
are to be taken from positions as detailed in 5.5.1, except 
that, irrespective of the dimensions or mass of the forging, 
tests are required from one position only, and in the case of 
forgings with integral journals are to be cut in a longitudinal 
direction. The test material which is to be used for measure- 
ments of case depth, hardness, grain size and residual 
austenite as well as mechanical properties is to be machined 


‘ D : . 
to a coupon of diameter of 4 or 30 mm, whichever is less, 


where D is the finished diameter of the toothed portion. 


5.6.2 For small forgings, where a system of batch 
testing is adopted, the test material may be prepared from 
surplus steel from the same cast provided that the forging 
reduction approximates to that of the actual gear forgings. 
The test samples are to be correctly identified and heat 
treated with the forgings they represent. 


5.6.3 For preliminary tests at the forge, one set of test 
material is to be given a blank carburising and heat treatment cycle 
simulating that which will be subsequently applied to the forgings. 


5.6.4 For final acceptance tests, the second set of test 
material is to be blank carburised and heat treated together 
with the forgings which it represents. 
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5.6.5 At the discretion of the forgemaster or gear 
manufacturer, test samples of larger cross-section than in 
5.6.1 may be either carburised or blank carburised, but these 
are to be machined to the required diameter prior to the final 
quenching and stress relieving heat treatment. 


5.6.6 At least one tensile specimen is to be prepared from 
each sample of test material. 


5.6.7 Unless otherwise agreed, the specified minimum 
tensile strength is to be not less than 750 N/mm2, and the 
results of all tensile tests are to comply with the requirements 
given in Table 5.5.3. 


5.6.8 Where it is proposed to adopt alternatives to the 
requirements of 5.6.1 to 5.6.7, full details are to be submit- 
ted to the Surveyor for consideration. 


5.7 Non-destructive examination 


Or lad Magnetic particle or liquid penetrant testing is to be 
carried out on the teeth of all surface hardened forgings. This 
examination may also be requested on the finished machined 
teeth of through hardened gear forgings. 


5.7.2 The manufacturer is to carry out an ultrasonic 
examination of all forgings where the finished diameter of the 
surfaces, where teeth will be cut, is in excess of 200 mm, and 
is to provide the Surveyor with a signed statement that such 
inspection has not revealed any significant internal defects. 


5.7.3 On gear forgings where the teeth have been surface 
hardened, additional test pieces may be required to be 
processed with the forgings and subsequently sectioned to 
determine the depth of the hardened zone. These tests are to 
be carried out at the discretion of the Surveyor, and for 
induction or carburised gearing the depth of the hardened zone 
is to be in accordance with the approved specification. For 
nitrided gearing, the full depth of the hardened zone, (i.e., depth 
to core hardness), is to be not less than 0,5 mm and the 
hardness at a depth of 0,25 mm is to be not less than 500 HV. 


a Section 6 
Forgings for turbines 


6.1 Scope 


Cone ey| Provision is made in this Section for ferritic steel 
forgings for turbine rotors, discs and spindles, turbine-driven 
generator rotors and compressor rotors. 


6.1.2 Plans for rotor forgings are to state whether the 
rotor is intended for propulsion or auxiliary machinery and the 
shaft power of auxiliary turbines. In the case of a rotor which 
is to be tested for thermal stability, the maximum operating 
temperature and the proposed test temperature are also to 
be stated. 
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6.1.3 Specifications of alloy steel forgings giving the 
proposed chemical composition, heat treatment and mechanical 
properties are to be submitted for approval with the plans of 
the components. 


6.1.4 Where it is proposed to use rotors of welded 
construction, the compositions of the steels for the forgings 
are to be submitted for special consideration, together with 
details of the proposed welding procedure. Welding procedure 
tests may be required. 


6.2 Manufacture 


6.2.1 Forgings are to be manufactured in accordance 
with the requirements of Section 1, except that for rotors the 
forging reduction is to be not less than 2,5 to 1. Where an 
upsetting operation is included in the manufacturing proce- 
dure, the above requirement applies to the cross-sectional 
area of the upset bloom and not to that of the ingot. 


6.3 Chemical composition 


6.3.1 The chemical composition of ladle samples is to 
comply with 3.2.1 for carbon and carbon-manganese steels 
and 1.4.3 for alloy steels. 


6.4 Heat treatment 


6.4.1 Forgings are to be supplied in the heat treated 
condition, and the thermal treatment at all stages is to be 
such as to avoid the formation of hair-line cracks. At a 
suitable stage of manufacture, the forgings are to be reheated 
above the upper critical point to refine the grain, cooled in an 
approved manner and then tempered to produce the desired 
mechanical properties. 


6.4.2 Where forgings receive their main heat treatment 
before machining, they are to be stress relieved after rough 
machining. Forgings which are heat treated in the rough 
machined condition need not be stress relieved provided that 
they have been slowly cooled from the tempering tempera- 
ture. 


6.4.3 The tempering and stress relieving temperatures 
are to be not less than 550°C for carbon and carbon- 
manganese steels, and not less than 600°C for alloy steels. 
The holding times and subsequent cooling rates are to be 
such that the forging in its final condition is free from harmful 
residual stresses. 


6.4.4 Details of the proposed heat treatment for rotors of 
welded construction are to be submitted for approval. 


6.5 Mechanical tests 


6.5.1 At least one tensile test specimen, cut in a 
longitudinal direction, is to be taken from each rotor forging. 
For forgings exceeding both 3 tonnes in mass and 2000 mm 
in length, tests are to be taken from each end. 


Chapter 5 


Section 6 


6.5.2 For rotor forgings of all main propulsion machinery 
and of auxiliary turbines exceeding 1100 kW, tangential and, 
where the dimensions permit, radial tensile tests are to be 
taken from the end of the body corresponding to the top end 
of the ingot, see Fig. 5.6.1. 


Top end of ingot Test position A 


(longitudinal) 


Test position B 
(tangential) 


Test position C (radial) 


| 


L 


Fig. 5.6.1 Test positions for turbine rotor forgings 


6.5.3 For each turbine disc, at least one tensile test 
specimen is to be cut in a tangential direction from material 
at the hub, see Fig. 5.6.2. 


Test position B 
(tangential) 


Test position C 
(tangential at bore) 


— 


Test position C 


Test position B (tangential at bore) 


(tangential) ay 


ZZ 


Fig. 5.6.2 Test positions for turbine disc forgings 


6.5.4 For the tests required by 6.5.1 to 6.5.3, sufficient 
test material is to be left on each forging and is not to be 
removed until all heat treatment, including stress relieving, has 
been completed. In this connection, a thermal stability test 
does not form part of the heat treatment of a turbine forging. 
Any excess test material is not to be completely severed from 
a forging until all the mechanical tests have been completed 
with satisfactory results. 
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6.5.5 Tables 5.6.1 and 5.6.2 give the minimum require- 6.5.7 The results of all tensile tests are to comply with the 
ments for yield stress, elongation and reduction of area requirements of Table 5.6.1 or Table 5.6.2 appropriate to the 
corresponding to different strength levels, but it is not specified minimum tensile strength. For monobloc rotor 
intended that these should necessarily be regarded as forgings, the specified minimum tensile strength is not to 


specific grades. The strength levels have been given in exceed 800 N/mm2. 

multiples of 40 N/mm2, or 50 N/mm? for alloy steels, to 

facilitate interpolation for intermediate values of specified 

minimum tensile strength. 6.6 Non-destructive examination 


6.6.1 The end faces of the body of rotor forgings and the 


Table 5.6.1 Mechanical properties for end faces of the boss and the bore surface of each turbine 
acceptance purposes: carbon- disc are to be machined to a fine smooth finish for visual and 
manganese steel forgings for magnetic particle examination. 


turbines —- Normalised and tempered 


6.6.2 The manufacturer is to carry out an ultrasonic 
Elongation Reduction examination of each forging and is to provide the Surveyor 
Tensile | Yield stress 5,65 So. of area with a signed statement that such inspection has not revealed 


strength N/mm? % minimum % minimum any significant internal defects. 
N/mm? minimum 


A B Cc A Cc 


6.6.3 Rotor forgings for propulsion machinery and for 
400-520 200 260 22 18 50 35 auxiliary turbines exceeding 1100 kW are to be hollow bored 


pte 220 2421 17 50 35 for internal examination. The surface of the bore is to have a 
sepa ae goth eo ~29 80 fine smooth finish and is to be examined by means of an 
520-640 260 21 18 14 45 30 : : , ners 
560-680 280 20 17 13 «40 95 optical instrument of suitable magnification. Where the bore 
600-720 300 18 15 12 40 25 size permits, magnetic Particle examination is also to be 
carried out. These examinations are to be confirmed by the 
NOTES Surveyor. Alternatively, an approved method of ultrasonic 
Columns A are applicable to longitudinal tests from rotor and examination may be accepted instead of hollow boring. 
spindle forgings. Details of the proposed method of ultrasonic examination are 
Columns B are applicable to tangential tests from rotor forgings. to be submitted for special consideration. 
Columns C are applicable to radial tests from rotor forgings. 
Intermediate values may be obtained by interpolation. 
6.5.6 Forgings may be supplied to any specified 
minimum tensile strength selected within the general limits 
detailed in Table 5.6.1 or Table 5.6.2. 
Table 5.6.2 Mechanical properties for acceptance purposes: alloy steel forgings for turbines - Quenched and 


tempered or normalised and tempered 


Yield stress Yield stress Elongation on Reduction 
Tensile strength N/mm2 minimum N/mm2 minimum 5,651 So of area 


N/mm? Normalised Quenched and % minimum %minimuM 
(see Note) and tempered tempered 


B B 


500 — 650 275 — 20 40 
550 — 700 300 = 18 40 
600 - 750 330 410 16 40 
650 — 800 355 450 15 40 


700 — 850 490 14 35 
750 — 900 530 13 35 


800 - 950 590 12 35 
850 — 1000 640 11 30 


900 - 1050 690 im 30 
950 - 1100 750 10 30 
1000 — 1150 810 10 30 


NOTES 

Columns A are applicable to longitudinal tests from rotor and spindle forgings. 

Columns B are applicable to tangential tests from rotor and spindle forgings, and to tangential tests from discs — test position B in Fig. 5.6.2. 
Columns C are applicable to radial test from rotor forgings and to tangential tests from discs — test position C in Fig. 5.6.2. 

Intermediate values may be obtained by interpolation. 
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6.7 Thermal stability tests 


6.7.1 Thermal stability tests after heat treatment and rough 
machining of the turbine rotors, referred to in the relevant Rules 
dealing with design and construction, are to be undertaken in 
properly constructed furnaces, using accurate and reliable 
measuring equipment. Each test is to be carried out in 
accordance with the following recommended procedure: 

(a) Five bands are to be machined concentric with the axis of 
rotation. Two of these are to be reference bands and are to 
be positioned at or near the locations of the bearings. The 
remaining three bands are to be test bands located one as 
near as possible to the mid-length, and the other two near 
each end of the body. Where the length of a rotor is such 
that five bands cannot be provided, alternative proposals 
are to be submitted to the Surveyor for his approval. 

(b) Four positions, 90° apart, are to be stamped A, B, C and 
D on the coupling end of the rotor. 

(c) The whole of the body, and as much of the shaft at either 
end as will include the positions of the glands, is to be 
enclosed in the furnace. In the case of a rotor having an 
overhung astern wheel, the astern wheel is also to be 
enclosed in the furnace during the first test. 

(d) The rotor is to be rotated at a uniform and very low speed. 

(e) The deflections at all bands are to be recorded at the A, 
B, C and D positions. Initial cold readings are to be taken 
prior to heating. 

(f) The rotor is to be heated uniformly and_ slowly. 
Temperatures are to be recorded continuously at the 
surface of the rotor and, if practicable, in the bore at the 
mid-length of the body. In no circumstances is the surface 
temperature to exceed the temperature at which the rotor 
was tempered. During heating, the rate of rise of temper- 
ature is to be such as to avoid excessive temperature 
gradients in the rotor. 

(g) The maximum or holding temperature is to be not less 
than 28°C above the maximum operating temperature of 
the rotor. For the purposes of the test, the holding period 
is to start when the rotor has attained a uniform and 
specified temperature. The rotor is to be held under the 
specified temperature conditions until not less than three 
consecutive hourly readings of deflections show the radial 
eccentricity to be constant within 0,006 mm on all test 
bands. 

(h) The turbine rotor is to be rotated during cooling until the 
temperature is not more than 100°C. The rate of cooling 
is to be such as to avoid excessive temperature gradients 
in the rotor. 

(i) | Final cold readings are to be taken. 


6.7.2 The movements of the axis of the rotor in relation 
to the reference bands are to be determined from polar plots 
of the deflection readings. The radial movement of the shaft 
axis, as determined by the difference between the final hot 
and the final cold movements, is not to exceed 0,025 mm on 
any one band. As verification that test equipment and 
conditions are satisfactory, it is required that similar determi- 
nations of differences between initial cold and final cold 
movements do not exceed 0,025 mm on any one band. 
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6.7.3 If the results of the test on a rotor fail to meet either 
or both of the requirements in 6.7.2, the test may be repeated 
if requested by the maker and agreed by the Surveyor. In the 
case of a rotor failing to meet the requirements of a thermal 
stability test, the rotor is deemed unacceptable. Proposals for 
the rectification of thermal instability of a rough machined 
rotor are to be submitted for special consideration. 


a Section 7 
Forgings for boilers, pressure 
vessels and piping systems 


7.1 Scope 


7.1.1 Provision is made in this Section for carbon- 
manganese and low alloy steel forgings intended for use in 
the construction of boilers, pressure vessels and piping 
systems where the design temperature is not lower than 0°C. 


7.1.2 In addition to specifying mechanical properties at 
ambient temperature for the purposes of acceptance testing, 
these requirements give details of appropriate mechanical 
properties at elevated temperatures to be used for design 
purposes. 


7.1.3 Forgings used in the construction of equipment for 
the containment of liquefied gases are to comply with the 
requirements of Section 8, except for those used in piping 
systems, where the design temperature is not lower than 0°C. 
Forgings for other pressure vessels and piping systems, where 
the use of steels with guaranteed impact properties at low 
temperatures is required, are also to comply with Section 8. 


7.2 Chemical composition 

Lied The chemical composition of ladle samples is to 
comply with the appropriate requirements of Table 5.7.1. 

7.3 Heat treatment 

7.3.1 Carbon-manganese steel forgings are to be 
normalised, normalised and tempered or quenched and 
tempered. 


7.3.2 Alloy steel forgings are to be normalised and 
tempered or quenched and tempered. 


7.3.3 No forging is to be fully heat treated more than twice. 


7.4 Mechanical tests 


7.4.1 Except as provided in 7.4.2 and 7.4.4, at least one 
tensile test is to be taken from each forging and, where the 
dimensions and shape allow, the test specimen is to be cut in 
the longitudinal direction. 
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Table 5.7.1 Chemical composition 


Chapter 5 


Section 7 


Tensile Chemical composition of ladle samples % 


Type of steel 


strength 
/mm2 i Mn 


Al Residual elements 


410-530 
Carbon- 
manganese 


460-580 0,10-0,40 


490-610 


0,50-1,20 
0,80-1,40 


0,90-1,70 


Ni 0,40 max. 
Cr 0,25 max. 
Mo 0,10 max. 
Cu 0,30 max. 


Total 0,80 max. 


(See Notes 
1 and 3) 


Alloy steel 
1Cr1/2Mo 
21/4 Cr1Mo 


440-590 0,18 
490-640 0,15 


0,15-0,40 


0,40-0,70 


Cr Mo 


0,85-1,15 
2,0-2,5 


0,45-0,65 
0,90-1,20 


0,020 max. 
(See Note 2) 


NOTES 

1. Fine grained steels are to contain: 

aluminium (acid soluble) 0,015% min. or 
aluminium (total) 0,018% min. 

. For alloy steels, aluminium (acid soluble) 0,020% max. 


7.4.2 On seamless drums and headers which are initially 
forged with open ends, test material is to be provided at each 
end of each forging. Where forged with one solid end, test 
material is to be provided at the open end only. Except where 
the ends are to be subsequently closed by forging, the test 
material is not to be removed until heat treatment has been 
completed. Where the ends are to be closed, rings of test 
material are to be cut off prior to the closing operation and 
are to be heat treated with the finished forging. In all cases, 
the test specimens are to be cut in the circumferential 
direction. 


Table 5.7.2 


Diameter or 
equivalent 
thickness mm 


Type of steel Ninian? 


Yield stress 


The determination of the aluminium (total) content is acceptable provided the above value is not exceeded. 
iobium may be used as a grain refiner in place of aluminium, in which case the content is to be in the range 0,01% to 0,06%. 


7.4.3 Unless otherwise agreed, tensile test specimens 
are to be taken with their axis at approximately 12,5 mm 
below the surface of the forging. 


7.4.4 Small forgings may be batch tested in accordance 
with 1.6.4 provided that hardness tests are carried out on 
each forging. In such cases, the mass of each forging is not 
to exceed 1 tonne and that of the batch is not to exceed 
10 tonnes and the hardness values are to accord with 
Table 5.7.2. 


Mechanical properties for acceptance purposes 


Elongation 
on 5,654 So 


% minimum 


Hardness 
Brinell 


Tensile strength 
/mm?2 


<100 215 
205 


Carbon-manganese <100 245 
not specifically 235 
fine grained 

265 


255 


410-530 20 110-155 


460-580 130-170 


490-610 


<100 235 
$250 220 
<100 275 


Carbon-manganese, 
fine grained >100 <250 255 


<100 305 
>100 <250 280 


410-530 


460-580 


490-610 


Alloy steel 
1Cr!/2Mo 275 


21/4Cr1Mo 275 


440-590 
490-640 
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7.4.5 If required by the Surveyors or by the Fabricators, 
test material may be given a simulated stress relieving heat 
treatment prior to the preparation of the test specimens. This 
has to be stated on the order, together with agreed details of 
the simulated heat treatment and the mechanical properties 
which can be expected. 


7.4.6 Except as provided in 7.4.7, the results of all tensile 
tests are to comply with the requirements given in Table 5.7.2 
appropriate to the specified minimum tensile strength. 


7.4.7 Where tests are taken at a depth greater than 
12,5 mm from the surface or where they are taken in a 
transverse direction, the mechanical properties which can be 
expected are to be agreed. 


7.4.8 On seamless drums and headers where tests are 
taken from each end, the variation in tensile strength is not to 
exceed 70 N/mm. 


7.4.9 For small batch-tested forgings, the hardness 
values are to comply with the requirements of Table 5.7.2 
appropriate to the specified minimum tensile strength. If 
forgings of more than one thickness are to be supplied from 
one cast, then the test is to be made on the thickest forging. 


Table 5.7.3 


Diameter or 


H Tensile 
equivalent 


Mechanical properties for design purposes 


Chapter 5 


Section 7 


7.5 Non-destructive examination 
7.5.1 Non-destructive testing is to be carried out in 
accordance with the requirements of the approved forging 
drawing and specification, or as otherwise agreed between 
the manufacturer, purchaser and Surveyor. 


7.6 Pressure tests 
7.6.1 Where applicable, pressure tests are to be carried 
out in accordance with the requirements of the relevant Rules. 


7.7 Mechanical properties for design purposes 
7.7.1 Nominal values for the minimum lower yield or 
0,2 per cent proof stress at temperatures of 50°C and higher 
are given in Table 5.7.3. These values are intended for design 
purposes only, and verification is not required except for 
materials complying with National or proprietary specifications 
where the elevated temperature properties used for design 
purposes are higher than those given in Table 5.7.3. 


Nominal minimum lower yield or 0,2% proof stress N/mm? 


Type of steel strength 


thickness yee 


mm 100 


150 


Temperature °C 


200 250 300 350 


<100 192 
410-530 
>100 178 


Carbon-manganese <100 222 
not specifically 


fine grained 


460-580 
>100 206 


<100 240 


490-610 


>100 222 


188 


175 


218 


203 


236 


219 


181 168 150 142 


170 162 150 142 


210 194 176 168 


197 188 176 168 


227 210 192 183 


212 203 192 183 


<100 215 


410-530 
>100 200 
<100 251 
Carbon-manganese 460-580 


fine grained >100 233 


<100 272 


490-610 


>100 253 


204 


190 


236 


220 


256 


238 


188 #171 #152 144 


175 164 152 141 


217 198 177 167 


202 190 177 167 


234 213 192 182 


218 205 192 182 


Alloy steel 


1Cr1/2Mo 410-560 


21/4CriMo 490-640 


197) 184 


236 
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7.7.2 Where verification is required, at least one tensile 
test at the proposed design or other agreed temperature is to 
be made on each forging or each batch of forgings. The test 
specimen is to be taken from material adjacent to that used 
for tests at ambient temperature, and the test procedure is to 
be in accordance with the requirements of Chapter 2. The 
results of all tests are to comply with the requirements of the 
National or proprietary specification. 


7.7.3 Values for the estimated average stress to rupture 
in 100 000 hours are given in Table 5.7.4 and may be used 
for design purposes. 


Table 5.7.4 Mechanical properties for design 
purposes: estimated average values 
for stress to rupture in 100 000 hours 


(units N/mm2) 


Grades of steel 


Temperature 
°C Carbon- 
manganese 


21/4 Cr 1Mo 


1 Cr1/2Mo 


227 
203 
179 
157 
136 


117 
100 
85 
73 
63 


Chapter 5 


Sections 7 & 8 


ai Section 8 
Ferritic steel forgings for low 
temperature service 


8.1 Scope 


8.1.1 The requirements for carbon-manganese and nickel 
steels suitable for low temperature service are detailed in this 
Section. They are applicable to all forgings used for the 
construction of cargo tanks, storage tanks and process 
pressure vessels for liquefied gases and, where the design 
temperature is less than 0°C, to forgings for the piping systems. 


8.1.2 The requirements are also applicable to forgings for 
other pressure vessels and pressure piping systems where 
the use of steels with guaranteed impact properties at low 
temperatures is required. 


8.1.3 In all cases, details of the proposed chemical 
composition, heat treatment and mechanical properties are 
to be submitted for approval. 


8.1.4 In addition to the steels in this Section, the 
austenitic stainless steels detailed in Section 9 may also be 
used for low temperature applications. 


8.2 Chemical composition 


8.2.1 The chemical composition of ladle samples is, in 
general, to comply with the requirements given in Table 5.8.1. 


8.3 Heat treatment 


8.3.1 Forgings are to be normalised, normalised and 
tempered or quenched and tempered in accordance with the 
approved specification. 


8.4 Mechanical tests 


8.4.1 At least one tensile and three Charpy V-notch 
impact test specimens are to be taken from each forging or 
each batch of forgings. Where the dimensions and shape 
allow, the test specimens are to be cut in a longitudinal direction. 


8.4.2 The impact tests are to be carried out at a 
temperature appropriate to the type of steel and for the 
proposed application. Where forgings are intended for ships 
for liquefied gases, the test temperature is to be in 
accordance with the requirements given in Table 3.6.3 in 
Chapter 3. 


8.4.3 The results of all tensile tests are to comply with the 
approved specification. 


8.4.4 The average energy values for impact tests are also 
to comply with the approved specification and generally with 
the requirements of Ch 3,6. One individual value may be less 
than the required average value provided that it is not less than 
70 per cent of this value. See Ch 2,1.4 for re-test procedures. 
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Grade of steel 


Chapter 5 


Sections 8 & 9 


Chemical composition of ferritic steel forgings 


Residual Grain refiners % 
elements % Al Other 


LT-AH (AH40) 
LT-DH (DH40) 
LT-EH (EH40) 
0,90-1,60 


(See Note) 


Cu 0,35 max. 


Cr 0,20 max. Nb 0,02 — 0,05 


LT-FH (FH40) 0,80 
max. 


11/2Ni 0,30-1 ,50 


1,30-1,70 


31/2Ni 3,20-3,80 


0,10 -0,35 
0,30-0,90 


4,70-5,30 


NOTE 


8,50-10,0 


Mo 0,08 max. V 0,03 - 0,10 
Ti 0,02 max. 


Total 0,60 max. 


Total 
0,020 min. 


Cu 0,35 max. 
Cr 0,25 max. 
Mo 0,08 max. 


Acid soluble 
0,015 min. 


Total 0,60 max. 


The steel is to contain aluminium, niobium, vanadium or other suitable grain refining elements, either singly or in any combination. When used 
singly, the steel is to contain the specified minimum content of the grain refining element. When used in combination, the specified minimum 


content of each element is not applicable. 


8.5 Non-destructive examination 


8.5.1 Non-destructive testing is to be carried out in 
accordance with the requirements of the approved forging 
drawing and specification, or as otherwise agreed between 
the manufacturer, purchaser and Surveyor. 


8.6 Pressure tests 


8.6.1 When applicable, pressure tests are to be carried 
out in accordance with the requirements of the relevant Rules. 


a Section 9 
Austenitic stainless steel forgings 


9.1 General 


9.1.1 Forgings in austenitic stainless steels are acceptable 
for use in the construction of cargo tanks, storage tanks and 
piping systems for chemicals and liquefied gases. They may 
also be accepted for elevated temperature service in boilers. 


9.1.2 Where it is proposed to use forgings in these types 
of steels, details of the chemical composition, heat treatment 
and mechanical properties are to be submitted for approval. 
These are to comply, in general, with the requirements of 
Ch 3,7 for austenitic steel plates. 


9.1.3 Unless otherwise agreed, impact tests are not 
required for acceptance purposes. Where they are required, 
tests are to be made on longitudinal specimens at minus 196°C 
and the minimum average energy requirement is to be 41J. 


9.2 Mechanical properties for design purposes 


9.2.1 Where austenitic stainless steel forgings are 
intended for service at elevated temperatures, the nominal 
values for the minimum one per cent proof stress at temper- 
atures of 100°C and higher given in Table 5.9.1 may be used 
for design purposes. Verification of these values is not 
required except for material complying with a National or 
proprietary specification in which the elevated temperature 
properties proposed for design purposes are higher than 
those given in Table 5.9.1. 


9.3 Non-destructive examination 


9.3.1 Non-destructive examination is to be carried out in 
accordance with the requirements of the approved forging 
drawing and specification or as otherwise agreed between 
the manufacturer, purchaser and Surveyor. 


9.4 Intergranular corrosion tests 


9.4.1 Where corrosive conditions are anticipated in 
service, intergranular corrosion tests are required on forgings 
in Grades 304, 316 and 317. Such tests may not be required 
for Grades 304L, 316L, 321 and 347. 
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Table 5.9.1 Mechanical properties for design purposes: austenitic stainless steels 


Nominal 1% proof stress (N/mm2) at a temperature of 


9.4.2 When an intergranular corrosion test is specified, it 
is to be carried out in accordance with the procedure given 
in Ch 2,8.1. 
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Section 
1 General requirements 
2 Seamless pressure pipes 


3 Welded pressure pipes 


4 Ferritic steel pressure pipes for low temperature 
service 

5 Austenitic stainless steel pressure pipes 

6 Boiler and superheater tubes 


is Section 7 
General requirements 


1.1 Scope 


11d This Section gives the general requirements for 
boiler tubes, superheater tubes and pipes intended for use in 
the construction of boilers, pressure vessels and pressure 
piping systems. 


1.7.2 In addition to specifying mechanical properties for 
the purpose of acceptance testing, these requirements give 
details of appropriate mechanical properties at elevated 
temperatures to be used for design purposes. 


1.7.3 Except for pipes for Class Ill pressure systems (as 
defined in the relevant Rules), all pipes and tubes are to be 
manufactured and tested in accordance with the requirements 
of Chapters 1 and 2, the general requirements of this Section 
and the appropriate specific requirements given in Sections 2, 
3, 4, 5 and 6. 


1.1.4 Steels intended for the piping systems for liquefied 
gases where the design temperature is less than O°C are to 
comply with the specific requirements of Section 4 or 5. 


7.1.5 As an alternative to 1.1.3 and 1.1.4, pipes or tubes 
which comply with National or proprietary specifications may 
be accepted provided that these specifications give reason- 
able equivalence to the requirements of this Chapter or 
alternatively are approved for a specific application. Generally, 
survey and certification are to be carried out in accordance 
with the requirements of Chapter 1. 


1.7.6 At the discretion of the Surveyor, a modified 
testing procedure may be adopted for small quantities of 
materials. In such cases, these may be accepted on the 
manufacturer’s declared chemical composition and hardness 
tests or other evidence of satisfactory properties. 


1.1.7 Pipes for Class Ill pressure systems are to be 
manufactured and tested in accordance with the requirements 
of an acceptable National specification. The manufacturer’s 
test certificate will be acceptable and is to be provided for 
each consignment of material. Forge butt welded pipes are 
not acceptable for oil fuel systems, heating coils in oil tanks, 
primary refrigerant systems and other applications where the 
pressure exceeds 4,0 bar (4,1 kgf/cm2). 


1.2 Manufacture 


1.2.1 Pipes for Class | and Il pressure systems, boiler and 
superheater tubes are to be manufactured at works approved 
by Lloyd’s Register (hereinafter referred to as ‘LR’). The steel 
used is to be manufactured and cast in ingot moulds or by an 
approved continuous casting process as detailed in Ch 3,1.3. 


1.2.2 Unless a particular method is requested by the 
purchaser, pipes and tubes may be manufactured by any of 
the following methods: 

° Hot finished seamless. 

Cold finished seamless. 

Electric resistance or induction welded. 

Cold finished electric resistance or induction welded. 
Electric fusion welded. 


7.2.3 Care is to be taken during manufacture that the 
pipe or tube surfaces coming in contact with any non-ferrous 
metals or their compounds are not contaminated to such an 
extent as could prove harmful during subsequent fabrication 
and operation. 


1.3 Quality 

7.3.7 All pipes and tubes are to have a workmanlike finish 
and are to be clean and free from such surface and internal 
defects as can be established by the specified tests. 

1.3.2 All pipes and tubes are to be reasonably straight. 
The ends are to be cut nominally square with the axis of the 
pipe or tube, and are to be free from excessive burrs. 

1.4 Dimensional tolerances 

1.4.1 The tolerances on the wall thickness and diameter 
of pipes and tubes are to be in accordance with an accept- 
able National specification. 

1.5 Chemical composition 

1:04. The requirements for the chemical composition of 
ladle samples and acceptable methods of deoxidation are 
detailed in subsequent Sections in this Chapter. 


1.6 Heat treatment 


1.6.1 All pipes and tubes are to be supplied in the 
condition detailed in the relevant specific requirements. 
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1.7 Test material 


1.7.1 Pipes and tubes are to be presented for test in 
batches. The size of a batch and the number of tests to be 
performed are dependent on the application. 


1.7.2 Where heat treatment has been carried out, a batch 
is to consist of pipes or tubes of the same size, manufactured 
from the same types of steel and subjected to the same 
finishing treatment in a continuous furnace, or heat treated in 
the same furnace charge in a batch type furnace. 


1:3 Where no heat treatment has been carried out, a 
batch is to consist of pipes or tubes of the same size 
manufactured by the same method from material of the same 
type of steel. 


1.7.4 For pipes for Class | pressure systems and boiler 
and superheater tubes, at least two per cent of the number 
of lengths in each batch is to be selected at random for the 
preparation of tests at ambient temperature. 


tier) For pipes for Class II pressure systems, each batch 
is to contain not more than the number of lengths given in 
Table 6.1.1. Tests are to be carried out on at least one pipe 
selected at random from each batch or part thereof. 


Table 6.1.1 Batch sizes for pipes for Class II 


pressure systems 


Outside diameter mm Number in batch 


<323,9 200 pipes as made 


>323,9 100 pipes as made 


1.8 Dimensions of test specimens and test 
procedures 


1.8.1 The procedures for mechanical tests and the 
dimensions of the test specimens are to be in accordance 
with Chapter 2. 


1.9 Visual and non-destructive testing 


1.9.1 All pipes for Class | and Il pressure systems, boiler 
and superheater tubes, are to be presented for visual 
examination and verification of dimensions. The manufacturer 
is to provide adequate lighting conditions to enable an internal 
and external examination of the pipes and tubes to be carried 
out. 


1.9.2 For welded pipes and tubes, the manufacturer is to 
employ suitable non-destructive methods for the quality 
control of the welds. It is preferred that this examination is 
carried out on a continuous basis. 


1.10 Hydraulic test 


1.10.1. Each pipe and tube is to be subjected to a 
hydraulic test at the manufacturer’s works. 


1.10.2. The hydraulic test pressure is to be determined 
from the following formula, except that the maximum test 
pressure need not exceed 140 bar (143 kgf/cm2): 
p _ 20st ( _ 200st ) 
D D 


P = test pressure, in bar (kgf/cm?) 

D = nominal outside diameter, in mm 

t = nominal wall thickness, in mm 

s = 80per cent of the specified minimum yield stress, in 
N/mm (kgf/mm2), for ferritic steels and 70 per cent 
of the specified minimum, 1,0 per cent proof stress, 
in N/mm? (kgf/mmz?), for austenitic steels. These 
relate to the values specified for acceptance testing 
at ambient temperature. 


1.10.3 The test pressure is to be maintained for sufficient 
time to permit proof and inspection. Unless otherwise agreed, 
the manufacturer’s certificate of satisfactory hydraulic test will 
be accepted. Where it is proposed to adopt a test pressure 
other than that determined as in 1.10.2, the proposal will be 
subject to special consideration. 


1.10.4 Subject to special approval, either an ultrasonic or 
eddy current test can be accepted in lieu of the hydraulic test. 


1.11 Rectification of defects 


1.11.17 Surface imperfections may be removed by grinding 
provided that the thickness of the pipe or tube after dressing 
is not less than the required minimum thickness. The dressed 
area is to be blended into the contour of the tube. 


1.11.2 By agreement with the Surveyor, the repair of minor 
defects by welding can be accepted, subject to welding 
procedure tests which demonstrate acceptable properties 
appropriate for the grade of pipe to be repaired. Weld 
procedure tests are to be subjected to the same heat 
treatment as will be applied to the actual pipes after weld 
repair. 


71.11.38 The repaired area is to be tested by magnetic 
particle examination, or, for austenitic steels, by liquid pene- 
trant examination on completion of welding, heat treatment 
and surface grinding. 


1.12 Identification 


1.12.1. Pipes and tubes are to be clearly marked by the 

manufacturer in accordance with the requirements of 

Chapter 1. The following details are to be shown on all 

materials which have been accepted: 

) LR or Lloyd’s Register. 

) Manufacturer’s name or trade mark. 

c) Identification mark for the specification or grade of steel. 

d) Identification number and/or initials which will enable the 
full history of the item to be traced. 

(e) The personal stamp of the Surveyor responsible for the 
final inspection. 


( 
( 
( 
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1.12.2 Itis recommended that hard stamping be restricted 


to the end face, but it may be accepted in other positions in SI 
accordance with National Standards and practices. g 
a 
1.13 Certification of materials a 
N 
7.13.7 Unless a LR certificate is specified in other parts of S 
the Rules, a manufacturer's certificate validated by LR is to be 
issued, see Ch 1,3.1. 63/8 4/5 
n 
, , | s| see 8 LCF 
1.13.2 The manufacturer is to provide LR with the E erece ¢€ ; 
following information: B QeoQ °C A 8) 3/4 
(a) Purchaser’s name and order number. B@i/ coco So oc mia |e 
(b) If known, the contract number for which the material is 2 _o5 s Fe oO oO 
intended. x 2920 i os |S |S 
(c) Address to which material is despatched. x | dt J 
(d) Specification or the grade of material. 8 < ee 
(e) Description and dimensions. E ist 
(f) Identification number and/or initials. : 2 To) S 
(g) Cast number and chemical composition of ladle se) Te 7 af 
samples. 5 S |2 13 
(h) Mechanical test results, and results of the intercrystalline S = i) 
corrosion tests where applicable. 2 
. nan ro) oO (=) 8 oO 
(i) | Condition of supply. Q pas 2 8 Be 
(3) 
Bez tn 7 ore oO 
7.13.3. Asaminimum, the chemical composition stated on 7 2| 2 oO Oo oO 
the certificate is to include the content of all the elements 2 3} Ss S&S 1/6 1S 
detailed in the specific requirements. Where rimming steel is G al ad oO Fo ye 
‘ vac ie: 5 
supplied, this is to be stated on the certificate. 3] 2 g S 9 
oume) o S) i) 
1.13.4. When steel is not produced at the pipe or tube mill, O12 2° 2 2 
a certificate is to be supplied by the steelmaker stating the ele = = = 
process of manufacture, the cast number and the ladle ; oles ee |e Ve 
analysis. o L} | | ] I 
2 |< ¢ |< |g 
fey 5 is = 7 7 
7.13.5 The steel manufacturer’s works is to be approved o (Ea = = aa 
by LR. D 8 1/8 18 
8 3 7 17 19 
pa mo 
o vi S Ve \2 
B S So oS 
. E 
a Section 2 s m | |e 
. 7) pa oO je) je) 
Seamless pressure pipes 5 3 3 2 d 
5 So |o.|o 
2.1 Scope P=) 
a | 68/3 
£ }|s 
Zeid Provision is made in this Section for seamless = B38 | 3 & | 8 
pressure pipes in carbon, carbon-manganese and low alloy steels. 9 x — . 4 a 
= 28 op) 
© 
2.1.2 Where pipes are used for the manufacture of 2 
pressure vessel shells and headers, the requirements for E 8 Se eS a 
forgings in Ch 5,7 are applicable where the wall thickness 5 eB 8 ¢ ¢ 
exceeds 40 mm. 
_ : 3 
® a) fe) fe) 
. ee 7 ® Ge G iS} = = 
2.2 Manufacture and chemical composition 3 5 SSD 2 a Q 
= oO |s 
2 ed aoe 5 |= |S 
2.2.1 Pipes are to be manufactured by a seamless 2 = oe) = CN = 
process and may be hot or cold finished. E 


2.2.2 The method of deoxidation and the chemical 
composition of ladle samples are to comply with the 
appropriate requirements given in Table 6.2.1. 
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2.3 Heat treatment 

2.3.1 Pipes are to be supplied in the condition given in 
Table 6.2.3. 

2.4 Mechanical tests 


2.4.1 All pipes are to be presented in batches as defined 
in Section 1. 


2.4.2 Each pressure pipe selected for test is to be 
subjected to tensile and flattening or bend tests. 


2.4.3 The results of all mechanical tests are to comply 
with the appropriate requirements given in Table 6.2.2. 


2.5 Mechanical properties for design 


2.5.1 Values for nominal minimum lower yield or 0,2 per 
cent proof stress at temperatures of 50°C and higher are 
given in Table 6.2.4 and are intended for design purposes 
only. Verification of these values is not required, except for 
materials complying with National or proprietary specification 
where the elevated temperature properties used for design 
are higher than those given in Table 6.2.4. 


2.5.2 In such cases, at least one tensile test at the 
proposed design or other agreed temperature is to be made 
on each cast. The test specimen is to be taken from material 
adjacent to that used for tests at ambient temperature and 
tested in accordance with the procedures given in Chapter 2. 
If tubes or pipes of more than one thickness are supplied from 
one cast, the test is to be made on the thickest tube or pipe. 


Table 6.2.2 
thickness 40 mm), see 2.1.2 


Yield stress 


Type of steel Grade Niven? 


Tensile strength 
Nira on 5,654 So 


Table 6.2.3 Heat treatment 


Type of steel Condition of supply 


Carbon and 
carbon-manganese 


Hot finished Hot finished (see Note 1) 
Normalised (see Note 2) 


Cold finished Normalised (see Note 2) 


Alloy steel 


1Crt/2Mo Normalised and tempered 


21/4Cr1Mo Grade 410 Fully annealed 
Grade 490 Normalised and tempered 
650—780°C 
Grade 490 Normalised and tempered 


650—750°C 
1/2Cr1/2Mo Wav Normalised and tempered 

NOTES 

1. Provided that the finishing temperature is sufficiently high 


to soften the material. 
2. Normalised and tempered at the option of the manufacturer. 


2.5.3 As an alternative to 2.5.2, a manufacturer may carry 
out an agreed comprehensive test program for a stated grade 
of steel to demonstrate that the specified minimum 
mechanical properties at elevated temperatures can be 
consistently obtained. This test program is to be carried out 
under the supervision of the Surveyors, and the results 
submitted for assessment and approval. When a manufac- 
turer is approved on this basis, tensile tests at elevated 
temperatures are not required for acceptance purposes, but 
at the discretion of the Surveyors occasional check tests of 
this type may be requested. 


2.5.4 Values for the estimated average stress to rupture 
in 100 000 hours are given in Table 6.2.5 and may be used 
for design purposes. 


Mechanical properties for acceptance purposes: seamless pressure pipes (maximum wall 


Bend test 
diameter of former 
(t = thickness) 


Elongation Flattening 
test constant 


% minimum Cc 


320 195 
360 215 
Carbon and 410 235 

carbon-manganese 460 265 
490 285 


320—440 25 0,10 
360—480 24 0,10 
410—530 22 0,08 
460—580 21 0,07 
490—610 21 0,07 


1Crt/2Mo 440 275 


440—590 22 0,07 


410 135 
(see Note 1) 
21/4Cr1Mo 490 275 
(see Note 2) 


410—560 20 


490—640 16 


0,07 


VaCrV2Mo VV 460 275 


460—610 15 


NOTES 
1. Annealed condition. 
2. Normalised and tempered condition. 
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Table 6.2.4 Mechanical properties for design purposes: seamless pressure pipes 


Nominal minimum lower yield or 0,2% proof stress N/mm? 


Type of steel Temperature °C 
200 250 300 350 400 


147 125 100 91 88 
Carbon and 165 145 122 111 109 
carbon- 188 170 149 137 134 
manganese | 212 195 177 162 159 

| 226 210 193 177 174 


1Cr1/2Mo | 220 210 183 169 164 
92 85 80 76 72 


21/2Cr1Mo 


VoCr1/2Mo 1/4 


NOTES 
1. Annealed condition. 
2. Normalised and tempered condition. 


Table 6.2.5 Mechanical properties for design purposes: seamless pressure pipes — Estimated values for stress 
to rupture in 100 000 hours (units N/mm2) 


Carbon and carbon-manganese 1Cr!/2Mo 21/4Cr1Mo VeCr amo Vay 


Grade Grade Grade Grade Grade Grade 
Temperature 320 460 440 410 490 460 
360 490 Annealed Normalised and 
410 tempered 
(see Note) 


71 ~ 
55 = 


a 
27 
14 
02 
90 


78 
67 
57 
47 
36 


90 
78 


69 
59 
a 
44 


When the tempering temperature exceeds 750°C, the values for Grade 410 are to be used. 
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a Section 3 
Welded pressure pipes 


3.1 Scope 


Oelet Provision is made in this Section for welded 
pressure pipes in carbon, carbon-manganese and low alloy 
steels. 


3.2 Manufacture and chemical composition 


3.2.1 Pipes are to be manufactured by the electric 
resistance or induction welding process and, if required, may 
be subsequently hot reduced or cold finished. 


3.2.2 Where it is proposed to use other welding 
processes, details of the welding processes and procedures 
are to be submitted for review. 


3.2.3 In all cases, welding procedure tests are required. 
Test samples are to be subjected to the same heat treatment 
as the pipe. 


3.2.4 The method of deoxidation and the chemical 
composition of ladle samples are to comply with the 
appropriate requirements given in Table 6.3.1. 

3.3 Heat treatment 

Geel Pipes are to be supplied in the heat treated 
condition given in Table 6.3.3. 


3.4 Mechanical tests 


3.4.1 All pipes are to be presented in batches as defined 
in Section 1. 


3.4.2 Each pressure pipe selected for test is to be 
subjected to tensile and flattening or bend tests. 


3.4.3 The results of all mechanical tests are to comply 
with the appropriate requirements given in Table 6.3.2. 


3.5 Mechanical properties for design 


3.5.1 The mechanical properties at elevated temperature 
for carbon and carbon-manganese steels in Grades 320 to 
460 and 1Cr‘/2Mo steel can be taken from the appropriate 
Tables in Section 2. 


Chemical composition of welded pressure pipes 


Table 6.3.1 


Residual elements 


0,30 max. 


Ni 


0,25 max. 
0,10 max. 


Cr 
Mo 


0,30 max. 


Cu 


0,70 max. 


Total 


<0,020 


0,03 


max. 


0,25 
max. 


0,45—0,65 


0,70—1,10 


0,30 


0,050 


0,040 


Chemical composition of ladle samples % 


0,050 


0,040 


0,30—0,70 


0,40—0,70 


0,10—0,35 


<0,16 


0,10—0,18 


Method of 
deoxidation 


Any method 


(see Note) 


Grade 


320 


410 


Type of steel 


Carbon and 


manganese 


1Cr1/2Mo 


For rimming steels, the carbon content may be increased to 0,19% max. 
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Table 6.3.2 


Yield stress 
Type of steel N/mm2 


Mechanical properties for acceptance purposes: welded pressure pipes 


Tensile Elongation Flattening 
strength on 5,654/ Sg test constant 
N/mm2 % minimum Cc 


195 
Carbon and 215 
carbon-manganese | 235 
265 


320 — 440 0,10 
360 — 480 0,10 
410-530 0,08 
460 — 580 0,07 


1Crt/2Mo | 275 


Table 6.3.3 Heat treatment: welded pressure pipes 


Type of steel Condition of supply 


Normalised 
(Normalised and tempered at 
the option of the manufacturer) 


Carbon and carbon- 
manganese, see Note 


1Cr1/2Mo Normalised and tempered 


NOTE 

Subject to special approval, electric resistance welded (ERW) 

pipes and tubes in grades 320 and 360 may be supplied without 

heat treatment for the following applications: 

(a) Class 2 piping systems, except for liquefied gases or other 
low temperature applications. 

(b) Class 3 piping systems. 


EJ Section 4 
Ferritic steel pressure pipes for 
low temperature service 


4.1 Scope 


4.1.1 Provision is made in this Section for carbon, 
carbon-manganese and nickel pipes intended for use in the 
piping arrangements for liquefied gases where the design 
temperature is less than O°C. These requirements are also 
applicable for other types of pressure piping systems where 
the use of steels with guaranteed impact properties at low 
temperatures is required. 


4.2 Manufacture and chemical composition 


4.2.1 Carbon and carbon-manganese steel pipes are to 
be manufactured by a seamless, electric resistance or 
induction welding process. 


4.2.2 Nickel steel pipes are to be manufactured by a 
seamless process. 


4.2.3 Seamless pipes may be hot finished or cold finished. 
Welded pipes may be as-welded, hot finished or cold finished. 
The terms ‘hot finished’, ‘cold finished’ and ‘as-welded’ apply 
to the condition of the pipes before final heat treatment. 


440 — 590 0,07 


4.2.4 The method of deoxidation and the chemical 
composition of ladle samples are to comply with the 
appropriate requirements given in Table 6.4.1. 


4.3 Heat treatment 

4.3.1 Pipes are to be supplied in the condition given in 
Table 6.4.3. 

4.4 Mechanical tests 


4.4.1 All pipes are to be presented for test in batches as 
defined in Section 1 for Class 1 pressure piping systems, but 
in addition the material in each batch is to be from the same 
cast. 


4.4.2 At least two per cent of the number of lengths in 
each batch is to be selected at random for the preparation of 
tests. 


4.4.3 Each pressure pipe selected for test is to be 
subjected to tensile, flattening or bend test at room tempera- 
ture and, where the wall thickness is 6 mm or greater, an 
impact test at the test temperature specified in Table 6.4.2. 


4.4.4 The impact tests are to consist of a set of three 
Charpy V-notch test specimens cut in the longitudinal 
direction with the notch perpendicular to the original surface 
of the pipe. The dimensions of the test specimens are to be in 
accordance with the requirements of Chapter 2. 


4.4.5 The results of all tensile, flattening and bend tests 
are to comply with the appropriate values in Table 6.4.2. 


4.4.6 The average value for impact test specimens is to 
comply with the appropriate requirements of Table 6.4.2. One 
individual value may be less than the required average value 
provided that it is not less than 70 per cent of this value. See 
Ch 2,1.4.1 for re-test procedures. 
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Table 6.4.1 Chemical composition 


Chemical composition of ladle sample % 


Method of 


deoxidation Mn 


Ni Also Residual 


see Note 


elements 


Carbon 


360 


Carbon- 
manganese 


410 and 
460 


0,10—0,35 | 0,40—1,00 0,015 min. Cr 0,25 
Cu 0,30 
Mo 0,10 


Ni 0,30 


0,10—0,35 | 0,60—1,40 0,015 min. 


Fully 


31/2Ni 440 


ONi 690 


killed 


Total 0,70 


0,13 


0,15—0,35 


0,15—0,30 


0,30—0,90 


0,30—0,90 


0,025 


3,25—3,75 


0,020 | 8,50—9,50 


Cr 0,25 
Cu 0,30 
Mo 0,10 


Total 0,60 


NOTE 


Where a minimum Algo) of 0,015% is specified, the determination of the total aluminium is acceptable provided that the result is not less 


than 0,020%. 


Table 6.4.2 


Type of steel 


Yield 
stress 
N/mm2 


Tensile 
strength 
N/mm2 


Elongation 


on 5,654/ So 


% minimum 


Mechanical properties for acceptance purposes 


Flattening 
test 
constant 
Cc 


Bend test 


Charpy V-notch 


impac 


tests 


diameter of former 
(t = thickness) 


Test 
temperature 
"G 


Average 
energy 
J minimum 


Carbon 


210 


360—480 


24 


-40 


20 


Carbon- 
manganese 


235 
260 


410—530 
460—580 


22 
21 


—50 


2f 


31/2Ni 


245 


440—590 


16 


QNi 


For standard subsidiary impact test specimens, the min 


values are to be as follows: 


Required average energy 
value for standard 
10 mm x 10 mm 


510 


Subsidiary 
10 mm x 7,5 mm 


690—840 


15 


imum energy 


Subsidiary 
10mmx5mm 


Average 
energy 


Average 


energy 


27 J 
34 J 
41 J 


22J 
28 J 
34 J 


18d 
23 J 
27 J 


Table 6.4.3 Heat treatment 


Type of steel 


Condition of supply 


Carbon and 
carbon-manganese 


Hot finished 
Normalised 
Normalised and tempered 


Normalised 
Normalised and tempered 


Double normalised and tempered 
Quenched and tempered 
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EI Section 5 
Austenitic stainless steel pressure 


pipes 
5.1 Scope 
5.1.1 Provision is made in this Section for austenitic 


stainless steel pipes suitable for use in the construction of the 
piping systems for chemicals and for liquefied gases where 
the design temperature is not less than minus 165°C and for 
bulk chemical tankers. 


61:2 Austenitic stainless steels are also suitable for 
service at elevated temperatures. Where such applications are 
proposed, details of the chemical composition, heat treatment 
and mechanical properties are to be submitted for consider- 
ation and approval. 


5.1.3 Where it is intended to supply seamless pipes in the 
direct quenched condition, a programme of tests for approval 
is to be carried out under the supervision of the Surveyors, 
and the results are to be to the satisfaction of LR, see 
Ch 1,2.2. 


5.2 Manufacture and chemical composition 
5:23] Pipes are to be manufactured by a seamless or a 


continuous automatic electric fusion welding process. 


Table 6.5.1 Chemical composition 


5.2.2 


5.2.3 


5.3 


5.3.1 


5.3.2 


5.4 


5.4.1 


5.4.2 


5.4.3 


Welding is to be in a longitudinal direction, with or 
without the addition of filler metal. 


The chemical composition of the ladle samples is 
to comply with the appropriate requirements of Table 6.5.1. 


Heat treatment 


Pipes are generally to be supplied by the manufac- 
turer in the solution treated condition over their full length. 


Alternatively, seamless pipes may be direct quenched 
immediately after hot forming, while the temperature of the 
pipes is not less than the specified minimum solution treat- 
ment temperature. 


Mechanical tests 


All pipes are to be presented in batches as defined 
in Section 1 for Class | and II piping systems. 


Each pipe selected for test is to be subjected to 
tensile and flattening or bend tests. 


The results of all mechanical tests are to comply 
with the appropriate requirements given in Table 6.5.2. 


Chemical composition of ladle sample % 


Type of steel 


Cr 


Ni 


Others 


304L 


9,0 —- 13,0 


316L 


11,0-14,5 


321 


9,0 - 13,0 


Table 6.5.2 Mechanical properties for acceptance purposes 


0,2% proof 
stress 
N/mm2 
(see Note) 


1,0% proof 
stress 
N/mm2 


Type of steel 


Tensile 
strength 
N/mm2 


490 — 690 


Elongation 


on 5,651/ So 


% minimum 


Flattening 
test constant 


9,0-1 


3,0 


Bend test 


diameter of former 


(t = thickness) 


490 — 690 


510-710 


510-710 


NOTE 
The 0,2% proof stress values given for information purposes and unless otherwise agreed are not required to be verified by test. 
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5.5 Intergranular corrosion tests 


O:0.1 For materials used for piping systems for 
chemicals, intercrystalline corrosion tests are to be carried out 
on one per cent of the number of pipes in each batch, with a 
minimum of one pipe. 


5.5.2 For pipes with an outside diameter not exceeding 
40 mm, the test specimens are to consist of a full cross- 
section. For larger pipes, the test specimens are to be cut as 
circumferential strips of full wall thickness and having a width 
of not less than 12,5 mm. In both cases, the total surface area 
is to be between 15 and 35 cm2. 


5:65.93 Unless otherwise agreed or required for a particular 
chemical cargo, the testing procedure is to be in accordance 
with Ch 2,8. 


5.5.4 After immersion, the full cross-section test speci- 
mens are to be subjected to a flattening test in accordance 
with the requirements of Chapter 2. The strip test specimens 
are to be subjected to a bend test through 90° over a mandrel 
of diameter equal to twice the thickness of the test specimen. 


5.6 Fabricated pipework 


5.6.1 Fabricated pipework is to be produced from 
material manufactured in accordance with 5.2, 5.3, 5.4 and 
5:5. 


5.6.2 Welding is to be carried out in accordance with an 
approved and qualified procedure by suitably qualified 
welders. 


5.6.3 Fabricated pipework may be supplied in the 
as-welded condition without subsequent solution treatment 
provided that welding procedure tests have demonstrated 
satisfactory material properties including resistance to inter- 
crystalline corrosion. 


5.6.4 In addition, butt welds are to be subjected to 5 per 
cent radiographic examination for Class |, and 2 per cent for 
Class II pipes. 


5.6.5 Fabricated pipework in the as-welded condition 
and intended for systems located on deck is to be protected 
by a suitable corrosion control coating. 


5.7 Certification of materials 


5.7.1 Each test certificate is to be of the type and give 
the information detailed in Ch 1,3.1 together with general 
details of heat treatment and, where applicable, the results 
obtained from intercrystalline corrosion tests. As a minimum, 
the chemical composition is to include the content of all the 
elements detailed in Table 6.5.1. 


Si Section 6 
Boiler and superheater tubes 


6.1 Scope 


6.1.1 Provision is made in this Section for boiler and super- 
heater tubes in carbon, carbon-manganese and low alloy 
steels. 


6.1.2 Austenitic stainless steels may also be used for this 
type of service. Where such applications are proposed, details 
of the chemical composition, heat treatment and mechanical 
properties are to be submitted for consideration and approval. 


6.2 Manufacture and chemical composition 


6.2.1 Tubes are to be seamless or welded and are to be 
manufactured in accordance with the requirements of 
Sections 2 and 8, respectively. 


6.2.2 The method of deoxidation and the chemical 
composition of ladle samples are to comply with the require- 
ments given in Table 6.2.1 or 6.3.1, as appropriate. 


6.3 Heat treatment 


6.3.1 All tubes are to be supplied in accordance with the 
requirements given in Table 6.2.3 or 6.3.3 as appropriate, 
except that 1Cr1/2Mo steel may be supplied in the normalised 
only condition when the carbon content does not exceed 
0,15 per cent. 


6.4 Mechanical tests 


6.4.1 Tubes are to be presented for test in batches as 
defined in Section 1. 


6.4.2 Each boiler and superheater tube selected for test 
is to be subjected to at least the following: 

(a) Tensile test. 

(b) Flattening or bending test. 

(c) Expanding or flanging test. 


6.4.3 The results of all mechanical tests are to comply 
with the appropriate requirements given in Table 6.6.1. 


6.5 Mechanical properties for design 


6.5.1 The mechanical properties at elevated temperature 
for carbon and carbon-manganese steels in Grades 320 to 
460, 1Cr‘/2Mo and 21/4Cr1Mo steels can be taken from the 
appropriate Tables in Section 2. 


6.5.2 Where rimming steel is used, the design tempera- 
ture is limited to 400°C. 


10 
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Table 6.6.1 Mechanical properties for acceptance purposes: boiler and superheater tubes 


Drift expanding and 
flanging test 
minimum % increase in 


Yield Tensile Elongation Flattening Bend test euids diameter 


Type of steel stress strength | on 5,65“/ S, | test constant diameter of former 
N/mm2 | N/mm? | % minimum (t = thickness) ___Inside diameter 


canis Outside diameter 


<0O,6 >0,6<0,8 >0,8 


320-440 
360-480 
410-530 
460-580 


1Crt/2Mo t 440-590 
410-560 


Carbon and 
carbon- 
manganese 


21/2Cr1Mo 


490-640 


NOTES 
1. Annealed condition. 
2. Normalised and tempered condition. 
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Section 

1 General requirements 

2 Grey iron castings 

3 Spheroidal or nodular graphite iron castings 
4 Iron castings for crankshafts 


a Section 7 
General requirements 


1.1 Scope 


1.7.1 This Section gives the general requirements for 
both grey (flake) and spheroidal (nodular) graphite iron 
castings intended for use in the construction of ships, other 
marine structures, machinery, boilers, pressure vessels and 
piping systems. 


L412 Where required by the relevant Rules dealing with 
design and construction, castings are to be manufactured 
and tested in accordance with Chapters 1 and 2, together 
with the requirements given in this Section and either 
Section 2 for grey iron castings or Section 3 for spheroidal 
graphite iron castings. Castings for crankshafts are additionally 
to comply with the requirements detailed in Section 4. 


1423 As an alternative to 1.1.2, castings which comply 
with National or proprietary specifications may be accepted, 
provided that these specifications give reasonable 
equivalence to the requirements of this Chapter or alterna- 
tively are approved for a specific application. Generally, survey 
and certification are to be carried out in accordance with the 
requirements of Chapter 1. 


1.7.4 Where small castings are produced in large 
quantities, or where castings of the same type are produced in 
regular quantities, alternative survey procedures, in accordance 
with Ch 1,2.2, may be adopted subject to approval by Lloyd’s 
Register (hereinafter referred to as ‘LR’). 


1.2 Manufacture 


1.2.1 Castings as designated in 1.1.2 are to be made at 
foundries approved by LR. 


1.2.2 Suitable mechanical methods are to be employed 
for the removal of surplus material from castings. Thermal 
cutting processes are not acceptable, except as a preliminary 
operation to mechanical methods. 


1.3 Quality of castings 


1.3.1 Castings are to be free from surface or internal 
defects which would be prejudicial to their proper application 
in service. The surface finish is to be in accordance with good 
practice and any specific requirements of the approved plan. 


1.4 Chemical composition 


1.4.1 The chemical composition of the iron used is left to 
the discretion of the manufacturer, who is to ensure that it is 
suitable to obtain the mechanical properties specified for the 
castings. 


1.5 Heat treatment 


1.5.1 Except as required by 1.5.2, castings may be 
supplied in either the as cast or heat treated condition. 


1.5.2 For some applications, such as elevated tempera- 
ture service, or where dimensional stability is important, 
castings may require to be given a suitable tempering or 
stress relieving heat treatment. This is to be carried out after 
any refining heat treatment and before machining. 


7.5.3 Where it is proposed to carry out local hardening of 
the surface of a casting, full details of the proposed procedure 
are to be submitted for approval. 


1.6 Test material 


7.6.1 At least one test sample is to be provided for each 
casting or batch of castings. For large castings, where more 
than one ladle of metal is used, one test sample is to be 
provided, from each ladle used. 


1.6.2 A batch testing procedure may be adopted for 
castings with a fettled mass of 1 tonne or less. All castings in 
a batch are to be of similar type and dimensions, and cast 
from the same ladle of metal. One test sample is to be 
provided for each multiple of two tonnes of fettled castings in 
the batch. 


1.6.3 Where separately cast test samples are used, they 
are to be cast in moulds made from the same type of material 
as used for the castings and are not to be stripped from the 
moulds until the temperature is below 500°C. 


1.6.4 All test samples are to be suitably marked to 
identify them with the castings which they represent. 


7.6.5 Where castings are supplied in the heat treated 
condition, the test samples are to be heat treated together 
with the castings which they represent. For cast-on test 
samples, the sample is not to be separated from the casting 
until after heat treatment. 


1.7 Mechanical tests 


1.7.1 One tensile specimen is to be prepared from each 
test sample. The dimensions of the test specimens and the 
testing procedures used are to be in accordance with 
Chapter 2. 


LLoyp’s REGISTER 


RULES FOR THE MANUFACTURE, TESTING AND CERTIFICATION OF MATERIALS, July 2012 


lron Castings 


Chapter 7 


Section 7 


LZ The results of all tensile tests are to comply with the 
requirements given in Section 2, 3 or 4, as appropriate. 


1.7.3 In the case of castings supplied in the as cast 
condition which initially do not meet the requirements of 1.7.2, 
the manufacturer, by agreement with the purchaser, has the 
right to heat treat the castings, together with the representative 
test samples, and re-submit them for acceptance. 


1.7.4 In the case of a batch of castings supplied in the 
heat treated condition which initially do not meet the require- 
ments of 1.7.2, the manufacturer has the right to re-heat treat 
the batch together with the representative test samples, and 
re-submit the castings for acceptance. The number of reheat 
treatments and retestings will be restricted to two. 


1.8 Visual and non-destructive examination 


1.8.1 All castings are to be cleaned and adequately 
prepared for examination. The surfaces are not to be 
hammered, peened or treated in any way which may obscure 
defects. 


1.8.2 The accuracy and verification of dimensions are the 
responsibility of the manufacturer, unless otherwise agreed. 


1.8.3 All castings are to be presented to the Surveyor for 
visual examination and this is to include the examination of 
internal surfaces where applicable. 


1.8.4 The non-destructive examination of castings is not 
required unless otherwise stated in the approved plan or 
where there is reason to suspect the soundness of the 
casting. 


7.8.5 In the event of any casting proving defective 
during subsequent machining or testing it is to be rejected 
notwithstanding any previous certification. 


1.9 Rectification of defective castings 


1.9.1 At the discretion of the Surveyor, small surface 
blemishes may be removed by local grinding. 


1.9.2 Subject to the prior approval of the Surveyor, 
castings containing local porosity may be rectified by vacuum 
impregnation with a suitable plastic filler, provided that the 
extent of the porosity is such that it does not adversely affect 
the strength of the casting. 


1.9.3 Repairs by welding are not permitted on grey cast 
iron parts and generally not permitted for spheroidal or 
nodular graphite iron castings, but may be considered in 
special circumstances for spheroidal or nodular graphite iron 
castings. In such cases, full details of the proposed repair 
procedure are to be submitted for approval prior to the 
commencement of the proposed rectification. 


1.10 Pressure testing 


7.70.1 | When required by the relevant Rules, castings are 
to be pressure tested before final acceptance. These tests are 
to be carried out in the presence and to the satisfaction of the 
Surveyor. 


1.11 Identification of castings 


7.77.1. The manufacturer is to adopt a system of identifica- 
tion which will enable all finished castings to be traced to the 
original cast, and the Surveyor is to be given full facilities for 
tracing the castings when required. 


1.11.2 Before acceptance, all castings which have been 
tested and inspected with satisfactory results are to be clearly 
marked by the manufacturer with the following particulars: 

a) Type and grade of cast iron. 

b) Identification number, cast number or other marking 
which will enable the full history of the casting to be 
traced. 

c) Manufacturer’s name or trade mark. 

d) LRorLloyd’s Register and the abbreviated name of LR’s 
local office. 

e) Personal stamp of Surveyor responsible for inspection. 

f) Test pressure, where applicable. 

g) Date of final inspection. 


1.11.3. Where small castings are manufactured in large 
numbers, modified arrangements for identification may be 
specially agreed with the Surveyor. 


1.12 Certification of materials 
7.12.1. ALR certificate is to be issued, see Ch 1,3.1. 


1.12.2 |The manufacturer is to provide the Surveyor with a 

written statement giving the following particulars for each 

casting or batch of castings which has been accepted: 

a) Purchaser’s name and order number. 

b) Description of castings and quality of cast iron. 

c) Identification number. 

d) General details of heat treatment, where applicable. 

e) Results of mechanical tests. 

f) | Test pressure, where applicable. 

g) When specially required, the chemical analysis of ladle 
samples. 


1.12.3 Where applicable, the manufacturer is to provide a 
signed statement regarding non-destructive testing as 
required by 1.8, together with a statement and/or a sketch 
detailing the extent and position of all weld repairs made to 
each casting as required by 1.9. 
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a Section 2 
Grey iron castings 


2.1 Scope 


2.1.1 This Section gives the specific requirements for 
grey cast iron castings. 


2.2 Test material 


2.2.1 Separately cast test samples in the form of 
cylindrical bars, 30 mm diameter and of a suitable length, are 
to be used unless otherwise agreed by LR. Test samples of 
other dimensions may be specially required for some 
components as may cast-on samples. In these circumstances, 
the tensile strength requirements are to be agreed. 


2.2.2 When two or more test samples are cast 
simultaneously in a single mould, the bars are to be at least 
50 mm apart. 


2.2.3 Test samples may be cast integrally when a casting 
is both more than 20 mm thick and its mass exceeds 200 kg, 
subject to agreement between the manufacturer and the 
purchaser. The type and location of the samples are to be 
such as to provide approximately the same cooling conditions 
as for the casting it represents and are also subject to 
agreement. 


2.2.4 For continuous melting of the same grade of cast 
iron in large tonnages the mass of a batch may be taken as 
the output of two hours of pouring. 


2.2.5 Where 2.2.4 applies and production is carefully 
monitored by systematic checking of the melting process by, 
for example, chill testing, chemical analysis or thermal 
analysis, test samples may be taken at longer intervals as 
agreed by the Surveyor. 


2.3 Mechanical tests 


2.3.1 Only the tensile strength is to be determined, and 
the results obtained from tests are to comply with the 
minimum value specified for the castings being supplied. 
Except for crankshaft castings (see Section 4), the specified 
tensile strength is to be not less than 200 N/mm? subject to 
any additional requirements of the relevant Rules. The 
fractured surfaces of all tensile test specimens are to be 
granular and entirely grey in appearance. 


| Section 3 
Spheroidal or nodular graphite 
iron castings 


3.1 Scope 


Oi bask This Section gives the specific requirements for 
spheroidal or nodular graphite iron castings. 


B12 These requirements are generally applicable to 
castings intended for use at ambient temperatures. Additional 
requirements will be necessary when the castings are 
intended for service at either low or elevated temperatures. 
Impact test requirements are given for low temperature 
service in 3.4.2. 


3.2 Heat treatment 


3.2.1 The special qualities with 350 N/mm? and 
400 N/mm2 nominal tensile strength and impact test are to 
undergo a ferritising heat treatment, see 3.4.2. 


3.3 Test material 


3.3.1 The test samples are to be as detailed in 
Figs. 7.3.1, 7.3.2 or 7.3.3 The dimensions of the test speci- 
mens and testing procedures used are to be in accordance 
with Chapter 2. Test samples of other dimensions may be 
specially required for some castings and these are to be 
agreed with the Surveyor. 


3.3.2 The test samples may be either gated to the 
casting or separately cast. 


3.3.3 Where separately cast test samples are used, they 
are to be taken towards the end of pouring of the castings. 


3.4 Mechanical tests 


3.4.1 The tensile strength and elongation are to 
be determined and are to comply with the requirements of 
Table 7.3.1. Minimum values for the 0,2 per cent proof stress 
are also included in this Table but are to be determined only if 
included in the specification. Typical ranges of hardness 
values are also given in Table 7.3.1 and are intended for 
information purposes. 


3.4.2 Impact tests may be required for some applications 
in which case the selection of the grade is to be confined to 
those listed in Table 7.3.2. These castings are to be given a 
ferritising heat treatment. The mechanical test results are to 
comply with Table 7.3.2. 


3.4.3 Castings may be supplied to any _ specified 
minimum tensile strength selected within the general limits 
detailed in Tables 7.3.1 and 7.3.2 but subject to any 
additional requirements of the relevant Rules. 


3.5 Metallographic examination 


3.5.7 Samples for metallographic examination are to be 
prepared for spheroidal or nodular graphite iron castings. 
These samples are to be representative of each ladle used 
and may conveniently be taken from the tensile test 
specimens. Alternative arrangements for the provision of 
these samples may, however, be adopted subject to the 
concurrence of the Surveyor. They are, however, to be taken 
towards the end of the pour. 
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Dimension Standard sample, Alternative samples when specially required, 
mm 


25 
55 
40 
100 


pea 
3° taper 
gaz 
L.| 


U 


To suit testing machine 
Approximately 5 


Z 


} 


Fig. 7.3.1 Type A (U-type) test samples 


3.5.2 Examination of the samples is to show that at least 
90 per cent of the graphite is in a dispersed spheroidal or 
nodular form. Details of typical matrix structures are given in 
Table 7.3.1 and are intended for information purposes. 


Dimension Standard sample, 


To suit testing machine 
Approximately 5 


Fig. 7.3.2 Type B (Double U-type) test samples 
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Dimension Standard sample, Alternative samples when specially required, 
mm mm 


25 50 
55 100 
40 50 
150 


To suit testing machine 


Minimum thickness of 
mould surrounding 
test sample 


Fig. 7.3.3 Type C (Y-type) test samples 


Table 7.3.1 Mechanical properties for acceptance purposes: spheroidal or nodular graphite iron castings 


9 
Specified minimum Dee PIeGretess Elongation Typical hardness Typical structure 


tensile strength pees on 5,65 V So value HB of matrix 
N/mm2 ee % minimum (see 3.4.1) (see 3.5.1) 
minimum 
370 230 120 - 180 Ferrite 
400 250 140 - 200 Ferrite 


500 320 170 - 240 Ferrite/pearlite 

600 370 190 - 270 Pearlite/ferrite 

700 420 230 - 300 Pearlite 

800 480 250 — 350 Pearlite or tempered structure 


NOTE 
Proof stresses need only be determined if specifically requested. 
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Table 7.3.2 


Specified minimum 
tensile strength 
N/mm2 


0,2% proof stress 
minimum 
(see Note 1) 
N/mm2 


Mechanical properties: special qualities 


Elongation 
on 5,65 4/S 
minimum 
% 

(see Note 2) 


Typical hardness 
value 


Charpy V-notch impact tests 


Test temperature °C 
(see Note 3) 


Average energy 
J minimum 
(see Note 4) 


350 


220 


22 


110-170 


20 


17 (14 
-40 12 (10 


140 — 200 


NOTES 


1. | Proof stresses need only be determined if specifically requested. 


In the case of integrally cast samples, the acceptable elongation may be taken as 2 percentage points less. 


value, but not less than the value shown in brackets. 
5. — Typical structure of the matrix is ferrite. 


a Section 4 
lron castings for crankshafts 


41 Scope 


4.1.1 This Section gives additional requirements for cast 
iron crankshafts intended for diesel engines and compressors. 
For both of these applications, details of the proposed 
specification are to be submitted for approval. 


4.1.2 Crankshaft castings in grey iron are acceptable only 
for compressors, and the specified minimum tensile strength 
is to be not less than 300 N/mm2. 


4.1.3 For crankshaft castings in spheroidal or nodular 
graphite iron, the specified minimum tensile strength is to be 
not less than 370 N/mm2. 


4.2 Manufacture 


4.2.1 Details of the method of manufacture, including the 
arrangements proposed for the provision of test material, are 
to be submitted for approval. 


4.2.2 Tests to demonstrate the soundness of prototype 
castings and the mechanical properties at important locations 
will be required. 


4.3 Heat treatment 


4.3.1 In general, crankshaft castings other than those 
which are fully annealed, normalised or oil quenched and 
tempered, are to receive a suitable stress relief heat treatment 
before machining. 


2. 
3. Tests need only be made at either of the temperatures listed, as appropriate. 
4. The average value measured on three Charpy V-notch specimens. One of the three values may be below the specified minimum average 


4.3.2 Where it is proposed to harden the surfaces of 
machined pins and/or journals of cast iron crankshafts, details 
of the process are to be submitted for approval. Before such 
a process is applied to a crankshaft it is to be demonstrated 
by procedure tests, and to the satisfaction of the Surveyor, 
that the process is suitably controlled and does not impair the 
strength or soundness of the material. 


4.4 Test material 


4.4.1 Unless otherwise approved, the dimensions of the 
test samples are to be such as to ensure that they have 
mechanical properties representative of those of the average 
section of the crankshaft casting. 


4.4.2 For large crankshaft castings, the test samples are 
to be cast integral with, or gated from, each casting. 


4.4.3 The batch testing procedure detailed in 1.6.2 may 
be adopted only where small and identical crankshaft 
castings are produced in quantity. Generally, the fettled mass 
of each casting in a batch is not to exceed 100 kg, and in 
addition to tensile tests, the hardness of each casting is to be 
determined. For this purpose, a small flat is to be ground on 
each crankshaft, and Brinell hardness tests are to be carried 
out. The results obtained from these tests are to comply with 
the approved specification. 


4.5 Non-destructive examination 


4.5.1 Cast crankshafts are to be subjected to a full 
magnetic particle or dye penetrant examination after final 
machining and completion of any surface hardening opera- 
tions. 


4.5.2 Particular attention is to be given to the testing of 
the pins, journals and associated fillet radii. 


4.5.3 Cracks and crack-like defects are not acceptable. 
Fillet radii are to be free from any indications. 
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4.6 Rectification of defective castings 

4.6.1 Cast iron crankshafts are not to be repaired by 
welding, and blemishes are not to be plugged with a filler. 
4.7 Certification of materials 


4.7.1 The chemical composition of ladle samples is to be 
given in addition to the other particulars detailed in 1.12.2. 
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7 Plates, bars and sections 

2 Aluminium alloy rivets 

3 Aluminium alloy castings 

4 Aluminium/steel transition joints 


a Section 7 
Plates, bars and sections 


1.1 Scope 


teks This Section makes provision for aluminium alloy 
plates, bars and sections intended for use in the construction 
of ships and other marine structures and for cryogenic 
applications. 


1eliZ. Except as provided in 1.1.4, all items are to be 
manufactured and tested in accordance with the appropriate 
requirements of Chapters 1 and 2 and those detailed in this 
Section. 


EA The thickness of plates, sections and bars 
described by these requirements will be in the range between 
3 and 50 mm. Plates and sections less than 3,0 mm thick 
may be manufactured and tested in accordance with the 
requirements of an acceptable national specification. 


1.1.4 Plates less than 3,0 mm thick and sections less 
than 40 mm x 40 mm x 3,0 mm may be manufactured and 
tested in accordance with the requirements of an acceptable 
National specification. 


TAS Where the section thickness exceeds 50 mm, the 
requirements will be subject to special consideration. 


1.1.6 Materials intended for the construction of cargo 
tanks or storage for liquefied gases, and for other low 
temperature applications, are to be manufactured in the 
5088 alloy in the annealed condition. 


Videl As an alternative to 1.1.2 and 1.1.4, materials 
which comply with National or proprietary specifications may 
be accepted provided that these specifications give 
reasonable equivalence to the requirements of this Section 
and are approved for a specific application. Generally, survey 
and certification are to be carried out in accordance with the 
requirements of Chapter 1. 


1.2 Manufacture 


1.2.1 Aluminium alloys are to be manufactured at works 
approved by Lloyd’s Register (hereinafter referred to as ‘LR’). 


1.2.2 The alloys may be cast either in ingot moulds or by 
an approved continuous casting process. Plates are to be 
formed by rolling and may be hot or cold finished. Bars and 
sections may be formed by extrusion, rolling or drawing. 


1.2.3 All melts are to be suitably degassed prior to casting 
such that the aim hydrogen content is less than 0,2 ml per 
100 g. 


1.3 Quality of materials 


1.3.1 Materials are to be free from surface or internal 
defects of such a nature as would be harmful in service. 


7.3.2 The manufacturer is to verify the integrity of 
pressure welds of closed extrusion profiles in accordance with 
1.10. 


Table 8.1.1 Underthickness tolerances for rolled 


products for marine construction 


Nominal Underthickness tolerance for nominal width range, 
thickness mm 

range, 

mm <1500 


>1500 <2000 | >2000 <3500 


23,0 <4,0 0,10 0,15 0,15 


>4,0 <8,0 0,20 0,20 0,25 
28,0 <12 


0,25 0,25 0,25 
212 <20 0,35 0,40 0,50 


220 <50 0,45 0,50 0,65 


1.4 Dimensional tolerances 


1.4.1 Underthickness tolerances for rolled products for 
marine construction are given in Table 8.1.1. 


1.4.2 Underthickness tolerances for extruded products 
are to comply with an acceptable National or International 
Standard. 


7.4.3 There are to be no underthickness tolerances for 
materials for application in cryogenic process pressure 
vessels. 


1.4.4 Dimensional tolerances other than permitted 
underthicknesses are to comply with an acceptable National 
or International Standard. 


1.4.5 Verification of dimensions is the responsibility of the 
manufacturer. Acceptance by Surveyors of material which is 
later found to be defective does not absolve the manufacturer 
from this responsibility. 
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Table 8.1.2 


Element 


Chemical composition, percentage 


5083 


5383 


5059 


5086 


5754 


5456 


6005-A 
(see Note 1) 


6061 
(see Note 1) 


6082 


Copper 


Magnesium 


Silicon 


ron 


0,10 max. 
4,0—4,9 
0,40 max. 


0,40 max. 
0,40—1,00 


0,20 max. 


4,0—5,2 


0,25 max. 
0,25 max. 


0,7—1,0 


0,25 max. 
5,0—6,0 
0,45 max. 
0,50 max. 
0,6—1,2 


0,10 max. 
3,5—4,5 
0,40 max. 
0,50 max. 
0,20—0,70 


0,10 max. 
2,6—3,6 


0,40 max. 


0,40 max. 
0,50 max. 


0,10 max. 
4,7—5,5 
0,25 max. 
0,40 max. 
0,50—1,00 


0,30 max. 
0,40—0,70 
0,50—0,90 
0,35 max. 
0,50 max. 


0,15—0,40 
0,80—1,20 
0,40—0,80 
0,70 max. 


0,15 max. 


0,10 max. 
0,60—1,20 
0,70—1,30 
0,50 max. 
0,40—1,00 


Manganese 


Zinc 0,25 max. 


0,05—0,25 


0,40 max. 
0,25 max 


0,40—0,90 


Chromium 0,25 max. 


Titanium 0,20 max. 


0,05—0,25 


0,15 max. 
0,20 max. 


0,15 max. 
Zirconium 


Other elements: 


each 0,05 max. 


0,15 max. 


0,05 max. 
0,15 max. 


0,05 max. 


total 0,15 max. 


0,25 max. 
0,05—0,25 


0,15 max. 


0,05 max. 
0,15 max. 


(see Note 2) 
0,20 max. 


0,30 max. 
(see Note 2) 


(see Note 3) 
0,20 max. 


0,30 max. 
(see Note 3) 


0,10 max. 


0,25 max. 
0,05—0,20 


0,25 max. 
0,04—0,35 


0,20 max. 
0,25 max. 


0,15 max. 0,20 max. 0,15 max. 0,10 max. 


0,05 max. 


0,15 max. 


0,05 max. 
0,15 max. 


0,05 max. 
0,15 max. 


0,05 max. 
0,15 max. 


0,05 max. 
0,15 max. 


NOTES 


1. These alloys are not normally acceptable for application in direct co 


2. Mn+Cr=0,10 min., 0,60 max. 
38. Mn+Cr=0,12 min., 0,50 max. 


1.5 Chemical composition 

1.5.1 Samples for chemical analysis are to be taken 
representative of each cast, or the equivalent where a 
continuous melting process is involved. 


1:5.2 The chemical composition of these samples is to 
comply with the requirements of Table 8.1.2. 


1.6 Heat treatment 
7.6.1 The Aluminium 5000 series alloys, capable of being 
strain hardened, are to be supplied in any of the following 
temper conditions: 

O annealed 


H114 annealed with slight strain hardening 

H112 strain hardened from working at elevated 
temperatures 

H116 strain hardened and with specified resistance 
to exfoliation corrosion for alloys where the 
magnesium content is 4 per cent or more 

H821 strain hardened and stabilised. 


1.6.2 The H116 temper is specially developed for use in 
a marine environment. 


7.6.3 The Aluminium 6000 series alloys, capable of being 
age hardened, are to be supplied in either of the following 
temper conditions: 

TS — hot worked and artificially aged 

T6 — solution treated and artificially aged. 


ntact with sea-water. 


1.7 Test material 

1.7.1 Materials of the same product form, (i.e., plates, 
sections or bars) and thickness and from a single cast or 
equivalent, are to be presented for test in batches of not more 
than 2 tonnes, with the exceptions of those given in 1.7.2, 
1.7.3 and 1.7.4. 


1.7.2 For single plates or coils weighing more than 
2 tonnes, only one tensile specimen per plate or coil is to be 
taken. 


1.7.3 A tensile test specimen is required from each plate 
to be used in the construction of cargo tanks, secondary 
barriers and process pressure vessels with design 
temperatures below -55°C. 


1.7.4 Extrusions, bars and sections of less than 1 kg/m in 
nominal weight are to be tested in batches of 1 tonne. Where 
the nominal weight is greater than 5 kg/m, one tensile test is 
to be carried out for every three tonnes produced, or fractions 
thereof. 


1.7.5 If the material is supplied in the heat treated 
condition, each batch is to be treated in the same furnace 
charge or subjected to the same finishing treatment when a 
continuous furnace is used. 


1.7.6 For plates over 300 mm in width, tensile test 
specimens are to be cut with their length transverse to the 
principal direction of rolling. For narrow plates and for sections 
and bars, the test specimens are to be cut in the longitudinal 
direction. Longitudinal tensile test specimens are accepted for 
the strain hardenable 5000 series alloys. 
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Table 8.1.3 Minimum mechanical properties for acceptance purposes of selected rolled aluminium alloy 
products 


0,2% proof stress Tensile strength 
Alloy and temper Thickness, f, ° SS R 7 Elongation Elongation on 


condition mm iene N hae on 5,65 /So 4d, % | 5,65 4f Sg 5d,% 


5083-0 3 <t< 50 (see Note 3) 125 275-350 16 


5083-H111 38<t<50 125 275-850 16 
5083-H112 < 125 275 12 
5083-H116 215 305 10 (see Note 1) 
5083-H321 < 215-295 305-380 12 


5086-O < 100 240-305 16 


5086-H111 100 240-305 


5086-H112 3<t<12,5 250 
12,5<t <50 240 


5086-H116 38<t<650 195 275 10 (see Note 2) 


5059-O 38<t<50 160 330 


5059-H111 38<t<50 160 330 


5059-H116 38<t<20 270 370 
20 <t<50 260 360 


5059-H321 8<t<20 270 370 
20<t<50 260 360 


5383-O 145 290 


5383-H111 145 290 


5383-H116 < 220 305 


5383-H321 <t< 220 305 


5456-O t<6 130-205 290-365 
3 125-205 285-360 


3<t<30 230 315 
5456-H116 30 <t< 40 215 305 
40 <t<50 200 285 


3<t< 12,5 230-315 315-405 
5456-H321 12,5<t< 40 215-305 305-385 
40<t<50 200-295 285-370 


5754-O 3<t<50 80 190-240 


NOTES 

1. 10% for thickness up to and including 12,5 mm. 

2. 8% for thickness up to and including 6,3 mm. 

3: For application to liquefied natural gas carriers or liquefied natural gas tankers where thicknesses are in excess of 50 mm, the mechanical 
properties given in this table are, in general, to be complied with. 
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Table 8.1.4 
products 


. 0,2% proof stress 
Thickness, t, R 


p: 
N/mm2 


Alloy and temper 
condition mm 


Minimum mechanical properties for acceptance purposes of selected extruded aluminium alloy 


Tensile strength 
R Elongation Elongation on 


ny ae on 5,65 4/ So 4d, % 5,654/ So 50, % 


5083-O 3<t<50 110 


5083-H111 3<t<50 
5083-H112 3<t<50 
5086-0 3<t<50 
5086-H111 3<t<50 
5086-H112 3<t<50 
| 5059-H112 3<t<50 
5383-O 3<t<50 
5383-H111 3<t<50 
| 5383-H112 3<t<50 
6005A-T5 3<t<50 


6005A-T6 3<t<10 


10<t<50 
6061-T6 
6082-T5 


6082-T6 


270-350 


275 


270 


240-315 


250 


240 


330 


290 


290 


310 


260 


260 
250 


260 


270 


290 
310 


NOTE 


The values are applicable for longitudinal and transverse tensile test specimens as well. 


1.7.7 Longitudinal tensile test specimens from a plate are 
to be taken at 1/3 width from the longitudinal edge. 
Longitudinal tensile test specimens taken from extruded 
sections should be taken in the range from 1/3 to 1/2 of the 
distance from the edge to the centre of the thickest region of 
the section. 


1.8 Mechanical tests 


1.8.1 At least one tensile test specimen is to be prepared 
from each batch of material submitted for acceptance. 


1.8.2 Tensile test specimens are to be machined to the 
dimensions given in Fig. 2.2.3 in Chapter 2. Alternatively, 
machined proportional test specimens of circular cross- 
section in accordance with Fig. 2.2.2 in Chapter 2 may be 
used provided that the diameter is not less than 10 mm. 
Round bars may be tested in full section, or test specimens 
may be machined in accordance with the dimensions given 
in Fig. 2.2.2 in Chapter 2. 


1.8.3 The results of all tensile tests are to comply with the 
values given in Tables 8.1.3 and 8.1.4, as applicable. 


1.9 Corrosion tests 


1.9.1 Rolled 5000 series alloys of type 5083, 5383, 5059, 
5456 and 5086 in the H116 and H321 tempers intended for 
use in marine hull construction or in marine applications with 
frequent direct contact with seawater are to be corrosion 
tested with respect to exfoliation and intergranular corrosion 
resistance. 


LQ2 The manufacturer is to establish the relationship 
between microstructure and resistance to corrosion when the 
above alloys are approved. A reference photomicrograph 
taken at 500x, is to be prepared for each of the alloy-tempers 
and thickness ranges relevant. The reference photographs 
are to be taken from samples which have exhibited no 
evidence of exfoliation corrosion and a pitting rating of PB or 
better, when subjected to the test described in ASTM G66 
(ASSET).The samples are also to have exhibited resistance to 
intergranular corrosion at a mass loss no greater than 
15 mg/cm2, when subjected to the test described in 
ASTM G67. Upon satisfactory establishment of the 
relationship between microstructure and resistance to 
corrosion, the master photomicrographs and the results of 
the corrosion tests are to be approved by LR. Production 
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practices are not to be changed after approval of the 
reference micrographs. 


1.9.3 For batch acceptance of 5000 series alloys in the 
H116 and H321 tempers, metallographic examination of one 
sample selected from mid width at one end of a coil or 
random sheet or plate is to be carried out. The micro- 
structure of the sample is to be compared to the reference 
photomicrograph of acceptable material in the presence of 
the Surveyor. A longitudinal section perpendicular to the rolled 
surface is to be prepared for metallographic examination. If the 
microstructure shows evidence of continuous grain boundary 
network of aluminium-magnesium precipitate in excess of the 
reference photomicrographs of acceptable material, the 
batch is either to be rejected or tested for exfoliation 
corrosion resistance and intergranular corrosion resistance 
subject to the agreement of the Surveyor. The corrosion tests 
are to be in accordance with ASTM G66 and G67 or 
equivalent standards. If the results from testing satisfy the 
acceptance criteria stated in 1.9.2 the batch is accepted, 
otherwise it is to be rejected. 


1.9.4 As an alternative to metallographic examination, 
each batch may be tested for exfoliation corrosion resistance 
and intergranular corrosion resistance, in accordance with 
ASTM G66 and G67 or equivalent standards. 


71.9.5 Tempers that are corrosion tested in accordance 
with 1.9.3 are to be marked ‘M’ after the temper condition, 
€.g., 5083 H321 M. 


1.10 Pressure weld tests 


1.10.1 The integrity of pressure welds of closed profile 
extrusions is to be verified by examination of macrosections or 
drift expansion tests. 


1.10.2 Every closed profile extrusion is to be sampled, 
except where the closed profile extrusions are equal to or 
shorter than 6,0 m long, in which case a batch is to comprise 
five profiles. Every sample is to be tested at both ends after 
final heat treatment. 


7.10.3 Where verification is by examination of macro- 
sections, no indication of lack of fusion is permitted. 


1.10.4 Where verification of fusion at pressure welds of 
closed profile extrusions is by drift expansion test, testing is to 
be generally in accordance with Ch 2,4.8. The minimum 
included angle of the mandrel is to be 60°, and the minimum 
specimen length, 50 mm. For acceptance, there is to be no 
failure by a clean split along the weld line. 


1.11 Visual and non-destructive examination 


1.11.1 Surface inspection and verification of dimensions 
are the responsibility of the manufacturer, and acceptance by 
the Surveyors of material later found to be defective shall not 
absolve the manufacturer from this responsibility. 


1.11.2 In general, the non-destructive examination of 
materials is not required for acceptance purposes. 
Manufacturers are expected, however, to employ suitable 
methods of non-destructive examination for the general 
maintenance of quality standards. 


7.11.3 For applications where the non-destructive 
examination of materials is considered to be necessary, the 
extent of this examination, together with appropriate 
acceptance standards, are to be agreed between the 
purchaser, manufacturer and Surveyor. 


1.12 Rectification of defects 


1.12.1. Slight surface imperfections may be removed by 
mechanical means, provided that the prior agreement of the 
Surveyor is obtained, that the work is carried out to his 
satisfaction and that the final dimensions are acceptable. The 
repair of defects by welding is not allowed. 


1.13 Identification 


7.13.1. The manufacturer is to adopt a system of 
identification which will ensure that all finished material in a 
batch presented for test is of the same nominal chemical 
composition. 


7.13.2 Products are to be clearly marked by the manufac- 

turer in accordance with the requirements of Chapter 1. The 

following details are to be shown on all materials which have 

been accepted: 

(a) Manufacturer’s name or trade mark. 

(b) Alloy grade and temper condition. 

(c) Identification mark which will enable the full history of the 
item to be traced. 

(d) The stamp of the LR brand, R 


1.14 Certification of materials 


1.14.1. Amanufacturer’s certificate validated by LR is to be 
issued, see Ch 1,3.1. 


1.14.2 Each test certificate is to include the following 

particulars: 

a) Purchaser’s name and order number. 

b) Contract number. 

c) Address to which material is to be despatched. 

d) Description and dimensions. 

e) Alloy grade and temper condition. 

f) Identification mark which will enable the full history of the 
item to be traced. 

g) Chemical composition. 

h) Mechanical test results (not required on shipping 
statement). 

() | Details of temper condition and heat treatment, where 
applicable. 


1.14.3 Where the alloy is not produced at the works at 
which it is wrought, a certificate is to be supplied by the 
manufacturer of the alloy stating the cast number and 
chemical composition. The works at which the alloy was 
produced must be approved by LR. 
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a Section 2 
Aluminium alloy rivets 


2.1 Scope 

a ib) Provision is made in this Section for aluminium alloy 
rivets intended for use in the construction of marine 
structures. 

2.1.2 They are to be manufactured and tested in 
accordance with the appropriate requirements of Section 1 
and those detailed in this Section. 

2.2 Chemical composition 

2.2.1 The chemical composition of bars used for the 


manufacture of rivets is to comply with the requirements of 
Table 8.2.1. 


Table 8.2.1 Chemical composition, percentage 


Element 5154A 6082 


0,10 max. 
0,6-1,2 
0,7-1,3 
0,50 max. 
0,4-1,0 
0,20 max. 
0,25 max. 
0,10 max. 
0,05 max. 
0,15 max. 
Remainder 


0,10 max. 
3,1-3,9 


Copper 
Magnesium 


Silicon 0,50 max. 
lron 0,50 max. 
Manganese 


0,1 -0,5 
Zinc 0,20 max. 
Chromium 0,25 max. 
Titanium 0,20 max. 
Other elements: each 0,05 max. 
total 0,15 max. 
Remainder 


uminium 


2.3 Heat treatment 


2.3.1 Rivets are to be supplied in the following condition: 
5154A  =—- annealed 
6082 — solution treated. 


2.4 Test material 


2.4.1 Bars intended for the manufacture of rivets are to 
be presented for test in batches of not more than 250 kg. The 
material in each batch is to be the same diameter and 
nominal chemical composition. 


2.4.2 At least one test sample is to be selected from each 
batch and, prior to testing, is to be heat treated in full cross- 
section and in a manner simulating the heat treatment applied 
to the finished rivets. 


2.5 Mechanical tests 


2.5.1 At least one tensile and one dump test specimen 
are to be prepared from each test sample. 


2.5.2 The tensile test specimen may be either a suitable 
length of bar tested in full cross-section or a specimen 
machined to the dimensions given in Fig. 2.2.2 in Chapter 2. 


2.5.3 The dump test specimen is to consist of a section 
cut from the bar with the ends perpendicular to the axis. The 
length of this section is to be equal to the diameter of the bar. 


2.5.4 The results of tensile tests are to comply with the 
appropriate requirements of Table 8.2.2. 


Table 8.2.2 Mechanical properties for acceptance 


purposes 


Mechanical properties 5154A 


0,2% proof stress N/mm? min. 90 


Tensile strength N/mm2 min. 220 
Elongation on 5,65“/ S, % min. 18 


2.5.5 The dump test is to be carried out at ambient 
temperature and is to consist of compressing the specimen 
until the diameter is increased to 1,6 times the original 
diameter. After compression, the specimen is to be free from 
cracks. 


2.6 Tests from manufactured rivets 


2.6.1 At least three samples are to be selected from each 
consignment of manufactured rivets. Dump tests as detailed 
in 2.5 are to be carried out on each sample. 


2.7 Identification 


26A Each package of manufactured rivets is to be 
identified with attached labels giving the following details: 

(a) Manufacturer’s name or trade mark. 

(b) Alloy grade. 

(c) Rivet size. 


2.8 Certification of materials 


2.8.1 A manufacturer’s certificate is to be issued 
(see Ch 1,3.1) and for each consignment of manufactured 
rivets is to include the following particulars: 

(a) Purchaser’s name and order number. 

(b) Description and dimensions. 

(c) Specification. 
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| Section 3 
Aluminium alloy castings 


3.1 Scope 


3.7.1 Provision is made in this Section for aluminium alloy 
castings intended for use in the construction of ships, ships 
for liquid chemicals and other marine structures and liquefied 
gas piping systems where the design temperature is not lower 
than minus 165°C. These materials should not be used for 
piping systems outside cargo tanks except for short lengths of 
pipes attached to the cargo tanks in which case fire-resisting 
insulation should be provided. 


3.1.2 Castings are to be manufactured and tested in 
accordance with Chapters 1 and 2 and also with the 
requirements of this Section. 


3.1.3 As an alternative to 3.1.2, castings which comply 
with National or proprietary specifications may be accepted 
provided that these specifications give reasonable equiva- 
lence to the requirements of this Section or are approved for 
a specific application. Generally, survey and certification are 
to be carried out in accordance with the requirements of 
Chapter 1. 


3.2 Manufacture 


3.2.1 Castings are to be manufactured at foundries 
approved by LR. 


3.3 Quality of castings 


3.3.1 All castings are to be free from surface or internal 
defects which would be prejudicial to their proper application 
in service. 


3.4 Chemical composition 


3.4.1 The chemical composition of a sample from each 
cast is to comply with the requirements given in Table 8.3.1. 
Suitable grain refining elements may be used at the discretion 
of the manufacturer. The content of such elements is to be 
reported in the ladle analysis. 


3.4.2 Where it is proposed to use alloys not specified in 
Table 8.3.1, details of the chemical composition, heat 
treatment and mechanical properties are to be submitted for 
approval. 


3.4.3 When a cast is wholly prepared from ingots for 
which an analysis is already available, and provided that no 
significant alloy additions are made during melting, the ingot 
maker’s certified analysis can be accepted subject to 
occasional checks as required by the Surveyor. 


Table 8.3.1 Chemical composition, percentage 


Alloy Al-Mg 3 
Element 


AI-Si12  A-FSI10Mg  ALSI7 
High purity 


0,1 max. 0,1 max. 0,1 max. 0,1 max. 
Magnesium 2,5—4,5 0,15—0,4 0,25—0,45 


Silicon 0,5max. 11,0-—13,5 9,0—11,0 6,5—7,5 


Copper 


0,1 max. 


lron 0,5 max. 0,7 max. 0,6 max. 0,2 max. 


Manganese 0,6 max. 0,5 max. 0,6 max. 0,1 max. 


Zinc 0,2 max. 0,1 max. 0,1 max. 0,1 max. 


Chromium 0,1 max. _ = = 
0,2 max. 0,2 max. 


0,05 max. 0,05 max. 


0,2 max. 
0,05 max. 


Titanium 0,2 max. 


Others each 0,05 max. 
Total 0,15 max. 0,15 max. 0,15 max. 0,15 max. 


Aluminium Remainder Remainder Remainder Remainder 


3.5 Heat treatment 


3.5.1 Castings are to be supplied in the following 
conditions: 
Grade Al-Mg 3 - 
Grade Al-Si 12 - 
Grade Al-Si 10 Mg 


as-manufactured 
as-manufactured 
as-manufactured or solution 
heat treated and precipitation 
hardened 

solution heat treated and 
precipitation hardened. 


Grade Al-Si7 Mg - 
(high purity) 


| 


3.6 Mechanical tests 


3.6.1 At least one tensile specimen is to be tested from 
each cast and, where heat treatment is involved, for each heat 
treatment batch from each cast. Where continuous melting is 
employed, 500 kg of fettled castings may be regarded as a 
cast. 


3.6.2 The test samples are to be separately cast in 
moulds made from the same type of material as used for the 
castings. These moulds should conform to National 
Standards. 


3.6.3 The method and procedures for the identification of 
the test specimens, and the castings they represent, are to 
be agreed with the Surveyor. The identification marks are to 
be maintained during the preparation of test specimens. 


3.6.4 Where castings are supplied in the heat treated 
condition, the test samples are to be heat treated together 
with the castings which they represent prior to testing. 


3.6.5 The results of all tensile tests are to comply with the 
appropriate requirements given in Table 8.3.2 and/or 
Table 8.3.3. 
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Table 8.3.2 Minimum mechanical properties for 
acceptance purposes of sand-cast 
and investment cast reference test 
pieces 
Temper 


Tensile strength Elongation 


(see Note) N/mm? 


Mg 3 

-Si 12 

-Si 10 Mg 

-Si 10 Mg 

-Si 7 Mg TF 


OTE 

refers to as cast condition. 

F refers to solution heat treated and precipitation hardened 
condition. 


Table 8.3.3 Minimum mechanical properties for 
acceptance purposes of chill-cast 


reference test piece 


Temper Tensile strength Elongation 
(see Note) N/mm2 % 


-Mg 3 150 
Lei 12 170 
-Si 10 Mg M 170 
-Si 10 Mg TF 240 
-Si 7 Mg TF 250 


OTE 

refers to as cast condition. 

F refers to solution heat treated and precipitation hardened 
condition. 


Alloy 


3.6.6 Where the results of a test do not comply with the 
requirements, the re-test procedure detailed in Ch 2,1.4 is to 
be applied. Where castings are to be used in the heat treated 
condition, the re-test sample must have been heat treated 
together with the castings it represents. 


3.7 Visual examination 


Gila All castings are to be cleaned and adequately 
prepared for inspection. 


B:2 The accuracy and verification of dimensions are the 
responsibility of the manufacturer, unless otherwise agreed. 


8:23 Before acceptance, all castings are to be presented 
to the Surveyor for visual examination. 
3.8 Rectification of defective castings 


3.8.1 At the discretion of the Surveyor, small surface 
blemishes may be removed by local grinding. 


3.8.2 Where appropriate, repair by welding may be 
accepted at the discretion of the Surveyor. Such repair is to be 
made in accordance with an approved procedure. 


3.9 Pressure testing 


3.9.1 Where required by the relevant Rules, castings are 
to be pressure tested before final acceptance. Unless 
otherwise agreed, these tests are to be carried out in the 
presence and to the satisfaction of the Surveyor. 


3.10 Identification 


3.10.1. | The manufacturer is to adopt a system of identifica- 
tion which will enable all finished castings to be traced to the 
original cast and the Surveyor is to be given full facilities for 
tracing the casting when required. 


3.10.2 All castings which have been tested and inspected 

with satisfactory results are to be clearly marked with the 

following details: 

a) Identification number, cast number or other markings 
which will enable the full history of the casting to be traced. 

b) LRorLloyd’s Register and the abbreviated name of LR’s 
local office. 

c) Personal stamp of the Surveyor responsible for the 
inspection. 

d) Test pressure where applicable. 

e) Date of final inspection. 


3.10.3. Where small castings are manufactured in large 
numbers, modified arrangements for identification may be 
specially agreed with the Surveyor. 


3.11 Certification of materials 


3.11.1 A LR certificate is to be issued (see 
Ch 1,3.1) giving the following particulars for each casting or 
batch of castings which have been accepted: 

(a) Purchaser’s name and order number. 


(b) Description of castings and alloy type. 

(c) Identification number. 

(d) Ingot or cast analysis. 

(e) General details of heat treatment, where applicable. 
(f/ | Results of mechanical tests. 

(g) Test pressure, where applicable. 


a Section 4 
Aluminium /steel transition joints 


4.1 Scope 


4.1.1 Provision is made in this Section for explosion 
bonded composite aluminium/steel transition joints used for 
connecting aluminium structures to steel plating. 


4.1.2 Each individual application is to be separately 
approved as required by the relevant Rules dealing with 
design and construction. 
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4.2 Manufacture 


4.2.1 Transition joints are to be manufactured by an 
approved producer in accordance with an approved 
specification which is to include the maximum temperature 
allowable at the interface during welding. 


4.2.2 The aluminium material is to comply with the 
requirements of Section 1 and the steel is to be of an 
appropriate grade complying with the requirements of Ch 3,2. 


4.2.3 Alternative materials which comply with International, 
National or proprietary specifications may be accepted 
provided that they give reasonable equivalence to the require- 
ments of 4.2.2 or are approved for a specific application. 


4.2.4 Intermediate layers between the aluminium and 
steel may be used, in which case the material of any such 
layer is to be specified by the manufacturer and is to be 
recorded in the approval certificate. Any such intermediate 
layer is then to be used in all production transition joints. 


4.3 Visual and non-destructive examination 


4.3.1 Each composite plate is to be subjected to 100 per 
cent visual and ultrasonic examination in accordance with a 
relevant National Standard to determine the extent of any 
unbonded areas. Unbonded areas are unacceptable and any 
such area plus 25 mm of surrounding sound material is to be 
discarded. 


4.4 Mechanical tests 


4.4.1 Two shear test specimens and two tensile test 
specimens are to be taken from each end of each composite 
plate for tests to be made on the bond strength. One shear 
and one tensile test specimen from each end are to be tested 
at ambient temperature after heating to the maximum 
allowable interface temperature, see 4.2.1; the other two 
specimens are to be tested without heat treatment. 


4.4.2 Shear tests may be made on a specimen as shown 
in Fig. 8.4.1 or an appropriate equivalent. Tensile tests may 
be made across the interface by welding extension pieces to 
each surface or by the ram method shown in Fig. 8.4.2 or by 
an appropriate alternative method. 


4.4.3 The shear and tensile strengths of all the test 
specimens are to comply with the requirements of the 
manufacturing specification. 


4.4.4 If either the shear or tensile strength of the bond is 
less than the specified minimum but not less than 70 per cent 
of the specified minimum, two additional shear and two tensile 
test specimens from each end of the composite plate are to 
be tested and, in addition, bend tests as described in 4.4.6 
and Table 8.4.1 are to be made. 


Test piece 


MW 


t+ (0,10 to 0,15) 


Fig. 8.4.1 Specimen and procedure for shear tests 


“Test 


specimen 


Fig. 8.4.2 Ram tensile test 
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Table 8.4.1 Bend tests on explosion bonded 
aluminium/steel composites 


Minimum Diameter 
bend, degrees of former 


Type of test 


Aluminium in tension 90 3T 
Steel in tension 90 3T 
Side bend 90 6T 


NOTE 
T is the total thickness of the composite plate. 


4.4.5 If either the shear or tensile strength of the bond is 
less than 70 per cent of the specified minimum the cause is 
to be investigated. After evaluation of the results of this 
investigation, LR will consider the extent of composite plate 
which is to be rejected. 


4.4.6 Bend tests, when required, are to be made under 
the following conditions, as listed in Table 8.4.1: 

(a) The aluminium plate is in tension. 

(b) The steel plate is in tension. 

(c) Aside bend is applied. 


4.5 Identification 


4.5.1 Each acceptable transition strip is to be clearly 

marked with the following particulars: 

(a) LR or Lloyd’s Register and the abbreviated name of 
LR’s local office. 

(b) Manufacturer’s name or trade mark. 

(c) Identification mark for the grade of aluminium. 

(d) Identification mark for the grade of steel. 

The particulars are to be stamped on the aluminium surface at 

one end of the strip. 


4.6 Certification of materials 


4.6.1 A manufacturer's certificate validated by LR is to be 

issued (see Ch 1,3.1) and as a minimum is to include the 

following particulars: 

(a) Purchaser’s name and order number. 

(ob) The contract number for which the material is intended, 

if known. 

(c) Address to which the material is dispatched. 

(d) Description and dimensions of the material. 

(e) Specifications or grades of both the aluminium alloy and 
the steel and any intermediate layer. 

(f/ Cast numbers of the steel and aluminium plates. 

(g) Identification number of the composite plate. 

(h) Mechanical test results (not required on shipping 
statement). 
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Section 

1 Castings for propellers 

2 Castings for valves, liners and bushes 
3 Tubes 


| Section 1 
Castings for propellers 


1.1 Scope 


7.7.1 This Section gives the requirements for copper alloy 
castings for one-piece propellers and separately cast blades 
and bosses for fixed pitch and controllable pitch propellers 
(CPP). These include contra-rotating propellers and propulsors 
fitted to podded drives and azimuth units. 


Tele These castings are to be manufactured and tested 
in accordance with the appropriate requirements of Chapters 1 
and 2 and the specific requirements of this Section. 


7.7.3 As an alternative to 1.1.2, castings which comply 
with National or proprietary specifications may be accepted 
provided that these specifications give reasonable equiva- 
lence to the requirements of this Section or alternatively are 
approved for a specific application. 


1.7.4 The appropriate requirements of this Section may 
also be applied to the repair and inspection of propellers 
which have been damaged during service. 


1:10 Generally, survey and certification are to be carried 
out in accordance with the requirements of Chapter 1. 


Table 9.1.1 


Alloy designation 


1.2 Manufacture 


1.2.1 All castings are to be manufactured at foundries 
approved by Lloyd’s Register (hereinafter referred to as ‘LR’). 


1.2.2 The pouring is to be carried out into dried moulds 
using degassed liquid metal. The pouring is to avoid turbulent 
flow. Special devices and/or procedures are to be used to 
prevent slag flowing into the mould. 


1.3 Quality of castings 


7.3.1 All castings are to be free from surface or internal 
defects which would be prejudicial to their proper application 
in service. 


7.3.2 The removal and repair of defects are dealt with in 
1.9 and 1.10. 


1.4 Chemical composition 


1.4.1 The chemical compositions of samples from each 
melt are to comply with the manufacturing specification 
approved by LR and also with the overall limits given in 
Table 9.1.1. In addition to carrying out chemical analysis for 
the elements given in the Table, it is expected that manufac- 
turers will ensure that any harmful residual elements are within 
acceptable limits. 


1.4.2 The use of alloys whose chemical compositions are 
different from those detailed in Table 9.1.1 will be given special 
consideration by LR. 


1.4.3 The manufacturer is to maintain records of all 
chemical analyses, which are to be made available to the 
Surveyor so that he can satisfy himself that the chemical 
composition of each casting is within the specified limits. 


Chemical composition of propeller and propeller blade castings 


Chemical composition of ladle samples % 


Pb Ni Fe Al 


Grade Cu 1 
anganese bronze 
(high tensile brass) 


Grade Cu 2 
Ni-manganese bronze 
(high tensile brass) 


Grade Cu 3 


Ni-aluminium bronze 0,1 max. 1,0 max. 


Grade Cu 4 


n-aluminium bronze 70-80 1,0 max. 6,0 max. 


0,5 max. 


0,03 max. 


0,05 max. 


1,0 max. 0,5-2,5 0,5-3,0 


0,5-2,5 0,5-2,0 


3,0-6,0 
(see Note) 


2,0-6,0 
(see Note) 


7,0-11,0 


1,5-3,0 2,0-5,0 6,5-9,0 8,0-20,0 


NOTE 


For Naval ships, the nickel content is to be higher than the iron content. 
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1.4.4 When a melt is wholly prepared from ingots for 
which an analysis is already available, and provided that no 
significant alloy additions are made during melting, the ingot 
maker’s certified analysis can be accepted subject to 
occasional checks as required by the Surveyor. If any foundry 
returns are added to the melts, the ingot manufacturer’s 
chemical analyses are to be supplemented by frequent 
checks as required by the Surveyor. 


1.4.5 For alloys Grade Cu 1 and Cu 2, the zinc equiva- 
lent shall not exceed 45 per cent, and is to be calculated 
using the following formula: 
100 x %Cu 

100+A 


where A is the algebraic sum of the following: 
1x % Sn 
5x % Al 
-0,5 x % Mn 
—0,1 x % Fe 
-2,3 x % Ni 


zinc equivalent % = 100 - 


1.4.6 Samples for metallographic examination are to be 
prepared from the ends of test bars cast from every melt of 
Grade Cu 1 and Cu 2 alloys. The proportion of alpha-phase 
determined from the average of at least five counts is to be 
not less than 25 per cent. 


1.5 Heat treatment 


1S. At the option of the manufacturer, castings may be 
supplied in the ‘as-cast’ or heat treated condition. However, if 
heat treatment is to be applied, full details are to be included 
in the manufacturing specification. 


1.0.2 If any welds are made in the propeller casting, 
stress relief heat treatment is required in order to minimise the 
residual stresses. Requirements concerning such heat 
treatment are given in 1.10. 


1.6 Test material 


7.6.1 Test samples are to be cast separately from each 
melt used for the manufacture of propeller or propeller blade 
castings. 


1.6.2 The test samples are to be of the keel block type, 
generally in accordance with the dimensions given in Fig. 9.1.1 
and are to be cast in moulds made from the same type of 
material as used for the castings. 


7.6.3 The method and procedures for the identification of 
the test specimens, and the castings they represent, are to 
be agreed with the Surveyor. The identification marks are to 
be transferred and maintained during the preparation of test 
specimens. 


1.6.4 Where castings are supplied in the heat treated 
condition, the test samples are to be heat treated together 
with the castings which they represent. 


‘Approx. 50 mm ' 


E 
E 
je} 
2 
x 
2 
Q 
z 


Fig. 9.1.1 Keel block type test sample 


1.7 Mechanical tests 


1.7.1 At least one tensile test specimen representative of 
each cast is to be prepared. The dimensions of this test 
specimen are to be in accordance with Fig. 2.2.1 in Chapter 2. 


1.7.2 The results of all tensile tests are to comply with the 
requirements given in Table 9.1.2. 


1.7.3 The mechanical properties of alloys whose 
chemical compositions do not accord with Table 9.1.1 are to 
comply with a manufacturing specification approved by LR. 


Table 9.1.2 Mechanical properties for acceptance 
purposes: propeller and propeller 


blade castings 


0,2% proof Tensile Elongation 

stress strength o6n 5.65 ISo 

N/mm2 N/mm? —y% minimum 
minimum minimum 


Alloy designation 


Grade Cu 14 
Manganese bronze 175 440 
(high tensile brass) 


Grade Cu 2 
Ni-manganese bronze 
(high tensile brass) 


Grade Cu 3 
Ni-aluminium bronze 


Grade Cu 4 
Mn-aluminium bronze 
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1.8 Inspection and non-destructive examination 


1.8.1 Propeller castings should be visually inspected at 
all stages of manufacture. The manufacturer is to draw any 
significant imperfections to the attention of the Surveyor. Such 
imperfections are to be verified in accordance with 1.9. 


1.8.2 All finished castings are to be subjected to a 
comprehensive visual examination by the Surveyor, including 
internal surfaces such as the bore and bolt holes. 


7.8.3 For the purpose of these requirements, the blades 
of propellers, including CPP blades, are divided into three 
severity Zones A, B and C as shown in Fig. 9.1.2 and detailed 
in 1.8.4 for blades having skew angles of 25° or less and 1.8.5 
for blades having skew angles of greater than 25°. 


Leading edge 


Pressure side Suction side 


(a) Blades with propeller skew angles of 25° or less 


Leading edge 


Pressure side Suction side 


(b) Blades with propeller skew angles of greater than 25° 


R = propeller radius 
C, = chord length at radius r 


NOTE 
For a definition of skew angle, see the relevant Rules 


Fig. 9.1.2 Severity zones in all propeller blades 


1.8.4 Skew angles of 25° or less: 

e Zone Ais the area on the pressure side of the blade from 
and including the root fillet to 0,4R and bounded by the 
trailing edge and by a line at a distance 0,15 times the 
chord length from the leading edge. 

e Zone B includes the areas inside 0,7R on both sides of 
the blade, excluding Zone A. 

e Zone C includes the areas outside 0,7R on both sides of 
the blade. 


1.8.5 Skew angles of greater than 25°: 

e Zone A is the area on the pressure side of the blade 
bounded by, and including, the root fillet and a line 
running from the junction of the leading edge with the 
root fillet to the trailing edge at 0,9R and passing through 
the mid-point of the chord at 0,7R and a point situated at 
0,3 of the chord length from the leading edge at 0,4A. 

e Zone Also includes the area along the trailing edge on 
the suction side of the blade from the root to 0,9R and 
with its inner boundary at 0,15 of the chord length 
tapering to meet the trailing edge at 0,9R. 

e Zone B constitutes the whole of the remainder of the 
blade surfaces. 


1.8.6 In propeller blades with continuously loaded tips 
(CLT), the whole of the tip plate and the adjoining blade to a 
distance of 100 mm is to be regarded as severity Zone B, see 
Fig. 9.1.3. For propellers with diameters less than 2 m, the 
width of this zone may be reduced to one tenth of the 
propeller radius. 


Tip plate 


Zone B (shaded) 


4875/04 


Fig. 9.1.3 
Severity Zone B at Continuously loaded blade tip 


1.8.7 In addition, the palm of a CPP blade is divided into 
severity Zones A and B as shown in Fig. 9.1.4. 


1.8.8 If a CPP blade has an integrally cast journal, the 
fillets of the journal and the adjoining material up to a distance 
of 20 mm from the fillet run-outs are to be regarded as Zone B, 
as indicated in Fig. 9.1.5. The remainder of the surface of the 
journal may be regarded as Zone C. 


1.8.9 Hubs of controllable pitch propellers are to contain 
a Zone A region at each blade port as shown in Fig. 9.1.6. 
The remainder may be regarded as Zone C. 
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Leading 


edge 
End of x 
fillet 


Section b-b 
Trailing 
edge 


4875/03 


Zone A 
(including cE easy Zone A 


“% bore holes) 


(see Section b-b) 


Zone B 


Secti 


The surfaces of blades are to be divided into severity zones in accordance with Fig. 9.1.2 


Fig. 9.1.4 Severity zones for controllable pitch propeller blades 


Zone A 
(inside and 
outside) 


1,2xdo 4875/02 


(d, and dz = diameters) 
— Fig. 9.1.6 
The surfaces of the journal which are not shaded Severity zones for controllable pitch propeller hub 
are to be regarded as severity Zone C 


Fig. 9.1.5 
Severity zones in integrally cast CPP blade journals 
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7.8.10 On completion of machining and grinding, the 
whole surface of each casting is to be subjected to a dye 
penetrant inspection in accordance with a procedure accept- 
able to LR. 


7.8.11. All dye penetrant inspections on Zone A areas in 
the finished condition are to be made in the presence of the 
Surveyor. 


1.8.12 Dye penetrant inspections on Zones B and C are to 
be performed by the manufacturer and may be witnessed at 
the Surveyor’s request. 


7.8.13 The surface to be inspected shall be divided into 
reference areas of 100 cm?. The indications detected shall, 
with respect to their size and number, not exceed the values 
given in Table 9.1.3. The area shall be taken in the most 
unfavourable location relative to the indication being evaluated. 


1.8.14 Indications exceeding the acceptance standard in 
Table 9.1.3 shall be repaired in accordance with 1.9. 


7.8.15 All defects requiring repair by welding in new 
propeller castings are to be recorded on sketches showing 
their locations and dimensions. Copies of these sketches are 
to be presented to the Surveyor prior to repair. 


1.8.16 | Where repairs have been made either by grinding 
or welding, the repaired areas are to be subjected to dye 
penetrant inspection in the presence of the Surveyor, regard- 
less of their location. 


Table 9.1.3 


Max. total number of 
indications 


Severity Zones 


Type of indications 
(see Note 2) 


1.8.17 Where no welds have to be made on a casting, the 
manufacturer is to provide the Surveyor with a statement that 
this is the case. 


1.8.18 Where it is suspected that a casting contains 
internal defects, radiographic and/or ultrasonic examination 
may be required by the Surveyor. The acceptance criteria are 
to be agreed between the manufacturer and LR in accordance 
with a recognised standard. The standard ASTM E272-99 
(Severity Level 2) or equivalent is to be the radiographic accep- 
tance standard for copper alloy castings. Ultrasonic testing of 
Cu 1 and Cu 2 is not considered in these Rules. For Cu 3 and 
Cu 4, ultrasonic inspection of defects may be possible and is 
to comply with the requirements for steel castings. 


7.8.19 |The measurement of dimensional accuracy is the 
responsibility of the manufacturer but the report on 
dimensional inspection is to be presented to the Surveyor who 
may require checks to be made and to witness such checks. 


1.8.20 Static balancing is to be carried out on all propellers 
in accordance with the approved plan. Dynamic balancing is 
necessary for propellers running above 500 rpm. 


1.9 Rectification of defective castings 
1.9.1 The rectification of defective propeller and propeller 


blade castings is to be carried out in accordance with the 
requirements given in 1.9.2 to 1.9.12. 


Allowable number and size of dye penetrant indications in a reference area of 100 cm? (see Note 1) 


Max. acceptable value for 
‘a’ or ‘I’ of indications 
(mm) (see Note 2) 


Max. number of each type 
(see Notes 3 and 4) 


Non-linear 
Linear 
Aligned 


Non-linear 
Linear 
Aligned 


Non-linear 
Linear 
Aligned 


NOTES 


1. The reference area is defined as an area of 0,1 m2, which may be square or rectangular, with the major dimension not exceeding 
250 mm. The area shall be taken in the most unfavourable location relative to the indication being evaluated. 
2. Non-linear, linear and aligned indications are defined as follows: 


iS 7 


a 
=. <3 
5s 


non-linear aligned 
. Only indications that have any dimension greater than 1,5 mm shall be considered relevant. 
. Single non-linear indications less than 2 mm in Zone A and less than 3 mm in other zones may be disregarded. 
. The total number of non-linear indications may be increased to the maximum total number, or part thereof, represented by the absence of 
linear or aligned indications. 


Lioyp’s REGISTER 5 


RULES FOR THE MANUFACTURE, TESTING AND CERTIFICATION OF MATERIALS, July 2012 


Copper Alloys 


Chapter 9 


Section 7 


1.9.2 The rectification of small indications within the 
acceptance standard of Table 9.1.3 is not generally required 
except where they occur in closely spaced groups. 


1.9.3 Where, in the surface of the end face or bore of a 
propeller boss, local pores are present which do not themselves 
adversely affect the strength of the casting, they may be filled 
with a suitable plastic filler after the appropriate preparation of 
the defective area. The foundry is to maintain records and 
details of all castings which have been so rectified. 


1.9.4 Where unacceptable defects are found in a 
casting, they are to be removed by mechanical means, and 
the surfaces of the resulting depressions are subsequently to 
be ground smooth. Complete elimination of the defects is to 
be proved by adequate dye penetrant inspection. 


7.9.5 Shallow grooves or depressions resulting from the 
removal of defects may, at the discretion of the Surveyor, be 
accepted provided that they will cause no appreciable reduc- 
tion in the strength of the castings and that they are suitably 
blended by grinding. 


1.9.6 Welded repairs are to be undertaken only when 
they are considered to be necessary and approved by the 
Surveyor. In general, welds having an area less than 5 cm? are 
to be avoided. 


1.9.7 All weld repairs are to be carried out in accordance 
with qualified procedures by suitably qualified welders, and 
are to be completed to the satisfaction of the Surveyor. 
Records are to be made available to the Surveyor. 


1.9.8 Welding is generally not permitted in Zone A and 
will only be allowed after special consideration. 


1.9.9 Prior approval by the Surveyor is required for any 
welds in Zone B. Complete details of the repair procedure are 
to be submitted for each case. 


1.9.10 Repair by welding is allowed in Zone C provided 
that there is compliance with 1.9.6 and 1.9.7. 


1.9.11 The maximum area of any single repair and the 
maximum total area of repair in any one zone or region are 
given in Table 9.1.4. 


1.9.12 Where it is proposed to exceed the areas given in 
Table 9.1.4, the nature and extent of the repair work are to be 
approved by the Surveyor before commencement of the 
repair. 


1.10 Weld repair procedure 


1.10.1 Welding is to be carried out under cover in positions 
free from draughts and adverse weather conditions. 


1.10.2 The manufacturer is to submit a detailed welding 
procedure specification covering the weld preparation, welding 
parameters, filler metal, preheating, post-weld heat treatment 
and inspection procedures. 


Table 9.1.4 Permissible rectification of new 


propellers by welding 


Maximum total area 
of repairs 


Maximum individual 
area of repair 


Severity zone 
or region 


Zone A Weld repairs not generally permitted 


Zone B 200 cm? or 2% x S, 
whichever is the 
greater in combined 
60 cm? or 0,6% x S Zones B and C but 
whichever is the not more than 
greater 100 cm? or 0,8% x S, 
whichever is the 
greater, in Zone B 
on the pressure side 


50 cm2 or 5% x area 
of the region which- 
ever is the greater 


17 cm? or 1,5% area 
of the region which- 
ever is the greater 


Other regions 
(see Note) 


D2B 
N 


= area of one side of a blade = 0,79 


S 

D finished diameter of propeller 
B developed area ratio 

N = number of blades 


NOTE 
Other regions include: 
the bore; 
the forward and aft faces of the boss; 
the outer surface of the boss to the start of the blade root 
fillets; 
the inner face of a CPP blade palm; 
all surfaces of CPP nose cones; 
the surfaces of integral journals to CPP blades other than the 
fillets. 


1.10.3 Before welding is started, Welding Procedure 
Qualification tests are to be carried out and witnessed by the 
Surveyor. Each welder is to be qualified to carry out the 
proposed welding using the same process, consumable and 
position which are to be used for the repair. 


1.10.4 Defects to be repaired by welding are to be removed 
completely by mechanical means (e.g. grinding, chipping or 
milling). Removal of defects in accordance with the require- 
ments for Zone A is to be demonstrated by dye penetrant 
inspection in the presence of the Surveyor. The excavation is to 
be prepared in a manner which will allow good fusion and is 
to be clean and dry. 


1.10.5 Metal arc welding with the electrodes or filler wire 
used in the procedure tests is to be used for all types of 
repairs. Welds should preferably be made in the downhand 
(flat) position. Where necessary, suitable preheat is to be 
applied before welding, and the preheat temperature is to be 
maintained until welding is completed. 


7.10.6 When flux coated electrodes are used they are to 
be dried immediately before use, in accordance with the 
manufacturer’s instructions. 


1.10.7 All slag, undercuts and other defects are to be 
removed before the subsequent run is deposited. 
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1.10.8 With the exception given in 1.10.9, all weld repairs in 
areas of solid propellers exposed to sea-water, and all repairs 
to separately cast blades, are to be stress relief heat treated. 


7.10.9 Stress relief heat treatment is not mandatory after 
welding Grade Cu 3 castings in Zone C unless a welding 
consumable susceptible to stress corrosion (e.g. complying 
with the composition range of Grade Cu 4) is used. All welds 
in Zones A and B however, must be stress relieved by heat 
treatment, regardless of alloy. 


7.10.10 Propeller and propeller blades are to be stress 
relieved within the following temperature ranges: 


alloy Grades Cu1 andCu2 350°C to 550°C 
alloy Grade Cu 3 450°C to 500°C 
alloy Grade Cu 4 450°C to 600°C 


Soaking times are to be in accordance with Table 9.1.5, and 
subsequent cooling from the soaking temperature is to be 
suitably controlled to minimise residual stresses and is not to 
exceed 50°C per hour until the temperature is below 200°C. 
Care should be taken to avoid heating castings in the 
Grade Cu 3 alloy at temperatures between 300° and 400°C 
for prolonged periods. 


Table 9.1.5 Soaking times for stress relief heat 


treatment of copper alloy propellers 


Alloy Grade Cul and Cu2 | Alloy Grade Cu3 and Cu4 


Stress relief 
temperature 
°C 


Hours per Maximum Hours per Maximum 

25mm of recommended] 25 mmof recommended 

thickness total time thickness total time 
hours hours 


(see Notes) 


350 
400 
450 
500 
550 
600 


NOTES 
1. Treatment at 550°C is not applicable to alloy Grade Cus. 
2. Treatment at 600°C is only applicable to alloy Grade Cu4. 


1.10.11 Stress relief heat treatment is to be carried out, 
where possible, in furnaces having suitable atmosphere and 
temperature control. Sufficient thermocouples are to be 
attached to the casting to measure the temperature at 
positions of extremes of thickness. 


7.10.12 Asan alternative to 1.10.11, local stress relief heat 
treatment may be accepted, provided that the Surveyor is 
satisfied that the technique will be effective and that adequate 
precautions are taken to prevent the introduction of detrimental 
temperature gradients. Where local stress relief heat treatment 
iS approved, adequate temperature control is to be provided. 
The area of the propeller or blade adjacent to the repair is to be 
suitably monitored and insulated to ensure that the required 
temperature is maintained and that temperature gradients are 
moderate. Care should be taken to select the shape of an area 
to be heat treated which will minimise residual stresses. 


1.10.13 On completion, welds are to be ground smooth for 
visual examination and dye penetrant inspection. Where a 
propeller or propeller blade is to be stress relief heat treated, 
a visual examination is to be made before heat treatment, and 
both visual and dye penetrant examinations are to be made 
after the stress relief heat treatment. Irrespective of location, 
all weld repairs are to be assessed according to Zone A in 
Table 9.1.3. 


1.10.14 The foundry is to maintain full records detailing the 
weld procedure, heat treatment and extent and location on 
drawings of repairs made to each casting. These records are 
to be available for review by the Surveyor, and copies of 
individual records are to be supplied to the Surveyor on request. 


1.10.15 LR reserves the right to restrict the amount of repair 
work accepted from a manufacturer when it appears that 
repetitive defects are the result of improper foundry 
techniques or practices. 


1.11 Identification 


1.11.1. Castings are to be clearly marked by the manufac- 

turer in accordance with the requirements of Chapter 1. The 

following details are to be shown on all castings which have 

been accepted: 

a) Identification mark which will enable the full history of the 
item to be traced. 

b) Alloy grade. 

c) LR or Lloyd’s Register and the abbreviated name of LR 
local office. 

d) Personal stamp of Surveyor responsible for the final 
inspection. 

e) Date of final inspection. 

f) Skew angle, if in excess of 25°. See Pt 5, Ch 7,1 of the 
Rules for Ships for the definition of skew angle. 


1.12 Certification of materials 


1.12.1. ALR certificate is to be issued for each propeller, 
see Ch 1,3.1 


1.12.2 The manufacturer is to provide the Surveyor with 

the following particulars for each casting: 

a) Purchaser’s name and order number. 

b) Description of casting. 

c) Alloy designation and/or trade name. 

d) Identification number of casting. 

e) Cast identification number if different from (d). 

f) Details of heat treatment, where applicable. 

g) Skew angle, if in excess of 25°. See the relevant Rules 
for the definition of skew angle. 

h) Final weight of casting. 

(i) | Results of non-destructive tests and details of test 
procedures. 

k) Proportion of alpha-structure for Cu1 and Cu2 alloys. 

!) | Results of mechanical tests. 

m) A sketch showing the location and extent of welding 
repairs (if any). 
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a Section 2 
Castings for valves, liners and 
bushes 


2.1 Scope 


2d This Section makes provision for copper alloy 
castings for valves, liners, bushes and other fittings intended 
for use in the construction of ships, other marine structures, 
machinery and pressure piping systems. 


2.4.2) Castings are to be manufactured and tested in 
accordance with Chapters 1 and 2, and also with the 
requirements given in this Section. 


2.1.3 As an alternative to 2.1.2, castings which comply 
with National or proprietary specifications may be accepted 
provided that these specifications give reasonable equiva- 
lence to the requirements of this Section or alternatively are 
approved for a specific application. Generally, survey and 
certification are to be carried out in accordance with the 
requirements of Chapter 1. 


2.2 Manufacture 

2.2.1 Castings are to be manufactured at foundries 
approved by LR. 

2.3 Quality of castings 

2.3.1 All castings are to be free from surface or internal 
defects which would be prejudicial to their proper application 
in service. 

2.4 Chemical composition 

2.4.1 The chemical composition is to comply with the 
requirements of a National or International Standard and, 


where appropriate, with the limits for the principal elements 
of the preferred alloys listed in Tables 9.2.1 and 9.2.2. 


Table 9.2.1 


2.4.2 With the exception given in 2.4.3, chemical analysis 
is required on each cast. 


2.4.3 Where a cast is wholly prepared from ingots for 
which an analysis is already available, and provided that no 
significant alloy additions are made during melting, the ingot 
maker’s certified analysis can be accepted subject to occasional 
check tests as requested by the Surveyor. The frequency of 
these check tests should, as a minimum, be one in every ten 
casts. If one of these check analyses fails to comply with the 
specification, checks are to be made on the previous and 
subsequent melts. If one or both of these further analyses is 
unsatisfactory, chemical analysis is to be carried out on all 
further melts until the Surveyor is satisfied that a return can 
be made to the use of occasional check tests. 


2.5 Heat treatment 


25.1 Where required by the specification, castings may 
be supplied in either the ‘as-cast’ or heat treated condition. 


2.5.2 Where castings are supplied in a heat treated 
condition, the test samples are to be heat treated with the 
castings they represent prior to the preparation of the tensile 
test specimens. 


2.6 Test material 


2.6.1 Test material sufficient for the tests specified in 
2.6.4 and for possible re-test purposes is to be provided for 
each cast of material. 


2.6.2 The test material is to be separately cast into 
moulds made of the same material as that used for the 
castings they represent. 


2.6.3 For the alloys listed in Table 9.2.1, sand cast test 
bars are generally to be in accordance with Fig. 9.2.1. 


2.6.4 For the alloys listed in Table 9.2.2, keel block type 
test samples are to be in accordance with Fig. 9.1.1. 


Chemical compositions of long freezing range alloys: principal elements only 


Chemical composition Typical 


Alloy type 


Designation 


Cu Sn 


Zn Pb Ni p applications 


Cu Sn11P 
Cu Sni12 


87,0 — 89,5 
85,0 — 88,5 


10,0-11,5 


Phosphor bronze 11.0-13.0 


0,05 max. 
0,50 max. 


0,25 max. 
0,7 max. 


0,5-1,0 
0,60 max. 


Liners, bushes, 
valves and 
fittings 


0,10 max. 
2,0 max. 


Gunmetal Cu Sn10 Zn2 Remainder | 9,5 - 10,5 


1,f5:=2;75 


Liners, valves 


1,0 max. and fittings 


1,5 max. 


Cu Sn5 Zn5 Pb5S 
Cu Sn7 Zn2 Pb3 
Cu Sn7 Zn4 Pb7 
Cu Sn6 Zn4 Pb2 


83,0 - 87,0 
85,0 — 89,0 
81,0 — 85,0 
86,0 -— 90,0 


4,0 -6,0 
6,0 - 8,0 
6,0 —- 8,0 
5,5 — 6,5 


Leaded gunmetal 


4,0-6,0 
2,5-3,5 
5,0 - 8,0 
1,0-2,0 


0,10 max. 
0,10 max. 
0,10 max. 
0,05 max. 


2,0 max. 
2,0 max. 
2,0 max. 
1,0 max. 


Bushes, valves 
and fittings 


Cu Sn10 Pb10 
Cu Sn5 Pb9 
Cu Sn7 Pb15 
Cu Snd Pb20 


78,0 — 82,0 
80,0 — 87,0 
74,0 — 80,0 
70,0 — 78,0 


9,0- 11,0 
4,0 - 6,0 
6,0 - 8,0 
4,0- 6,0 


Leaded bronze 


8,0-11,0 
8,0 — 10,0 
13,0-17,0 
18,0 - 23,0 


0,10 max. 
0,10 max. 
0,10 max. 
0,10 max. 


2,0 max. 
2,0 max. 
0,5 - 2,0 
0,5-2,5 


2,0 max. 
2,0 max. 
2,0 max. 
2,0 max. 


Bushes 
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Table 9.2.2 Chemical compositions of short freezing range alloys: principal elements only 


Chemical composition Typical 


Alloy type Designati applications 


Cu i Mn Si 


Cu Ni30 Fet Mn4 64,5 min. 0,1 max. Flanges, 
Copper 30% | Cu Ni30 Fe1 Mn1 Nb Si | Remainder 0,3-0,7 valves 
nickel Cu Ni30 Cr2 Fe Mn Si | Remainder 0,15-0,50 and fittings 
(see Note 1) 


Copper 10% | Cu Ni10 Fe1 Mn1 84,5 min. | 9,0-11,0 0,10 max. Flanges, 
nickel valves 
and fittings 


Aluminium i 76,0-83,0 3,0 max. 0,1 max. | 8,5-10,5 | Bushes, 
bronze valves 
and fittings 


72,0-78,0 — 2,5 max. 0,1 max. | 10,0-12,0 


NOTES 
1. Normally alloy Cu Ni30 Cr2 Fe Mn Si contains 0,1 to 0,25% titanium and 0,05 to 0,15% zirconium. 
2. For Naval ships, the nickel content is to be higher than the iron content. 


95 mm 


4888/04 


165 mm 


Fig. 9.2.1 Sand cast test bars for long freezing range alloys 


2.6.5 If it is proposed to use any other form of test bar, 2.7 Mechanical tests 
this is to be agreed in advance with the Surveyor. 

220i 1 A tensile test specimen is to be prepared from each 
2.6.6 As an alternative, for liners and bushes, the test test sample. The dimensions of the specimens are to comply 
material may be taken from the ends of the castings. with Fig. 2.2.1 or Fig. 2.2.2 in Chapter 2. 


2.7.2 The results of all tests are to comply with the appro- 
priate requirements given in Tables 9.2.3 and 9.2.4. 
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Table 9.2.3 Mechanical properties of long freezing range alloys for acceptance purposes 


0,2% proof stress , F 
ee minimum Tensile strength Elongation on 5,65 4/ So 


Alloy type Designation (See Note 1) N/mm? minimum % minimum 


Sand Centrifugal Sand Centrifugal Sand Centrifugal 


Sni1 P 130 170 250 3830 5 
Phosphor bronze Sni2 140 150 260 280 rh 


Gunmetal Sn10 Zn2 130 130 270 250 


Leaded gunmetal Cu Snd Zn5 Pbd 90 110 200 250 
Cu Sn7 Zn2 Pb3 130 130 230 260 
Cu Sn7 Zn4 Pb7 120 120 230 260 
Cu Sn6 Zn4 Pb2 110 110 220 240 


Cu Sn10 Pb10 80 110 180 220 
Leaded bronze Cu Snd Pb9 60 90 160 200 
Cu Sn7 Pb15 80 90 170 200 
Cu Snd Pb20 70 80 150 170 


NOTES 

1. The 0,2% proof stress values are given for information purposes only and, unless otherwise agreed, are not required to be verified by test. 

2. Castings may be supplied in the chill cast condition in which case the mechanical properties requirements are to be in accordance with a 
specification agreed by LR. 


Table 9.2.4 Mechanical properties of short freezing range alloys for acceptance purposes 


0,2% proof stress : ; 
uae minimum Tensile strength Elongation on 5,65 V/ So 


2 mini a 
Alloy type Designation (See Note 1) N/mm minimum % minimum 


Sand Centrifugal Sand Centrifugal Sand Centrifugal 


Copper 30% Nickel Cu Ni30 Fe1 Mn1 120 120 
Cu Ni30 Fe1 Mn1 Nb Si 230 
Cu Ni30 Cr2 Fe Mn Si 250 


Copper 10% Nickel Cu Ni10 Fe1 Mn1 


Aluminium Bronze Cu Al10 Fed Nid 
Cu Al11 Fe6 Ni6 


2.8 Inspection Table 9.2.5 Visual and surface NDE acceptance 
criteria for valves and pressure 

2.8.1 All castings are to be cleaned and adequately components 

prepared for inspection. Before acceptance, all castings are to 

be presented to the Surveyor for visual examination. This is to Defect type Acceptance criteria for visual and surface 

include the examination of internal surfaces, where applicable. NDE, see Note 

2.8.2 For valves and other pressure components, dye epee malratons ROE Pennines 

penetrant inspection is required and the Surveyor is to Porosity Individual pores are not to exceed 3 mm 

witness the tests. Unless otherwise agreed, the acceptance diameter bleed out, and the sum of the 

criteria to be applied are to meet the requirements of diameters of all indications in an area of 

Table 9.2.5, or equivalent. 70 x 70 mm is not to exceed 24 mm2 
NOTE 

2.8.3 The accuracy and verification of dimensions are the Inspection is to be in accordance with a procedure acceptable to 


responsibility of the manufacturer. However, the report on LR. 
dimensional inspection is to be presented to the Surveyor who 
may request to witness confirmatory measurements. 
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2.9 Rectification of defective castings 


2.9.1 Subject to the prior approval of the Surveyor, 
castings containing local porosity may be rectified by impreg- 
nation with a suitable plastic filler provided that the extent of 
the porosity is such that it does not adversely affect the 
strength of the casting. 


2.9.2 Proposals to repair a defective casting by welding 
are to be submitted to the Surveyor before this work is 
commenced. The Surveyor is to be satisfied that the number, 
position and size of the defects are such that the castings can 
be efficiently repaired. 


2.9.3 Where approval is given for the repair by welding, 
complete elimination of the defects is to be proven by 
adequate non-destructive testing. 


2.9.4 All welding is to be in accordance with an approved 
and qualified weld procedure and carried out by a qualified 
welder. 


2.9.5 A statement and/or sketch detailing the extent and 
position of all weld repairs is to be prepared by the manufac- 
turer aS a permanent record. These records are to be 
available for review by the Surveyor, and copies of individual 
records are to be supplied to the Surveyor on request. 


2.9.6 The alloys listed in Table 9.2.1 are not satisfactory 
for repair by welding which is generally not permitted. Weld 
repairs may, however, be considered in special circumstances 
provided that a suitable procedure, with proof of previous 
satisfactory repairs is submitted to the Surveyor. 


2.9.7 The welding during manufacture of liners is not 
permitted in any alloy containing more than 0,5 per cent lead. 


2.10 Pressure testing 


2.10.1. Where required by the relevant Rules, castings are 
to be pressure tested before final acceptance. Unless other- 
wise agreed, these tests are to be carried out in the presence 
of the Surveyors and are to be to their satisfaction. 


2.11 Identification 


2.11.1. The manufacturer is to adopt a system of identifi- 
cation which will enable all finished castings to be traced to 
the original cast, and the Surveyor is to be given full facilities 
for tracing the casting when required. 


2.11.2 Before acceptance, all castings which have been 

tested and inspected with satisfactory results are to be clearly 

marked by the manufacturer with the following details: 

(a) Identification number, cast number or other markings 
which will enable the full history of the casting to be traced. 

(b) LR or Lloyd’s Register and the abbreviated name of LR’s 
local office. 

(c) Personal stamp of the Surveyor responsible for 
inspection. 

(d) Test pressure, where applicable. 

(e) Date of final inspection. 


2.11.3. Where small castings are manufactured in large 
numbers, modified arrangements for identification may be 
specially agreed with the Surveyor. 


2.12 Certification of materials 
2.12.1 ALR certificate is to be issued, see Ch 1,3.1. 


2.12.2 |The manufacturer is to provide the Surveyor with 
the following particulars for each casting or batch of castings 
which has been accepted: 

a) Purchaser’s name and order number. 

Description of castings and alloy grade. 

Identification number. 

) Ingot or cast analysis. 

(e) Full details of heat treatment, where applicable. 

(f) | Mechanical test results. 

(g) Test pressure, where applicable. 


2.12.3 In addition to 2.12.2, the manufacturer is to provide, 
where applicable, a statement and/or sketch detailing the extent 
and position of all weld repairs made to each casting. 


he Section 3 


Tubes 
3.1 Scope 
3.1.1 Provision is made in this Section for seamless 


copper and copper alloy tubes intended for use in condensers, 
heat exchangers and pressure piping systems. 


3.1.2 Tubes for Class | and Il pressure systems (as 
defined in the relevant Rules) are to be manufactured and 
tested in accordance with the requirements of Chapters 1 and 
2 and the requirements of this Section. 


3.1.3 As an alternative to 3.1.2, tubes which comply with 
National or proprietary specifications may be accepted 
provided that these specifications give reasonable equiva- 
lence to the requirements of this Section or alternatively are 
approved for a specific application. Generally, survey and 
certification are to be carried out in accordance with the 
requirements of Chapter 1. 


3.1.4 Tubes for Class Ill pressure systems are to be 
manufactured and tested in accordance with the requirements 
of a National or International Standard recognised by LR. The 
manufacturer’s test certificate will be acceptable and is to be 
provided for each batch of material. 


3.2 Manufacture 
3.2.1 Tubes for Class | and Il pressure systems are to be 
manufactured at a works approved by LR for the grade of 


material being supplied. 


3.2.2 Tubes for Class Ill pressure systems are not 
required to be manufactured at a works approved by LR. 
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3.3 Quality 
33.1 Tubes are to be clean and free from surface and 
internal defects and residues from manufacturing operations. 


3.3.2 The tubes are to be supplied in smooth, round, 
straight lengths, free from deleterious films in the bore. The 
ends are to be cut clean and square with the axis of the tube 
and are to be de-burred. 


3.4 Dimensional tolerances 

3.4.1 The tolerances on the wall thickness and diameter 
of the tubes are to be in accordance with a National or 
International Standard recognised by LR. 


3.4.2 The measurement of dimensional accuracy and 
compliance with the specification are the responsibility of the 
manufacturer, but the reports are to be made available to the 
LR Surveyors, who may require checks to be made in their 
presence. 


3.5 Chemical composition 

3.5.1 The chemical composition is to comply with the 
requirements of a National or International Standard recog- 
nised by LR and comply with the base limits for the principal 
elements given in Table 9.3.1. 


3.6 Heat treatment 

3.6.1 Copper-phosphorus and aluminium brass tubes are 
to be supplied in the annealed condition. Aluminium brass 
tubes may additionally be required to be given a suitable 
stress relieving heat treatment when subjected to a cold 
straightening operation after annealing. 


Table 9.3.1 


3.6.2 Tubes in the copper-nickel iron alloys are to be 
supplied in a solution heat treated condition to ensure that no 
iron rich phases are present. 


3.7 Mechanical tests 

3.7.1 Tubes are to be presented for test in batches of 
300 lengths. A batch is to consist of tubes of the same size, 
manufactured from the same material grade. 


3.7.2 At least one length is to be selected at random from 
each batch and subjected to the following tests: 


(a) Tensile test. 

(b) Flattening test. 

(c) Drift expanding test. 

3.7.3 The procedures for mechanical tests and the dimen- 
sions of the test specimens are to be in accordance with 
Chapter 2. 

3.7.4 The flattening test is to be continued until the 


interior surfaces of the tube meet. 


3.7.5 For the drift expanding test, the mandrel is to have 
an included angle of 45°. 


3.7.6 The results of all mechanical tests are to comply 
with the appropriate requirements given in Table 9.3.2. 


3.7.7 At the discretion of the Surveyor, a modified 
testing procedure may be adopted for small quantities of 
materials. In such cases, these may be accepted on the 
manufacturer’s declared chemical composition and hardness 
tests or other evidence of satisfactory properties. 


Chemical composition of principal elements only 


Chemical composition % 


Designation 


Cu P 


Fe Pb 


Copper-phosphorus 99,85 min. 0,013-0,050 
deoxidised—non- 


arsenical 


Copper-phosphorus 99,2 min. 0,30-0,50 0,013-0,050 


deoxidised—arsenical 


Aluminium brass 76,0-79,0  0,02-0,06 


90/10 Copper-nickel- 
iron (see Note) 


70/80 Copper-nickel- 
iron (see Note) 


Remainder _ 


Remainder 


0,06 max. 0,07 max. _ 
1,0-2,0 _ 9,0-11,0 


Remainder 


0,40-1,00 29,0-33,0 


NOTE 


Where the purchaser specifies that the product is intended for subsequent welding applications, the following limits will apply: 


Zn 0,50% max. S 
Pb 0,02% max. Cc 
Pp 0,02% max. 


0,02% max. 
0,05% max. 


12 


LLoyp’s REGISTER 


RULES FOR THE MANUFACTURE, TESTING AND CERTIFICATION OF MATERIALS, July 2012 


Copper Alloys 


Chapter 9 


Section 3 


Table 9.3.2 


0,2% proof 
stress 
N/mm2 

minimum 


Designation 


Tensile 
strength 

N/mm2 
minimum 


Mechanical properties for acceptance purposes 


Grain size 
mm 
maximum 
(see Note) 


Elongation 


on 5,654/S, 


% minimum 


Drift expansion 
test % 
minimum 


Copper-phosphorus 65 


deoxidised—non-arsenical 


Copper-phosphorus 65 


deoxidised-—arsenical 
Aluminium brass 
90/10 Copper-nickel-iron 
70/30 Copper-nickel-iron 


NOTE 


220 


220 


320 
270 


360 


40 40 = 


40 40 


40 30 


30 30 


30 30 


When a maximum grain size is specified, the structure is to be completely re-crystallised. The manufacturer is to guarantee the grain size, but 


testing of each batch will not be required. 


3.8 Visual examination 

3.8.1 All tubes are to be visually examined. The manufac- 
turer is to provide adequate lighting conditions to enable an 
internal and external examination of the tubes to be carried out. 


3.8.2 The inner and outer surfaces are to be clean and 
smooth but may have a superficial, dull iridescent film on both 
the inner and outer surfaces. 


3.9 Stress corrosion cracking test 

3.9.1 This is an accelerated test for detecting the 
presence in tubes of internal stresses which might result in 
failure, in storage or in service, due to stress corrosion 
cracking. 


3.9.2 The test is applicable only to aluminium brass and 
copper-nickel-iron tubes. 


3.9.3 The test specimen is to consist of a 150 mm length 
cut from the tube selected for mechanical tests in accordance 
with 3.7.2. 


3.9.4 The test is to be carried out in accordance with a 
National or International Standard recognised by LR or by the 
test method given in 3.9.5. 


3.9.5 The test specimen is to be immersed in a mercurous 
nitrate solution at room temperature for 30 minutes. Aluminium 
brass specimens are to be examined for cracks immediately 
after rinsing, while copper-nickel-iron specimens are to be 
examined 24 hours after rinsing. 


3.9.6 Should any specimen fail to meet the requirements 
of this test, then all tubes represented by that specimen are to 
be withdrawn. The tubes may be re-submitted after stress 
relieving treatments for full testing in accordance with 3.7 and 
3.9. 


3.10 Hydraulic test 
3.10.1 Each tube is to be subjected to a hydraulic test at 
the manufacturer’s works. 


3.10.2 The hydraulic test pressure is to be determined 
from the following formula, except that the maximum test 
pressure need not exceed 70 bar: 


p = 20st 
D 
where 
P = test pressure, in bar 
D- = nominal outside diameter, in mm 
t = nominal wall thickness, in mm 
s = 40 for copper-phosphorus 


60 for Al-brass and 
90/10 copper nickel iron 
75 for 70/30 copper nickel iron. 


3.10.3 The test pressure is to be maintained for sufficient 
time to permit proof that the tubes do not weep, leak or 
undergo a permanent increase in diameter. Unless otherwise 
agreed, the manufacturer's certificate of satisfactory hydraulic 
test will be accepted. 


3.10.4 Where it is proposed to adopt a test pressure other 
than that determined in 3.10.2, the proposal will be subject 
to special consideration. 


3.10.5 Subject to special approval, an automated eddy 
current test can be accepted in lieu of the hydraulic test. 
Discontinuous irregularities on the external and internal 
surfaces of the tubes are permitted if they are within the 
agreed dimensional tolerances, with the exception of cracks, 
which are not permitted. 


3.11 Rectification of defects 


3.17.1. The repair of defects by welding is not permitted. 
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3.12 Identification 


3.12.1 Tubes are to be clearly marked by the manufacturer 

in accordance with the requirements of Chapter 1. The following 

details are to be shown on all materials which have been 

accepted: 

(a) LR or Lloyd’s Register. 

b) Manufacturer’s name or trade mark. 

c) Grade of material or designation code. 

d) Identification number and/or initials which will enable the 
full history of the item to be traced. 


3.12.2 Identification is to be by rubber stamp or stencils. 
Hard stamping is not permitted. 


3.13 Certification of materials 


3.13.1. | Amanufacturer’s certificate validated by LR is to be 

issued (see Ch 1,3.1), giving the following particulars for each 

casting or batch of castings which has been accepted: 

(a) Purchaser’s name and order number. 

(b) Specification or grade of material. 

(c) Description and dimensions. 

(d) Cast number and chemical composition. 

(e) Mechanical test results. 

(f) Results of stress corrosion cracking test, where 
applicable. 

(g) Hydraulic test report. 
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Section 

1 Anchors 

2 Stud link chain cables for ships 
3 Stud link mooring chain cables 
4 Studless mooring chain cables 
5 Short link chain cables 

6 Steel wire ropes 

7 Fibre ropes 


O Section 1 
Anchors 


1.1 Scope 


i ee This Section makes provision for the manufacture 
and testing of anchors constructed from cast, forged and 
fabricated components. 


1.1.2 This Section is applicable to the following types of 
anchor: 

(a) Ordinary. 

(b) High holding power (HHP). 

(c) Super high holding power (SHHP). 


1.7.3 In the context of this Section, the reference to 
swivels refers to those directly attached to the anchor shank 
in lieu of the conventional ‘D’ shackle. For other mooring 
equipment swivels, see 2.13. 


1.2 Manufacture 


1.2.1 All anchors are to be of an approved design. 


1.3 Cast steel anchors 


1.3.1 Cast steel anchor heads, shanks, shackles and 
swivels are to be manufactured and tested in accordance with 
the requirements of Ch 4,1 and Ch 4,2. The Special grade 
quality is to be used for anchor heads, shanks and shackles. 


1.3.2 Special consideration will be given to the use of 
other grades of steel for the manufacture of swivels. 


7.3.3 To confirm the quality of cast anchor components, 
the Surveyor is to witness drop and hammering tests. 


1.3.4 When drop and hammering tests are required, they 

are to be carried out as follows: 

(a) Each anchor, or the components of an anchor made 
from more than one piece, is to be dropped from a clear 
height of 4 m onto a steel slab laid on a solid foundation. 


(b) Separately cast flukes, shanks and shackles are to be 
suspended horizontally from a clear height of 4 m before 
being dropped. 

(c) Anchors cast in one piece are to be drop tested twice 
from a clear height of 4 m. For the first test, the shank 
and flukes are to be horizontal. For the second test, two 
steel blocks are to be placed on the slab, arranged so 
that the middle of each fluke makes contact with the 
blocks without the crown making contact with the slab, 
and the orientation of the anchor is to be vertical with the 
crown nearest the slab. 

(d) If the slab is broken by the impact, the test is to be 
repeated on a new slab. 


1:35 When hammering tests are required, they are to be 
carried out after the drop test on each anchor head and 
shank, which is slung clear of the ground, using a non- 
metallic sling, and hammered to check the soundness of the 
component. A hammer of at least 3 kg mass is to be used. 


7.3.6 As part of the manufacturer’s works approval, 
consideration may be given to carrying out drop tests in 
alternative locations to the manufacturer’s when the facilities 
and location are not suitable. 


1.3.7 Repair of fractures or unsoundness detected during 
the drop or hammering tests are not permitted and the 
component is to be rejected. 


1.4 Forged steel anchors 


1.4.1 Forged steel anchor pins, swivels, shanks and 
shackles are to be manufactured and tested in accordance 
with the requirements of Ch 5,1 and Ch 5,2 carbon and 
carbon-manganese steel for welded construction. Rolled steel 
bar may be used provided that the requirements of Ch 5,1.2.9 
are met. 


1.4.2 Special consideration will be given to other grades 
of steel for the manufacture of swivels. 
1.5 Fabricated steel anchors 
1.5.1 Where it is proposed to use plate material for 
fabricated steel anchors, it is to comply with the requirements 
of Ch 3,2 or Ch 3,3, and the proposed manufacturing proce- 


dure is to be submitted for approval. 


1.5.2 Fabricated anchors are to be manufactured in 
accordance with Chapter 13. 


7.5.3 Stress relief is to be carried out as required in the 
approved welding procedure. 

1.6 Rectification 

1.6.1 All rectification is to be agreed with the Surveyor. 


1.6.2 Rectification of defective castings is to be carried 
out in accordance with Ch 4,1.9. 
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7.6.3 Rectification of defective forgings is to be carried Table 10.1.1 Proof load tests for anchors 

out in accordance with Ch 5,1.9. (see Notes 1 and 2) 

1.6.4 Rectification of defective fabricated anchors is to Mass Proof Mass Mass 

be carried out by suitably qualified welders within the of test of of 

parameters of the approved welding procedure used in anchor —_ load ne ae 

construction. kg kN kg kN 

7.6.5 Rectification of defective castings, forgings or fabri- a es ae aa 

cated anchors by welding is to be carried out using qualified 2400 401,0 8200 392,0 

weld procedures in accordance with Ch 12,1 and Ch 12,2, 2500 414,0 8400 908,0 

and in accordance with Ch 18,1 and Ch 18,2. 2600 427,0 8600 922.0 


2700 438,0 8800 936,0 
2800 450,0 9000 949,0 
2900 462,0 9200 961,0 


3000 474,0 9400 975,0 


: F 3100 484,0 9600 987,0 
1.7.1 The impact test requirements for SHHP anchor 3200 495.0 9800 998.0 


shackles are to be in accordance with the requirements for 3300 506.0 40000 10100 
Grade U3 in Table 10.2.1. 


1.7 Super high holding power (SHHP) anchors 


3400 517,0 10 500 1040,0 
3500 528,0 11 000 1070,0 
3600 537,0 11 500 1090,0 


1.8 Assembly | 3700 547,0 12000 1110,0 

3800 557,0 12 500 1130,0 
1.8.1 Assembly and fitting is to be carried out in 3900 567,0 13000 1160,0 
accordance with the approved design. 4000 577,0 13500  1180,0 

4100 586,0 14 000 1210,0 
1.8.2 Securing of anchor pins, shackle pins or swivels by I 4200 595,0 14 500 1230,0 
welding is to be carried out by suitably qualified welders in aps a - pi ea 
accordance with an approved welding procedure. f 4500 622.0 46 000 130010 

4600 631,0 16500 1330,0 

4700 638,0 17 000 1360,0 
1.9 Proof test of anchors 4800 645,0 17500  1390,0 

4900 653,0 18 000 1410,0 
1.9.1 Anchors having a mass of 75 kg or more inclusive 1 5000 661,0 18500 1440,0 
of stock (56 kg in the case of high holding power anchors) are | 5100 669,0 19000 1470,0 
to be tested in the presence of the Surveyor at a proving 5200 677,0 19500 — 1490,0 
establishment recognised by LR. A list of recognised proving 5300 685,0 20000 1520,0 
establishments is published separately by LR. In addition to 5400 691,0 21000 1570,0 
the requirements stated in this Chapter, attention must be 9500 -699,0 = 22000 1620,0 


5600 706,0 23 000 1670,0 
5700 713,0 24 000 1720,0 


5800 721,0 25 000 1770,0 
5900 728,0 26 000 1800,0 
6000 735,0 27 000 1850,0 


given to any relevant statutory requirements of the National 
Authority of the country in which the ship or mobile offshore 
unit is to be registered. 


1.9.2 The anchor is to be visually examined before appli- 6100 740,0 28000 1900,0 
cation of the proof test load to ensure that it is free from 6200 747,0 29000  1940,0 
cracks, notches, inclusions and other surface defects that 6300 754,0 30000 1990,0 
would impair the performance of the product. 6400 760,0 31000 2030,0 

6500 767,0 32 000 2070,0 
1.9.3 As required by 1.9.1, each anchor is to be 6600 773,0 34000 2160,0 
subjected to a proof loading test in an approved testing 6700 779,0 36000 = 2250,0 


6800 786,0 38000 2330,0 
6900 794,0 40000 2410,0 


7000 804,0 42000 2490,0 
7200 818,0 44000 2570,0 


machine and is to withstand the load given in Table 10.1.1 for 
the appropriate mass of the anchor. The proof load is to be 
applied on the arm or on the palm at a spot which, measured 


from the extremity of the bill, is one-third of the distance 7400 332.0 46000 2650.0 
between it and the centre of the crown. For stocked anchors, 7600 845,0 48000 2730,0 
each arm is to be tested individually. For stockless anchors, Proof loads for intermediate mass are to be determined by linear 
both arms are to be tested at the same time, first on one side interpolation 

of the shank, then reversed and tested on the other. NOTES 


1. Where ordinary anchors have a mass exceeding 48 000 kg, 
the proof loads are to be taken as 2,059 (mass of anchor in 
kg)” kN. 


. Where high holding power anchors have a mass exceeding 
36 000 kg, the proof loads are to be taken as 2,452 (actual 
‘ 2p 
mass of anchor in kg)’? kN. 
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1.9.4 The general arrangements for the test are to be 
such that the complete anchor, including the shackle, shackle 
pins and any welded or bolted connections are included in the 
test. If a replacement shackle is needed which requires 
welding or heating for fitting, the combined anchor and 
shackle are to be proof load tested. If welding or heating is 
not involved in fitting, the shackle may be proof load tested 
separately from the anchor. 


1.9.5 

a) For stockless anchors, the total mass of the anchor. 

(b) For stocked anchors, the mass of the anchor excluding 
the stock. 

(c) For high holding power anchors, a nominal mass equal 
to 1,33 times the actual total mass of the anchor. 

(d) For mooring anchors, including positional mooring 
anchors, a nominal mass equal to 1,33 times the actual 
total mass of the anchor, unless specifically agreed 
otherwise. 

(e) For super high holding power anchors, a nominal mass 
equal to twice the actual total mass of the anchor. 


The mass to be used in Table 10.1.1 is: 


1.9.6 For positional mooring anchors, the proof test 
loading is to be that required by 1.9.3 or 50 per cent of the 
minimum break strength of the intended anchor line, 
whichever is the greater. 


Table 10.1.2 


Location 


1.9.7 The gauge length is to be measured with 10 per 
cent of the required load applied, before and after proof test. 
The two measurements shall differ by no more than 1 per 
cent. The gauge length is the distance between the tip of each 
fluke and a point on the shank adjacent to the shackle pin, 
see Fig. 10.1.1. 


1.9.8 After proof testing, all accessible surfaces are to be 
visually inspected by the Surveyor. 


1.9.9 Following proof testing, NDE is to be conducted as 
described in Table 10.1.2 for ordinary and HHP anchors and 
Table 10.1.3 for SHHP anchors. 


1.9.10 Each casting is to be subjected to ultrasonic 
inspection in the region of runners and risers, or where excess 
material has been removed by thermal methods. This exami- 
nation is to extend around the whole periphery of the casting 
and for a distance of t/3 beyond the area affected, where t is 
the maximum thickness. In addition, random areas are to be 
selected by the Surveyor and examined. 


1.9.11 Acceptance criteria for castings are to be in accor- 
dance with Chapter 4. 


1.9.12 | Acceptance criteria for forgings are to be in accor- 
dance with Chapter 5. 


7.9.13 Paint or anti-corrosive coatings are not to be 
applied until these inspections are completed to the satisfac- 
tion of the Surveyor. 


NDE requirements following proof testing for Ordinary and HHP anchors 


Method of NDE 


Feeder heads, runners and risers of castings 


Magnetic particle inspection and ultrasonic test, see Note 1 


All welds 


Magnetic particle inspection 


Forged components 


N 


lot required 


Fabrication welds 


Magnetic particle inspection 


NOTES 
1. See also 1.9.10. 


2. Penetrant testing is to be used in lieu of magnetic particle testing for stainless steel, aluminium and copper alloy anchors. 


Table 10.1.3 


Location 


NDE requirements following proof testing for SHHP anchors 


Method of NDE 


Feeder heads, runners and risers of castings 


Magnetic particle inspection and ultrasonic test, see Note 1 


All surfaces of castings 


Magnetic parti 


inspection 


All welds 


Magnetic parti 


inspection 


Forged components 


N 


jot required 


Fabrication welds 


Magnetic parti 


inspecti 


NOTES 
1. See also 1.9.10. 


2. Additionally, all surfaces of all SHHP anchors are to be surface inspected by 


he magnetic particle or penetrant method as appropriate. 


3.  Penetrant is to be used in lieu of magnetic particle testing for stainless steel, aluminium and copper alloy anchors. 
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Gauge length 


Stocked Anchor 


Stockless Anchor 


Fig. 10.1.1 Location of gauge length measurement during proof load 


Fig. 10.1.2 Allowable lateral movement of shank 


1.9.14 | Oncompletion of the proof testing, anchors made 
in more than one piece are to be examined for free movement 
of their heads over the complete range of rotation. 


1.10 Clearances and tolerances 
1.10.1 | Where no fitting tolerances are specified on the 


approved plans the following assembly and fitting tolerance 
are to be applied. 


1.10.2 The clearance either side of the shank within the 
shackle jaws and the shackle pin in the shank end hole is to 
be no more than 3 mm for small anchors up to 3 tonnes, 
4 mm for anchors up to 5 tonnes, 6 mm for anchors up to 
7 tonnes and is not to exceed 12 mm for larger anchors. 


7.10.3 The shackle pin is to be a push fit in the eyes of the 
shackle, which are to be chamfered on the outside to ensure 
a good tightness when the pin is clenched over on fitting. The 
shackle pin to hole tolerance is to be no more than 0,5 mm 
for pins up to 57 mm and 1,0 mm for pins of larger diameter. 


1.10.4 The trunnion pin is to be a snug fit within the 
chamber and be long enough to prevent horizontal movement. 
The gap is to be no more than 1 per cent of the chamber 
length. 


7.10.5 The lateral movement of the shank is not to exceed 
3 degrees from the centreline datum, see Fig. 10.1.2. 


7.10.6 Unless otherwise agreed, the verification of mass 
and dimensions is the responsibility of the manufacturer. The 
Surveyor is only required to monitor this inspection. The mass 
of the anchor is to exclude the mass of the swivel, unless the 
swivel is in lieu of the conventional ‘D’ shackle. 


1.11 Identification 


7.11.1. Identification marks on the shank are to be approx- 
imately level with the fluke tips. On the fluke, these markings 
are to be approximately at a distance of two thirds from the tip 
of the bill to the centre line of the crown on the right hand 
fluke, looking from the crown towards the shank. 
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7.11.2 The following details are to be shown on all 

anchors: 

(a) LR or Lloyd’s Register and abbreviated name of LR’s 
local office issuing the certificate. 

(6b) Number of the certificate. 

c) Month and year of test. 

(d) Mass (also the letters ‘HHP’ when approved as high 

holding power anchors or ‘SHHP’ when approved as 

super high holding power anchors). 

e) Mass of stock (in the case of stocked anchors). 

(f) | National Authority requirements, as applicable. 

g) Manufacturer’s mark. 


7.11.3 In addition to 1.11.2, each important part of an 
anchor is to be plainly marked by the maker with the words 
‘forged steel’ or ‘cast steel’ as appropriate. Fabricated steel 
anchor heads do not require special marking. 


1.12 Certification 


7.12.1. The manufacturer is to provide the Surveyor with a 

written statement that the anchor has been manufactured and 

tested in accordance with LR Rules together with the following 

particulars: 

(a) Purchaser’s name and order number. 

b) Type of anchor and principal dimensions. 

c) Mass of anchor. 

d) Identification mark which will enable the full history of 
manufacture to be traced. 

(e) Chemical composition. 

(f) Details of heat treatment. 

(g) Mechanical test results. 

(h) Proof load. 

) Results of the non-destructive examination. 

k) Weld location maps (cast steel anchors only). 


1.12.2. Shanks, heads, pins, shackles and swivels are to 
be certified by LR in accordance with the relevant sections of 
Chapters 3, 4 and 5. 


7.12.3. An LR Anchor Certificate is to be issued for the 
completed anchor which will include the following particulars: 
(a) Manufacturer’s name. 

Type of anchor. 

Mass of anchor. 

Grade of materials. 

Proof test load. 

Heat treatment. 

Marking applied to anchor. 

Dimensions. 

General Approval of an Anchor Design Certificate 
Number. 

Fluke and shank identification numbers. 


SSESTESS 


= 


a Section 2 
Stud link chain cables for ships 


2.1 Scope 


2.1.1 Provision is made in this Section for a range of 
grades, U1, U2 and U8, of stud link chain and fittings intended 
for anchor or mooring cables for ships. 


2:12 The requirements for offshore mooring chain cables 
are given in Section 3. 


2.2 Manufacture 


2.2.1 All grades of chain cable and accessories are to be 
manufactured by approved procedures at works approved by 
LR. A list of approved manufacturers of stud link chain cables 
and fittings is published separately by LR. 


2i2ie The links may be made by the flash-butt or other 
approved welding process, or in the case of Grades U2 and 
U3 they may be flash-butt welded or drop forged, designated 
U2(a) or U8(a), or cast steel designated U2(b) or U3\(b), see 
Table 10.2.5. 


2.2.3 As far as practicable, consecutive links in all chain 
cable should originate from a single cast or batch of bar stock 
(see Ch 3,9.6.1), and indicating marks should be stamped on 
the final link formed from one cast or batch and the first link 
formed from a separate cast or batch. 


2.2.4 A length of chain cable is to measure not more than 
27,5 mand is to comprise an odd number of links. In this 
context, a length is a statutory term and is the basis for the 
number of test samples. 


2.3 Flash butt welded chain cable 


2.3.1 Bar material is to comply with the requirements of 
Ch 3,9 and may be heated either by electrical resistance or in 
a furnace. For electrical resistance heating, the process is to 
be controlled by an optical heat sensor. For furnace heating, 
thermocouples in close proximity to the bars are to be used 
for control. The temperature is to be continuously recorded. In 
both cases, the controls are to be checked at least once every 
eight hours and checks are to be recorded. 


2.3.2 Mechanical properties testing of U1 cable is not 
required. For Grade U2 cable supplied in the as-welded 
condition, and Grade US in all conditions, one tensile and one 
set of three Charpy V-notch impact test specimens are to be 
taken at the side of a link opposite the weld from at least every 
fourth 27,5 m length of cable. A further set of three impact 
test specimens is to be taken with the notch positioned at the 
centre of the weld, see Table 10.2.3. The test specimens are 
not to be selected from the same length as that from which 
the breaking test sample is taken, unless breaking test 
samples are to be taken from every length of the batch. All 
test samples are to be correctly identified with the lengths of 
cable represented. 
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2.3.3 The test links from which the mechanical test 
specimens are prepared are to be made as part of the chain 
cable and are to be heat treated with it. They may be removed 
from the cable prior to heat treatment provided that each 
sample is heat treated with, and in the same manner as, the 
chain it represents and is subjected to the proof load appro- 
priate to the chain grade and diameter prior to preparation of 
the mechanical test specimens. 


2.3.4 The results of tests on specimens taken from the 
non-welded areas are to comply with the appropriate require- 
ments of Table 10.2.1. The results of tests on the welds are to 
comply with the requirements of Table 10.2.6. 


2.4 Cast chain cables 


2.4.1 The manufacture of cast steel chain cable is generally 
to be in accordance with the requirements of Ch 4,1, as 
appropriate. 


2.4.2 The chemical composition of ladle samples is to 
comply with the specification approved by LR. 


2.4.3 Separately cast test samples are to be provided 
from each cast. They are to be of similar dimensions to the 
links they represent and are to be heat treated together with, 
and in the same manner as, the completed chain cable, see 
Table 10.2.3. 


2.4.4 Tensile and Charpy V-notch impact test specimens 
are to be taken from each test sample and machined to the 
dimensions given in Ch 2,3. 


2.4.5 The results of all tests are to comply with the 
requirements given in Table 10.2.1 for the relevant grade. 


2.5 Forged chain cables 


2.5.1 The procedure for the manufacture and testing of 
drop forgings for chain cable will be specially considered, but 
is generally to be in accordance with the appropriate require- 
ments of Ch 5,1. 


2.5.2 The chemical composition is to comply with 
Table 10.2.2. 


2.5.3 The completed forgings are to be heat treated in 
accordance with Table 10.2.3. 


2.5.4 Test samples in the form of forgings of similar 
dimensions to the links they represent and from the same cast 
and heat treatment charge are to be provided. 


2.5.5 One tensile and three Charpy V-notch specimens 
are to be taken from each test sample. 


2.5.6 The results of mechanical tests are to comply with 
the requirements of Table 10.2.1 for the relevant grade. 


2.6 Stud material 


2.6.1 Steel studs are to be used for all grades of welded 
chain cable. In general, the carbon content should not exceed 
0,23 per cent but mechanical tests for acceptance purposes 
are not required. 


2.7 Welding of studs 


2.7.1 Where studs are welded into the links this is to be 
completed before the chain cable is heat treated. 


24.2 The stud ends must be a good fit inside the link, 
and the weld is to be confined to the stud end opposite the 
flash-butt weld. The full periphery of the stud end is to be 
welded. If, however, it can be demonstrated to the Surveyor 
that the quality of welding is of a high standard then partial 
peripheral welding may be accepted provided that welds are 
made only at the sides of the stud and that each run extends 
continuously for at least 25 per cent of the stud periphery. 
Weld start/stop positions are not to be located in the plane of 
the chain cable. 


273: The welds are to be made by qualified welders 
using an approved procedure and consumables approved to 
Grade 3 and low hydrogen, in accordance with Chapter 11. 


2.7.4 The welds are to be of good quality and free from 
defects liable to impair the proper use of the chain. Undercuts, 
end craters and similar stress raising defects shall, where 
necessary, be ground off. 


2.7.5 At least one stud weld within each length of cable is 
to be inspected using dye penetrant testing in accordance 
with Ch 1,5 after the chain has been proof loaded. If a crack 
is found, the stud welds in the adjoining links are to be 
inspected; if a crack is found in either link, all the stud welds 
in that length are to be inspected using dye penetrant. 


2.7.6 The size of the stud welds is to be in accordance 
with Fig. 10.3.1. 

2.8 Heat treatment of completed chain cables 
2.8.1 The completed chain cable is to be heat treated in 
accordance with Table 10.2.3 for the appropriate grade of 


cable. 


2.8.2 Special consideration will be given to the heat 
treatment of certain types of drop forged chain cable. 


2.8.3 In all cases, heat treatment is to be carried out prior 
to the proof loading and breaking tests. 


2.8.4 All test samples are to be heat treated with, and in 
the same way as, the chain cables they represent. 
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Table 10.2.1 Mechanical properties of finished chain cable and fittings 


Charpy V-notch 
impact tests 
Yield stress Tensile strength Elongation Reduction 
N/mm2 N/mm2 on 5,654/S,. of area Test Average 
minimum % minimum % temperature energy 
minimum 2G J minimum 


295 490 — 690 22 0 27 
(see Note 1) 


410 690 minimum 0) 60 
-20 35 
(see Note 2) 


NOTES 

tL When required see Table 10.2.3. 

2. Testing may be carried out at either O°C or —20°C. 

3. Mechanical testing is not required for finished chain cables and fittings in Grade U1. 


Table 10.2.2 Chemical composition of butt welded and forged chain cable 


Chemical composition % 


Si Mn e : Al a o 
max. max. : max. 


U1 0,15 —0,35 | 0,40 min. 0,04 0,04 = 


U2 0,15 -0,55 | 1,60 max. | 0,035 | 0,035 | 0,02 min. 
see Note 1 


U3 0,15 -0,35 | 1,90 max. | 0,04 0,04 | 0,065 max. 0,05 0,10 
see Note 2 see Note 2 see Note 2 


NOTES 
1. Aluminium may be partly replaced by other grain refining elements. 
2. To obtain fine grain steel, at least one of these grain refining elements must be present in sufficient amount. 


Table 10.2.3 Condition of supply and scope of mechanical tests for finished chain cables and fittings 


Number of test specimens on every four lengths of chain cable 
of 27,5 m or less, or on each batch of fittings 


Manufacturing Condition of supply Tensile test on base Charpy V-notch impact test 
method materials 


Base material Weldment 


Flash butt As welded 
welded Normalised 


Flash butt As welded 
welded Normalised 


Flash butt Normalised 
welded Normalised and Tempered 
Quenched and Tempered 


Cast or drop Normalised 
forged 


Normalised 
Cast or drop forged Normalised and Tempered 
Quenched and Tempered 


Cast or drop Normalised 
forged 


Cast or drop Normalised 
forged Normalised and Tempered 
Quenched and Tempered 
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2.9 Testing of completed chain cables 


2.9.1 All chain cables are to be subjected to a Proof Load 
test and a Breaking Load test. In addition, mechanical tests 
should be carried out where required, see Table 10.2.3. 


2.9.2 All chain cables are to be tested in the presence of 
a Surveyor, at a proving establishment recognised by LR. A 
list of recognised proving establishments is published sepa- 
rately by LR. In addition to the requirements stated in this 
Chapter, attention must be given to any relevant statutory 
requirements of the National Authority of the country in which 
the ship is to be registered. 


2.10 Proof load tests 


2.10.1 Each length of chain cable is to be subjected to a 
proof loading test in an approved testing machine and is to 
withstand the load given in Table 10.2.4 for the appropriate 
grade and size of cable. 


2.10.2 On completion of the test, each link is to be 
visually examined and is to be free from significant defects. 
Special attention is to be given to welds. 


2.10.3 Should any link be found to be defective it is to be 
replaced by an approved connecting link (joining shackle or 
substitute link as detailed in 2.14). The chain is then to be 
subjected to a repeat of the proof load test followed by 
re-examination. 


2.10.4 — lf alink breaks during proof load testing, a sample 
consisting of three common links is to be taken from each 
side of the broken link and subjected to a breaking test as 
detailed in 2.10. If either of these samples fails, the length of 
cable is not to be accepted. A thorough examination of all 
broken links is to be made to determine the cause of failure 
and, after evaluation, LR will consider the extent of cable 
which is to be rejected. 


2.11 Breaking load tests 


2.11.1. Breaking load tests are to be carried out on three- 
link samples selected by the Surveyor from the completed 
(including heat treatment) chain. The test links may be 
removed from the chain prior to heat treatment provided that 
each sample is heat treated with, and in the same manner as 
the chain it represents. They are to be properly identified with 
the lengths of chain they represent. 


2.11.2 | Thenumber of tests required is to be in accordance 
with Table 10.2.5 except that for chafing chain for Emergency 
Towing Arrangements (ETA), see Pt 3, Ch 13,10.2, one test is 
to be carried out on each 110 m of finished chains. 


2.11.3 Breaking test specimens are to withstand the load 
given in Table 10.2.4 for the appropriate grade and size of 
cable. The specimen is considered to have passed this test if 
it has shown no sign of fracture after application of the 
required load for a minimum of 30 seconds. 


2.11.4 Where a breaking test specimen fails, a further 
specimen is to be cut from the same length of cable and 
subjected to test. If this re-test fails, the length of cable from 
which it was taken is to be rejected. When this test is also 
representative of other lengths, each of the remaining lengths 
is to be individually tested by taking a breaking test specimen 
from each length of the batch. If one of these further tests 
fails, the entire set of lengths represented by the original test 
is to be rejected. 


2.11.5 For large diameter cables where the required 
breaking load is greater than the capacity of the testing 
machines, special consideration will be given to acceptance 
of an alternative testing procedure. 


2.12 Dimensional inspection 


2.12.1 After proof testing, the entire chain is to be checked 
for length, five links at a time with an overlap of two links, 
which is to include the first five links, to ensure that the chain 
meets the tolerances given in 2.15.5. The measurements are 
to be made while the chain is loaded to about 10 per cent of 
the proof load. 


2.12.2 The links held in the end blocks may be excluded 
from these measurements. 


2.12.3 _ Ifa five link length of chain exceeds the tolerance 
given in 2.15.5, then the oversize links are to be removed and 
an approved connecting link inserted. 


2.12.4 Checks of all other dimensions are to be made on 
three links, selected by the Surveyor, from every four 27,5 m 
lengths. 


2.12.5 _ lf one of the links detailed in 2.12.4 fails to comply 
with the required tolerances, measurements are to be made 
on a further five links in every four 27,5 m lengths. 


2.12.6 — lf more than one link in a 27,5 m length of chain 
cable fails to meet the tolerance requirements, all the links in 
that length are to be measured. 


2.12.7 All links failing to comply with the maximum 
dimensional tolerances are to be removed and replaced by 
connecting links of an approved type. The chain is then to be 
subjected to a further proof load test and re-examined. 


2.12.8 If the length over five links is less than the nominal, 
then the chain may be stretched by loading above the 
specified proof test load provided that the applied load is not 
greater than ten per cent above the proof test load, and only 
random lengths of the chain need to be stretched. 


2.12.9 Loads used for plastic straining to set studs are not 
to exceed 0,8 per cent of the proof load unless specifically 
approved for higher loads. 


2.12.10 Paint or anti-corrosive coatings are not to be 
applied until these inspections are completed to the satisfac- 
tion of the Surveyor. 
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Table 10.2.4 


Chain 


Test loads for stud link anchor chain cables 


Grade U1 


Grade U2 


Grade U3 


diameter 


dmm 


Proof load kN 


0,00686d2 
(44—0,08d) 


Breaking load kN 


0,00981d2 
(44—0,08q) 


Proof load kN 


0,00981d2 
(44— 0,08q) 


Breaking load KN 


0,01373d2 
(44— 0,08d) 


Proof load kN 


0,01373d2 
(44— 0,08a) 


Breaking load kN 


0,01961d2 
(44— 0,08d) 


12,5 
14 
16 

17,5 
19 


20,5 
22 
24 
26 
28 


30 
32 
34 


66 
82 
107 
128 
150 


175 


66 
82 
107 
128 
150 


175 
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Table 10.2.5 Number of breaking tests from 


completed cables 


Method of 
manufacture 


Number of breaking 
test specimens 


Designation 


Grade U1 ash-butt welded and 


heat treated 


One from every four 
lengths of 27,5 m 
or less 


ash-butt welded, One from every four 
or drop forged lengths of 27,5 m 
and heat treated or less 


Grade U ash-butt welded 
U but not heat 
treated 


One from each length 
of 27,5 mor less 


Grade U Cast and heat treated One per heat 

U treatment batch 
with a minimum 
of one from every 
four lengths of 
27,5 m or less 


Table 10.2.6 Mechanical properties of welds in 


chain cables 


Charpy V-notch 
impact test 


Test Average 
temperature energy 
°C J min 


0 27 


(see Note 1) 
0) 50 

-20 27 
(see Note 2) 


NOTES 
1. Impact tests are only required if the chain cable is not heat 

treated. 
2. Impact testing may be carried out at O°C or minus 20°C. 


2.13 Fittings for chain cables 


2.13.1. Cable fittings are to be manufactured at an 
approved works. 


2.13.2 The materials from which the fittings are made are 
to be manufactured at approved works, in accordance with 
the appropriate requirements of Ch 4,1 or Ch 5,1 respectively. 
Alternative arrangements may be agreed provided that full 
details concerning the manufacturer are submitted to LR. 


2.13.3 All fittings are to be manufactured to an approved 
manufacturing specification, and provision is to be made for 
tensile specimens and, where applicable, impact test 
specimens, see Table 10.2.3. The test samples are to be 
prepared in accordance with 2.4.3 or 2.5.4 as applicable. The 
test specimens are to be subjected to heat treatment with the 
fittings they represent. The mechanical test requirements are 
the same as those for the relevant grade of chain cable, see 
Table 10.2.1. A batch of fittings is to be of the same grade, 
size and heat treatment charge and to have originated from a 
single cast of steel. Enlarged and end links need not be tested 
provided that they are manufactured and heat treated 
together with the chain cable. Mechanical tests of pins are to 
be taken in accordance with 3.8.15. 


2.13.4 Fittings such as shackles, swivels and swivel 
shackles are to be forged or cast in steel of at least Grade U2. 
The welded construction of fittings may also be approved 
providing that full details of the manufacturing process and 
the heat treatment are submitted. 


2.13.5 All chain cable accessories, including spares, are to 
be subjected to the proof loads appropriate to the grade and 
size of cable for which they are intended. These include 
shackles, swivels, swivel shackles, enlarged links and end 
links. Anchor shackles, however, are to be tested in combination 
with the anchor, see 1.4. 


2.13.6 The appropriate breaking load is to be applied for 
a minimum of 30 seconds to at least one item out of every 
batch of up to 25 (1 in 50 for lugless (Kenter) shackles), and 
this item is to be destroyed and not used as part of an outfit. 
For the purpose of break load testing, a batch of accessories 
is to be of the same grade, size and heat treatment charge 
and may consist of items from different casts, provided that 
the sample tested is from the cast with the lowest tensile 
properties. Enlarged and end links need not be tested 
provided that they are manufactured and heat treated 
together with the chain cable. 


2.13.7  lfthe sample fails to withstand the breaking load with- 
out fracture, two more samples from the same batch may be 
tested. If either of these samples fails, the batch is to be rejected. 


2.13.8 Where the items are of increased dimensions, and 
have been specially approved, or if material of a higher grade 
than is specified is used, then the breaking load is to be applied 
to each item, and the items so tested included with the outfit. 
For the purpose of this paragraph, items of increased dimen- 
sions are those so designed that their breaking strength is not 
less than 1,4 times the Rule minimum breaking load of the chain 
cable with which they are to be used. 


2.13.9 LRmay waive the breaking load test provided that: 

(a) the breaking load test has been completed satisfactorily 
during approval testing, and 

(b) the tensile and impact properties of each manufacturing 
batch are proved and 

(c) the accessories are subjected to suitable non-destructive 
testing. 


2.13.10 All testing is to be carried out in the presence of the 
Surveyor and to his satisfaction. 
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2.13.11 All fittings are to be stamped in accordance with 
2.16. 


2.14 Substitute single links 


2.14.1 Single links to connect lengths of chain cable or to 
substitute for defective links, without the necessity for 
re-heat treatment of the whole cable length, are to be made 
by the chain manufacturer in accordance with an approved 
procedure. Separate approvals are required for each grade of 
chain cable and the tests are to be made on the maximum 
size of chain for which approval is sought. Re-approval is 
required annually. 


2.14.2 Manufacture and heat treatment of the substitute 
link are not to affect the strength of the adjoining links. The 
temperature reached by these links is nowhere to exceed 
250°C. 


2.14.3 The steel bar used is to conform with the specification 
for the chain in accordance with Ch 3,9. 


2.14.4 Details of the method of manufacture, including 
heat treatment, are to be submitted for approval, together 
with the results of a series of tests laid down by LR. 


2.14.5 — All links involved in the approval tests are to be 
destroyed and are not to be used as part of a chain cable. 


2.14.6 Every substitute link included in a chain cable is to 
be subjected to the proof load appropriate to the grade and 
size of chain in which it is incorporated, as detailed in 
Table 10.2.4. 


2.14.7 Each substitute link is to be stamped on the stud 
with the identification marks listed in 2.16.1 plus a unique 
number for the link. The adjoining links are also to be stamped 
on the studs. 


2.15 Dimensions and tolerances 


2.15.1 The form and proportion of links and shackles are 
to be in accordance with ISO/1704-2008, see Figs. 10.2.1 to 
10.2.8. Design of chain cables must be to a standard recog- 
nised by LR, such as ISO 1704; alternatively the design may 
be specifically approved by LR. 


2.15.2 | Manufacturing tolerances on stud link chain are to 
be within +2,5 per cent (taking into account that all 
components of the chain are to be a good fit with one 
another), except for those detailed in 2.15.3. 


nominal diameter at crown measured in plane of link 
nominal diameter at crown measured perpendicular to 
plane of link 

6d 

Ad 

3,6d to the nearest millimetre 


Fig. 10.2.1 Common link 


nominal diameter of common stud link 
nominal diameter of enlarged stud link = 1,1d 
6d4 = 6,6d 

4d; ~4,4d 

3,60; = 3,96d 


Fig. 10.2.2 Enlarged link 


2.15.3 The nominal diameter, d, is to be the average of the 
diameters, measured in the plane of the link, d., and perpen- 
dicular to the plane of the link, Ap, see Fig. 10.2.1. The 
negative tolerance on the nominal diameter is not to exceed 
the following: 

Minus 1 mm when d < 40 mm 

Minus 2 mm when 40 mm <d< 84mm 

Minus 3 mm when 84 mm <d< 122 mm 

Minus 4 mm when d > 122 mm 
The plus tolerance on the diameter at the crown measured 
out of the plane of the link, Ap, is not to exceed 5 per cent. 
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minal diameter of common stud link 
nominal diameter of end link = 1,20 (lo — 1,2d) 
Po + 2dp ~ 6,75d 

3,650 = 4,35 

3,3d9 = 4d 


Fig. 10.2.3 End link 


2.15.4 The cross-sectional area is to be calculated using 
the nominal diameter, d. The cross-sectional area at the 
crown of the link is to have no negative tolerance. 


2.15.5 The diameter measured at locations other than the 
crown is to have no negative tolerance. The plus tolerance is 
to be in accordance with Table 3.9.3 of Chapter 3 except at 
the butt weld where it is to be in accordance with the 
manufacturer’s specification, which is to be agreed by LR. 


2.15.6 |The maximum allowable tolerance on a length of 
five links measured in accordance with 2.12.1 is plus 2,5 per 
cent. No under-tolerance is permitted. 


2.15.7 All measurements are to be made on links selected 
by the Surveyor and are to be carried out to the Surveyor’s 
satisfaction. 


2.15.8 Studs are to be located in the links centrally, and at 
right angles to the sides of the link, although the studs of the 
final link at each end of any length may also be located 
off-centre to facilitate the insertion of the joining shackle. 
Tolerances in accordance with Fig. 10.3.1 are acceptable 
provided that the stud fits snugly and its ends lie flush against 
the inside of the link. 


2.15.9 The following tolerances are applicable to 
accessories: 
Nominal diameter: plus 5 per cent, minus O per cent 
Other dimensions: +2,5 per cent. 


2.15.10 For lugless shackles of the Kenter type, the radii 
indicated in Fig. 10.2.8 are to be not less than 0,03 times the 
chain diameter. 


2.15.11 All materials are to be free from internal and surface 
defects that might impair proper workability, use and strength. 
Subject to agreement by the Surveyor, surface defects may 
be removed by grinding provided the acceptable tolerances 
are not exceeded. 


2.16 Identification 


2.16.1. All lengths of Grades U1, U2 and U3 cable and all 

fittings are to be stamped with the following identification 

marks: 

(a) LR or Lloyd’s Register and abbreviated name of LR’s 
local office issuing the certificate. 

(b) Number of certificate. 

(c) Proof load and grade of chain. 

(d) Surveyor’s personal stamp. 

(e) Each length of chain cable is to be stamped on both 
ends. 


2.17 Certification 


2.17.1. AnLR certificate is to be issued for chain cable only, 
fittings only or chain cable with associated fittings. 


2.17.2 Each test certificate is to include the following 
particulars for all items included on the certificate: 

a) Purchaser’s name and order number. 

b) Description and dimensions. 

c) Grade of chain cable. 

d) Identification mark which will enable the full history of the 
chain or fitting to be traced. 

e) Chemical composition. 

f) Details of heat treatment. 

g) Mechanical test results. 

h) Breaking test load. 

(i) | Proof load. 


2.17.3 Where appropriate, the certificate is to include a list 
of all substitute links together with their grade of steel, the 
name of the steelmaker, the heat number and the purchase 
order number. 
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na 
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retaining pin 
dovetail chamber 


2,8d 

0,2d 

0,1d 

nominal diameter of taper pin 
nominal length of taper pin 
0,6d 

0,5d 


nominal diameter of common stud link 
nominal diameter of joining shackle = 1,3d 
7,1d 

Ig — (dg + a4 + €4) = 3,4d 

4d 

0,8d 

1,6d 


End shackle 
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retaining pin 
dovetail chamber 


nominal diameter of common stud link 
nominal diameter of end shackle = 1,4d 
8,7d 

Is, — (3 + ag + €9) = 4,50 

5,2d 

0,9d 

1,8d 


3,1d 

0,2d 

0,1d 

1,4d 

nominal diameter of taper pin 
nominal length of taper pin 


Fig. 10.2.5 Dee shackle 
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dovetail chamber 


nominal diameter of common stud link 

nominal diameter of Kenter type joining shackle = d 
6d 
4d 
4,2d 
nominal diameter of taper pin 
nominal length of taper pin 

1 ,52d 

0,67d 

1,83d 


Fig. 10.2.6 Lugless shackle 


nominal diameter of common stud link 
nominal diameter of swivel = 1,2d 


The radii indicated by r are to be not less than 0,03 x d 


Fig. 10.2.7 Swivel Fig. 10.2.8 Lugless shackle of the Kenter type 
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| Section 3 
Stud link mooring chain cables 


3.1 Scope 


Obed Provision is made in this Section for five grades, 
R38, R38S, R4, R4S and R85, of stud link chain intended for 
offshore mooring applications such as mooring of mobile 
offshore units, offshore loading systems and gravity based 
structures during fabrication. 


3.1.2 In addition, chain cable conforming to the require- 
ments of the current edition of API specification 2F is acceptable 
provided that it has been manufactured, inspected and tested 
under Survey by LR, and that the bar stock has also been 
certified by LR in accordance with Ch 3,9. 


3.2 Manufacture 


3.2.1 All grades of chain cable and accessories are to be 
manufactured by approved procedures at works approved by 
LR. A list of approved manufacturers for stud link chain cables 
is published separately by LR. 


3.2.2 The works in which the chain is manufactured is to 
have a quality system approved by LR. The provision of such 
a quality system is required in addition to and not in lieu of the 
witnessing of tests by a Surveyor. 


3.2.3 Approval is confined to a single works and is limited 
to one grade of cable made from bar from a nominated and 
approved supplier. Separate approvals are required if steel bar 
is supplied from more than one works and for other grades 
of cable, see also Ch 3,9. 


3.2.4 Details of the method of manufacture and the 
specification of the steel, are to be submitted. 


3.2.5 Offshore mooring chains are to be made in 
continuous lengths by flash-butt welding. 


3.2.6 Bar material may be heated either by electric 
resistance or in a furnace. For electrical resistance heating, 
the process is to be controlled by an optical heat sensor. For 
furnace heating, thermocouples in close proximity to the bars 
are to be used for control and the temperature is to be 
continuously recorded. In both cases, the controls are to be 
checked at least once every eight hours and records taken. 


3.2.7 The following welding parameters (as approved in 
the weld procedure) are to be controlled during welding of 
each link: 

(a) platen motion; 

(b) current as a function of time; and 

(c) hydraulic pressure. 

The controls are to be checked at least once every four hours. 


3.2.8 The records of bar heating, flash-butt welding and 
heat treatment are to be made available to the Surveyor when 
required. 


3.2.9 As far as practicable, consecutive links in all chain 
cable should originate from a single batch of bar stock (see 
Ch 3,9.6.1) and indicating marks should be stamped on the 
final link formed from one batch and the first link formed from 
a separate batch. 


3.3 Dimensions and tolerances 


3.3.7 The form and proportions of links and shackles are 
to be in accordance with ISO/1 704-2008, see Figs. 10.2.1 to 
10.2.8. Design of chain cables must be to a recognised 
standard, such as ISO 1704; alternatively the design may be 
specifically approved by LR. Link tolerances are to be in 
accordance with 3.3.2 to 3.3.6. 


3.3.2 Diameter measured at the crown: 

Minus 1 mm when a, < 40 mm 

Minus 2 mm when 40 mm < d, < 84mm 

Minus 3 mm when 84 mm < d, < 122 mm 

Minus 4 mm when 122 mm <d,.< 152mm 

Minus 6 mm when 152 mm < ad, < 184mm 

Minus 7,5 mm when 184 mm <d,< 210 mm 
The plus tolerance must not exceed 5 per cent of the nominal 
diameter, and the cross-sectional area at the crown is to have 
no negative tolerance. 


3.3.3 The diameter measured at locations other than the 
crown is to have no negative tolerance. The plus tolerance is 
to be in accordance with Table 3.9.3 except at the butt weld 
where it is to be in accordance with the manufacturer’s spec- 
ification, which is to be agreed by LR. 


3.3.4 The maximum allowable tolerance on a length of 
five links measured in accordance with 2.12.1 is +2,5 per 
cent. No under-tolerance is permitted. 


3.3.5 A manufacturing tolerance on all other dimensions 
of +2,5 per cent is acceptable subject to all parts fitting 
properly together. 


3.3.6 The tolerances for common links are to be 
measured in accordance with Fig. 10.3.3. 


3.3.7 All measurements are to be made on links selected 
by the Surveyor and are to be carried out to the Surveyor’s 
satisfaction. 


3.3.8 Studs are to be located in the links centrally, and at 
right angles to the sides of the link, although the studs of the 
final link at each end of any length may also be located 
off-centre to facilitate the insertion of the joining shackle. The 
tolerances in accordance with Fig. 10.3.2 are acceptable 
provided that the stud fits snugly and its ends lie flush against 
the inside of the link. 


3.4 Studs 


3.4.1 The studs are to be made of steel corresponding to 
that of the chain or in compliance with a specification 
approved by LR. In general, the carbon content should not 
exceed 0,23 per cent if the studs are to be welded in place. 
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3.4.2 Studs may be welded into grade R38 and R8S 
chains. The welding of studs into grade R4, R4S and R65 chain 
is not permitted unless specially approved. 


3.4.3 In all cases where studs are welded into links, this is 
to be carried out in accordance with 2.7. 


3.4.4 The size of the stud welds is to be in accordance 
with Fig. 10.3.1. 


a 
\\ 
g 
go° 


Nominal Minus 
Dimension Tolerance 


Dimension 
Designation 


f 0,100 0,01d 
g 0,20d 0,02d 
A 0,090 0,01d 


d = Nominal diameter of barstock 
3450/02 


Fig. 10.3.1 
Dimensions and tolerances of stud welds 


3.4.5 All stud welds are to be visually inspected. At least 
10 per cent of all stud welds within each length of chain are to 
be examined by magnetic particle inspection after proof load 
testing. Stress raising defects such as cracks, lack of fusion, 
gross porosity, and undercuts exceeding 1 mm are not 
permitted; if any such defects are found, then all stud welds in 
that length of chain are to be examined by means of magnetic 
particle inspection. 


3.4.6 Where plastic straining is used to set studs, the 
applied load is not to be greater than that qualified in approval 
tests. The combined effect of shape and depth of the 
impression of the stud in the link is not to cause any harmful 
notch effect or stress concentration. 


3.5 Heat treatment of completed chain cables 
3.5.1 The chain is to be normalised, normalised and 
tempered or quenched and tempered in accordance with the 


specification approved by LR. 


3.5.2 The chains are to be heat treated in a continuous 
furnace; batch heat treatment is not permitted. 


3.5.3 The temperature and time, or temperature and 
chain speed, are to be controlled and continuously recorded. 


3.5.4 Heat treatment is to be carried out prior to the proof 
loading and breaking tests. 


3:0.5 Calibration of furnaces is to be verified by 
measurement and recording of actual link temperature 
(surface and internal). 


3.6 Testing of completed chain cables 


3.6.1 All chain cables are to be tested in the presence of 
a Surveyor, at a proving establishment recognised by LR. A 
list of recognised proving establishments is published by LR. 
In addition to the requirements stated in this Chapter, 
attention must be given to any relevant statutory requirements 
of the National Authority of the country in which the ship is to 
be registered. 


3.6.2 The entire length of chain cable is to be subjected 
to a proof loading test in an approved testing machine and is 
to withstand the load given in Table 10.3.1 for the appropriate 
grade and size of cable. 


3.6.3 Care should be taken to obtain a uniform stress 
distribution in the links being tested. 


3.6.4 The chain is to be shot or sand blasted prior to test- 
ing in order to ensure that its surfaces are free from scale, 
paint or other coating for inspection. 


3.6.5 On completion of the proof load test, each link is to 
be visually examined and is to be free from significant defects 
such as mill defects, surface cracks, dents and cuts, 
especially where gripped by clamping dies during flash butt 
welding. Studs are to be securely fastened and any burrs, 
irregularities and rough edges are to be removed by careful 
grinding. 


3.6.6 All flash butt welds, including the area gripped by 
the clamping dies, are to be examined by magnetic particle 
inspection. The area is to be free from cracks, lack of fusion, 
gross porosity and any other stress concentrations. 


3.6.7 Surface defects in the region of the flash butt welds 
may be removed by grinding, provided that the depth of 
grinding does not exceed five per cent of the link diameter 
and is smoothly contoured into the surrounding material. The 
final dimensions are still to conform with the agreed standard. 


3.6.8 All flash butt welds are also to be examined by 
ultrasonic inspection and are to be free from defects such as 
internal cracks or lack of fusion. 


3.6.9 All non-destructive examination is to be carried out 
in accordance with approved procedures, in accordance with 
Ch 1,5. 


3.6.10 — Allnon-destructive examination operators are to be 
qualified to a minimum Level Il, qualified in accordance with a 
recognised standard. 


3.6.11 After proof testing, the entire chain is to be checked 
for length, five links at a time with an overlap of two links, 
which is to include the first five links, to ensure that the chain 
meets the tolerances given in 2.15.5. The measurements are 
to be made while the chain is loaded to about 10 per cent of 
the proof load. 
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Fig. 10.3.2 Stud link tolerances 


The internal link radii (R) and external radii should be uniform 


Nominal dimension Minus tolerance Plus tolerance 


of the link 


Designation Description 


Link length 6d 0,15 0,15d 


Link half length a/2 0,10d 0,10d 


Link width 3,60 0,09d 0,09d 


Stud angular misalignment 0 degrees 4 degrees 4 degrees 


nner radius 0,65d O _ 


Symbols 


nominal diameter of chain 
actual link length 


Fig. 10.3.3 Studless and common link tolerances 


The internal link radii (R) and external radii should be uniform 


a 


Designation 


Description 


Nominal dimension 
of the link 


Minus tolerance 


Plus tolerance 


Link length 


6d 


0,15 


0,15 


Link width 


Inner radius 


3,35d 


0,60d 


0,09d 


) 


0,09d 


Symbols 


d= = nominal diameter of chain 


NOTE 


Other dimensional ratios are subject to special approval. 
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3.6.12 The links held in the end blocks may be excluded 
from these measurements. 


3.6.13 If the length over five links is less than the nominal, 
the chain may be stretched by loading above the specified 
proof test load provided that the applied load is not greater 
than ten per cent above the proof test load, and that only 
random lengths of the chain need to be stretched. 


3.6.14 Loads used for plastic straining to set studs are not 
to exceed those approved in qualification tests. 


3.6.15 Checks of all other dimensions are to be made on 
at least five per cent of the links in the cable. 


3.6.16 — If any link fails to meet the dimensional tolerance 
requirements (see 3.3), measurements are to be made on 
20 more links on each side of the incorrect one. If failure to 
meet any particular dimensional requirements occurs in more 
than two of the measured links, then all the links are to be 
dimensionally checked. 


3.6.17 | Should any link be found to be defective or fail to 
meet the dimensional tolerance requirements or if a five link 
length of chain exceeds the specified tolerance, the unsatis- 
factory links are to be removed from the chain, and 
connecting common links complying with the requirements of 
3.7 inserted in their places. 


3.6.18 — The chain is then to be subjected to a further proof 
load test and re-examined. 


3.6.19 The number of connecting common links which 
may be used to replace defective links is not to exceed three 
in any 100 m length of chain. The number and type of joining 
shackles which may be used are to be subject to the written 
agreement of the end user. 


3.6.20 — Ifa link breaks during proof load testing, a sample 
consisting of three common links is to be taken from each 
side of the broken link and subjected to a breaking test as 
detailed in 3.6.21 and 3.6.22. If either of these samples fails, 
the proof loaded length of cable is not to be accepted. A 
thorough examination of all broken links is to be made to 
determine the cause of failure and, after evaluation, LR will 
consider the extent of cable which is to be rejected and also 
the possibility that similar factors to those which caused the 
failure may also be present in other parts of the cable, or other 
chain cables. The Surveyor is to be advised in advance of all 
examinations, with reasonable notice being given. 


3.6.21 In addition to the requirements of 3.6.2, three link 
samples are to be selected by the Surveyors from the 
completed chain for breaking tests. The number of tests 
required is to be in accordance with Table 10.3.2. Extra links 
are to be provided for the mechanical tests detailed in 3.6.25. 
All test links are to be made as part of the chain cable and are 
to be heat treated with it. These may be removed from the 
cable prior to heat treatment provided that each sample is 
heat treated with, and in the same manner as, the chain it 
represents and is subjected to the proof load appropriate to 
the chain grade and diameter prior to selection of the 
mechanical test specimens. They are to be properly identified 
with the length of chain they represent. 


Table 10.3.2 Frequency of break and mechanical 


tests 


Maximum 
sampling interval 


Nominal chain 
diameter 


mm m (See Note) 


91 
110 
131 
152 
175 
198 
222 
250 
274 
297 
322 
346 
370 
395 


NOTE 

If the sampling interval contains links made from more than one 
cast, extra break and mechanical tests are required so that tests 
are made on every cast. 


3.6.22 Breaking test specimens are to withstand the load 
given in Table 10.3.1 for the appropriate grade and size of 
cable for a period of 30 seconds. The specimen is considered 
to have passed this test if it has shown no sign of fracture 
after application of the required load. 


3.6.23 lf a breaking test specimen fails, two further 
specimens are to be cut from the same sampling length and 
both are to be subjected to the breaking test load. If one of 
the re-test specimens fails the length is to be rejected. All the 
broken links are to be subjected to an investigation into the 
cause of failure. LR will then decide which lengths of chain 
can be accepted and on further action. 


3.6.24 For large diameter cables where the required 
breaking load is greater than the capacity of the testing 
machines, special consideration will be given to acceptance 
of an alternative testing procedure. 


3.6.25 One tensile and three sets of Charpy V-notch 
impact test specimens are to be taken from links cut from the 
heat treated and proof loaded chain at intervals no greater 
than those indicated in Table 10.3.2 provided that every cast 
is sampled. The tensile specimen and one set of impact 
specimens are to be taken from the side of the link opposite 
the weld. One set of impact test specimens is to have the 
notches positioned at the centre of the flash butt weld and the 
third set is to be taken from the bend. All the specimens are to 
be taken from positions in accordance with Fig. 10.3.4. 


3.6.26 — The frequency of testing at the link bends may be 
reduced at the discretion of LR provided it can be verified that 
the required toughness is achieved consistently. 


3.6.27 The results of the mechanical tests are to comply 
with the requirements of Table 10.3.3. 
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Table 10.3.3 


Yield stress 
N/mm2 
minimum 


Tensile strength 
N/mm? 


Elongation 
% 
minimum 


Mechanical properties of chain cable materials 


Reduction 
of area 
% 
minimum 
(See Note 3) 


Charpy V-notch 
impact tests 


Test 
temperature 
°C 


Average 
energy 
J 
minimum 


Average energy 
flash weld 
J 
minimum 


410 
(See Note 1) 


490 
(See Note 1) 


580 
(See Note 1) 


R4S 700 


(See Note 4) 


R5 
(See Note 4) 


(See Note 1) 


760 
(See Note 1) 


690 minimum 
(See Note 1) 


770 minimum 
(See Note 1) 


860 minimum 
(See Note 1) 


960 
(See Note 1) 


1000 
(See Note 1) 


50 


0) 
-20 
(See Note 2) 


¢) 
-20 
(See Note 2) 


-20 


-20 


60 
40 


50 
30 


53 
33 


36 


40 


NOTES 


Testing may be carried out at either O°C or -20°C. 


Specimen for 
notched bar 
impact test 


Specimen for 
notched bar 
impact test 


Trade 
specimen; 


= specimen radius 


Sampling of chain links 


3.6.28 — If the tensile test requirements are not achieved, 
two further specimens from the same sample are to be 
tested. The related length of chain will be considered accept- 
able if both re-test specimens meet the requirements but 
failure of either of the re-test specimens will result in rejection 
of the sampling length of chain represented by the tests. 


3.6.29 — If the impact test requirements are not achieved, 
re-tests may be carried out in accordance with Ch 1,2.4. 
Failure to meet the re-test requirements will result in rejection 
of the sampling length of chain represented by the tests. 


3.6.30 | The mass per unit length of stud link mooring cable 
is to comply with Table 10.3.4. 


The ratio of yield strength to tensile strength should not exceed 0,92. 


For cast fittings, the minimum values for reduction of area are to be 40% for Grades R3 and R8S and 35% for Grades R4, R4S and Rd. 
The maximum hardness for Grade R4S is to be HB330, and for Grade R6 is to be HB340. 


3.7 Connecting common links or substitute links 


3.7.1 Single links to connect lengths of heat treated chain 
cable or to substitute for test links or defective links without 
the necessity for re-heat treatment of the whole length of 
cable are to be made by the chain manufacturer in accor- 
dance with an approved procedure. Separate approvals are 
required for each grade of chain cable and tests are to be 
made on the maximum size of chain for which approval is 
sought. 


3.7.2 Manufacture and heat treatment of the connecting 
common link is not to affect the strength of the adjoining links. 
The temperature reached by these links is nowhere to exceed 
250°C. 


BA3 The steel bar used is to conform with the specifica- 
tion for the chain and approved by LR in accordance with 
Ch 3,9. 


3.7.4 Details of the method of manufacture, including 
heat treatment, are to be submitted for approval, together 
with the results of a series of tests laid down by LR. 


3.7.5 All links involved in the approval tests are to be 
destroyed and are not to be used as part of a chain cable. 


3.7.6 Every connecting common link included in a chain 
cable is to be subjected to the proof load appropriate to the 
grade and size of chain in which it is incorporated as detailed 
in Table 10.3.1. 
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Table 10.3.4 Mass per unit length of chain cable 


Mass per unit length 
0,0291d2 


Nominal chain diameter 
(mm) 


50 
55 
60 
65 
70 
75 
80 
85 
90 
95 
100 
105 
110 


3.7.7 Every connecting common link is to be inspected 
in accordance with 3.6.5 to 3.6.10. 


3.7.8 A second identical link is to be made for mechanical 
tests which are to be in accordance with 3.6.25. This test link 
is also to be inspected in accordance with 3.7.7. 


3.7.9 Each connecting common link is to be stamped on 
the stud with the identification marks listed in 3.9.1 plus a 
unique number for the link. The adjoining links are also to be 
stamped on the studs. 


3.8 Fittings for offshore mooring chain 


3.8.1 Cable fittings are to be manufactured at an 
approved works. Fittings include, but are not limited to, shack- 
les, triplates, end shackles, swivels, and swivel shackles. 


3.8.2 The materials from which the fittings are made are 
to be manufactured at approved works, in accordance with 
the appropriate requirements of Ch 4,1 or Ch 5,1, and 3.8.3 
to 3.8.6. Alternative arrangements may be agreed provided 
that full details concerning the manufacturer are submitted to 
LR. 


3.8.3 Steel used for fittings must be manufactured by an 
approved process, and be killed and fine grain treated. 


3.8.4 The austenite grain size of steel used for fittings 
must be 6 or finer as measured in accordance with ASTM 
E112. 


3.8.5 Steel used for forgings or castings for grades R4S 
and R5 must be vacuum degassed. 


3.8.6 For steel used for forgings or castings for grades 
R4S and Rd the following tests are to be carried out on each 
heat: 

(a) Assessment and quantification of the level of non-metallic 
micro inclusions. These must be acceptable for the final 
product. 

(b) Macro etching on representative sample, in accordance 
with ASTM E881 or equivalent, this must be free from 
any injurious segregation or porosity. 

(c) Jominy hardenability tests in accordance with ASTM 
A255 or equivalent. 

The results of these tests are to be supplied by the steel 

manufacturer, and the results are to be included in the final 

accessory documentation. 


3.8.7 Fittings for chain are to be heat treated in accor- 
dance with procedures that have been approved by LR. 


3.8.8 All fittings are to be manufactured to a manufacturing 
specification approved by LR, and provision is to be made for 
tensile and impact test specimens. The test samples are to 
be subjected to heat treatment with the fittings they represent. 
The mechanical test requirements are the same as those for 
the relevant grade of chain cable, see Table 10.3.3. 


3.8.9 A batch is defined as fittings from the same heat of 
steel that have been part of the same heat treatment charge. 


3.8.10 | Mechanical tests for fittings are to be taken from full 
size fittings that have been heat treated with the production 
batch they represent, and the tests are to be taken after the 
fitting has been proof load tested. It is not permitted to use 
separate representative coupons unless approved by LR in 
accordance with 3.8.14. 


3.8.11 Forged shackle bodies and forged Kenter shackles 
are to have a set of three Charpy impact tests and a tensile 
test taken from the crown of the shackle. For smaller 
diameter shackles, where the geometry does not allow for the 
tensile test to be taken from the crown, this may be taken 
from the straight portion from the locations specified in 
Fig. 10.3.5, with the Charpy impact test specimens on the 
outside radius. 


3.8.12 The test pieces for cast shackle bodies and cast 
Kenter shackles can be taken from the straight portion of the 
fitting from the locations shown in Fig. 10.3.5. 


3.8.13 For fittings with complex geometries the locations 
of test pieces taken are to be approved by LR. 


3.8.14 Where fittings are produced in small batches (less 
than 5) alternative testing may be approved; a proposal must 
be submitted in a written procedure for consideration. 
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Specimen for notched bar 
impact test 


Test 
specimen 


specimen radius 


Fig. 10.3.5 
Sampling of steel bars, forgings and castings 


3.8.15 Mechanical tests of pins are to be taken as shown 
in Fig. 10.3.6 from the mid length of a sacrificial pin of the 
same diameter as the final pin. For oval pins, the diameter 
taken is to represent the smaller dimension. Mechanical tests 
may be taken from an extended pin of the same diameter as 
the final pin that incorporates a test prolongation and a heat 
treatment buffer prolongation, where equivalence with mid 
length test values have been established. The length of the 
buffer is to be at least equal to 1 pin diameter which is 
removed after the heat treatment cycle is finished. The test 
coupon can then be removed from the pin. The buffer and test 
are to come from the same end of the pin, as shown in Fig. 
10.3.6. 


Fig. 10.3.6 
Buffer and test piece location for pins 


3.8.16 Manufacturers intending to supply accessories in 
the machined condition (e.g. Kenter type shackles) are to 
submit detailed drawings for approval by LR. 


3.8.17 All chain cable accessories, including spares, are to 
be subjected to the proof loads appropriate to the grade and 
size of cable for which they are intended, see Table 10.3.1. 
Prior to this test, the accessories are to be shot or sand 
blasted to ensure that their surfaces are free from scale, paint 
or any other coating which could interfere with any subse- 
quent inspection. 


3.8.18 The appropriate breaking load as required by 
Table 10.3.1 is to be applied to at least one item out of every 
batch of up to 25, and this item is to be destroyed and not 
used as part of an outfit. 


3.8.19 If the sample fails to withstand the breaking load 
without fracture, or in the event of failure of any other test, 
then the entire batch is to be rejected unless the cause of fail- 
ure has been determined and it can be demonstrated that the 
condition causing failure is not present in any of the other 
accessories in the batch. If this can be demonstrated then 
two more samples from the same batch may be tested. If 
either of these samples fails, the batch is to be rejected. 


3.8.20 For very large fittings where the required breaking 
load is greater than the capacity of the testing machine and 
for individually produced accessories or accessories 
produced in small batches, proposals for an alternative 
method of testing will be given special consideration. All 
proposals for alternative testing methods are to be detailed 
in writing and submitted. 


3.8.21 At least one accessory from each batch is to be 
checked dimensionally after proof load testing. The 
manufacturer is to provide a statement that the dimensions 
comply with the specified requirements. 


3.8.22 The following tolerances apply of the unmachined 
dimensions of all fittings; 

(a) nominal diameter plus 5 per cent, minus O per cent; and 
(b) other dimensions plus or minus 2,5 per cent. 


3.8.23 All accessories are to be subjected to close visual 
examination after proof load testing, particular attention being 
paid to machined surfaces and highly stressed regions. All 
accessories are also to be examined by magnetic particle or dye 
penetrant inspection and ultrasonic testing. All NDE is to be 
carried out in accordance with 3.6.9 and 3.6.10. The manufac- 
turer is to provide a statement that the non-destructive 
examination has been carried out with satisfactory results; this 
statement is to include reference to the techniques used and the 
operator’s qualifications. 


3.8.24 All testing is to be carried out to the satisfaction and 
in the presence of the Surveyor. 


3.8.25 Fittings with increased dimensions, or fittings of a 

higher material grade, may be specially approved and 

included in an outfit, provided that; 

(a) each item is successfully tested at the required breaking 
load for the chain cable for which they are intended; and 

(b) items of increased dimensions are so designed that their 
breaking strength is not less than 1,4 times the Rule 
minimum breaking load for the chain cable for which they 
are intended, and this has been verified by procedure 
tests. 
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3.9 Identification 


3.9.1 Each length of chain is to be permanently marked 

with the following: 

(a) LRand abbreviated name of LR’s local office issuing the 
certificate. 

(b) Certificate number (this may be abbreviated provided it is 
stated in the certificate). 

(c) Grade and proof load of chain. 


3.9.2 The chain is to be marked as follows: 

(a) at each end (the marking should identify the leading and 
tail end of each chain), 

(b) at intervals not exceeding 100m, 

(c) on all connecting common links or shackles and the 
immediately adjacent links, 

(d) on the first and last common link of each individual 
charge used in the continuous length. 


3.9.3 All identification marks are to be made on the studs 
and are to be permanent and legible throughout the expected 
service life of the chain. 


3.10 Documentation 


3.10.1 A complete Chain Inspection and Testing Report, 
in booklet form, is to be provided by the chain manufacturer 
for each continuous chain length, and for each order for chain 
and fittings. It is to include all dimensional checks, test and 
inspection reports, non-destructive test reports, process 
records, as well as any non-conformity, together with correc- 
tive action and repair work. 


3.10.2 — All documents, including reports and appendices, 
are to contain a reference to the relevant certificate number. 


3.10.3 The chain manufacturer is responsible for storing all 
the documentation in a safe and retrievable manner for a 
period of at least 10 years. 


3.11 Certification 


3.11.1. AnLR certificate is to be issued for each continuous 
single length of chain, and each type of fitting, see Ch 1,3.1. 


3.11.2 Each test certificate is to include the following 

particulars: 

(a) Purchaser’s name and order number. 

b) Description and dimensions. 

c) Grade of chain cable. 

d) Identification mark which will enable the full history of the 

chain to be traced. 

(e) Chemical composition. 

(f) Details of heat treatment. 

(g) Mechanical test results. 

(h) Breaking test load. 

) Proof load. 

k) The number and locations of all connecting common 
links and all marked links. 


es! Section 4 
Studless mooring chain cables 


41 Scope 


4.1.1 Provision is made in this Section for five grades, R3, 
R8S, R4, R4S and R65 of studless flash butt welded chain 
cable intended for long term mooring applications. 


4.1.2 The chain is generally expected to be deployed only 
once for a pre-determined service life. 


4.1.3 Each studless chain link design will require to be 
approved by LR. The plan submitted for this approval is to 
include the minimum proof and breaking test loads, and the 
chain mass calculations. 


4.2 Manufacture 


4.2.1 All the requirements of 3.2, with the exception of 
that relating to studs, apply to the manufacture of 
studless mooring chain cables. 


4.3 Shape and dimensions of links 


4.3.1 The shape and dimensions of the links are to be in 
accordance with the approved design. 


4.4 Dimensional tolerances 


4.4.1 The dimensional tolerances of studless links are to 
be in accordance with the requirements of 3.3.1 to 3.3.7. 


4.5 Heat treatment 


4.5.1 Heat treatment of the chain is to be in accordance 
with the requirements of 3.5. 


4.6 Testing of completed chain 


4.6.1 All chain cables are to be tested in the presence of 
a Surveyor, at a proving establishment recognised by LR. A 
list of recognised proving establishments is published by LR. 
In addition to the requirements stated in this Chapter, 
attention must be given to any relevant statutory requirements 
of the National Authority of the country in which the ship is to 
be registered. 


4.6.2 The entire length of chain cable is to be subjected 
to a proof load test in an approved testing machine and is to 
withstand the load given in Table 10.3.1 for the appropriate 
grade and diameter of the chain, see also 4.1.3. 


4.6.3 Inspection after proof load testing is to be in 
accordance with the requirements given in 3.6.3 to 3.6.20, 
excluding that related to checking of studs in 3.6.5. 
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4.6.4 In addition to the inspection of the flash butt welded 
areas as required in 3.6.6, the surfaces of the bends of at least 
10 per cent of the links are to be examined by magnetic 
particle inspection and are to be free from cracks or other 
defects. 


4.6.5 If stretching of links is required in order to maintain 
dimensional tolerances, the load applied is not to exceed the 
proof load by more than 10 per cent, and only random lengths 
of the chain need to be stretched. 


4.6.6 Breaking load tests are to be carried out in accor- 
dance with 3.6.21 to 3.6.23 and Tables 10.3.1 and 10.3.2. 


4.6.7 Alternative procedures to breaking load testing (see 
3.6.24) are not permissible unless prior agreement is given by 
LR after special consideration. 


4.6.8 Mechanical testing is to be carried out in 
accordance with 3.6.25 to 3.6.30 and Table 3.3.4. 


4.6.9 The weight of the chain cable is to be in accor- 
dance with the approved plan. 

4.7 Connecting or substitute links 

4.7.1 Connecting links and substitute links are to be in 
accordance with the requirements of 3.7. 

4.8 Fittings 

4.8.1 Fittings for studless chain are to comply with the 
requirements of 3.8. 

4.9 Identification 


4.9.1 All chain and each fitting is to be identified in accor- 
dance with 3.9.1 and 3.9.2. 


4.9.2 Identification marks are to be made on the outside 
of the straight part of the link, opposite the flash butt weld. 


4.10 Certification 

4.10.1 Certificates are to be issued in accordance with 
Sit. 

4.11 Documentation 

4.11.1 Documentation in accordance with 3.11 is to be 


provided by the manufacturer. 


O Section 5 
Short link chain cables 


5.1 Scope 


com eat This Section gives the requirements for electrically 
welded steel short link chain cable for marine use but 
excluding those applications covered by the Code for Lifting 
Appliances in a Marine Environment. 


5.1.2 Provision is made for grade M(4), as defined in ISO 
1834:1999. Allowance is also made for the requirements of 
ISO 4565. 


5.2 Manufacture 


5.2.1 Short link chain cables are to be manufactured at 
works approved by LR. A list of approved manufacturers for 
short link chain cable is published separately by LR. 


5.2.2 The chain is to be supplied in either the normalised 
or quenched and tempered condition. Heat treatment is to be 
carried out prior to proof and breaking load testing. 


5.2.3 The chain may be galvanised using a hot dipping 
process provided that this is carried out prior to proof and 
breaking load testing. If galvanised, it is recommended that 
the thickness of the zinc coating be not less than 70 microns. 


5.2.4 Unless otherwise agreed, the finished chain is to be 
free from coatings other than zinc. 


5.3 Bar material 


5.3.1 Bars for the manufacture of short link chain cable 
are to be made and tested in accordance with the appropriate 
requirements of Ch 3,1 and to the requirements of an 
International or acceptable National Standard. 


5.3.2 The bars are to be made at a works approved by LR. 
5.3.3 The steel is to be fully killed and fine grain treated. 
5.3.4 The steel is to have mechanical properties which 


will allow the chain to meet the mechanical test requirements 
of 5.4.7 and Table 10.5.1. 


5.4 Testing and inspection of chain cables 


5.4.1 All chain cable of 12,5 mm diameter and above, 
and all steering chains irrespective of diameter, are to be 
tested in the presence of a Surveyor at a proving establish- 
ment recognised by LR. A list of recognised proving 
establishments is published by LR. In addition to the require- 
ments stated in this Chapter, attention is to be given to any 
relevant statutory requirements of the National Authority of the 
country in which the ship or other marine structure is to be 
registered. 
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Table 10.5.1 Mechanical test requirements for short 


link chain cables 


Grade M(4) 


Chain 
diameter 


Breaking load 


Proof load minimum 


5.4.2 For chain of diameter less than 12,5 mm, other than 
steering chains, the manufacturer’s tests will be acceptable. 


5.4.3 After completion of all manufacturing processes, 
including heat treatment and galvanising, the whole of the 
chain is to be subjected to the appropriate proof load 
specified in Table 10.5.1. 


5.4.4 The whole of the chain is to be inspected after the 
proof load test and is to be free from significant defects. 


5.4.5 At least one sample, consisting of seven or more 
links, is to be selected by the Surveyor from each 200 m or 
less of chain for breaking load tests. Two additional links may 
be required for engagement in the jaws of the testing 
machine. These extra links are not to be taken into account 
in determining the total elongation, see 5.4.7. 


5.4.6 The breaking load is to comply with the appropri- 
ate requirements of Table 10.5.1. 


5.4.7 The total elongation of the breaking load sample at 
fracture, expressed as a percentage of the original inside 
length of the sample after proof loading, is to be not less than 
20 per cent. 


5.5 Dimensions and tolerances 


5.5.1 The form and proportions of links are to be in 
accordance with Fig. 10.5.1. 


5.5.2 Manufacturing tolerances are to be within the 
following limits: 

Nominal diameter, d, + 5% 

Pitch of chain, 04 + 3% 

Length measured over 11 links, / + 2% 

Inside width, w, 1,350, minimum 

Outside width, w 3,6d,, maximum 
The tolerances are to apply after galvanising. All measure- 
ments are to be taken after proof testing. 


multiple pitch length 

pitch (internal link length) 

measured diameter of the material, except at 
the weld 

measured diameter of the material at the weld 
(Type 1) or weld dimension perpendicular to the 
plane of the link (Type 2) 

dimension in other planes as per individual chain 
specification (Type 2) 

length affected by welding, on either side of the 
centre link 

internal link width away from the weld 

external link width away from the weld 

external link width over the weld 

internal link width at the weld 


Fig. 10.5.1 Form and proportions of links 
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5.6 Identification 


5.6.1 All lengths of cable are to be stamped with the 

following identification marks: 

(a) Inspector’s mark and date. 

b) Reference mark or number of certificate. 

c) Manufacturer’s mark or name. 

d) Chain cable quality mark, M, is to be stamped on at least 
each twentieth link or at intervals of one metre, 
whichever is the lesser distance. 


5.6.2 Where the inspection is performed under LR’s 
supervision, the inspector’s mark and date are to be replaced 
by LR and the abbreviated name of LR’s local office issuing 
the certificate. 


5.7 Certification 


Led The manufacturer is to supply the Surveyor with a 
certificate stating compliance with an appropriate ISO 
standard, and also, in the event of the requirements of 5.4 
being undertaken other than in the presence of the Surveyor, 
stating that the test and inspection requirements have been 
complied with at a recognised proving establishment. 


5.7.2 Each test certificate is to include the following 
particulars: 

(a) the quality and description of chain, 

b) identification mark, 

Cc) nominal size of chain, 

d) proof load, 

e) breaking load, 

f) — total elongation at fracture, 

g) where appropriate, the name of the proving establishment. 


Table 10.6.1 Recommended rope construction 


Purpose 


Construction of rope 


Strands Wires 


a Section 6 
Steel wire ropes 


6.1 Scope 


6.1.7 Provision is made in this Section for the requirements 
for the manufacture, testing and certification of steel wire ropes 
intended to be used for general marine purposes, as well as 
permanent anchoring, mooring and marine lifting applications. 


6.2 General requirements 


6.2.1 For general marine purposes, such as stream wires, 
towlines and ship mooring lines, the construction is to be in 
accordance with Table 10.6.1. The construction, 
diameter and strength of steel wire ropes for permanent 
offshore applications, such as mooring, anchoring and lifting, 
are covered by other LR Rules. Alternative applications of wire 
ropes may be accepted, subject to special consideration. 


6.2.2 The manufacturer's plant and method of production 
are to be approved by LR. A list of approved manufacturers of 
steel wire ropes is published annually in the List of Approved 
Manufacturers of Materials. 


6.2.3 For shaped wire, for example, for large diameter 
ropes for permanent mooring, where there are no established 
Standards, the manufacturer is to provide evidence by way of 
test reports that specifications have been developed and 
agreed with the purchaser and LR for the purposes intended. 


6.3 Steel wire for ropes 


6.3.1 Steel wire is to be of homogeneous quality, uniform 
strength and free of defects likely to impair the manufacture 
and performance of the rope. 


6.3.2 For all ropes, the specified minimum tensile strength 
of the wire is to be 1420, 1570, 1770 or 1960 N/mm2. The 
specified minimum tensile strength of the wire is the 
designated grade for the rope, unless otherwise defined by 
the purchaser’s specification. The actual tensile strength of 
the wire is not to exceed 120 per cent of the specified 
minimum tensile strength. 


Construction of strands 
Core 


24 
37 
26 
34 
36 
Af 
30 
34 
36 
At 


Stream wires, towlines and 
mooring lines 


Towlines and mooring 
lines used in association 
with mooring winches 


[o> o> i ©> mm ©? ©? ©? ©? ©? OPO?) 


Fibre 15 over 9 over fibre core 

Fibre 18 over 12 over 6 over 1 

Fibre 10 over (5 + 5) over 5 over 
Fibre 12 over (6 + 6) over 6 over 
Fibre 14 over (7 + 7) over 7 over 
Fibre 16 over (8 + 8) over 8 over 
Fibre 18 over 12 over fibre core 


7X7 wire rope 
7X7 wire rope 
7 x7 wire rope 


4 over (7 
6 over 


+ 7) over 7 over 1 
+ 8) over 8 over 


8 4 
2 

2 over (6 + 6) over 6 over 
84 
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6.3.3 For new rope construction, the manufacturer is to 
carry out prototype testing suitable for the application of the 
rope and this is to include tests on wire used for the 
construction. 


6.3.4 Tensile and torsion tests, coating, and adhesion 
(wrap) tests are to be carried out on wire used for the 
manufacture of rope. 


6.3.5 At least 10 per cent of the spools used for the 
manufacture of the strand are to be tested. The manufacturer 
is to demonstrate that tests have been carried out on at least 
one wire intended for each of the outer and inner strands, and 
for each diameter and grade used. 


6.3.6 The heat number, wire diameter and strength of 
wire used for a particular construction are to be recorded by 
the manufacturer. 


6.3.7 Torsion tests are to be carried out on the wire by 
causing one or both of the securing vices to be revolved until 
fracture occurs (a tensile load not exceeding two per cent of 
the breaking load of the wire may be applied to keep the wire 
stretched). 


6.3.8 The uncoated wire is to withstand, without fracture, 
the number of complete twists given for Grades 1 or 3 in 
Table 10.6.2. 


6.3.9 The galvanised wire is to withstand, without fracture, 
the number of complete twists given in the specification, as 
agreed with the purchaser and LR. In the absence of a suitable 
specification, the results are to comply with Table 10.6.2. 


6.3.70 Hot dipped galvanised steel wire is to be used for 
the manufacture of ropes for marine applications. Depending 
upon the application, the coating may comply with any of the 
grades in Table 10.6.3. Grades 1 and 2 are heavy coatings. 
Grade 3 is the minimum coating weight where the galvanising 
is Carried out prior to final wire drawing. Uncoated wire may 
be considered for approved applications. 


6.3.17. The mass per unit area of the zinc coating is to be 
determined in accordance with a recognised National or 
International Standard. 


6.3.12 Zinc coating tests are to be carried out for each 
designated grade of wire. The manufacturer is to demonstrate 
that the coatings are continuous and uniform and suitable for 
the intended purpose. 


6.3.13 Unless otherwise specified by the purchaser, zinc 
coating tests are to be carried out on the wire prior to 
stranding. 


6.3.14 The adhesion of the coating is to be tested by 
wrapping the wire round a cylindrical mandrel for 10 complete 
turns. The ratio between the diameter of the mandrel and that 
of the wire is to be as in Table 10.6.4. After wrapping on the 
appropriate mandrel, the zinc coating is to have neither flaked 
nor cracked to such an extent that any zinc can be removed 
by rubbing with a cloth. 


Table 10.6.2 Torsion test 


Minimum number of twists 


Grade 2 


Diameter Grade 1 or 3 


coated wire 
mm Minimum strength Minimum strength 
N/mm2 N/mm2 

1570 1770 1420 1570 1770 1960 


<1,3 19 18 29 26 23 23 
21,3 <2,3 18 17 26 24 21 
22,3 <3,0 16 14 24 22 19 
23,0 <4,0 12 10 20 18 
24,0 <4,6 _ = 18 16 
24,6 <5,0 -_ = 16 14 
25,0 <6,0 _ -_ 14 11 


NOTE 
The minimum test length is 100d or 300 mm, where d is the wire 
diameter. 


Table 10.6.3 Zinc coating 


Diameter of Zinc coating, minimum g/m2 
coated wire 

mm Grade1 Grade 2 Grade 3 
20,20 <0,25 
20,25 <0,33 
20,33 <0,40 
20,40 <0,50 
20,50 <0,60 
20,60 <0,80 
20,80 <1,00 
21,00 <1,20 
21,20 <1,50 
21,50 <1,90 
21,90 <2,50 
22,50 <3,20 
23,20 <4,00 


Table 10.6.4 Wrap test for adhesion of coating 


Diameter of coated Maximum ratio of 
Coating wire mandrel to wire 
mm diameter 


Grade 1 and 2 41,5 4 


21,5 


6 
Grade 3 <1,5 2 
21,5 3 


6.4 Tests on completed ropes 


6.4.1 Every length of wire rope is to be subjected to a 
breaking strength test. 


6.4.2 A sample of sufficient length is to be provided for 
the breaking load test. The rope ends are to be enclosed in a 
suitable socket. Testing is to be carried out in accordance with 
a recognised National or International Standard. 
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6.4.3 The rope may be subject to cyclic loading for 
bedding purposes prior to testing. The rope is to be tested at 
a suitable strain rate in accordance with a recognised National 
or International Standard. 


6.4.4 The load is to be applied until one wire break is 
witnessed or 130 per cent of the minimum breaking load is 
recorded. The maximum recorded load is to be reported by 
the manufacturer. 


6.4.5 Tests in which a breakage occurs adjacent to and 
as a result of damage from the grips are to be rejected, if the 
applied load is less than the specified minimum requirement. 
The rope is to be retested to withstand the agreed minimum 
breaking load. 


6.4.6 With the exception of offshore mooring ropes, 
consideration may be given to determining the breaking load 
by summation or aggregating actual test results on individual 
wires, if facilities are not available for undertaking a breaking 
test on a production basis. A suitable spin factor or lay-up 
deduction allowance in accordance with a recognised 
National or International Standard for the applicable rope 
diameter, designated grade and construction is to be applied. 


6.4.7 Where spin factors or lay-up deduction allowances 
are proposed by the manufacturer, a report on suitable cyclic 
load testing of prototype ropes of the same construction, 
strength and diameter is to be approved by LR. In addition, 
the manufacturer is to show that a satisfactory breaking load 
test has been carried out in the previous two years, and 
witnessed by LR for the same rope construction, diameter 
and designated grade. 


6.4.8 LR may give special consideration to spin factors 
or lay deductions based on data extrapolated from smaller 
diameter ropes of the same construction, provided that these 
ropes have been tested in accordance with 6.4.7. 


6.4.9 All data arising from smaller diameter ropes for the 
extrapolation in 6.4.8 are to have been derived from tests 
carried out within two years of the manufacture of the larger 
diameter rope. 


6.4.10 — The finished rope is to have no more than one wire 
connecting weld in any length of 18d, where d is the diameter 
of the rope. 


6.5 Inspection 

6.5.1 A report on dimensional and visual examination is 
to be presented to the Surveyor by the manufacturer. The 
dimensions and discard criteria are to comply with an agreed 
National or International Standard. 

6.5.2 Visual and dimensional checks are to be carried out 
in the presence of the Surveyor. 


6.6 Identification 


6.6.1 All completed ropes are to be identified with 
attached labels detailing the rope type, diameter and length. 


6.7 Certification 


6.7.1 A manufacturer’s certificate, in accordance with 
Ch1,3.1.3(c), is to be issued. The certificate is to be validated 
by the manufacturer’s representative, who is to be indepen- 
dent of the production process and LR. 


6.7.2 Each test certificate is to contain the following 
particulars: 

e Purchaser’s name and order number. 
Details of the rope construction. 
Core material. 

Grade of zinc coating. 

Mechanical test results. 

Adhesion test results. 

Dimensions. 

Method of breaking load testing. 
Breaking load. 


a Section 7 
Fibre ropes 


7.1 Manufacture 


7.1.1 Fibre ropes intended as mooring lines may be 
made of coir, hemp, manila or sisal, or may be composed of 
synthetic (man-made) fibres. They may be three-strand 
(hawser laid), four-strand (shroud laid) or nine-strand (cable 
laid), but other constructions will be specially considered. 


7.1.2 Each length of rope is to be manufactured from 
suitable material of good and consistent quality. Rope 
materials should, in general, comply with a recognised 
National Standard. 


7.1.3 Synthetic fibre ropes are to be suitable for the 
purpose intended and should comply with a recognised 
standard. 


7.1.4 Weighting and loading matter is not to be added, 
and any lubricant is to be kept to a minimum. Any rot-proof- 
ing or water repellancy treatment is not to be deleterious to 
the fibre nor is it to add to the weight or reduce the strength 
of the rope. 


7.2 Tests of completed ropes 


7.2.1 The breaking load is to be determined by testing to 
destruction a sample cut from the completed rope. 


7.2.2 The minimum test length and the initial test load are 
to be as given in Table 10.7.1. After application of the initial 
load, the diameter and evenness of lay up of the sample are to 
be checked. The sample is then to be uniformly strained at 
the rate given in Table 10.7.1 until it breaks. 


7.2.3 The actual breaking load is to be not less than that 
given in an appropriate National Standard. 
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Table 10.7.1 Breaking load test 


Test length Initial load 
Material mm % 
minimum (see Note) 


Natural fibre 1800 2 150 + 50 


Rate of straining 
mm/min 


Synthetic fibre 900 1 100 max. 


NOTE 
Percentage of specified minimum breaking load. 


7.2.4 If the sample is held by grips and the break occurs 
within 150 mm of the grips, the test may be repeated, but not 
more than two tests may be made on any one coil. 


7.2.5 Where difficulty is experienced in testing a sample 
of a completed synthetic fibre rope, LR will consider alternative 
methods of testing. 


7.3 Identification 


7.3.1 Each coil of rope is to be identified with an attached 
label detailing the material, construction, diameter and length. 


7.4 Certification 


7.4.1 A manufacturer’s certificate, in accordance with 
Ch1,3.1.3(c), is to be issued. The certificate is to be validated 
by the manufacturer’s representative, who is to be indepen- 
dent of the production process and LR. 


7.4.2 Each test certificate is to include the following 
particulars: 

e Manufacturer’s name. 

e —_Purchaser’s name and order number. 

e —_ Rope type. 

° Dimensions. 

e Test length. 

e —_ Rate of straining. 

e Breaking load. 
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Section 

1 General 

2 Mechanical testing procedures 

3 Electrodes for manual and gravity welding 
4 Wire-flux combinations for submerged-arc 


automatic welding 


5 Wires and wire-gas combinations for manual, 
semi-automatic and automatic welding 


6 Consumables for use in electro-slag and 
electro-gas welding 


f Consumables for use in one-side welding with 
temporary backing materials 


8 Consumables for welding austenitic and duplex 
stainless steels 


9 Consumables for welding aluminium alloys 


O Section 7 


General 
1.1 Scope 
Teds Provision is made in this Chapter for the approval 


by Lloyd’s Register (hereinafter referred to as ‘LR’) of 

electrodes, wires, fluxes and other consumables intended for 

use in the welding of the following types of materials: 

(a) Steel of various grades as represented by Grade A 
through to Grade FH69, see Sections 3 to 7. 

(bo) A wide range of low-temperature service steels, see 
Sections 3 to 7. 

(c) Stainless steels including nitrogen strengthened grades 
and some of the duplex varieties, see Section 8. 

(d) Aluminium alloys, see Section 9. 


1.7.2 For this purpose, welding, consumables are 

categorised and subject to the special requirements of 

different Sections of this Chapter. 

(a) Covered electrodes for manual welding and gravity 
welding. 

(b) Combinations of wire and flux for automatic submerged- 
arc welding. 

(c) Combinations of wire and gas for gas metal-arc welding 
and wires for self-shielding welding. 

(d) Combinations for electro-slag and electro-gas welding. 

(e) Combinations with temporary backing materials for 
one-side welding. 

(f} | Consumables for welding austenitic and duplex stainless 
steels. 

(g) Combinations for welding aluminium. 


1.2 Grading 


T2A Consumables for welding structural steels are 
graded into ten strength levels, and each of these is further 
subdivided into several levels in respect of notch toughness. 
The five basic levels of toughness are indicated by a number 
(1 to 5). Normal tensile strength is indicated by ‘N’. Higher 
tensile strength is indicated by ‘Y’, and if the yield strength is 
higher than 375 N/mmé the Y is followed by a number (40 to 
69), as shown in Table 11.1.1. 


1.2.2 In addition to the grade, consumables are also 
allocated a suffix indicating the welding technique used. 
These are defined in the context of the following Sections of 
this Chapter. 


1.2.3 Consumables for structural and low temperature 
service steels may be controlled low hydrogen and approved 
as such. Grade marking H15, H10 or H5 will be applied, as 
appropriate. 


1.2.4 For joining higher strength steels, approval granted 
for 1Y consumables will be limited to maximum material 
thickness of 25 mm. 


1.2.5 Test assemblies are not to be subjected to any heat 
treatment, except in those higher strength grades where it is 
considered necessary to use the welded joint in the stress 
relieved (tempered) condition. In those cases, the code ‘sr’ 
will be added to the approval grade. 


1.2.6 Further details of grading are given in subsequent 
Sections of this Chapter. 


1.3 Manufacture 


LO The manufacturer’s plant and method of production 
of welding consumables are to be such as to ensure 
reasonable uniformity in manufacture. 


1.4 Approval procedures 


1.4.1 Welding consumables will be approved subject to 
a satisfactory inspection of the works by the Surveyor for 
compliance with the test requirements detailed in subsequent 
Sections in this Chapter. 


1.4.2 The test assemblies are to be prepared under the 
supervision of the Surveyor, and using samples selected by 
him. All tests are to be carried out in his presence. 


1.4.3 For Charpy V-notch tests, a set of three test 
specimens is to be prepared and the average energy value is 
to comply with the requirements of subsequent Sections in 
this Chapter. One individual value may be less than the 
required average value provided that it is not less than 70 per 
cent of this value. 


1.4.4 Where chemical analysis is required for approval, 
the results of the analysis are not to exceed the limit values 
specified in the standards or by the manufacturer, the 
narrower tolerances being applicable in each case. 
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Table 11.1.1 Welding consumable grades 
appropriate to structural and low 


temperature service steel grades 


Consumable Suitable for steel grades 
grade (see Notes) 


1. Ship Grade Steels (Ch 3,2 and Ch 3,3) 


AH27S 
DH27S 
EH27S 


AH36 
DH36 
EH36 
FH36 


AH40 
DH40 
EH40 
FH40 


AH42 
DH42 
EH42 
FH42 


AHS0 
DHS0O 
EHS0 
FHS50 


AH55 
DH55 
EH55 
FH55 


AH62 
DH62 
EH62 
FH62 


Temperature Service Steels (Ch 3,6) 


11/2 Ni 
31/2 Ni 
5 Ni 
9 Ni 


. Steel grades shown in bold italic type include the equivalent 

(LT-xxxx) low temperature service grades referenced in Ch 3,6. 

. The Table applies to the multi-run welding techniques (i.e. m, 
S, M). 

. Approval of consumables intended for welding high strength 
steels in Ch 3,10 also includes the standard ship steel grades 
as shown in bold italic type and equivalent low temperature 
service steel grades referenced in Ch 3,6. 


1.4.5 LR may require, in any particular case, such 
additional tests or requirements as may be necessary. 


1.4.6 A List of Approved Welding Consumables is 
published by LR. 


1.4.7 LR is to be notified of any alteration proposed to be 
made in the process of manufacture subsequent to approval. 
Sufficient detail is to be provided to determine the need for 
further testing to maintain the approval. 


1.4.8 Consideration will be given to alternative procedures 
for approval in the case of manufacturers producing 
consumables under the control of another manufacturer or 
plant already having approval of one or more products. 


1.5 Annual inspection and tests 


7.5.1 All establishments where approved welding 
consumables are manufactured, and the associated quality 
control procedures, are to be subjected to annual inspection. 
On these occasions, samples of the approved consumables 
are to be selected by the Surveyor and subjected to the tests 
detailed in subsequent Sections in this Chapter. These are to 
be completed and reported before the end of the one year 
period beginning at the initial approval date, and repeated 
annually so as to provide at least an average of one annual 
test per year. 


1.6 Changes in grading 


1.6.1 Changes in grading of welding consumables will be 
considered only at the manufacturer’s request, preferably at 
the time of annual testing. For upgrading in connection with 
impact properties, and uprating in connection with tensile 
properties, tests from butt weld assemblies will be required in 
addition to the normal annual approval tests. For upgrading 
in connection with hydrogen testing, specific tests will be 
required in accordance with ISO 3690. Downgrading and 
downrating may be imposed by LR where tests and re-tests 
fail to meet the requirements of this Chapter. 


1.7 Manufacturers’ Quality Assurance Systems 


1.7.4 As an alternative to 1.5, manufacturers may seek 
maintenance of approval based on acceptance by LR of their 
‘in house’ quality assurance system, and by regular audit of 
that system carried out in accordance with procedures 
approved by LR. 


1.8 Certification 


1.8.1 Each carton or package of approved consumables 
is to contain a certificate from the manufacturer, generally in 
accordance with the following: ‘The <insert name of manu- 
facturer> company certifies that the composition and quality 
of these consumables conform with those of the consum- 
ables used in making the test pieces submitted to and 
approved by the approval bodies nominated on the label of 
this package.’ 
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a Section 2 
Mechanical testing procedures 


2.1 Dimensions of test specimens 


2.1.1 Dimensions of test pieces for deposited metal 
tensile tests, butt weld tensile tests, bend tests and Charpy 
V-notch impact test are to machined to the dimensions and 
tolerances detailed in Chapter 2. 


2.2 Testing procedures 


2.2.1 The procedures used for all tensile and impact tests 
are to comply with the requirements of Chapter 2. 


2.2.2 Butt weld bend test specimens are to be tested at 
ambient temperature and are to be bent through an angle of 
120° over a former having a diameter which relates to the 
thickness of the test specimen as detailed in subsequent 
Sections. For each pair of bend test specimens, one 
specimen is to be tested with the face of the weld in tension 
and the other with the root of the weld in tension. 


2.2.3 Macro examinations are to be carried out on 
polished and etched specimens at a maximum magnification 
not exceeding x10. The examination is to ensure complete 
fusion, inter-run penetration and freedom of defects. 


2.3 Re-testing procedures 


2.3.1 Re-testing procedures are to comply with Ch 2,1.4. 


a Section 3 
Electrodes for manual and gravity 


welding 
3.1 General 
3.1.1 Dependent on the results of the mechanical and 


other tests, approval will be allocated as one of the grades 
from Table 11.1.1. 


3.1.2 Approval of an electrode will be given in conjunc- 
tion with a welding technique indicated by a suffix ‘m’ for 
manual welding, ‘G’ for gravity or contact electrode and ‘p’ 
for deep penetration electrode. 


3.1.3 If the electrodes are in compliance with the require- 
ments of the hydrogen test given in 3.4, a suffix ‘H15’ or ‘H10’ 
or ‘Hd’ will be added to the grade mark. Table 11.3.1 shows the 
mandatory levels of low hydrogen approval for the various 
approval grades. 


3.1.4 For each strength level, electrodes which have satis- 
fied the requirements for a higher toughness grade are 
considered as complying with the requirements for a lower grade. 


Table 11.3.1 Minimum low hydrogen approval 
requirements for manual and gravity 
electrodes 


Approval grades Low hydrogen grade required 


1 (1N), 2 (2N), 3 (BN) NR 

2Y, 3Y, 4Y H15 (see Note 2) 
2Y40 to 5Y40 
2Y47 to 4Y47 


8Y42 to 5Y42 
3Y46 to 5Y46 
8Y50 to 5Y50 
8Y55 to 5Y55 
8Y62 to 5Y62 
8Y69 to 5Y69 


NR (see Note 3) 
NR (see Note 3) 


R — Not required. Approval may be obtained when 

requested. 

. Optional in this case. If low hydrogen approval is not obtained, 

there is a limitation on the carbon equivalent of the steel which 

is permitted to be welded. 

. Assumes use of an austenitic, non-transformable, filler 
material. 


3.7.5 Electrodes approved for normal and higher strength 
levels up to and including ‘Y’ are also considered suitable for 
welding steels in the three strength levels below that for which 
they have been approved. 


S16 Electrodes approved for strength levels Y40 to Y50, 
but excluding Y47 are also considered suitable for welding 
steels in two strength levels below that for which they have 
been approved. 


3.1.7 Electrodes approved for strength levels Y47, Y55 and 
above are also considered suitable for welding steels in only one 
strength level below that for which they have been approved. 


3.1.8 The welding current used is to be within the range 
recommended by the manufacturer and, where an electrode 
is stated to be suitable for both a.c. and d.c., a.c. is to be 
used for the preparation of the test assemblies. 


3.1.9 Where an electrode is submitted only for approval 
for fillet welding and to which the butt weld test provided in 
3.3 is not considered applicable, approval tests are to consist 
of the fillet weld tests as given in 3.5 and deposited metal 
tests with chemical analyses as given in 3.2. 
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3.2 Deposited metal test assemblies 


3.2.1 The deposited metal test assemblies are to be 
prepared in the downhand position as shown in Fig. 11.3.1, 
one with 4 mm diameter electrodes and the other with 8 mm 
diameter electrodes, or the largest size manufactured if this is 
less than 8 mm diameter. If an electrode is available in one 
diameter only, one test assembly is sufficient. Any of the 
grades of steel in Table 11.1.1 may be used for the preparation 
of these assemblies, up to a strength level which is not more 
than two levels above that for which approval is sought. 


3.2.2 For Y47 grades, as an alternative to Fig. 11.3.1, the 
thickness of the plate used for the test assembly may be 
taken as 50 mm. 


Charpy V-notch 
specimens taken at 


mid depth of weld Notch perpendicular 


to surface of plate 


Line of cut for 
tensile test 


3450/03 


Fig. 11.3.1 Deposited metal test assembly 


3.2.3 The weld metal is to be deposited in single- or 
multi-run layers according to normal practice, and the 
direction of deposition of each layer is to alternate from each 
end of the plate, each run of weld metal being not less than 
2mm and not more than 4 mm thick. Between each run, the 
assembly is to be left in still air until it has cooled to less than 
250°C, the temperature being taken in the centre of the weld, 
on the surface of the seam. After being welded, the test 
assemblies are not to be subjected to any heat treatment, 
except in those higher strength grades where it is considered 
necessary to use the welded joint in the stress-relieved 
(tempered) condition. In those cases, the code ‘sr’ will be 
added to the approval grading. 


3.2.4 The chemical analysis of the deposited weld metal 
in each deposited metal test assembly is to be supplied by 
the manufacturer and is to include the content of all signifi- 
cant alloying elements. The results of the analysis are not to 
exceed the limit values specified in the standards or by the 
manufacturer, the narrower tolerances being applicable in 
each case. 


3.2.5 One tensile and three impact test specimens are to 
be taken from each test assembly as shown in Fig. 11.3.1. 
Care is to be taken that the axis of the tensile test specimen 
coincides with the centre of the weld and the mid-thickness of 
the plates. The impact test specimens are to be cut 
perpendicular to the weld, with their axes 10 mm from the 
upper surface. The notch is to be positioned in the centre of 
the weld and cut in the face of the test specimen 
perpendicular to the surface of the plate. 


3.2.6 The results of all tests are to comply with the 
requirements of Table 11.3.2 as appropriate. 


3.3 Butt weld test assemblies 


3.3.1 Butt weld assemblies, as shown in Fig. 11.3.2, are 
to be prepared for each welding position (downhand, horizontal- 
vertical, vertical-upward, vertical-downward, and overhead) 
for which the electrode is recommended by the manufacturer. 
In the case of electrodes for normal strength and higher 
strength steels (up to 355 N/mm? minimum specified yield 
strength), electrodes satisfying the requirements for down- 
hand and vertical-upward positions will be considered as also 
complying with the requirements for the horizontal-vertical 
position. In all other cases, approval for the horizontal- 
vertical position will require a butt weld to be made in that 
position and fully tested. 


3.3.2 For Y47 grades, as an alternative to Fig. 11.3.2 the 
thickness of the plate used for the test assembly may be 
taken as 50 mm. 


3.3.3 Where the electrode is to be approved only in the 
downhand position, an additional test assembly is to be 
prepared in that position. 


3.3.4 The grades of steel used for the preparation of the 
test assemblies are to be as follows: 


Grade 1 (1N) electrodes A 
Grade 2 (2N) electrodes A, BorD 
Grade 3 (BN) electrodes A, B, D or E 


AH82, AH36, DH82 or 
DH36 
AH82, AH36, DH32, 
DH36, EH82 or EH36 
Grade 4Y electrodes AH32 
AHS6, DH32, 

DH36, EH382, 

EH86, FH32 or FH36 


Grade 2Y electrodes 


Grade 8Y electrodes 


Grade 2Y40 electrodes 
Grade 3Y40 electrodes 
Grade 4Y40 electrodes 


AH40 or DH40 
AH40, DH40 or EH40 
AH40, DH40, EH40 or 


FH40 

Grade 5Y40 electrodes AH40, DH40, EH40 or 
FH40 

Grade 2Y47 electrodes AH47, DH47 


Grade 3Y47 electrodes 
Grade 4Y47 electrodes 


AH47, DH47, EH47 
AH47, DH47, EH47 
or FH47 
Where Grade 32 higher tensile steel is used, the tensile 
strength is to be not less than 490 N/mm?. The chemical 
composition, including the content of grain refining elements, 
is to be reported in all cases where higher tensile steel is used. 


4 
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30° 


Discard 


Charpy V-notch 


>| 


Transverse tensile 


50mm 


|< 


Face bend 


Root bend 


30 mm | 30 mm 


Py 


Discard 


2-3 mm 


100 mm min. 


100 mm min. 


Fig. 11.3.2 Butt weld test assembly 


3.3.5 For all other grades, the steel plates used are to be 
selected by reference to Table 11.1.1, and are to have at least 
their chemical composition and tensile properties within the 
limits specified for that grade in Chapter 3. The strength grade 
used is to be the same as that for which approval is sought, 
and the toughness grade is to be no higher than that for which 
approval is also sought. 


3.3.6 The test assemblies are to be made by welding 
together two plates of equal thickness (15 to 20 mm), not less 
than 100 mm in width and of sufficient length to allow the 
cutting out of test specimens of the prescribed number and 
size. The plate edges are to be prepared to form a single 
V-joint, the included angle between the fusion faces being 60° 
and the root gap 2 to 3 mm. The root face is to be 0 to 2 mm. 


3.3.7 The following welding procedure is to be adopted 

in making the test assemblies: 
Downhand (a). The first run with 4 mm diameter 
electrode. Remaining runs (except the last two layers) 
with 5 mm diameter electrodes or above according to 
the normal welding practice with the electrodes. The 
runs of the last two layers with the largest diameter of 
electrode manufactured or 8 mm whichever is the 
lesser. 


Downhand (b) (where a second downhand test is 
required). First run with 4 mm diameter electrode. Next 
run with an electrode of intermediate diameter of 5 mm 
or 6 mm, and the remaining runs with the largest 
diameter of electrode manufactured or 8 mm whichever 
is the lesser. 

Horizontal-vertical. First run with 4 mm or 5 mm diameter 
electrode. Subsequent runs with 5 mm diameter 
electrodes. 

Vertical-upward and overhead. First run with 
38,25 mm diameter electrode. Remaining runs with 
4 mm diameter electrodes or possibly with 5 mm if this 
is recommended by the manufacturer for the positions 
concerned. 

Vertical-downward. If the electrode being tested is 
intended for vertical welding in the downward direction, 
this technique is to be adopted for the preparation of 
the test assembly using electrode diameters as recom- 
mended by the manufacturer. 


3.3.8 For all assemblies, the back sealing runs are to be 
made with 4 mm diameter electrodes in the welding position 
appropriate to each test sample, after cutting out the root run 
to clean metal. For electrodes suitable for downhand welding 
only, the test assemblies may be turned over to carry out the 
back sealing run. 


3.3.9 Normal welding practice is to be used and, 
between each run, the assembly is to be left in still air until it 
has cooled to less than 250°C, the temperature being taken in 
the centre of the weld, on the surface of the seam. After being 
welded, the test assemblies are not to be subjected to any 
heat treatment, except in those higher strength grades where 
it is considered necessary to use the welded joint in the 
stress-relieved (tempered) condition. In those cases, the code 
‘sr’ will be added to the approval grading. 


3.3.10 — It is recommended that the welded assemblies be 
subjected to a radiographic examination to ascertain if there 
are any defects in the weld prior to the preparation of test 
specimens. 


3.3.11 The test specimens as shown in Figs. 11.3.2 and 
11.3.3 are to be prepared from each test assembly. 


Test specimen taken from 
middle of plate thickness 


Notch perpendicular 
to surface of plate 


15-20 mm 


Fig. 11.3.3 
Butt weld test assembly position of 
impact test specimens 
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Table 11.3.2 


Grade 
(see Note 3) 


Yield stress 
N/mm2 minimum 


Tensile strength 
N/mm? 
(see Note 1) 


Requirements for deposited metal tests (covered electrodes) 


Elongation on 50 mm 
% minimum 


Charpy V-notch impact tests 


Test temperature 
°C 


Average energy 
(see Note 2) 
J minimum 


1N, 2N, 3N 
TY, 2Y, 3Y, 4Y 


2Y40, 3Y40, 
4Y40, 5Y40 


2Y47, 3Y47, 4Y47 


3Y46 
3Y50 
3Y55 
3Y62 
3Y69 


305 
375 
400 


460 


400 — 560 
490 — 660 
510 — 690 


570 — 720 


510 — 690 
530 — 680 
570 — 720 
610-770 
670 — 830 
720 — 890 
770 — 940 


22 
22 
22 


+20, 0, -20 
+20, 0, -20, -40 
0, -20, -40, -60 


0, -20, -40 


47 
47 
47 


4Y40 510 — 690 
4Y42 420 530 — 680 
4Y46 460 570 — 720 
4Y50 500 610-770 
4Y55 550 670 — 830 
4Y62 620 720 — 890 
4Y69 690 770 — 940 


5SY40 400 
5Y42 420 
SY46 460 
SY5O0 500 
SY55 550 
5Y62 620 
5SY69 690 


510 — 690 
530 — 680 
570 — 720 
610-770 
670 — 830 
720 — 890 
770 — 940 


11/2 Ni 375 460 
31/2 Ni 375 420 
5Ni 375 500 
9 Ni 375 600 


NOTES 
1. Single values are the minimum requirements. 


2. Energy values from individual impact test specimens are to comply with 1.4.3. 
3. Grade 1Y is not applicable to SMAW consumables referenced in Section 3. 


3.3.12 The results of all tensile and impact tests are to 
comply with the requirements of Table 11.3.3 as appropriate. 
The position of fracture in the transverse tensile test is to be 
reported. 


3.3.13 The bend test specimens can be considered as 
complying with the requirements if, after bending, no crack or 
other open defect exceeding 3 mm in dimensions can be 
seen on the outer surface. 


3.4 Hydrogen test 


3.4.1 The hydrogen gradings are specified in 3.1.3. The 
hydrogen grading required determines the method of testing 
permitted as shown in Table 11.3.4. Where ISO 3690 is used 
as the testing method, three test specimens are to be 
prepared and tested, and all three hydrogen test results must 
be below the maximum value for the hydrogen mark required. 


3.5 Fillet weld test assemblies 


3.5.1 Fillet weld assemblies as shown in Fig. 11.3.4 are to 
be prepared for each welding position (horizontal-vertical, 
vertical-upward, vertical-downward or overhead) for which the 
electrode is recommended by the manufacturer. The grade of 
steel used for the test assemblies is to be as detailed in 3.3.4. 
The length of the test assembly, L, is to be sufficient to allow at 
least the deposition of the entire length of the largest 
diameter electrode being tested. Where an electrode is 
submitted for approval of both butt and fillet welding, approval 
tests are to include the deposited metal tests as given in 3.2, 
the butt weld tests as given in 3.3, and only one fillet weld test 
as given in subsequent paragraphs of this sub-Section welded 
in the horizontal-vertical position. 
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Table 11.3.3 Requirements for butt weld tests (covered electrodes) 


Charpy V-notch impact tests 


Bend test Average energy 
Grade Tensile strength ratio: (see Note 1) 
(see Note 3) N/mm2 D Test temperature J minimum 


za m 


All positions 
(see Note 2) 


1N, 2N, 3N 400 +20, 0, -20 47 (34) 


TY, 2Y, 3Y, 4Y 490 +20, 0, -20, -40 47 (34) 


2Y40, 3Y40, 4Y40, 5Y40 510 0, -20, -40, -60 47 


2Y47, 3Y47, 4Y47 570 — 720 | 0, -20, -40 


3Y40 510 

3Y42 530 — 680 
3Y46 570 — 720 
3Y50 610-770 
3Y55 670 — 830 
3Y62 720 — 890 
3Y69 770 — 940 


4Y40 510 

4Y42 530 — 680 
4Y46 570 — 720 
4Y50 610-770 
4Y55 670 — 830 
4Y62 720 — 890 
4Y69 770 — 940 


5Y40 510 

5Y42 530 — 680 
5SY46 570 — 720 
SY50 610-770 
SY55 670 — 830 
5Y62 720 — 890 
5SY69 770 — 940 


11/2 Ni 490 
31/2 Ni 450 
5 Ni 540 
9Ni 640 


NOTES 

1. Energy values from individual impact test specimens are to comply with 1.4.3. 

2. Values in () apply only to welds made in the vertical position with upward progression. 
3. Grade 1Y is not applicable to SMAW consumables referenced in Section 3. 


Table 11.3.4 Permitted methods for obtaining low 
hydrogen grading 


Hydrogen Grade Permitted Method 


H15 ISO 3690 (or Glycerine) 
(See Note) 
H10 ISO 3690 


H5 ISO 3690 


L 
Approximately 3 


NOTE 
ISO method preferred. 


ig. 11.3.4 Fillet weld test assembly 


35:2 For Y47 grades, as an alternative to Fig. 11.3.4, the 
thickness of the plate used for the test assembly may be 
taken as 50 mm. 
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3.5.3 The electrode sizes to be used are the maximum 
and minimum diameters recommended by the manufacturer 
for fillet welding. The first side is to be welded using the 
maximum diameter. The second side is to be welded only 
after the assembly has been allowed to cool below 50°C 
using the minimum diameter. The size of these single run fillet 
welds will, in general, be determined by the electrode size and 
the welding current employed during testing and should 
represent the range of fillet weld bead sizes recommended by 
the manufacturer. 


3.5.4 Each test assembly is to be sectioned to form three 
macro-sections, each about 25 mm thick. These are to be 
examined for root penetration, satisfactory profile, freedom 
from cracking and reasonable freedom from porosity and slag 
inclusions. Any undercut is not to exceed 0,5 mm in depth. 
Convexity or concavity of the profile is not to exceed one- 
tenth of the fillet bead throat dimension. All such observations 
are to be reported. 


3.515 Hardness measurements are to be made on the 


central macro-section only, as shown in Fig. 11.3.5. The 
results are to be reported. 


Position of 
hardness tests 


3450/04 


Fig. 11.3.5 
Hardness tests for fillet weld test assembly 


3.5.6 One of the remaining sections of the assembly is to 
have the weld on the first side gouged or machined to 
facilitate breaking the fillet weld on the second side by closing 
the two plates together, subjecting the root of the weld to 
tension. On the other remaining section, the weld on the 
second side is to be gouged or machined and the section 
fractured using the same procedure. The fractured surfaces 
are to be examined. They are to show satisfactory penetra- 
tion, freedom from cracks and reasonable freedom from 
porosity and this should be reported. 


3.6 Electrodes designed for deep penetration 
welding 
3.6.1 Where an electrode is designed solely for the deep 


penetration welding of downhand butt joints and horizontal- 
vertical fillets in normal tensile strength steel, only the tests 
detailed in 3.7 and 3.8 are required for approval purposes. 


3.6.2 Electrodes designed solely for the deep penetration 
welding technique will be approved as complying with 
Grade 1 requirements only and will be given the suffix ‘p’. 


3.6.3 Where a manufacturer recommends that an 
electrode having deep penetrating properties can also be 
used for downhand butt welding of thicker plates with 
prepared edges, the electrode will be treated as a normal 
penetration electrode, and the full series of tests in the down- 
hand position is to be carried out, together with the deep 
penetration tests given in 3.7 and 3.8. 


3.6.4 Where a manufacturer desires to demonstrate that 
an electrode, in addition to its use as a normal penetration 
electrode, also has deep penetrating properties when used 
for downhand butt welding and horizontal fillet welding, the 
additional tests given in 3.7 and 3.8 are to be carried out. 


3.6.5 Electrodes approved for both normal and deep 
penetration welding will have the suffix ‘p’ added after the 
appropriate grade mark for normal penetration welding. 


3.6.6 Where the manufacturer prescribes a different 
welding current and procedure for the electrode when used 
as a deep penetration electrode and a normal penetration 
electrode, the recommended current and procedure are to be 
used when making the test assemblies in each case. 


3.7 Deep penetration butt weld test assemblies 


3.7.1 Two plates of thickness equal to twice the diameter 
of the core of the electrode plus 2 mm are to be butt welded 
together with one downhand run of welding from each side. 
The plates are to be not less than 100 mm wide and of 
sufficient length to allow the cutting out of the test specimens 
of the correct number and size as shown in Fig. 11.3.6. Grade 
A steel is to be used for these test assemblies. The joint edges 
are to be prepared square and smooth and, after tacking, the 
gap is not to exceed 0,25 mm. The test assembly is to be 
welded using an 8 mm diameter electrode, or the largest 
diameter manufactured if this is less than 8 mm and the 
assembly is to be allowed to cool below 50°C between runs. 


3.7.2 The test specimens as shown in Figs. 11.3.3 and 
11.3.6 are to be prepared from each test assembly. 


3.7.3 The results of tensile and impact tests are to 
comply with the requirements of Table 11.3.3 for Grade 1 
electrodes. The position of fracture in the tensile test is to be 
reported. The bend test specimens are to be in accordance 
with 3.3.13. 


3.7.4 The discards at the end of the welded assemblies 
are to be not more than 35 mm wide. The joints of these 
discards are to be polished and etched and must show 
complete fusion and inter-penetration of the weld beads. At 
each cut in the test assembly, the joints are also to be 
examined to ensure that complete fusion has taken place. 
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Thickness of plate twice 
core of electrode plus 2 mm 


Discard 


385 mm 


Charpy V-notch 


B| 


Face bend 


ot 


Root bend 


E 
= 
fo) 
cop) 
= 
= 
fo) 
oP) 


|< 


Transverse tensile 


50 mm 


Transverse tensile 


Discard 


0,25 mm max. 
——— >} 


100 mm min. 100 mm min. 


Fig. 11.3.6 
Deep penetration butt weld test assembly 


3.8 Deep penetration fillet weld test assemblies 


3.8.1 A fillet weld assembly is to be prepared as shown in 
Fig. 11.3.7 with plates about 12,5 mm in thickness. The 
welding is to be carried out with one run for each fillet with 
plate A in the horizontal plane during the welding operations. 
The length of the fillet is to be 160 mm and the gap between 
the plates is to be not more than 0,25 mm. Grade A steel is to 
be used for these test assemblies. 


3.8.2 The fillet weld on one side of the assembly is to be 
carried out with a 4 mm diameter electrode, and that on the 
other side with the maximum diameter of electrode manufac- 
tured. The welding current used is to be within the range 
recommended by the manufacturer, and the welding is to be 
carried out using normal welding practice except that the 
assembly is to be allowed to cool below 50°C between runs. 


Maximum size of 
electrode manufactured 


/ 


F 
we FN 


~L|- a 
a ee 


Plate A 
4mm min. Penetration to 
be reported 


Fig. 11.3.7 
Deep penetration fillet weld test assembly 


3.8.3 The welded assembly is to be cut by sawing or 
machining within 85 mm of the ends of the fillet welds, and 
the joints are to be polished and etched. The welding of the 
fillet made with a 4 mm diameter electrode is to show a 
penetration of 4 mm (see Fig. 11.3.7) and the corresponding 
penetration of the fillet made with the maximum diameter of 
electrode manufactured is to be reported. 


3.9 Electrodes designed for gravity or contact 
welding 


S94. Approval for welding using the gravity, ‘G’, 
technique is available for welding only normal strength and 
higher tensile steels up to and including Grade 36. 


3.9.2 Where an electrode is submitted solely for approval 
for use in contact welding using automatic gravity or similar 
welding devices, deposited metal tests, butt weld tests and, 
where appropriate, fillet weld tests similar to those for normal 
manual electrodes are to be carried out using the process for 
which the electrode is recommended by the manufacturer. 


3.9.3 Where an electrode is submitted for approval for 
use in contact welding using automatic gravity or similar 
welding devices in addition to normal manual welding, butt 
weld and, where appropriate, fillet weld tests, using the 
gravity or other contact device as recommended by the 
manufacturer, are to be carried out in addition to the normal 
approval tests. 


3.10 Annual tests 


3.10.1 For normal penetration electrodes, the annual tests 
are to consist of two deposited metal test assemblies. These 
are to be prepared and tested in accordance with 3.2. If an 
electrode is available in one diameter only, one test assembly 
is sufficient. 
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3.10.2 Where an electrode is approved solely for deep 
penetration welding, the annual test is to consist of one butt 
welded test assembly. This is to be prepared and tested in 
accordance with 3.7. 


3.10.3 Where an electrode is approved for both normal 
and deep penetration welding, annual tests as detailed in 
3.10.1 and 3.10.2 are to be carried out. 


3.10.4 Where an electrode is approved solely for gravity or 
contact welding, the annual test is to consist of one deposited 
metal test assembly using the gravity or other contact device 
as recommended by the manufacturer. 


3.10.5 | Where an electrode is approved for both manual 
and gravity welding, annual tests as detailed in 3.10.1 and 
3.10.4 are to be carried out. 


| Section 4 
Wire-flux combinations for 
submerged-arc automatic welding 


4.1 General 


4.1.1 Wire-flux combinations for single and multiple 
electrode submerged-arc automatic welding, without the use 
of temporary backing, are divided into the following two 
categories: 

e For use with the multi-run technique. 

e For use with the two-run technique. 

Where particular wire-flux combinations are intended for 
welding with both techniques, tests are to be carried out for 
each technique. 


4.1.2 Dependent on the results of mechanical and other 
tests, approval will be allocated as one of the grades from 
Table 11.1.1. 


4.1.3 The suffixes T or M will be added after the grade 
mark to indicate approval for the two-run technique or, multi- 
run technique respectively. 


4.1.4 Wire-flux combinations satisfying the requirements 
for multi-run or two-run techniques will also be approved for 
fillet welding in the downhand and horizontal-vertical position, 
subject to agreement by the manufacturer. 


4.1.5 If the consumable combination is in compliance 
with the requirements of the hydrogen test given in 3.4, a 
suffix H15, H10 or H5 will be added to the grade. Table 11.4.1 
shows the mandatory levels of low hydrogen approval for the 
various approval grades. 


4.1.6 For each strength level, wire-flux combinations which 
have satisfied the requirements for a higher toughness grade 
are considered as complying with the requirements for a lower 
grade. 


Table 11.4.1 Minimum low hydrogen approval 
requirements for wire-flux 


combinations 


‘H’ grade 
for Multi-run 


‘H’ grade for 


Approval grade Two-run 


1 (1N), 2 (2N), 3 (BN) 
TY, 2Y, 3Y, 4Y 

2Y40 to 5Y40 
2Y47 to 4Y47 


3Y42 to 5Y42 
3Y46 to 5Y46 
3Y50 to SYSO 
3Y55 to SY55 
3Y62 to SY62 
3Y69 to SY69 


11/2 Ni 
31/2 Ni 
5 Ni (see Note 2) 
9 Ni (see Note 2) 


NOTES 

1. NR-Not required. Approval can be obtained when requested. 

2. Assumes use of an austenitic, non-transformable, filler 
material. 


4.1.7 Wire-flux combinations approved with multi-run 
technique for normal and higher strength levels up to and 
including ‘Y’ are also considered suitable for welding steels in 
the three strength levels below that for which they have been 
approved. 


4.1.8 Wire-flux combinations approved with multi-run 
technique for strength levels Y40 to Y50, but excluding Y47 
are also considered suitable for welding steels in two strength 
levels below that for which they have been approved. 


4.1.9 Wire-flux combinations approved with multi-run 
technique for strength levels Y47, Y55 and above are also 
considered suitable for welding steels in only one strength 
level below that for which they have been approved. 


4.1.10 Wire-flux combinations with two-run technique 
approval are not considered suitable for welding steels of any 
other strength level with that technique, see 4.5.1. 


4.1.11. The welding current may be either a.c. or d.c. (elec- 
trode positive or negative) according to the recommendation 
of the manufacturer. If both a.c. and d.c. are recommended, 
a.c. is to be used for the tests. 


4.1.12 Wire-flux combinations for multiple electrode 
submerged-arc welding will be subject to separate approval 
tests. These are to be carried out generally in accordance with 
the requirements of this Section. 


4.1.13 Wire-flux combinations are not naturally low 
hydrogen in character, but for the lower strength grades of 
steel low hydrogen testing is not normally a requirement for 
approval. With higher strength steels it is more important and 
Table 11.4.1 shows the mandatory minimum low hydrogen 
status required for approval of wire-flux combinations. 
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4.2 Approval tests for multi-run technique 


4.2.1 Where approval for use with the multi-run technique 
is requested, deposited metal and butt weld tests are to be 
carried out. 


4.3 Deposited metal test assemblies (multi-run 
technique) 
4.3.1 One deposited metal test assembly is to be 


prepared as shown in Fig. 11.4.1, using any of the grades of 
steel in Table 11.1.1 up to a strength level which is not more 
than two levels above that for which approval is sought. 


4.3.2 For Y47 grades, as an alternative to Fig. 11.4.1, the 
thickness of the plate used for the test assembly may be 
taken as 50 mm. 


4.3.3 The bevelling of the plate edges is to be carried out 
by machining or mechanised gas cutting. In the latter case 
any remaining scale is to be removed from the bevelled 
edges. 


4.3.4 Welding is to be in the downhand position, and the 
direction of deposition of each run is to alternate from each 
end of the plate. After completion of each run, the flux and 
welding slag are to be removed. Between each run, the 
assembly is to be left in still air until it has cooled to less than 
250°C, the temperature being taken in the centre of the weld, 
on the surface of the seam. The thickness of the layer is to be 
not less than the diameter of the wire nor less than 4 mm, 
unless it is clearly stated as part of the consumable 
manufacturer’s published recommendations. 


4.3.5 The welding conditions (amperage, voltage and rate 
of travel) are to be in accordance with the recommendations of 
the manufacturer and are to conform with normal good welding 
practice for multi-run welding. 


4.3.6 The chemical analysis of the deposited weld metal in 
each test assembly is to be supplied by the manufacturer and 
is to include the content of all significant alloying elements. The 
results of the analysis are not to exceed the limit values 
specified in the standards or by the manufacturer, the narrower 
tolerances being applicable in each case. 


4.3.7 Two longitudinal tensile and three impact test 
specimens are to be taken from each test assembly as shown 
in Fig. 11.4.1. Care is to be taken that the axes of the tensile 
test specimens coincide with the centre of the weld and the 
mid-thickness of the plates. The impact test specimens are 
to be cut perpendicular to the weld with their axes 10 mm 
from the upper surface. The notch is to be positioned in the 
centre of the weld and cut in the face of the test specimen 
perpendicular to the surface of the plate. 


4.3.8 In those cases where two-run technique approval is 
also sought, only one longitudinal tensile specimen need be 
prepared and tested from this assembly. 


4.3.9 The results of all tests are to comply with the 
requirements of Table 11.4.2, as appropriate. 


Longitudinal 
tensile test 


Chemical analysis 


Longitudinal 
tensile test 


Line of cut 
™ 


30mm _| 


Fig. 11.4.1 Deposited metal test assembly 


4.4 Butt weld test assemblies (multi-run technique) 


4.4.1 One butt weld test assembly is to be prepared as 
shown in Fig. 11.4.2. 


4.4.2 The grade of steel used for the preparation of the 
test assembly are to be as follows: 
Grade 1 wire-flux combination A 
Grade 2 wire-flux combinations A, B or D 
Grade 8 wire-flux combinations A, B, Dor E 
Grade 1Y wire-flux combination AH82 or AH36 
Grade 2Y wire-flux combinations AH82, AH36, 
DH82 or DH386 
Grade 8Y wire-flux combinations AH832, AH36, 
DH832, DH36, 
EH32 or EH36 
Grade 4Y wire-flux combinations AH82, AH36, 
DH32, DH36, 
EH32, EH36, 


FH32 or FH36 


Grade 2Y40 wire-flux combination © AH40 or DH40 
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Table 11.4.2 


Yield stress Tensile 
N/mm? strength 
minimum N/mm2 


Requirements for deposited metal tests (wire-flux combinations) 


Charpy V-notch impact tests 


Elongation on 
50 mm Test Average energy 

% minimum temperature (see Note) 

°C J minimum 


1N, 2N, 3N 305 400 — 560 


TY, 2Y, 3Y, 4Y 375 490 — 660 


2Y40, 3Y40, 400 
4Y40, 5Y40 


510 — 690 


2Y47, 3Y47, 4Y47 460 570 — 720 


22 +20, 0, -20 34 
22 +20, 0, -20, -40 34 


0, -20, -40, -60 39 


0, -20, -40 


3Y40 400 
3Y42 420 
3Y46 460 
3Y50 500 
3Y55 550 670 — 830 
3Y62 620 720 — 890 
3Y69 770 — 940 


510 — 690 
530 — 680 
570 — 720 
610-770 


4Y40 510 — 690 
4Y42 530 — 680 
4Y46 570 — 720 
4Y50 610-770 
4Y55 670 — 830 
4Y62 720 — 890 
4Y69 770 — 940 


-20 
-20 
-20 
-20 
-20 
-20 
-20 


5SY40 510 -690 
5SY42 420 530 — 680 
SY46 460 570 — 720 
SY50 500 610-770 
SY55 550 670 — 830 
5SY62 620 720 — 890 
5SY69 690 770 — 940 


TZ Ni 375 460 
3% Ni 375 420 
5 Ni 375 500 
9 Ni 375 600 


NOTE 


Energy values from individual impact test specimens are to comply with 1.4.3. 


Grade 3Y40 wire-flux combinations AH40, DH40 or 
EH40 

Grade 4Y40 wire-flux combinations AH40, DH40, 
EH40 or FH40 

Grade 5Y40 wire-flux combinations AH40, DH40 
EH40, FH40 

Grade 2Y47 wire-flux combinations AH47 or DH47 

Grade 3Y47 wire-flux combinations AH47, DH47 or 
EH47 

Grade 4Y47 wire-flux combinations AH47, DH47, 


EH47 or FH47 
Where Grade 32 higher tensile steel is used, the tensile 
strength is to be not less than 490 N/mm2?. The chemical 
composition, including the content of grain refining elements, 
is to be reported in all cases where higher tensile steel is used. 


4.4.3 For all other grades, the steel plates used are to be 
selected by reference to Table 11.1.1, and are to have at least 
their chemical composition and tensile properties within the 
limits specified for that grade in Chapter 3. The strength grade 
used is to be the same as that for which approval is sought, 
and the toughness grade is to be no higher than that for which 
approval is also sought. 


4.4.4 The plate edges are to be prepared to form a single 
V-joint, the included angle between the fusion faces being 60° 
and the root face being 4 mm. The bevelling of the plate edges 
is to be carried out by machining or mechanised gas cutting. 
In the latter case, any remaining scale is to be removed from 
bevelled edges. 


4.4.5 Welding is to be carried out in the downhand 
position by the multi-run technique, and the welding conditions 
are to be the same as those adopted for the deposited metal 
test assembly. The back sealing run is to be applied in the 
downhand position after cutting out the root run to clean metal. 
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Table 11.4.3 


Tensile 
strength 
N/mm2 


Bend test 


Requirements for butt weld tests (wire-flux combinations) 


Charpy V-notch impact tests 


ratio: Test Average energy 
temperature (see Notes 1 and 2) 
a © J minimum 


IN, 2N, 3N 400 
TY, 2Y, 3Y, 4Y 490 
2Y40, 3Y40, 4Y40, 5Y40 510 


2Y47, 3Y47, 4Y47 570 — 720 


+20, 0, -20 34 


+20, 0, -20, -40 34 


0, -20, -40, -60 


N 


0, -20, -40 


3Y40 510 

3Y42 530 — 680 
3Y46 570 — 720 
3Y50 610-770 
3Y55 670 — 830 
3Y62 720 — 890 
3Y69 770 — 940 


-20 
-20 
-20 
-20 
-20 
-20 
-20 


angak KARO 


4Y40 510 

4Y42 530 — 680 
4Y46 570 — 720 
4Y50 610-770 
4Y55 670 — 830 
4Y62 720 — 890 
4Y69 770 — 940 


-40 
-40 
-40 
-40 
-40 
-40 
-40 


angakKRARO® 


5Y40 510 

5Y42 530 — 680 
5Y46 570 — 720 
5Y50 610-770 
5SY55 670 — 830 
5Y62 720 — 890 
5Y69 770 — 940 


-60 
-60 
-60 
-60 
-60 
-60 
-60 


angak KARO 


14 Ni 490 
3% Ni 450 
5 Ni 540 
9 Ni 640 


-80 
-100 
-120 


RWW 


NOTES 


1. Energy values from individual impact test specimens are to comply with 1.4.3. 


2. Values in () apply only to two-run technique impact test specimens. 


4.4.6 It is recommended that the welded assembly be 
subjected to a radiographic examination to ascertain if there are 
any defects in the weld prior to the preparation of test specimens. 


4.4.7 The test specimens as shown in Fig. 11.3.3 and 
Fig. 11.4.2 are to be prepared from each test assembly. 


4.4.8 The results of all tensile and impact tests are to 
comply with the requirements of Table 11.4.3, as appropriate. 
The position of fracture of the transverse tensile test is to be 
reported. 


4.4.9 The bend test specimens can be considered as 
complying with the requirements if, after bending, no cracks 
or other open defects exceeding 3 mm in dimension can be 
seen on the outer surface. 


4.5 Approval tests for two-run technique 


4.5.1 Where approval for use with the two-run technique 
is requested, two butt weld test assemblies are to be prepared 
and tested using plates of the strength level for which approval 
is required. Each strength level requires separate approval. 


4.5.2 Two welded assemblies are to be made from a pair 
of plates of matching thicknesses. The thickness of the thicker 
pair of plates will be the maximum for which the approval is 
valid. The second assembly is to be welded from plates having 
approximately half of the thickness of the first assembly. 


4.6 Butt weld test assemblies (two-run technique) 


4.6.1 The grade of steel used for the preparation of the 
test assemblies is not to be of any higher grade (impact 
toughness) than that for which approval is required. The 
chemical composition, including the content of grain refining 
elements, and the strength properties of the plates used, are 
to be reported. 
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20-25 mm 


Transverse tensile 


30mm 30mm 50mm 


Charpy V-notch I~ J “Y_ 
LY 


= 
4 
t 
¥ 
st 
= 
=I 


30mm 30mm 


Transverse tensile 


a 
50mm 


150 mm min. | 
iol 


. 150 mm min. 
Fig. 11.4.2 


Butt weld test assembly (multi-run technique) 


4.6.2 The maximum diameter of wire and the edge prepa- 
ration to be used are to be in accordance with 
Table 11.4.4. Small deviations in the edge preparation may be 
allowed if requested by the manufacturer. The bevelling of the 
plate edges is to be performed by machining or mechanised 
gas cutting. In the latter case, any remaining scale is to be 
removed from the bevelled edges. The root gap should not 
exceed 0,7 mm. 


4.6.3 Each butt weld is to be welded in two runs, one from 
each side, using amperages, voltages and travel speeds in 
accordance with the recommendations of the manufacturer and 
normal good welding practice. After completion of the first run, 
the flux and welding slag are to be removed and the assembly 
is to be left in still air until it has cooled to less than 100°C, the 
temperature being taken in the centre of the weld, on the 
surface of the seam. 


Discard 


Charpy V-notch 


Longitudinal tensile 


Veer eas Se ee ee 


150 mm min. 150 mm min. 


5119/01 


Fig. 11.4.3 
Butt weld test assembly (two-run technique) 


4.6.4 It is recommended that the butt weld assemblies be 
subjected to radiographic examination to ascertain if there are 
any defects in the weld prior to the preparation of test 
specimens. 


4.6.5 The test specimens, as shown in Fig. 11.4.3 and 
Fig. 11.4.4, are to be prepared from each test assembly, except 
as detailed in 4.6.8. The edges of two of the discards are to be 
polished and etched, and must show complete fusion and 
inter-run penetration of the welds. At each cut in the test assem- 
bly, the edges are also to be examined to ensure that complete 
fusion has taken place. 
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Table 11.4.4 Butt weld assembly preparation 


Maximum 

Recommended diameter 
diameter of wire 

mm 


Plate 
thickness 
mm 


12,5 


7mm min. 


4.6.6 The results of transverse tensile and impact tests 
are to comply with the requirements of Table 11.4.3 as appro- 
priate. The position of fracture of the transverse tensile tests is 
to be reported. 


4.6.7 The bend test specimens can be considered as 
complying with the requirements if, after bending, no crack or 
other open defects exceeding 3 mm in dimensions can be 
seen on the outer surface. One of the specimens from each 
assembly is to be tested with the side first welded in tension, 
and the second specimen with the other side in tension. 


4.6.8 The longitudinal tensile specimen shown in 
Fig. 11.4.3 is to be prepared from the thicker assembly, even 
in those cases where multi-run technique approval is also 
sought. This test specimen is to be machined to the 
dimensions shown in Ch 11,2.1.1, and the longitudinal axis is 
to coincide with the centre of the weld about 7 mm below the 
plate surface on the side from which the second run is made. 
The test specimen may be given a hydrogen release treatment 
in accordance with 2.1.1. The results of this test are to comply 
with the requirements of Table 11.4.2. 


4.6.9 The chemical analysis of the weld metal of the 
second run in each assembly is to be determined and 
reported. This is to include the content of all significant 
elements. The results of the analysis are not to exceed the 
limit values specified in the standards or by the manufacturer, 
the narrower tolerances being applicable in each case. 


4.7 Annual tests 


4.7.1 Annual tests are to consist of at least the following: 

(a) For wire-flux combinations approved for the multi-run 
technique, one deposited metal test assembly. 

(b) For wire-flux combinations approved for the two-run 
technique, one butt weld test assembly using plate 
material 20 to 25 mm in thickness. For Y47 the thickness 
of plate material may be taken as 50 mm. 


Chemical 


Second an : analysis “| 


; : 


12-15 mm 


20-25 mm 


35-40mm 


Butt weld test assembly (two-run technique): 
position of impact test specimens 


4.7.2 The deposited metal assemblies are to be prepared 
and tested in accordance with 4.3, except that only one 
longitudinal tensile, three impact test specimens and a 
chemical analysis are required. 


4.7.3 The butt weld test assemblies are to be prepared 
and tested in accordance with 4.6, except that only one 
transverse tensile, two bend, three impact test specimens and 
a chemical analysis are required. One longitudinal tensile test 
specimen is also to be prepared where the wire-flux 
combination is approved solely for the two-run technique. 


4.7.4 Where a wire-flux combination is approved for welding 
a range of steels with different specified minimum strength 
levels, steel of the highest strength approved is to be used for 
the preparation of the butt weld assembly required by 4.7.1(b). 


a Section 5 
Wires and wire-gas combinations 
for manual, semi-automatic and 
automatic welding 


5.1 General 


5.1.7 Wire-gas combinations and flux-cored or flux-coated 

wires (for use with or without a shielding gas) are divided into 

the following categories for the purposes of approval testing: 

(a) For use in manual multi-run welding with the inert gas 
tungsten arc welding process (GTAW). 
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Table 11.5.1 Minimum low hydrogen approval requirements for wires and wire-gas combinations 


‘H’ grade for 
mand S 
techniques 


‘H’ grade for 
M technique 


‘H’ grade for 
T technique 


Approval grade 


1 (AN), 2 (2N), 3 (SN) NR 


1Y, 2Y, 3Y, 4Y 
2Y40 to 5Y40 
2Y47 to 4Y47 


8Y42 to 5Y42 
8Y46 to 5Y46 
8Y50 to S5Y5O 
8Y55 to SY55 
8Y62 to 5Y62 
8Y69 to 5Y69 


H15 (see Note 2) 


11/2 Ni 
31/2 Ni 


5 Ni NR (see Note 3) 
9 Ni NR (see Note 3) 


NOTES 
. NR-Not required. Approval may be obtained when requested. 


. Optional in this case. If low hydrogen approval is not obtained, there is a limitation on the carbon equivalent of the steel which is 


permitted to be welded. 
. Assumes use of an austenitic, non-transformable, filler material. 


(bo) For use in semi-automatic multi-run metal arc welding. 

(c) For use in single electrode multi-run automatic metal arc 
and GTAW welding. 

(d) For use in single electrode two-run automatic metal arc 
and GTAW welding. 


Oui The term ‘manual’, is used to describe the technique 
where the gas-shielded tungsten arc torch is held in one hand 
and the filler is added separately by the other hand. 


5.1.3 The term ‘semi-automatic’ is used to describe 
processes in which the weld is made manually by a welder 
holding a gun through which the wire is continuously fed. 


5.1.4 In the GTAW process, ‘automatic’ refers to the fully 
mechanised control and application of both torch and separate 
filler wire. 


5.7.5 Dependent on the results of mechanical and other 
tests, approval will be allocated as one of the grades from 
Table 11.1.1. 


5.1.6 A suffix S will be added after the grade mark to 
indicate approval for semi-automatic multi-run welding. 


5.1.7 For wires intended for automatic welding, the suffixes 
T or M will be added after the grade mark to indicate approval 
for two-run or multi-run welding techniques, respectively. 


5.1.8 For wires intended for both semi-automatic and 
automatic welding, the suffices will be added in combination. 


5.1.9 Solid wire-gas combinations are considered 
naturally low hydrogen in character and qualify for ‘H15’ 
approval without testing. This is not so for cored wires and 
continuous coated wires which must be tested if there is a 
need for low hydrogen approval. For the lower strength 
grades of steel, low hydrogen testing is not normally a 
requirement for approval. With higher strength steels, it is more 


important and Table 11.5.1 shows the mandatory minimum low 
hydrogen status required for approval of wire-gas combina- 
tions. 


5.1.10 The testing methods to be used for low hydrogen 
approval are to be in accordance with 3.4, modified to use the 
manufacturer’s recommended welding conditions and adjusting 
the deposition rate to give a weld deposit weight per sample 
similar to that deposited when using manual electrodes. 


5.1.11. Where applicable, the approved combination will 
name either the specific gas composition or its trade name, 
but in either case the composition of the shielding gas is to 
be reported. Unless otherwise agreed, additional approval 
tests are required when a shielding gas is used other than 
that used for the original approval tests. However a wire and 
gas combination approved with an argon/carbon dioxide 
shielding gas where the carbon dioxide is between 15-25 per 
cent is also approved for other combinations of argon/carbon 
dioxide, provided the carbon dioxide content is within the 
range 15-25 per cent. The range of approval is limited to 
ferritic consumables in solid wire, flux cored and coated wire 
forms and subject to the agreement of the consumable 
manufacturer and LR. 


5.1.12 Wires and wire-gas combinations for multiple 
electrode automatic welding will be subject to separate approval 
tests. Any proposals are to be submitted for consideration. 


5.1.13 Wires and wire-gas combinations approved with 
multi-run technique for normal and higher strength levels up to 
and including ‘Y’ are also considered suitable for welding steels 
in the three strength levels below that for which they have been 
approved. 
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5.1.14 Wires and wire-gas combinations approved with 
multi-run technique for strength levels Y40 to Y50, but 
excluding Y47 are also considered suitable for welding steels 
in two strength levels below that for which they have been 
approved. 


5.1.15 | Wires and wire-gas combinations approved with 
multi-run technique for strength levels Y47, Y55 and above are 
also considered suitable for welding steels in only one strength 
level below that for which they have been approved. 


5.1.16 Wires and wire-gas combinations with two-run 
technique approval are not considered suitable for welding 
steels of any other strength level with that technique, see 5.4.1. 


5.2 Approval tests for manual and semi-automatic 
multi-run welding 


aoe Approval tests for manual (GTAW) and semi- 
automatic multi-run welding are to be carried out generally in 
accordance with the requirements of Section 3, except as 
required by 5.2, using the respective technique for the 
preparation of all test assemblies. 


5.2.2 Two deposited metal test assemblies are to be 
prepared in the downhand position as shown in Fig. 11.3.1, one 
using the smallest diameter, and the other using the largest 
diameter of wire for which approval is required. Where only one 
diameter is manufactured, only one deposited metal assembly 
is to be prepared. 


5.2.3 For Y47 grades, as an alternative to Figs. 11.3.1 to 
11.3.4, the thickness of the plate used for the test assembly 
may be taken as 50 mm. 


5.2.4 The weld metal is to be deposited according to the 
practice recommended by the manufacturer, and the 
thickness of each layer of weld metal is to be between 2 mm 
and 6 mm, unless it is clearly stated as part of the consum- 
able manufacturer’s published recommendations. 


92,5 The chemical analysis of the deposited weld metal 
in each test assembly is to be supplied by the manufacturer 
and is to include the content of all significant alloying 
elements. The results of the analysis are not to exceed the 
limit values specified in the standards or by the manufacturer, 
the narrower tolerances being applicable in each case. 


5.2.6 Butt weld assemblies as shown in Fig. 11.3.2 are 
to be prepared for each welding position for which the wire is 
to be approved. In the case of approvals for normal and 
higher strength steels (up to 355 N/mm? minimum specified 
yield strength), tests satisfying the requirements in both the 
downhand and vertical-upward positions will be considered 
as having also satisfied the requirements for the horizontal- 
vertical position. In all other cases, approval in the horizontal- 
vertical position will require a butt weld to be made in that 
position and be fully tested. 


5.2.0 The downhand assembly is to be welded using, for 
the first run, wire of the smallest diameter to be approved and, 
for the remaining runs, wire of the largest diameter to be 
approved. 


5.2.8 Where approval is requested only in the downhand 
position, an additional butt weld assembly is to be prepared in 
that position using, if possible, wires of different diameter from 
those required by 5.2.7. If only one wire diameter is to be 
approved, this second downhand butt weld should be made 
using either larger or smaller beads than the first assembly. 


5:2:9 The butt weld assemblies, in positions other than 
downhand, are to be welded using, for the first run, wire of 
the smallest diameter to be approved, and for the remaining 
runs, the largest diameter of wire recommended by the manu- 
facturer for the position concerned. 


5.2.10 Fillet weld test assemblies as detailed in 3.5 are to 
be prepared, examined and tested. 


5.2.11 Low hydrogen approval tests are to be carried out 
if required by 5.1.9. 


5.2.12 Test specimens from each assembly are to be 
prepared and tested in accordance with the requirements of 
3.2 and 3.3. 


5.3 Approval tests for multi-run automatic 
welding 


5,31 Approval tests for multi-run automatic welding are 
to be carried out generally in accordance with the require- 
ments of Section 4, except as required by 5.3, using the 
multi-run automatic welding technique for the preparation of 
all test assemblies. 


5.3.2 One deposited metal test assembly is to be 
prepared as shown in Fig. 11.4.1. Welding is to be as detailed 
in 4.3.4, except that the thickness of each layer is to be not 
less than 3 mm, unless it is clearly stated as part of the 
consumable manufacturer’s published recommendations. 


5.3.3 For Y47 grades, as an alternative to Figs. 11.4.1 
and 11.4.2, the thickness of the plate used for the test assem- 
bly may be taken as 50 mm. 


5.3.4 One butt weld test assembly is to be prepared as 
shown in Fig. 11.4.2 for each welding position to be approved 
for the automatic multi-run technique. 


5.3.5 Test specimens from each test assembly are to be 
prepared and tested in accordance with the requirements of 
Section 4 for multi-run submerged-arc automatic welding. 


5.3.6 Low hydrogen approval tests are to be made if 
required by 5.1.9. 


5.3.7 At the discretion of LR, wires approved for semi- 
automatic welding in the downhand position may also be 
approved without additional tests, for use in multi-run auto- 
matic welding. 
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5.4 Approval tests for two-run automatic welding 


5.4.1 Approval tests for two-run automatic welding are 
to be carried out generally in accordance with the require- 
ments of Section 4, except as required by 5.4, using the 
two-run automatic welding technique for the preparation of 
all test assemblies. Two butt weld test assemblies are to be 
prepared and tested using plates of the strength level for 
which approval is required. Each strength level requires sepa- 
rate approval. 


5.4.2 Two butt weld test assemblies are to be prepared 
generally as detailed in 4.5 and 4.6 using plates 12 to 15 mm 
and 20 to 25 mm in thickness. 


5.4.3 If approval is requested for welding plate thicker 
than 25 mm, one assembly is to be prepared using plates 
approximately 20 mm in thickness and the other using plates 
of the maximum thickness for which approval is requested. 


5.4.4 The edge preparation of the test assemblies is to 
be as shown in Fig. 11.5.1. Small deviations in edge prepa- 
ration may be allowed, if these form part of the consumable 
manufacturer’s recommendations. For assemblies using 
plates over 25 mm in thickness, the edge preparation is to be 
reported for information. 


E 
iS 
fe) 
a 


20-25 mm 


60° 


Fig. 11.5.1 
Normal edge preparation for two-run butt weld 
test assemblies 


5.4.5 The diameters of wires used are to be in accordance 
with the recommendations of the manufacturer and are to be 
reported. 


5.4.6 Test specimens from each butt weld assembly are 
to be prepared and tested in accordance with the requirements 
of Section 4 for two-run submerged-arc automatic welding. 


5.4.7 The weld metal chemical analysis is to be reported 
as in 4.6.9. The results of the analysis are not to exceed the 
limit values specified in the standards or by the manufacturer, 
the narrower tolerances being applicable in each case. 


5.5 Annual tests 


5.5.7 Annual tests are to consist of at least the following: 
(a) Wires approved for manual welding or semi-automatic 
welding or either of these combined with approval for 
automatic multi-run welding: 
one deposited metal test assembly prepared in 
accordance with 5.2 using a wire of diameter 
within the approved range. 
(b) Wire approved for automatic multi-run welding: 
one deposited metal test assembly prepared in 
accordance with 5.3 using a wire of diameter as 
stated in (a). 
(c) Wires approved for two-run automatic welding: 
one butt weld test assembly prepared in 
accordance with 5.4 using plates 20 to 25 mm in 
thickness or the maximum approved thickness. 
The diameter of wire used is to be reported. 


| Section 6 
Consumables for use in electro- 
slag and electro-gas welding 


6.1 General 


6.1.1 The requirements for the approval of consumables 
used for electro-slag or electro-gas welding (including 
consumable nozzles, where applicable) are generally as 
detailed in Section 4 for two-run submerged-arc welding 
consumables, except as otherwise detailed in this Section. 


6.1.2 For each grade, approval may be restricted for use 
with specific compositional types of steel. For Grades 1Y, 2Y, 
BY, 4Y, 2Y40, 3Y40 and 4Y40 this will normally be in respect 
of the grain refining element content, and tests on niobium 
grain refined steel will normally qualify for use also on steels 
treated with aluminium or vanadium or combinations of these 
elements. 


6.1.3 Superscript numbers are applied to the ‘Y’ of higher 

strength steel consumables, e.g. 2Y1, to indicate the type of 

parent steel for which approval is applicable as follows: 

Y1 approval Grade for higher strength steel is limited to 
parent steel which has been treated only with aluminium. 

Y2 approval Grade for higher strength steel is appropriate 
to niobium-treated steels, whether aluminium treated or 
not. It also covers steels treated only with aluminium. 


6.1.4 Each strength level requires separate approval 
involving the welding and testing of two butt weld assemblies 
of different thickness. The greater thickness will determine the 
maximum approved thickness. 
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6.2 Butt weld test assemblies 


6.2.1 Two butt weld test assemblies are to be prepared, 
one with plates 20 to 25 mm in thickness and the other with 
plates 35 to 40 mm in thickness. The steel used is not to be of 
any higher grade (impact toughness) than that for which 
approval is required. The limitations of 6.1.2 need to be consid- 
ered in this Section. The chemical composition of the plate, 
including the content of grain refining elements, is to be reported. 


6.2.2 The welding conditions and the edge preparation 
adopted are to be in accordance with the recommendations 
of the manufacturer and are to be reported in detail. The 
manufacturer's maximum recommended gap between plates 
is to be used in making the test assemblies. 


6.2.3 It is recommended that the assemblies are 
subjected to radiographic examination to identify any defects 
before the preparation of any test specimens. 


6.2.4 Test specimens as follows, and as shown in 

Fig. 11.6.1, are to be prepared from each test assembly: 

(a) Two longitudinal tensile test specimens. 

(ob) Two transverse tensile test specimens. 

(c) Two bend test specimens. 

(d) Two macro-sections. 

(e) Two sets of three impact test specimens notched in 
accordance with Fig. 11.6.2. 


6.2.5 The chemical analysis of the weld metal in each 
assembly is to be determined and reported. This is to be 
supplied by the manufacturer and is to include the content of 
all significant elements. The results of the analysis are not to 
exceed the limit values specified in the standards or by the 
manufacturer, the narrower tolerances being applicable in 
each case. 


6.2.6 The results of all transverse tensile and impact tests 
are to comply with the requirements given in Table 11.4.3 as 
appropriate. The position of fracture of the transverse tensile 
test is to be reported. The Charpy V-notch impact test 
requirements are as for the two-run technique in Table 11.4.3. 


6.2.7 The results of all longitudinal tensile tests are to 
comply with the requirements of Table 11.4.2. 


6.2.8 The bend test specimens are to be in accordance 
with 4.6.7 and Table 11.4.3. Each surface of the weld is to be 
tested Fension. 


6.3 Annual tests 


6.3.1 Annual tests are to consist of at least one butt weld 
test assembly using plate material 20 to 25 mm in thickness. 


Centre of weld 


Longitudinal tensile 


Transverse tensile 


Charpy tests 
(See Fig. 11.6.2) 


Transverse tensile 


Longitudinal tensile 


3450/06 


Fig. 11.6.1 
Butt weld test assembly for electro-slag or 
electro-gas welding 


6.3.2 The assembly is to be prepared and tested in 
accordance with 6.2 except that only the following tests are 
required: 


a) One longitudinal tensile test. 

b) One transverse tensile test. 

c) Two bend tests. 

d) Two sets of three Charpy V-notch impact tests; one set 
with the notch at the centre of the weld (Position (1) in 
Fig. 11.6.2), and one set with the notch in the weld metal 
2 mm from the fusion line (Position (2) in Fig.11.6.2). 

(e) Chemical analysis. 

(f, One macro section. 


6.3.3 Where a consumable or combination is approved 
for a range of steels with different specified minimum strength 
levels, steel of the highest strength level is to be used for the 
preparation for the assembly required by 6.3.1. 
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(1) In the centre of the weld metal 


(2) In the weld metal, 2 mm from the fusion line 


Fig. 11.6.2 
Position of Charpy V-notch impact test specimens 


ia Section 7 
Consumables for use in one-side 
welding with temporary backing 
materials 


7.1 General 


7.1.1 The requirements for approval of combinations 
including temporary backing material, for use in one-side 
welding techniques, are dependent on the technique used and 
which basic technique it most closely follows. The following are 
provided for: 

(a) Technique m — for manual electrode/backing combinations. 

(b) Technique S — for wire-gas/backing combinations used 
with semi-automatic multi-run technique. 

(c) Technique M — for wire-flux or wire-gas in combination 
with backing material (and maybe supplementary filler 
materials) used with an automatic multi-run technique. 

(d) Technique A — as for M but using a procedure with a high 
heat input rate (large bead size relative to thickness 
welded). This would apply to welds made by four or less 
runs in 20 mm thickness, or eight or less runs in 85 mm. 


7.1.2 For technique m, S or M, a single butt weld is to be 
made in plate of 20-25 mm thickness. For technique A, two 
butt welds are to be made, one in plate of the maximum 
thickness recommended by the manufacturer, the other in 
plate of approximately half the thickness of the first. Usually 
this will involve thicknesses in the region of 85-40 mm and 
20-25 mm respectively. 


7.1.8 A wire and gas combination approved with an 
argon/carbon dioxide shielding gas where the carbon dioxide 
content is between 15-25 per cent is also approved for other 
combinations of argon/carbon dioxide, provided the carbon 
dioxide content is within the range 15-25 per cent. The range 
of approval is limited to ferritic consumables in solid wire, flux 
cored and coated wire forms and subject to the agreement of 
the consumable manufacturer and LR. 


7.1.4 Any unrecognised techniques or unusual combina- 
tions will be considered for approval subject to a test 
programme to be agreed based on the details of the technique 
and combination which are to be submitted in advance. 


7.1.5 Where low hydrogen approval is required either by 

Table 11.7.1 or by the manufacturer, it should be noted that 

this will generally be achieved through separate testing of: 

(a) the backing material, and 

(b) the welding electrode or combination of wire-flux or 
wire-gas. 


7.1.6 The hydrogen potential of the backing material is to 
be determined using the modified Gayley-Wooding method 
which expresses the total hydrogen content as water by 
weight per cent. The qualifying levels are: 


To qualify as: 


H»0 g/100g sample 


H15 0,5 
H10 0,3 
HS 0,2 


F.1.F The sampling and approval of the combinations 
without the backing are to follow the general requirements of 
Sections 3, 4 or 5, as appropriate. 


7.1.8 Combinations approved with multi-run technique 
(m, S and M) for normal and higher strength levels up to and 
including ‘Y’ are also considered suitable for welding steels in 
the three strength levels below that for which they have been 
approved. 


TAG Combinations approved with multi-run technique 
(m, S and M) for strength levels Y40 to Y50, but excluding 
Y47, are also considered suitable for welding steels in two 
strength levels below that for which they have been approved. 


7.1.10 Combinations approved with multi-run technique 
(m, S and M) for strength levels Y47, Y55 and above are also 
considered suitable for welding steels in only one strength 
level below that for which they have been approved. 


7.1.11. Combinations approved for the ‘A’ multi-run 
technique are not considered suitable for welding steels of any 
other strength level with that technique. 
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Table 11.7.1 Minimum low hydrogen approval requirements for one-side welding with combinations including 
temporary backing material 


‘H’ grade for ‘H’ grade for ‘H’ grade for 
Approval grades mand S M A 
techniques technique technique 


1 (1N), 2 (2N), 3 (BN) NR 
TY, 2Y, 3Y, 4Y H15 (see Note 2) 
2Y40 to 5Y40 
2Y47 to 4Y47 


8Y42 to 5Y42 
38Y46 to 5Y46 
8Y50 to SY5O 
SY55 to SY55 
S8Y62 to 5Y62 
38Y69 to SY69 


11/2 Ni 
31/2 Ni 
5 Ni (see Note 3) 
9 Ni (see Note 3) 


NOTES 

1. NR-Not required. Approval may be obtained when requested. 

2. Optional in this case. If low hydrogen approval is not obtained, there is a limitation on the carbon equivalent of the steel which is 
permitted to be welded. 
Assumes the use of an austenitic, non-transformable, filler material. 


7.2 Approval tests for manual (m), semi-automatic | (2:3 The edge preparation and welding conditions are 

(S) and automatic multi-run (M) techniques to be in accordance with the recommendations of the 
manufacturers. 

7.2.1 For each position to be approved, one butt weld 

assembly is to be prepared using plates of 20-25 mm | 7.2.4 Test specimens are to be prepared as shown in 

thickness as shown in Fig. 11.7.1. The grade of plate used is Fig. 11.7.1 and Fig. 11.7.2(a): 

to be no higher in toughness than that for which approval is (a) One longitudinal tensile test specimen (from the centre 

required. The strength is to be appropriate to the grade for of the weld). 

which welding approval is requested. (bo) Two transverse tensile specimens. 


(c) Two bend test specimens, one with the face in tension, 
the other with the root in tension. 

(d) One macrosection. 

(e) Two sets of three Charpy impact test specimens 
positioned and notched in accordance with Fig.11.7.2(a). 


12:0: The results of all transverse tensile, bend and impact 
tests are to comply with the requirements in Table 11.3.3 for m 
and S technique, and Table 11.4.3 for M technique. The 
position of fracture of the transverse tensile test is to be 
reported. The appearance of the bend test specimens is to be 
in accordance with 3.3.13. 


Two sets of Charpy specimens : ' , 
from thinner assembly. | 7.2.6 The results of all longitudinal tensile tests are to 


‘tirée:eeta fom thicker assembly comply with the requirements in Table 11.3.2. 


Temporary backing 3450/08 : : ‘ 
| 7.2.7 Low hydrogen approval is required in accordance 


with Table 11.7.1. 


Fig. 11.7.1 
Butt weld test assembly and specimens for all | 
techniques 


7.2.8 Chemical analyses are to be made and reported 
from positions corresponding to the weld metal in the upper 
and lower Charpy specimens of the downhand butt weld. 
These are to be supplied by the manufacturer and are to 
7.2.2 The thickness of test assembly is to be 50 mm for include the content of all significant elements. The results of 
Y47 base material. the analysis are not to exceed the limit values specified in the 
standards or by the manufacturer, the narrower tolerances 
being applicable in each case. 


LLoyp’s REGISTER 21 


RULES FOR THE MANUFACTURE, TESTING AND CERTIFICATION OF MATERIALS, July 2012 


Approval of Welding Consumables 


Chapter 11 


Section 7 


20-25 mm 


| 35-40mm 


Fig. 11.7.2 
Position of Charpy V-notch impact tests for 
one-side automatic welding 


7.3 Approval tests for high heat input automatic 
(A) techniques 


Poel Two butt weld assemblies are to be prepared, 
usually one of 85-40 mm thickness, the other 20-25 mm, as 
shown in Fig. 11.7.1, noting that in the thinner assembly only 
two sets of Charpy specimens are required. The grade of 
plates used is to be no higher in toughness than that for which 
approval is required. The strength is to be appropriate to the 
grade for which welding approval is requested. 


7.3.2 For Y47 grade, the thicker assembly is to be 
prepared from the maximum thickness for which approval is 
required, and the thinner assembly is to be prepared from 
50 mm thickness. Where approval is required for 50 mm 
thickness, only one assembly from that thickness is required. 


| 7.3.3 The edge preparation and welding conditions are 
to be in accordance with the manufacturer’s recommenda- 
tions, and are to be reported to LR. 


| 7.3.4 Test specimens as follows are to be prepared as 

shown in Fig. 11.7.1 and Figs. 11.7.2(a) and (b): 

(a) One longitudinal tensile test specimen (from centre of 
weld). 

b) Two transverse tensile test specimens. 

c) Two bend test specimens. 

d) One macro-section. 

) From assembly 20 to 25 mm thick, two sets of three 
impact test specimens positioned and notched in 
accordance with Fig. 11.7.2(a). 

(f, From assembly 35 to 40 mm thick, three sets of three 
impact test specimens positioned and notched in 
accordance with Fig. 11.7.2(b). 


(g) From assembly of thickness 50 mm or more, three sets 
of three impact test specimens positioned and notched 
in accordance with Fig. 11.7.2(b). The second set posi- 
tioned in the mid-thickness of test assembly. 

The bend specimens are to be tested, one with the face 
in tension, the other with the root in tension. 


7.3.5 The results of all transverse tensile, bend and 
impact tests are to comply with the requirements of 
Table 11.4.3. The appearance of the bend test specimens is 
to be in accordance with 3.3.13. The Charpy V-notch impact 
test requirements are as for the two-run technique in 
Table 11.4.3. 


7.3.6 The results of all longitudinal tensile tests are to 
comply with the requirements in Table 11.3.2, except that for 
Grades 1Y, 2Y and SY the tensile strength is to be not less 
than 490 N/mm2. 


7.3.7 Low hydrogen approval is required in accordance 
with Table 11.7.1. 


7.3.8 Chemical analyses are to be made and reported 
from positions corresponding to the weld metal in the 
uppermost and lowest Charpy specimens in the thicker plate 
weld. This is to be supplied by the manufacturer and is to 
include the content of all significant elements. The results of 
the analysis are not to exceed the limit values specified in the 
standards or by the manufacturer, the narrower tolerances 
being applicable in each case. 


7.4 Annual tests 


7.4.1 Annual tests are to consist of, at least, one butt 
weld test assembly, for each technique approved, using 
plates of 20 to 25 mm thickness. 


7.4.2 The assembly is to be prepared and tested in 

accordance with 7.2 or 7.3, as appropriate, except that only 

the following tests are required: 

(a) One longitudinal tensile test (from centre of weld). 

b) One transverse tensile test. 

c) Two bend tests. 

d) One set of three impact tests taken from the root of the 
weld and the specimens notched in accordance with 
Fig. 11.7.2. 

(e) Chemical analysis (one only). 
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| Section 8 
Consumables for welding 
austenitic and duplex stainless 
steels 


8.1 General 


8.1.1 Tests for the approval of consumables intended for 
welding the austenitic and duplex stainless steels detailed in 
Ch 8,7 are to be carried out generally in accordance with the 
Section (8, 4, 5, 6 or 7) relevant to the type of consumable or 
combination. 


8.1.2 Approval will be indicated by the grade or grades 
of parent stainless steel for which the consumable or combi- 
nation is approved. 


8.1.3 Where a shielding gas is employed, separate approval 
will be required for each specific shielding gas composition. 


8.1.4 Consumables for welding the austenitic stainless 
steels and the duplex stainless steels to carbon or carbon- 
manganese steels will be approved in a similar manner. Parent 
plate used for the butt and fillet weld test assemblies will be 
carbon or carbon-manganese steel with either austenitic 
stainless steel or duplex stainless steel, as appropriate. 
Approval will be indicated by ‘SS/CMn’ and ‘Dup/CMn’ 
respectively, however, no buttering of test assembly plates is 
allowed for these two approvals. 


8.1.5 Separate approval will be given for welding 
chemical and cryogenic applications. For chemical use, 
evidence of relevant corrosion resistance will be required. 
Charpy impact toughness tests will be required for all uses, 
but for cryogenic use the Charpy impact toughness 
requirements are more severe. 


8.1.6 The welding technique will be indicated in the 
approval grading by a letter: 

m — for manual SMAW or GTAW welding. 

S  —- for wire-gas combinations used with a semi- 
automatic multi-run technique. 

M — for wire-flux or wire-gas combinations used with 
an automatic multi-run technique. 

T  — for wire-flux or wire-gas combinations used with 
an automatic two-run technique. 

A — as for M but using a procedure with a high heat 
input rate (large bead size relative to thickness 
welded). This would apply to welds made by 
four or less runs in 20 mm thickness, or eight or 
less runs in 35 mm. 


8.2 Deposited metal test assemblies 


8.2.1 Where the relevant Section requires deposited metal 
assemblies to be made and tested, the plates used must be 
either of the type for which approval is required or of normal 
strength carbon, or carbon-manganese steel with the prepared 
edges built up with stainless steel weld metal and finished with 
a layer of weld metal from the consumable to be approved. 


8.2.2 The chemical analysis of the deposited weld metal is 
to be reported, including all significant elements. The elements 
reported will be dependent on the type of stainless steel for 
which approval of the consumables is requested. Any unusual 
weld metal compositions will have to be justified in respect of 
the particular approval requested. This is to be supplied by the 
manufacturer and is to include the content of all significant 
elements. The results of the analysis are not to exceed the limit 
values specified in the standards or by the manufacturer, the 
narrower tolerances being applicable in each case. 


8.2.3 The results of all tensile and notch impact tests are 
to comply with the requirements given in Table 11.8.1 as 
appropriate. 


8.2.4 The ferrite content in the last weld run from each 
deposited metal assembly is to be determined by physical or 
metallographic means, and reported, indicating the method 
of determination. 


8.3 Butt weld test assemblies 


8.3.1 Where the relevant Section requires butt weld 
assemblies to be made and tested, the plates used are to be 
either of the type for which approval is required or of steel 
having strength and ductility within the range specified for the 
grade to be approved. In the latter case, provided the consum- 
able is metallurgically compatible with the base material to be 
used, the prepared edges are to be built up with a layer of weld 
metal before final machining of the weld preparation. 


8.3.2 The results of transverse tensile, notch impact and 
bend tests are to comply with the requirements of Table 11.8.2 
as appropriate. The position of fracture is to be reported to LR. 


8.3.3 The ferrite content at the centre of the weld metal in 
each butt weld assembly is to be determined by physical or 
metallographic means, and meet the requirements in 
Table 11.8.2. The method of determination is to be reported. 


8.3.4 For austenitic and duplex stainless steel approvals 
(except for types 304L, 316L, 321 and 347), an appropriate 
sample from each butt weld assembly is to be submitted to 
the corrosion testing provided in ASTM G48, Method ‘C’. The 
results are to be reported so as to allow confirmation of the 
maximum acceptable pitting corrosion resistance temperature. 
This will be part of the approval grading and will be set at 5°C 
intervals. The minimum pitting corrosion temperature would 
not be expected to be less than 20°C. 


8.4 Fillet weld test assemblies 


8.4.1 Where the relevant Section requires fillet weld 
assemblies to be made and tested, the plates used must be 
either of the type for which approval is required or of steel 
having strength and ductility within the range specified for the 
grade to be approved. In the latter case, the surfaces on which 
the fillet weld beads are to be deposited are to be cut back by 
machining and then built up to original dimensions with weld 
metal from the consumable to be approved. 
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Requirements for deposited metal tests (manual, semi-automatic and automatic multi-run techniques) 


0,2% proof 
stress 
N/mm2 

minimum 


1% proof 
stress 
N/mm2 
minimum 


Tensile 
strength 

N/mm2 
minimum 


Elongation 


on Chemical 


50 mm 
% minimum 


test 


temperature 


°C 


Cryogenic 
test 
temperature 


Charpy V-notch impact tests 


Average 
energy 
See Note 1 
J minimum 


304L 
304LN 
316L 
316LN 
317L 
317LN 
321 
347 
S 31254 
N 08904 


270 
305 
270 
305 
305 
340 
290 
290 
370 
270 


310 
345 
310 
345 
345 
380 
330 
330 
410 
310 


500 
530 
500 
530 
530 
570 
550 
550 
650 
500 


-20 
-20 
-20 
-20 
-20 
-20 
-20 
-20 
-20 


SS/CMn 


270 


310 


500 


-20 


S 31260 
S 31803 
S 32550 
S 32750 
S 32760 


485 
450 
550 
550 
550 


525 
490 
590 
590 
590 


690 
620 
760 
800 
750 


see Note 2 


Dup/CMn 


270 


310 


500 


see Note 2 


NOTES 


1. Energy values from individual impact test specimens are to comply with 1.4.3. 
2. Approval for cryogenic applications is to be obtained at the procedure approval stage. 


Table 11.8.2 


Requirements for butt weld tests (all techniques) 


Tensile 
strength 

N/mm2 
minimum 


Bend test 
ratio: 


Weld 
ferrite 
content 


Charpy V-notch impact tests 


Chemical 
test 
temperature 


Cryogenic 
test 
temperature 


Average 
energy 
(see Note 1) 
J minimum 


304L 
304LN 
316L 
316LN 
317L 
317LN 
321 
347 
S 31254 
N 08904 


WBWWWWWWWWW 


SS/CMn 


ioe) 


S 31260 
S 31803 
S 32550 
S 32750 
S 32760 


MAoows 


(see Note 3) 


Dup/CMn 


a 


(see Note 2) 


(see Note 3) 


NOTES 


1. Energy values from individual impact test specimens are to comply with 1.4.3. 
2. To be reported for special consideration. 
8. Approval for cryogenic applications is to be obtained at the procedure approval stage. 
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8.4.2 The ferrite content at the centre of the weld metal in 
each fillet weld bead of each assembly is to be determined 
from the centre macro-section by physical or metallographic 
means, and reported. The method of determination is also to 
be reported to LR. 


8.4.3 Where approval is sought for fillet welding only, 
corrosion testing is to be carried out in accordance with 8.3.4 
from a sample taken from the deposited metal test assembly. 


8.5 Annual tests 


8.5.1 Annual tests are to be carried out as required by the 
relevant Section appropriate to the type of consumable and 
welding technique. The tests are to include a weld ferrite 
content in accordance with 8.2.4 or 8.3.3 as appropriate. 


8.5.2 The results of all tests are to comply with the 
requirements given in Table 11.8.1 and Table 11.8.2 as 
appropriate. 


| Section 9 
Consumables for welding 
aluminium alloys 


9.1 General 


9.1.1 Tests for the approval of consumables intended for 
welding the aluminium alloys detailed in Chapter 8 are to be 
carried out generally in accordance with the requirements of 
Sections 1, 2 and 5, except as otherwise detailed in this 
Section. 


9.1.2 Approval will be indicated by the grade shown in 
Table 11.9.1. Plate of the corresponding type of aluminium 
alloy and of appropriate thickness is to be used for the prepa- 
ration of the weld test assemblies, and may be of any temper 
listed in LR Rules. 


9.7.3 The welding technique will be indicated in the 
approval grading by a letter: 

m — manual multi-run welding (GTAW), 

S —- semi-automatic multi-run welding (GMAW), 

M — automatic multi-run welding (GTAW or GMAW), 

T  - automatic two-run welding (GMAW). 


9.1.4 The compositions of the shielding gas and the 
filler/electrode wire are to be reported. 


9.1.5 Approval granted using the multi-run technique for a 
specific filler/electrode wire with a gas in one of the groups listed 
in Table 11.9.2 will extend to any other gas compositions within 
that same group, provided that the gas composition is within 
the range recommended by the consumable manufacturer, 
subject to agreement with LR. 


9.1.6 Approval granted for the two-run technique will be 
for a specific shielding gas composition; additional tests may 
be required if a change in shielding gas composition is sought. 


Table 11.9.1 Requirements for butt weld tests 


Bend test 
strength ratio 


Consumable Tensile 
Approval Base material 


Grade used for the test N/mm? D 
(see Note 1) 


minimum 7 


LR RA/LR WA 5754 190 
LR RB/LR WB 5086 240 
LR RC1/LR WC1 5083 275 


LR RC2/LR WC2] 5383 or 5456 290 
see Note 2) 


R RC3/LR WC3 330 
see Note 2) 


LR RD/LR WD 170 
‘see Note 4) 170 
170 


OTES 

. The prefixes ‘R’ and ‘W’ indicate ‘rod’ form (for Gas Tungsten 
Arc Welding (GTAW)) or ‘wire’ form (for Gas Metal Arc Welding 
(GMAW) and GTAW). 

. Approval of grade LR RC2/LR WC2 confers approval of 5383, 
5456 and 5083 base material grade. 

. Approval of grade LR RC3/LR WC8 confers approval of 5059, 
5383, 5456 and 5083 base material grades. 

. Approval of grade LR RD/LR WD confers approval of 6005A, 
6061 and 6082 base material grades. 


Table 11.9.2 Shielding gas compositions 


Gas composition (Vol. %) 
(see Note) 


Helium Argon 


100 
Remainder 
Remainder 


Remainder 


Special gas 


NOTE 

Gases of other composition (mixed gases) or special purity may 
be considered as special gases and will require separate approval 
tests. 


9.1.7 On completion of welding, assemblies are to be 
allowed to cool naturally to ambient temperature. Welded test 
assemblies and test specimens are not to be subjected to 
any heat treatment after welding except for the alloy 
Grades 6005A, 6061 and 6082. These are to be allowed to 
naturally age at ambient temperature for a period of 72 hours 
from the completion of welding, before testing is carried out. 
A second solution heat treatment is not permitted. 
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9.1.8 All butt test assemblies are to be subjected to both 
radiographic and visual examination and imperfections such 
as lack of fusion, lack of penetration, cavities, inclusions, 
pores and cracks assessed in accordance with Intermediate 
Level C of ISO 10042, aided where necessary by dye 
penetrant and ultrasonic examination. 


9.1.9 Fillet weld test assemblies and macro-sections are 
to be visually examined for imperfections, such as lack of 
fusion, lack of penetration, cavities, inclusions, pores and 
cracks, in accordance with Intermediate Level C of ISO 10042, 
aided where necessary by radiographic and dye penetrant 
examination. 


9.2 Approval tests for manual, semi-automatic 
and automatic multi-run techniques 


9.2.1 Plate of the corresponding type of aluminium alloy 
and of appropriate thickness is to be used for the preparation 
of the weld test assemblies. 


9.2.2 The welding parameters are to be within the range 
recommended by the manufacturer and are to be reported. 


9.2.3 Welded assemblies are to be prepared and tested 
in accordance with 9.3, 9.4 and 9.5. 


9.3 Deposited metal test assembly 


9.3.1 One assembly is to be prepared in the downhand 
position as shown in Fig. 11.9.1. 


Deposited 
weld metal 


XLLE 


Deposit 
thickness 
30 mm minimum 


<> Sampling position 


‘ Plate thickness 5787/01 
12-25 mm 


Fig. 11.9.1 Deposited metal test assembly 


9.3.2 The chemical composition of the plate used for the 
assembly is to be compatible with the weld metal. 


9.3.3 The thickness of the plate used, and the length of 
the assembly, are to be appropriate to the welding process. 
The plate thickness is to be not less than 12 mm. 


9.3.4 For the approval of filler wire/gas and electrode 
wire/gas combinations for manual or semi-automatic welding 
by GTAW or GMAW, one test assembly is to be welded using 
any size of wire within the range for which approval is sought. 


9.3.5 For automatic multi-run approval, one test assembly 
is to be welded by the respective process using the recom- 
mended diameter of wire. 


9.3.6 The weld metal is to be deposited in multi-run layers 
in accordance with normal practice. The direction of deposi- 
tion of each layer is to alternate from each end of the plate. 


9.3.7 The deposited weld metal in the assembly is to be 
analysed and reported including the contents of all significant 
elements. The elements reported will be dependent on the 
type of aluminium alloy for which approval of the consumables 
is requested. The results of the analysis are not to exceed the 
limit values specified in the standards or by the manufacturer, 
the narrower tolerances being applicable in each case. 


9.4 Butt weld test assemblies 


9.4.1 Plate of the corresponding type of aluminium alloy 
and of an appropriate thickness is to be used for the 
preparation of the test assemblies. 


9.4.2 In order to ensure sound and representative welds, 
it is essential that test assemblies are cleaned and degreased 
prior to welding. Assemblies as shown in Fig. 11.9.2 are to be 
prepared for each welding position (downhand, horizontal- 
vertical, vertical-upward, vertical-downward, and overhead) for 
which the consumable is recommended by the manufacturer; 
except that consumables satisfying the requirements for 
downhand and vertical-upward positions will be considered as 
also complying with the requirements for the horizontal-vertical 
position. Any wire diameter(s) to be approved may be used. 


9.4.3 One assembly, as shown in Fig. 11.9.8, is to be 
prepared for welding in the downhand position. The assembly 
is to be welded using, for the first run, wire of the smallest 
diameter recommended by the manufacturer and, for the 
remaining runs, wire of the largest diameter to be approved. 


9.4.4 The welding conditions are to be in accordance 
with the recommendations of the manufacturer and are to be 
reported in detail. 


9.4.5 The welded assemblies are to be subjected to 
NDE. Imperfections are to be assessed in accordance with 
9.1.8. 


9.4.6 The test specimens are to be taken from the 
welded assemblies as shown in Fig. 11.9.2 and Fig. 11.9.3. 
For each assembly they are to comprise: 

e 2 transverse tensile specimens; 

e 2 face bend specimens; and 

e 2 root bend specimens. 
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Root bend 


Face bend 


Transverse tensile 


350 mm min 


Root bend 


Face bend 


Transverse tensile 


—||--2 to3 mm 


350 mm min 5787/02 


Fig. 11.9.2 
Butt weld test assembly 
(positional, multi-run technique) 


9.4.7 All tensile test specimens are to have a tensile 
strength not less than the respective value shown in 
Table 11.9.1. The position of each fracture is to be reported. 


9.4.8 The bend test specimens are to be bent around a 
former having a diameter not more than the number of times 
the thickness of the test specimen, as shown in Table 11.9.1, 
and can be considered as complying with the requirements 
if, after bending to an angle of not less than 180°, no crack or 
other open defect exceeding 3 mm in length can be seen on 
the outer surface. Flaws appearing at the corners of a test 
specimen may be ignored. 


9.4.9 In order to obtain uniform bending of the bend test 
specimens, it is recommended that the wrap-around or 
guided bend test using a roller method is employed. 


Root bend 


Face bend 


Transverse tensile 


& 
e 
E 
E 

fo) 

re) 
roo) 


Root bend 


Face bend 


Transverse tensile 


—+||*-2to3mm 


350 mm min . 
5787/03 


Fig. 11.9.3 
Butt weld test assembly 
(downhand, multi-run technique) 


9.5 Fillet weld test assembly 


9.5.1 When approval is being sought for both butt and 
fillet welding, one assembly is to be prepared and welded in 
the horizontal-vertical position and tested in accordance with 
the appropriate requirements of 3.5, except that the plates 
are to be of an aluminium alloy compatible with the weld 
metal, that no hardness tests are required and that for auto- 
matic multi-run approval only one fillet weld bead is to be 
made using the recommended wire diameter. In this case, the 
bead size is to be as large as the maximum single bead size 
recommended by the manufacturer for fillet welding. 


9.5.2 When approval is being sought for fillet welding 
only, one assembly is to be prepared and welded in each 
position for which approval is sought, and tested as detailed 
in 9.5.1. 


9.5.3 The results of examination of the macro-specimens 
and the fractured fillet welds are to be reported in accordance 
with 3.5.4 and 3.5.6. Imperfections are to be assessed in 
accordance with 9.1.9. 
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9.6 Approval tests for two-run technique 


9.6.1 Two butt weld test assemblies are to be prepared 

using the following plate thicknesses: 

(a) one with the maximum thickness for which approval is 
requested; and 

(b) one with a thickness approximately one half to two thirds 
that of the maximum thickness. 


9.7 Butt weld test assemblies (two-run technique) 


9.7.1 The plates used are to be of the aluminium alloy 
appropriate to the approval required as shown in Table 11.9.1. 
The composition of the plate material is to be within the range 
specified for that alloy in Table 8.1.2 in Chapter 8 and is to be 
reported including all significant elements. 


9.7.2 The wire diameter, edge preparation, welding 
current, arc voltage and travel speed are to be in accordance 
with the manufacturer’s recommendations and are to be 
reported. 


9.7.3 Each butt weld is to be made in two runs, one from 
each side. After completion of the first run, the assembly is to 
be left in still air until it has cooled to less than 50°C. 


9.7.4 The welded assemblies are to be subjected to 
NDE. Imperfections are to be assessed in accordance with 
9.1.8. 


9.7.5 The test specimens as shown in Fig. 11.9.4 are to 
be prepared from each test assembly. The edges of the 
discards are to be polished and etched, and must show 
complete fusion and inter-run penetration of the welds. Each 
cut in the assembly is also to be examined to confirm that 
complete fusion and penetration have been achieved. 


9.7.6 The results of the transverse tensile tests are to be 
as in 9.4.7 and of the bend tests as in 9.4.8. The position of 
the fracture in each transverse tensile specimen is to be 
reported. 


9.8 Annual tests 


9.8.1 Annual tests are to consist of the following: 

(a) for combinations approved for the multi-run technique, 
one deposited metal assembly in 9.3 and one downhand 
butt assembly in 9.4; 

(ob) for combinations approved for the two-run technique, 
one butt weld assembly in plate material of thickness 
equal to one half to two thirds that of the maximum 
thickness approved. 


9.8.2 For the automatic two-run technique, one butt weld 
assembly is to be prepared and tested in accordance with 
9.7. 


350 mm min 


Transverse tensile 


Transverse tensile 


350 mm min 5787/04 


Fig. 11.9.4 
Butt weld test assembly (two-run technique) 
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Section 1.1.8 In these Rules, the term ‘manufacturer’ is considered 
to include any firm or organisation that performs welding and 
1 General qualification requirements is considered to be the shipbuilder, or construction firm, or 
fabricator, or material manufacturer. 
2 Welding Procedure Qualification Tests for Steels 
3 Specific requirements for stainless steels 1.2 Design 
4 Welding procedure tests for non-ferrous alloys 1.2.1 Welding procedure qualification tests are required to 
give assurance that construction welds made in accordance 
5 Welder qualification tests with the approved plans or the approved design have accept- 


| Section 1 
General qualification requirements 


1.1 General 


1.1.1 This Section applies to all welding qualifications and 
tests required to be performed in the course of new construc- 
tion, conversions, modifications or repairs made on ships, 
other marine structures and their associated pressure vessels, 
machinery and equipment. 


1.1.2 These Rules also apply to all welding work related 
to other applications for which Lloyd’s Register (hereinafter 
referred to as LR) have issued Rules or have an interest. 


7.7.3 It is the responsibility of the manufacturer to ensure 
compliance with all aspects of these Rules. All deviations are 
to be recorded as non-compliances and brought to the 
attention of the Surveyor along with the corrective actions 
taken. Failure to do this is considered to render the welding 
tests as not complying with the Rules. 


1.1.4 Welding tests are to be performed under survey at 
the manufacturer's works. Welding procedure qualification 
tests and welder qualifications tests are to be performed and 
approved prior to commencement of fabrication or construction. 


7.7.5 Weld procedure tests made in accordance with EN, 
ISO, JIS, ASME or AWS may be considered for acceptance 
provided that, as a minimum, they are equivalent to and meet 
the technical intent of these Rules to the satisfaction of the 
Surveyor. 


1.7.6 Welding tests that have previously been carried out 
may be considered for acceptance, provided that they have 
been supervised by an independent body acceptable to LR 
and the Surveyor is satisfied with the authenticity of such 
tests. 


1.1.7 The responsibility for the performance of the weld 
tests rests with the manufacturer. Aspects of the welding 
tests, such as mechanical testing, non-destructive testing and 
heat treatment, may be subcontracted by the manufacturer 
provided that the subcontractor performs the work under the 
technical control and direction of the manufacturer, and this is 
agreed with the Surveyor prior to commencing the work. 


able properties. It is the manufacturer’s responsibility to 
establish and document whether a procedure is suitable for a 
particular application. 


1.2.2 The requirements relate to mechanical properties of 
the weld and heat affected zone, however, other tests may be 
required on certain materials, for example, corrosion or fatigue 
tests, in order to ensure suitability for the proposed application. 


1.3 Materials 


7.3.1 Materials used for testing are to be of the same 
grade, type and from the same manufacturing process as 
those to be used for construction, unless prior agreement is 
obtained from the Surveyor. Such agreements will only apply 
on a case-by-case basis. 


7.3.2 All materials used for testing are to be suitably 
marked and identifiable to the original manufacturer’s material 
certificate. 


1.4 Performance of welding tests 


1.4.1 All welding and subsequent testing is to be per- 
formed in accordance with the requirements of this Chapter. 


1.4.2 The manufacturer is responsible for monitoring the 
tests and for recording all the welding variables as specified in 
2.2 and for compiling all the non-destructive examination 
(NDE) reports and mechanical test records for submission to 
the Surveyor. 


1.4.3 The laboratory or testing establishment used to 
perform the tests is to have the necessary equipment, main- 
tained in good order and suitably calibrated. The Surveyor is 
to be satisfied that the laboratory personnel have the appro- 
priate skills and are appropriately qualified in accordance with 
Ch 2,1.2.1. 
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| Section 2 
Welding Procedure Qualification 
Tests for Steels 


2.1 General 


2.1.1 The requirements of this Section relate to welding 
procedure test requirements of carbon, carbon-manganese 
steels and low alloys steels. Additional requirements for 
austenitic and austenitic/ferritic duplex stainless steels, aluminium 
and copper alloys are specified in Sections 3 and 4 respec- 
tively. 


2.02 Prior to performing the welding procedure qualifica- 
tion test, the manufacturer is to present to the Surveyor a 
preliminary Welding Procedure Specification (pWPS) detailing 
the welding processes, positions, joint types, materials and 
heat treatments to be performed during the test. The pWPS is 
to be presented for information prior to commencing the test. 


Zid. The type and extent of testing to be applied to each 
welding procedure test is to be in accordance with subsequent 
Sections of this Chapter. 


2.1.4 For the welding procedure approval, the welding 
procedure qualification tests given in this Section are to be 
carried out with satisfactory results. Welding procedure 
specifications are to refer to the test results achieved during 
welding procedure qualification testing. 


2.2 Welding variables 


22:1 In order that the conditions of the qualification test 

may be applied to production welding operations, the appro- 

priate variables are to be recorded by the manufacturer during 

welding and testing from the following list: 

(a) The unique qualification reference number and the date 
of welding; 

(b) The material type, grade, product form, dimensions and 
identification; 

(c) Welding process(es), including tack welds; 

(d) Joint type, dimensions and surface condition; 

(e) Welding position(s); 

(f) Welding technique(s), weaving, multiple electrodes, etc; 

(g) Welding consumables including fluxes, shielding gases, 


etc; 

(h) Control of consumables, baking or drying conditions, 
etc; 

(i) | Welding parameters, current, voltages, travel speeds, 
etc; 


(k) Number and sequence of weld runs; 

(!) | Backing materials including any backing gas; 

(m) Preheats and interpass temperatures; 

(n) Methods used for cleaning and inspection of root 
deposits; 

(0) Post-weld heat treatment, temperature and cycle times; 

(p) Special weld profiling requirements. 


2.2.2 Other variables may need to be recorded depending 
on the particular welding process or application and are to be 
agreed with the Surveyor, for example the peak and base current 
and cycle times for pulse welding, electrode type and nozzle 
size for GTAW welding, etc. 


2.3 Steel test assemblies 


2.3.1 Tests are to be performed using the welding process 
and positions anticipated for actual construction. The weld 
test assemblies are to be representative of construction 
conditions and are to be welded in the same manner as 
intended for the actual production welds. Where pre-fabrication 
primers are used in the shipyard, these are to be included in 
the test assemblies. 


2.3.2 For plate tests, the direction of plate rolling relative 
to the weld direction is to be considered. Where the material 
used for the test requires longitudinal impact tests, the plate 
rolling direction is to be perpendicular to the weld direction 
and for material which requires impact testing in the transverse 
direction, the rolling direction is to be parallel to the weld 
direction. 


2.3.3 Typical test assemblies are shown in Fig. 12.2.1(a) to 
(c). These are a minimum requirement to permit the removal of 
all the necessary mechanical test specimens. Where impact 
tests or other toughness tests are required, the total width is 
not to be less than 8 times the material thickness of the thicker 
material being joined. 


Rolling directio 
for plates with 
longitudinal 
Charpys 


Rolling direction 
for plates with 


transverse 
Charpys 


4607/25 


Welding Processes 


Manual/Semi-automatic 
Automatic 


Fig. 12.2.1(a) Butt weld test assembly in plate 
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L = 150 mm minimum 
D = Outside diameter 


Fig. 12.2.1(b) Butt weld test assembly in pipe 


Welding Processes L (min) W (min) D (min) 
mm 

Manual/Semi-automatic 50 

Automatic 75 


Fig. 12.2.1(c) Fillet weld test assembly in plate 


2.3.4 Welding procedure test assemblies are to be welded 
separately from production welds and are to be marked with 
the unique test identification number. The individual pieces of 
the test assembly may be held together to maintain their 
relative joint conditions by means of suitable tack welds, 
clamps or strongbacks. 


2.3.5 Welding of the test assemblies and testing of test 
specimens is to be monitored by the Surveyor. 


2.3.6 The test assembly is to be placed in one of the 
welding positions shown in Fig. 12.2.2(a) to (d), as specified in 
the test Welding Procedure Specification (p\WPS) and the 
specified level of preheat applied prior to the start of welding. 


Z23.f Designations for equivalent welding positions 
shown by different standards are shown in Table 12.2.1. 


Table 12.2.1 Equivalent designations of welding 


positions 


Standard 
ISO 6947 AWS 


Weld position 


Plate butt welds 
Flat 

Horizontal 

Vertical, weld up 
Vertical, weld down 


Overhead 


Pipe butt welds 


Pipe horizontal, 
rotated, weld horizontal 


Pipe vertical, not 
rotated, weld horizontal 


Pipe horizontal, not 
rotated, weld flat, 
vertical and overhead 


D+Vu+O 
D+Vd+O 


Pipe inclination fixed, 45° 
not rotated 


Plate fillet welds 
Flat 

Horizontal 
Vertical up 
Vertical down 


Overhead 


Pipe fillet welds 
Flat, pipe rotated 
Horizontal, pipe fixed 


Horizontal, pipe 
rotated 


Overhead, pipe fixed O 


Multiple, pipe fixed D+Vu+O 


D+Vd+O 


2.4 Welding of steel test assemblies 


2.4.1 Welding of the test assembly is to be carried out in 
accordance with the agreed pWPS. Where, during the 
progress of the test, it is found necessary to change the 
conditions specified on the pWP%S, this is to be brought to the 
attention of the Surveyor. If agreed, the test may be permitted 
to continue with the new conditions and these are to be 
recorded. 
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Pipe horizontal and rotated 
Weld flat 


D Position D Position 


Flat 


(Plates horizontal) 
Pipe or tube vertical and | 


not rotated during welding 
Weld horizontal ri 
X Position 


Horizontal 
(Plates vertical) Position 


Pipe or tube horizontal, 
not rotated during welding 
Weld flat, vertical and overhead 
D+Vu+0O 
Vu | & Vd | x 
Positions Position 


Vertical 
(Plates vertical) 


ESS Horizontal _ 
O Position 


Overhead 
(Plates horizontal) 2665/08 ; Pipe inclination fixed and not 
f rotated during welding 


Position of test plates for plate assemblies 


Axis tle 2665/05 
Fig. 12.2.2(a) Plate butt weld test positions eae" Peston 
Position of pipes and welds for qualification weld test assemblies 


Fig. 12.2.2(b) Pipe butt weld test positions 
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Throat of weld 


vertical Axis of weld 
horizontal 


Position D 


Axis of weld vertical 


am 


VERTICAL 
Position Vu & Vd 


Axis of weld_ es 
horizontal 


Note: One plate must be horizontal 


HORIZONTAL 
Position X 


Axis of weld 
horizontal ~ 


Note: One plate must be horizontal 


OVERHEAD 


Position O 
2665/02 


Fig. 12.2.2(c) Plate fillet weld test positions 


2.4.2 Where the production work requires welding over 
tack welds, the test is to simulate this condition and the tack 
welds are to be included in the inspection length of the test 
weld and their position recorded. 


2.4.3 For manual and semi-automatic welding processes, 
weld stops and re-starts are to be included in the inspection 
length of the test weld. 


2.4.4 Fillet weld test assemblies are welded on one side 
only. 


2.4.5 Where the construction welding is predominately fillet 
welding, in addition to the butt weld qualification test, a fillet 
weld qualification test is to be performed to confirm that 
acceptable weld quality is achieved. 


2.5 Non-destructive examination (NDE) 


2.5.1 On completion of welding, prior to sectioning for 
mechanical tests, the inspection length of the test assembly is 
to be subjected to both visual examination and surface crack 
detection. 


2.5.2 Butt weld assemblies are also to be subjected to 
radiographic or ultrasonic examination over the whole inspec- 
tion length of the weld. 


2.5.3 For welds in steels with specified yield strength up 
to 400 N/mm?, and with carbon equivalent less than or equal 
to 0,41 per cent, NDE may be performed as soon as the test 
assembly has cooled to ambient temperature. For other steels, 
NDE is to be delayed for a period of at least 48 hours after the 
test assembly has cooled to ambient temperature. 


2.5.4 Where post-weld heat treatment is required, NDE is 
to be performed after the heat treatment is complete. 


29.5 All NDEs are to be carried out in accordance with the 
requirements of Ch 1,5. Assessment of results is to be in 
accordance with ISO 5817 Level B except for excess convexity 
and excess throat thickness where Level C will apply. Linear 
porosity is not permitted. 
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Flat Rotated 
D Position 


Overhead (Fixed) 
O Position 


Horizontal (Fixed) 
X Position 


Horizontal (Rotated) 
D Position 


2665/03 


Multiple (Fixed) 
D+Vu+0O 


or 
D+Vd+0O 
Position 


Fig. 12.2.2(d) Pipe fillet weld test positions 


2.5.6 As an alternative to radiography, ultrasonic examin- 
ation may be carried out and acceptance criteria that are 
considered to result in equivalent weld quality (in accordance 
with 2.5.5) are to be agreed, with the Surveyor, prior to the 
tests being carried out. Ultrasonic testing will be subject to the 
thickness limitation specified in Ch 13,2.12.5. 


2.5.7 Where the test assembly does not satisfy the non- 
destructive examination acceptance criteria, the test is to be 
rejected. A duplicate test assembly may be welded using the 
original welding conditions. If this fails NDE, the welding 
procedure is to be considered as incapable of achieving the 
requirements without modification. 


2.5.8 Subject to prior agreement with the Surveyor, where 
unacceptable imperfections are of a volumetric nature and are 
localised in one small area of the test assembly, the test may 
be permitted to continue and specimens for destructive testing 
may be removed, avoiding this area. 


2.6 Destructive tests - General requirements 


2.6.1 The weld test assembly may only be sectioned for 
destructive testing after any heat treatment and the required 
non-destructive examinations have been completed success- 
fully. 


2.6.2 The dimensions of the test specimens and testing 
conditions are to be in accordance with the requirements 
specified in Chapter 2. 


2.6.3 The results of destructive tests are to be assessed 
in accordance with the acceptance criteria specified in 2.12, 
unless other, more stringent requirements are specified for the 
application. 


2.6.4 Where a weld test is made between materials of 
different grades, the acceptance criteria that are to be applied 
are those applicable to the lower grade material. 
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€ of weld 


For retests> 
/ 


/ 


- Approximately 300 mm | 


requirements 

One macro including hardness survey 

All weld metal tensile test 

Four bend tests. 

Two root bends and two face bends for thickness up to 12 mm. 
For thickness above 12 mm four side bends 

D_ Two transverse tensiles 

Five sets of Charpy V-notch impact tests, notched at the following positions: 
1 set at weld centre 

1 set at fusion line (FL) 

1 set at FL+ 2mm 

1 set at FL + 5 mm (if required by Figs. 12.2.6 and 12.2.7) 
1 set at FL + 10 mm (if required) 


2665/07 


Fig. 12.2.3 
Butt welds in plate and pipe over 750 mm diameter 


500 mm approximately 


Dy 


) 


vw 


The diameter of the test piece is to be a minimum of D/2 
where 
D is the maximum diameter of the pipe to be welded in construction 


Test requirements 
A Visual examination 
Surface crack detection 
100% radiographic examination 
Two transverse tensile tests 
Four bend tests. 
Four side bends for thickness greater than 12 mm. 
In other cases, two face and two root bends 
Four sets Charpy V-notch impact tests 
1 set notched at centre of weld 
1 set notched at fusion line (FL) 
1 set notched at FL + 2mm 
1 set notched at FL + 5 mm (if required by Figs. 12.2.6 and 12.2.7) 
One macro specimen including hardness survey 


Fig. 12.2.4 
Butt welds in pipe less than 750 mm diameter 


2.7 Destructive tests for steel butt welds 


2.7.1 The test assembly is to be sectioned for mechanical 
testing in accordance with Figs. 12.2.3 or 12.2.4. 


2.7.2 The longitudinal all weld metal tensile test specimen is 
to be of circular cross-section as detailed in Ch 11,2.1.1. 
Where more than one welding process or type of consumable 
has been used to make the weld, test specimens are to be 
removed from each respective area of the weld. This does not 
apply to the process or consumables used to make the root 
or first weld run. During the test, the yield or proof stress, 
ultimate tensile strength, and elongation to failure are to be 
recorded. 


2.7.3 Where approved welding consumables have been 
used, the longitudinal all weld metal tensile test may be 
omitted. 
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2.7.4 The transverse tensile test specimen is to be of full 
thickness with the dimensions shown in Ch 11,2.1.1. The 
tensile strength and fracture locations are to be reported. 


2.7.5 Where the maximum load required to fracture the 
transverse tensile specimen is likely to exceed the capacity of 
the tensile testing equipment, several tensile specimens may 
be removed through the thickness and tested. Specimens are 
to be prepared such that they overlap in the thickness 
direction so that the full plate thickness is tested. 


2.7.6 Transverse bend specimens of rectangular section 
are to be prepared with the weld centred in the middle of the 
specimen as shown in Fig. 12.2.5. For material of thickness 
12 mm or greater, the face and root bends may be substituted 
by side bend tests. The weld reinforcement may be removed 
by grinding or machining prior to testing and the edges rounded 
to a radius not exceeding 10 per cent of the specimen 
thickness. Each specimen is to be bent through an angle of at 
least 180°. The bend test ratio is to be the lesser of the 


following: 
(a) D; = (D/t)+1 
or 
(b) Ds, = 100/E,, (rounded up to the next whole number) 
where 

D; = is the bend test ratio 

(D/t) = is the value from Tables 11.3.3, 11.4.3 or 11.8.2 
in Chapter 11, as appropriate 
Em = is the minimum specified percentage elongation 


for the test material (based on a proportional 
gauge length of 5,65 4/S, ) 


root or face bend specimen t < 12 mm 


10mm 


Wo uw 


(b) side bend specimen t = material thickness 


Fig. 12.2.5 Transverse bend test specimens 


2.7.7 Where the weld test is made between different 
material types, the requirements of 2.7.8 are to be applied to 
the material with the lower toughness specification. 


2.7.8 For hull structural steels, impact test specimens are 
to be prepared from the locations shown in Figs. 12.2.6 or 
12.2.7, with the notch perpendicular to the plate surface and 
have the dimensions and proportions in accordance with 
Ch 2,3. Where more than one welding process or type of con- 
sumable has been used to make the weld, test specimens are 
also to be removed from these respective parts of the weld. 
Note that this does not apply to the welding process or 
consumables used solely to make the root or first weld run. 
Where the weld thickness exceeds 50 mm, an additional set of 
impact tests is required from the root area of the weld 
irrespective or whether different welding process or welding 
consumables are used as shown in Figs. 12.2.6 and 12.2.7. 


2.7.9 For offshore structures and pressure vessels, 
impact test specimens are not required to be notched at the 
FL + 10 mm location. Where more than one welding process 
or type of consumable has been used to make the weld, test 
specimens are to be removed from the respective areas of the 
weld. This does not apply to the process or consumables 
used solely to make the root or first weld run. 


2.7.10 At least one macro examination specimen is to be 
removed from the test plate, near the end where welding started. 
The specimen is to include the complete cross-section of the 
weld and the heat affected zone and be prepared and etched 
to clearly reveal the weld runs and the heat affected zone. 
Examination is to be performed under a magnification of 
between x5 and x10. 


2.7.11 A chemical analysis of the weld metal is to be 
performed on the macro specimen where approved welding 
consumables have not been used. The results are to comply 
with the limits given in the welding consumable specification. 


2.7.12 A Vickers hardness survey is to be performed on 
the macro specimen taken from the weld start end of the test 
assembly in accordance with that shown in Fig. 12.2.8, using 
a test load not in excess of 10 kg. For each row of indents, 
there are to be a minimum of 3 individual indentations in the 
weld metal, the heat affected zones (both sides) and the base 
metal (both sides). The recommended distance between 
indents is 1,0 mm, but the distance between indents should 
not be less than the minimum specified in ISO 6507/1. 


2.8 Destructive tests for steel fillet welds 


2.8.1 Fillet weld test assemblies are to be sectioned for 
destructive testing in accordance with Fig. 12.2.1(c) and as 
follows: 

(a) two fracture tests; 

(b) three macro-sections; 

(c) one hardness survey. 


2.8.2 Two fracture test specimens are to be removed 
from the test weld and are to be subjected to testing by bending 
the upright plate onto the through plate to produce fracture, 
as shown in Fig. 12.2.1(c). 
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(a) t < 50 mm, see Note 


pee 


NOTE 


1st side 


For one side single run welding over 20 mm notch location ‘a’ is to be added on root side 


(a) t>50mm 


1-2 mah 


Notch locations: 

a: centre of weld ‘WM’ 

b : on fusion line ‘FL 

c : in HAZ, 2mm from fusion line 


1-2 us 2ndside 4 


1st side 


Fig. 12.2.6 Locations of V-notch for butt weld of normal heat input (heat input < 50 kJ/cm) 


2.8.3 At least three macro examination specimens are to 
be removed from the test plate. The specimens are to include 
the complete cross-section of the weld and the heat affected 
zone and is to be prepared to clearly reveal the weld runs and 
the heat affected zone. One of the specimens is to include a 
weld stop/start position. Examination is to be performed under 
a magnification of between x5 and x10. 


2.8.4 A Vickers hardness survey is to be performed on 
the macro specimen taken from the weld start end of the test 
assembly in accordance with that shown in Fig. 12.2.9, using 
a test load not exceeding 10 kg. 


2.9 Destructive tests for T, K, Y steel nozzle 
welds 
2:9.4 Full penetration ‘T’, ‘K’ and ‘Y’ joints for structural 


applications and nozzle welds for pressure vessels are to be 

sectioned for testing in accordance with Fig. 12.2.10 and 

tested as detailed below: 

(a) three macro specimens; 

(b) impact tests from the weld, fusion line and fusion line + 2 
(where the material thickness permits); 

(c) one hardness survey. 

In addition, butt weld tests are to be performed in accordance 

with 2.7, using the same welding conditions, in order to verify 

acceptable weld and heat affected zone properties. 


2.9.2 The impact tests are to be removed from the vertical 
(up) position ‘B’ in Fig. 12.2.10 and tested in accordance with 
2.7.8. 


2.9.3 A Vickers hardness survey is to be performed on 
the macro-section removed from position ‘A’ or ‘C’ in accor- 
dance with that shown in Fig. 12.2.11 using a test load not 
exceeding 10 kg. 
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(a) t< 50mm, see Note 


1-2 mm 


NOTE 


1-2 a 


2nd side 


as 


1st side 


For one side welding with thickness over 20 mm notch location ‘a’, ‘b’ and ‘c’ are to be added on root side 


(a) t>50mm 


Notch locations: 

a: centre of weld ‘WM’ 

on fusion line ‘FL 

in HAZ, 2 mm from fusion line 
in HAZ, 5 mm from fusion line 


1-2 saa 2nd side 


1st side 


in HAZ, 10 mm from fusion line in case of heat input > 200 kJ/cm 


Fig. 12.2.7. Locations of V-notch for butt weld of high heat input (heat input > 50 kJ/cm) 


2.10 Destructive tests for steel pipe branch welds 


2.10.1 Pipe branch welds may be by either full penet- 
ration, partial penetration or fillet welded, depending on the 
application and the approved plans. Where these types of 
welded joints are used, tests are to be performed which 
simulate the construction conditions. 


2.10.2 The test weld assembly is to simulate the smallest 

angle between the branch and main pipe and is to be 

subjected to macro-examination and hardness testing, as 

follows: 

(a) Forabranch weld that is full penetration, testing is to be 
performed in accordance with the requirements for ‘T’, 
‘K’ and ‘Y’ joints in 2.9. 

(b) For a branch weld that is either a partial penetration or 
fillet weld, testing is to be in accordance with the require- 
ments for fillet welds in 2.8. 


2.11 Destructive tests for weld cladding of steel 


2.11.1 Where weld cladding or overlay is allowed by 
Chapter 13, and is considered as providing strength to the 
component to which it is welded, the type and location of test 
specimens are to be in accordance with Fig. 12.2.12, except 
that micro-sections are not required. Impact tests may be 
omitted where the base material does not have specified 
impact properties. The longitudinal tensile and bend tests are 
to be tested in a similar manner to transverse specimens 
specified in 2.7.2 and 2.7.6, respectively. 


2.11.2. Where the weld cladding is not considered as 
contributing to the strength of the component, but is required 
for corrosion or wear resistance, the type and location of test 
specimens are to be in accordance with Fig. 12.2.12, except 
that tensile and impact tests are not required. 


2.11.3 Where the weld cladding is applied for corrosion 
resistance, in addition to the above, weld metal analysis is to 
be performed on one of the micro-sections, on the final weld 
surface but 2 mm deep. The analysis is to be within the limits 
specified for the corrosion resistance required. 
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2.12 


2.12. 


(a) 


4607/30 


Parent metal 


HAZ Heat affected zone 
GCHAZ Grain coarsened heat affected zone 
Ss Indentation spacing 


Weld metal 


4607/13 


Fig. 12.2.8 Hardness testing locations for butt welds 


Mechanical test acceptance criteria for steels 


7 Longitudinal all weld metal tensile test: 

In general, the longitudinal all weld tensile test is to meet 
the minimum properties specified in Tables 11.3.2 or 
11.4.2 in Chapter 11, as appropriate to the grade of steel 
and welding process used in the test. 

Where the application is such that no consumable 
approvals are specified in Chapter 11, the longitudinal all 
weld tensile test tensile is to meet the minimum proper- 
ties specified for the base materials used in the test. 


(c) For pressure vessels manufactured from carbon or 
carbon/manganese steels, the tensile strength from the 
longitudinal all weld tensile test is not to be less than the 
minimum specified for the plate material and is not to 
be more than 145 N/mm? above this value, see 
Ch 13,4.8.3. 


2.12.2 Transverse tensile test: The tensile strength 
measured from the transverse tensile test is not to be less 
than the minimum specified for the base material used in the 
test. 
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4607/23a 


Heat affected zone 
Grain coarsened heat affected zone 
Indentation spacing 


4607/36 


Fig. 12.2.9 Hardness test locations for fillet welds 


2.12.3 Bend tests: (b) 
(a) In general, bend tests are to exhibit no defects exceeding 
3,0 mm measured in any direction across the tension 
face of the specimen after being bent over the required 
diameter of former to the appropriate angle. (c) 


Bend tests for pressure vessel applications are to exhibit 
no defects exceeding 3,0 mm measured along the 
specimen or 1,5 mm measured transverse to the 
specimen axis, after bending. 

In all cases, premature failure of the bend tests at the 
edges of the specimen is to not be cause for rejection 
unless these are associated with a weld defect. 


I 
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2.12.4 Impact toughness tests: 

(a) Impact test specimens for hull construction are to be 

Position ‘A’ tested at the temperature, and are to achieve the mini- 

Edge preparation and fit-up mum impact energy, as specified in Tables 12.2.2 and 

to be as detailed in welding 12.2.3. 

procedure (b) Impact test specimens for applications other than hull 

construction are to be tested at the same temperature 

and achieve the same minimum energy values, as 

Position ‘B’ specified for the base materials used in the test. 

(c) Impact test acceptance criteria are to be in accordance 
with the above unless the Rules applicable to the 
particular construction specify more stringent require- 
ments. 

(d) For quench and tempered steels, the required test 
temperature and absorbed energy are to be in 
accordance with that specified for the parent materials. 


. 2.12.5 Macro-examination: The macro-section is to 

\ reveal an even weld profile blending smoothly with the base 

Position *C’ material. The weld dimensions are to be in accordance with 
the requirements of the pWPS and any defects present are to 


be assessed against the non-destructive examination accep- 
2665/04 tance criteria given in 2.5.5. 


Assembly to be welded 
with main axis in the 
vertical position 
2.12.6 Hardness surveys: The maximum hardness value 


Fig. 12.2.10 reported, is not to exceed 350 Hv for steels with a specified 
Location of macro-examination test specimens for minimum yield strength up to <420 N/mm2, nor exceed 
T, K and Y joints 420 Hv for steels with a specified minimum yield strength in the 

range 420 N/mm? to 690 N/mm. 


h<0,5mm 


h<0,5 mm 


x 


4607/24 
Heat affected zone 


Grain coarsened heat affected zone 
Indentation spacing 


Fig. 12.2.11 Hardness test locations for T, K and Y joints 
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Weld cladding 


5-long. macro and 


hardness survey 


Test diameter 


3-weld impact 


Test specimens 


4-HAZ impacts 


1 and 2 long. bend 
and tensile 


100 mm minimum 
5-long. macro and 
hardness survey 


Longitudinal tensile test to include the weld metal, heat affected zone (HAZ) and base metal. 
Longitudinal side bend test to include the weld metal, heat affected zone (HAZ) and base metal. 


Weld metal Charpy V notch impact test. 


HAZ Charpy impact test from Fusion Line and Fusion Line + 2 mm. 


Longitudinal macro-section and hardness survey. 
Transverse micro-section. 


In the case of shafts and pipes of circular section, the longitudinal direction is parallel to the centreline of the shaft or pipe axis. 


Fig. 12.2.12 Type and location of test specimens for weld cladding 


Table 12.2.2 


Test temperature 
Grade of steel (°C) 


Manual or semi-automatic welded joints 


Impact test requirements for butt joints (t < 50 mm) see Notes 1 and 2 


Value of minimum energy absorbed (J), see Note 4 


Automatically 


see Note 4 


Downhand, Horizontal, 
Overhead 


Vertical upward, welded joints 


Vertical downward 


A, see Note 3 20 
B, see Note 3, D 0) 

E -20 

A382, A86 20 
D32, D386 ) 

E32, E36 -20 

F32, F36 -40 


A40 20 
D40 0 

E40 ~20 
F40 -40 


NOTES 
i. Steel with yield strength greater than 390 N/mm2 is not permitted in thickness less than 50 mm, see Table 3.3.1 in Chapter 3. 

2. These requirements are to apply to test piece of which butt weld is perpendicular to the rolling direction of the plates. 

3. For grade A and B steels average absorbed energy on fusion line and in heat affected zone is to be a minimum of 27 J. 

4. For Naval ships both the test temperature and value of minimum energy absorbed are to be those specified for the parent material. 


2.12.7 Weld fracture or break tests (for pressure vessel 
test welds): The faces of the broken fillet weld fracture or 
weld break test are to be examined for defects and assessed 
in accordance with the non-destructive acceptance criteria 
given in ISO 5817 Level B, except for excess convexity and 
excess throat thickness where Level C will apply. 


2.13 Failure to meet requirements (Retests) 


2.13.1 Where a tensile, bend or hardness specimen fails to 
meet requirements, further test specimens may be removed 
and tested in accordance with the requirements of Ch 2,1.4.1. 
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Table 12.2.3 


Grade of steel 


Test temperature 
(°C) 
see Note 2 


Impact test requirements for butt joints (t > 50 mm), see Note 1 


Value of absorbed energy (J, min), see Note 2 


Manual or semi-automatic welded joints 


Downhand, Horizontal, 
Overhead 


Vertical upward, 
Vertical downward 


Automatically 
welded joints 


AH82, AH36 20 
DH32, DH36 ) 

EH32, EH36 -20 
FH32, FH36 -40 


34 


AH40 20 
DH40 ) 
EH40 ~20 
FH40 -40 


AH47 20 
DH47 ) 
EH47 -20 
FH47 -40 


NOTES 


1. These requirements are to apply to test piece of which butt weld is perpendicular to the rolling direction of the plates. 
2. For the Naval ships both the test temperature and value of minimum absorbed energy are to be those specified for the parent material. 


2.13.2 Where an impact specimen fails to meet require- 
ments, a further set of three specimens may be removed and 
tested in accordance with the requirements of Ch 2,1.4.4. 


2.13.3 Where a macro specimen reveals a defect that is 
planar in nature, the welding procedure test is to be considered 
as not satisfying the requirements and a new test assembly is 
required. 


2.13.4 Where a macro specimen does not meet require- 
ments as a result of a volumetric imperfection exceeding the 
permitted size, two additional specimens may be removed 
from the same test weld and examined. If either of these 
macro-sections also fails to satisfy the requirements, the 
welding procedure is to be considered as not having met the 
requirements. 


2.13.5 _ If there is a single hardness value above the maximum 
values specified, additional hardness tests are to be 
carried out, either on the reverse of the specimen, or after 
sufficient grinding of the tested surface. None of the additional 
hardness values is to exceed the maximum hardness values 
specified, otherwise the welding procedure is to be consid- 
ered as not having met the requirements. 


2.13.6 Where there is insufficient material available in the 
welded test assembly to provide re-test specimens, subject to 
prior agreement with the Surveyor, a second assembly may be 
welded using the same conditions as the original test weld. 


2.14 Test records 


2.14.1. The procedure qualification record (PQR) is to be 
prepared by the manufacturer and is to include details of the 
welding conditions used in the test specified in 2.2 and the 
results of all the non-destructive examinations and destructive 
tests, including re-tests. 


2.14.2 Provided that the PQR lists all the relevant variables 
and there are no inconsistent features and the results satisfy 
the requirements, the PQR may be endorsed by the Surveyor 
as satisfying the requirement of the Rules, see also 1.1.4. 


2.15 Range of approval 


2.15.1 A welding procedure qualification test that has 
successfully met the requirements may be used for a wider 
range of applications than those used during the test. 


2.15.2 Changes outside of the ranges specified are to 
require a new welding procedure test. 


2.15.3 Other ranges of approval from those specified in 
this Section may be agreed with the Surveyor, provided that 
they are in accordance with recognised National or 
International Standards. 


2.15.4 | Manufacturer. A welding procedure qualified by a 
manufacturer is valid for welding in workshops under the same 
technical and quality management. 
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2.15.5 Welding process and technique. The welding 
process and welding techniques approved are to be those 
employed during the welding procedure qualification test. 
Where multiple welding processes are used, these are to be 
employed in the same order as that used in the welding 
procedure qualification test. However, it may be acceptable to 
delete or add a welding process where it has been used 
solely to make the first weld run in the root of the joint, provided 
back gouging or grinding of the root weld is specified on the 
WPS. For multi-process procedures, the welding procedure 
approval may be carried out with separate welding 
procedure tests for each welding process. 


2.15.6 Welding positions. Approval for a test made in any 
position is restricted to that position. To qualify a range of 
positions, test assemblies are to be welded for the highest 
heat input position, and the lowest heat input position, and all 
applicable tests are to be made on those assemblies. The 
above excludes welding in the vertical position with travel in 
the downward direction which will always require separate 
qualification testing and only be acceptable for that position. 


2.15.7 Joint types. A qualification test performed on a butt 
weld may be considered acceptable for fillet and partial 
penetration welds, provided the same welding conditions are 
used. The range of approval depending on the type of joint for 
butt welds is given in Table 12.2.4. 


Table 12.2.4 Range of approval for different types 


of butt joints 


Range of 


Type of welded joint for test assembly approval 


Butt welding | One side | With backing A,C,D 
Without backing A,B,C,D 


Both sides | With gouging Cc 
Without gouging C,D 


2.15.8 Range of material types: 

(a) A qualification test performed on one strength level of 
steel may be used to weld all similar materials with the 
same or lower specified minimum yield stress with the 
exception of the two-run (T) or high welding heat input 
(A) techniques where acceptance is limited to the 
strength level used in the test. Similarly, a qualification 
test performed on a steel with one toughness level may 
be considered acceptable for welding all similar 
materials with the same or three toughness grades lower 
specified minimum toughness level. 

(b) A qualification test performed on H47 strength grade 
steels may be used to weld the steel of the same 
strength level or grade H40 and all lower toughness 
grades to that tested. 

(c) For high strength quenched and tempered steels, for 
each strength level, welding procedures are considered 
applicable to the same and lower toughness grades as 
that tested. For each toughness grade, welding 
procedures are considered applicable to the same and 
one lower strength level as that tested. The approval of 
quenched and tempered steels does not qualify 
thermo-mechanically rolled steels (TMCP steels) and vice 
versa. 


(d) For weldable C and C-Mnh steel forgings, welding proce- 
dures are applicable to the same and lower strength level 
as that tested. The approval of quenched and tempered 
steel forgings does not qualify other delivery conditions 
and vice versa. 

(e) For weldable C and C-Mn steel castings, welding 
procedures are applicable to the same and lower 
strength level as that tested. The approval of quenched 
and tempered steel castings does not qualify other 
delivery conditions and vice versa. 

Dissimilar materials. Where a qualification test has been 
performed using dissimilar materials, acceptance is to 
be limited to the materials used in the test. 


2.15.9 Thickness and diameter range: 

(a) For straight butt welds, the material thickness range to 
be approved is to be based on the thickness of the test 
piece and the type of weld as shown in Table 12.2.5. 

(b) For butt welds between plates of unequal thickness, the 
lesser thickness is the ruling dimension. 

(c) For fillet welds and ‘T’ butt welds, Table 12.2.5 is to be 
applicable to both the abutting and through member 
thicknesses. In addition to the requirements of 
Table 12.2.5, the range of approval of throat thickness 
‘a’ for fillet welds is to be as follows: 

e single run: 0,75a to 1,5a 
e =multi-run: as for butt welds with multi-run (i.e. a = ft) 

(d) Notwithstanding any of the above, the approval of 
maximum thickness of base metal for any technique is 
to be restricted to the thickness of the test assembly if 
three of the hardness values in the heat affected zone 
are found to be within 25 Hv of the maximum permitted. 

(e) The material diameter range to be approved is to be 
based on the diameter of the test piece and type of weld 
as shown in Table 12.2.6. 


2.15.10 Welding consumables: 

(a) For manual and semi-automatic welding used for the fill 
and capping weld runs, it may be acceptable to change 
the brand or trade name of the welding electrode or wire 
from that used in the test, provided the proposed 
alternative has the same or higher approval grading and 
the same flux type (e.g. basic low hydrogen, rutile, etc.) 
as used in that test. 

(b) For the consumable used to make the root weld of full 
penetration butt welds made from one side only, no 
change in the type or trade name of the consumable or 
backing material is permitted. Alternative backing 
materials may be used provided they are equivalent to 
those used for approval. Where the approved backing 
material is a low hydrogen grade and the steel being 
welded requires a low hydrogen backing material, testing 
of the alternative backing material is to confirm compli- 
ance with the requirements of Ch 11,7 

(c) For processes with heat input over 5 kJ/mm, no change 
in the type or trade name of the consumable is permitted. 


2.15.11 Shielding gas. For gas shielded welding processes, 
a change in shielding gas composition from that used in the 
test will require a new qualification test. 
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Table 12.2.5 Welding procedure thickness approval 


range — Butt welds 


Range approved 


Test thickness, 
see Note 1 
(tin mm) 


All multi-run butt All single-run or two-run 
welds and all fillet welds | two-run (T technique) 
see Notes 3 and 4 butt welds 


t<3 t to 2t 0,7t to 1,1t 


8<t<12 3 to 2t 0,7t to 1,1t 


12<t< 100 0,5t to 2t, 


see Note 2 


0,7t to 1,1t 
see Note 5 


t> 100 0,5¢ to 1,5t 0,7t to 1,1t 


see Note 5 


NOTES 
. Where the test plates have dissimilar thickness, the thick- 

ness, t, is to be based on the minimum thickness for butt 

welds and the maximum thickness for fillet welds. 

Subject to a maximum limit of 150 mm. 

For multi process procedures, the recorded thickness contri- 

bution of each process is to be used as a basis for the range 

of approval of the individual welding process. 

For vertical down welding, the test piece thickness, t, is the 

upper limit of the range of application. 

For processes with heat input over 5,0 kJ/mm, the upper 

limit of the range of approval is to be 1,0 ft. 


Table 12.2.6 Diameter range approved 


Diameter used for test, 
see Note 1 


Range of diameters 
approved 


D<25mm 0,5D to 2D 


D>25mm >0,5D, see Note 2 


NOTES 

1. Dis the outside diameter of the pipe or the smallest side 
dimension of rectangular hollow section. 

2. Lower diameter range limited to 25 mm minimum. 


2.15.12 Heat Input. The upper limit of heat input approved 
is 25 per cent greater than that used in the test, or 5,5 kJ/mm, 
whichever is the smaller. With heat input over 5,0 KJ/mm, the 
upper limit is 10 per cent above that used in the test. In all 
cases, the lower limit of heat input approved is 25 per cent 
lower than that used in the test. 


2.15.13 Current type. The current type used during the 
qualification test is to be the only type approved. Additionally, 
changes from or to pulsed current require new qualification 
tests. 


2.15.14 Preheat temperature. The temperature used during 
the test is to be the minimum approved. Higher temperatures 
may be specified for production welds up to the maximum 
interpass temperature. Where hardness tests have been 
performed that exhibit results near the maximum permitted, an 
increase in preheat temperature is required when welding 
material of greater thickness than that used in the test. 


2.15.15 Interpass temperature. The maximum interpass 
temperature recorded during qualification testing is to be the 
maximum approved. Lower temperatures may be specified for 
production welding, but no lower than the minimum preheat 
temperature. 


2.15.16 Post-weld heat treatment. A qualification test 
performed with no post weld heat treatment is only acceptable 
for production welding where no heat treatment is applied. 
Where the qualification test has included a post weld heat 
treatment, this is to be applied to all welds made with the 
welding procedure. The average specified soak temperature 
may vary by up to 25°C from that tested. 


2.15.17 Shop primers. Welding procedure qualification with 
shop primers qualifies welds without primer, but not vice 
versa. 


2.16 Welding procedure specification (WPS) 


2.16.1. A welding procedure specification (WPS) is to be 
prepared by the manufacturer detailing the welding conditions 
and techniques to be employed for production welding. The 
WPS is to be based on the conditions and variables used 
during the qualification test, and is to include all the ranges of 
the essential variables specified in 2.2.1 and 2.15. 


2.16.2 | The WPS should reference the procedure quallifica- 
tion record upon which it is based and is to be approved by 
the Surveyor prior to commencing production welding. 


O Section 3 
Specific requirements for 
stainless steels 


3.1 Scope 


3.7.1 The requirements of this Section relate to the group 
of steel materials classed as stainless steels and include 
austenitic and duplex grades and martensitic grades. 


3.1.2 In all cases, welding procedure tests are to be 
performed generally in accordance with Section 2 with the 
specific requirements specified below. 


3.2 Austenitic stainless steels 


3.2.1 The requirements of this Section relate to the group of 
stainless steel materials that are austenitic at ambient and sub- 
zero temperatures, (e.g., 304L, 316L types), see Table 3.7.1 in 
Chapter 3. 


3.2.2 Impact tests are to be performed from specimens 
removed from the weld metal. Tests in the heat affected zone 
are not required. 


3.2.3 Hardness tests are generally not required. 
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3.2.4 For cryogenic or corrosion resistant applications, 
the ferrite content in the weld cap region is to be measured 
and is to be in the range 2 to 10 per cent, with the exception 
of grades S 31245 and N 08904 where the content is to be 
nominally zero. 


3.2.5 A qualification test performed on an austenitic 
grade may be considered acceptable for welding other 
austenitic steels with the same or lower level of alloying 
elements and the same or lower tensile strength. 


3.2.6 A qualification test performed for cryogenic applica- 
tions may be considered acceptable for chemical applications, 
but not vice versa. 


3.3 Duplex stainless steels 


3.3.1 The requirements of this Section relate to the group 
of stainless steel materials that have a_ ferritic-austenitic 
structure and are usually referred to as duplex or super duplex 
stainless steels (e.g.,S 31803, S 32760). 


3.3.2 Impact test specimens are to be removed from the 
weld and heat affected zone in accordance with Section 2 with 
the exception that impact test specimens notched at the 
FL + 10 mm location are not required. The specimens are to 
be tested at a temperature of —-20°C or the minimum design 
temperature whichever is the lower and exhibit a minimum 
average energy of 40 J. 


3.3.3 The corrosion resistance is to be maintained in the 

welded condition and the following tests are to be performed 

to demonstrate acceptable resistance, unless agreed other- 
wise. 

(a) A sample is to be removed from the weld and heat 
affected zone for micro-structural examination and is to 
be suitably prepared and etched so that the micro- 
structures of the weld and heat affected zones can be 
examined at a magnification of x200 or higher. The 
micro-structure of the weld and heat affected zone is to 
be examined, the percentage grain boundary carbides 
and intermetallic precipitates is to be reported. 

(b) The ferrite content in the un-reheated weld cap and cap 
HAZ along with the weld root and root HAZ are to be 
measured and reported. The ferrite content is to be in 
accordance with Table 12.3.1. Where the intended 
construction is such that the corrosion medium is only in 
contact with one surface of the weld (i.e., the weld root), 
the ferrite determination need only be reported in that 
surface area. 

(c) Corrosion testing is to be performed on samples 
removed from the weld such that both the weld and HAZ 
are included in the test. The critical pitting temperature is 
to be determined in accordance with ASTM G48 Method 
C and meet the requirements specified in Table 12.3.1. 
The cap and root surfaces are to be inspected for 
evidence of pitting and may require probing the surface 
with a needle. Pitting found on the ends of the specimen 
in the weld cross-section may be ignored. The use of the 
weight loss method for corrosion testing may be 
accepted subject to special consideration. 


Table 12.3.1 Requirements for ferrite content and 
corrosion tests for duplex stainless 


steel test welds 


Duplex Stainless Weld and HAZ 
Steel Ferrite content 


Minimum Critical 
Pitting Temperature 


Material Grade (CPT) 


S$ 31260 
S 31803 
S 32550 
S 32750 
S 32760 


30 to 70% 20°C 
30 to 70% 20°C 
35 to 65% 25°C 
35 to 65% 25°C 
35 to 65% 25°C 


3.3.4 Where the test weld is between a grade of carbon 
steel and duplex stainless steel, the test requirements of 
3.3.3(a) and (c) are not required and the ferrite content of the 
weld and the duplex heat affected zone are to be reported for 
information. 


3.3.5 A qualification test performed on a duplex stainless 
steel grade may be considered acceptable for welding other 
duplex grades which have the same or less stringent mechanical 
or corrosion properties. 


3.3.6 The range of heat input is not to vary by more than 
+10 per cent or -25 per cent from that used during testing. 
3.4 Martensitic stainless steels 

3.4.1 The requirements of this Section relate to the group 
of stainless steel materials that have a martensitic structure at 


ambient temperatures, see Table 4.5.1 in Chapter 4. 


3.4.2 The results of the hardness survey results are to be 
reported for information purposes only. 


3.4.3 A qualification test is considered acceptable only for 
the grade of material used in the test. 
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a Section 4 
Welding procedure tests for 
non-ferrous alloys 

41 Requirements for aluminium alloys 

4.1.1 The requirements for welding procedure qualifica- 


tion tests for aluminium alloys are to be in accordance with the 
general requirements of Section 2 with the following excep- 
tions and specific requirements. 


4.1.2 Non-destructive examination is to be performed in 
accordance with 2.5 and the assessment of results is to be in 
accordance with Table 12.4.1 and Table 12.4.2. 


4.1.3 Acceptance of the mechanical tests is to be in 
accordance with Ch 11,9. Welding of the strain hardened and 
heat treatable aluminium alloys will generally result in a loss of 
tensile strength in the heat affected zone below that specified 
for the base materials and the tensile strength acceptance 
criteria to be applied is that specified for the material in the 
annealed or ‘as fabricated’ condition. Minimum values of 
tensile strength measured on the transverse tensile samples 
are given in Table 12.4.3. 


4.1.4 Impact tests and hardness surveys are not required 
for aluminium alloys. 


Table 12.4.1 


Surface discontinuity 


Classification according to 
ISO 6520-1 


4.1.5 Four side bend tests may be used in place of root 
and face bends where the test thickness exceeds 12 mm, and 
longitudinal bend tests may be used instead of transverse tests 
where the test weld is between different grades of alloy. Bend 
specimens are to be bent round a former in accordance with 
Table 11.9.1 in Chapter 11, with the exception that the 6000 
series alloys may be bent round a former with D/t = 7. 


4.1.6 The ranges of approval to be applied to the WPS 
are to be as specified for steel in 2.15 with the following 
exceptions: 

(a) The welding positions approved are as detailed in 
Table 12.4.4. 

The aluminium alloys are grouped into three groups as 
follows: 

e Group A: aluminium-magnesium alloys, with Mg 
content <3,5 per cent (alloy 5754). 

e Group B: aluminium-magnesium alloys with 4 per 
cent <Mg <5,6 per cent (alloys 5059, 5083, 
5086, 5383 and 5456). 

e Group C: aluminium-magnesium-silicon alloys 
(alloys 6O05A, 6061 and 6082). For each group, 
the qualification made on_ one _ alloy 
qualifies the procedure also for the other alloys in 
the group, with equal or lower tensile strength 
after welding. The qualification made on group B 
alloys qualifies the procedure for Group A alloys 
also. Approval for the range of material grades is 
summarised in Table 12.4.5. 


(b) 


Acceptance criteria for surface imperfections of aluminium alloys 


Acceptance criteria 


Crack 
Lack of fusion 


Incomplete root penetration in butt joints welded 
from one side 


Surface pore 


Uniformly distributed porosity (see Note 1) 
Clustered porosity 

Continuous undercut 

ntermittent undercut 

Excess weld metal (see Note 2) 

Excess penetration 

Root concavity (see Note 2) 

Linear misalignment (see Notes 3 and 4) 


100 
401 
4021 


2017 


2012 
2013 
5011 
5012 
502 
504 
515 
507 


Not permitted 
Not permitted 
Not permitted 


d<0,1s or 0,1a 
max. 1,0 mm 


<0,5% of area 


Not permitted 
Not permitted 
h<0,1t or 0,5 mm (whichever is the lesser) 


h<1,5 mm + 0,16 or 6 mm (whichever is the lesser) 
h<4mm 

h <0,05t or 0,5 mm (whichever is the lesser) 
h<0,2t or 2,0 mm (whichever is the lesser) 


Symbols 


nominal throat thickness of a fillet weld 
width of weld reinforcement 

diameter of a gas pore 

height or width of an imperfection 
nominal butt weld thickness 

wall or plate thickness (nominal size) 


NOTES 
To be in accordance with EN ISO 10042. 
A smooth transition is required. 


The limits for linear misalignment relate to deviations from the correct position. Unless otherwise specified, the correct position is to be 


taken when the centrelines coincide. 


Dimensional tolerances not specified in these Rules are to be mutually agreed between the manufacturer and the Surveyor. 
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Table 12.4.2 


Internal discontinuity 


Classification according to 
ISO 6520-1 


Acceptance criteria for internal imperfections of aluminium alloys 


Acceptance criteria 


Crack 

Lack of fusion 

Incomplete penetration 

Single gas pore 

Linear porosity (see Note 2) 

Uniformly distributed porosity (see Note 2) 


Clustered porosity (see Note 1) 


Elongated cavity 
Wormhole 


Oxide inclusion (see Note 2) 

Tungsten inclusion 

Copper inclusion 

Multiple imperfections in any cross-section 


100 

401 

402 
2011 
2014 
2012 


Not permitted 
Not permitted 
Not permitted 
d<0,2s or 0,2a or 4 mm (whichever is the lesser) 
Not permitted 


0,5t to 3t 
> 3t to 12t 


< 1% of area 
< 2% of area 
> 12t to 30t < 3% of area 
> 30t < 4% of area 


dA < 15 mm or wp (whichever is the lesser) 
1<0,2s or 0,2a or 3 mm (whichever is the lesser) 


1< 0,2s or 0,2a or 3 mm (whichever is the lesser) 
1<0,2s or 0,2a or 3 mm (whichever is the lesser) 
Not permitted 


The sum of the acceptable individual imperfections 
in any cross-section is not to exceed 0,2¢ or 0,2a 
(whichever is the lesser) 


Symbols 


nominal throat thickness of a fillet weld 

diameter of a gas pore 

height or width of an imperfection 

nominal butt weld thickness 

wall or plate thickness (nominal size), in mm 

width of weld or width or height of cross-sectional area 
diameter of area surrounding gas pores 

length of imperfection in longitudinal direction of weld 


NOTES 
For this acceptance criterion, linear porosity is to be considered as three aligned gas pores in a length of 25 mm. 
Porosity is to be determined in accordance with ISO 10042. The requirements for a single gas pore are to be met by all the gas pores 


1. 
2. 


Table 12.4.3 


within this circle. Systematic clustered porosity is not permitted. 


Tensile strength requirements by 
grade for aluminium alloys 


Parent material Grade 
(alloy designation) 


Minimum tensile strength 
(N/mm?) 


(c) 


5754 
5086 
5083 


190 
240 
275 
290 
330 
290 
170 
170 
170 


5383 
5059 
5456 
6005A 
6061 
6082 


The qualification of a procedure carried out on a test 
assembly of thickness t is valid for the thickness range 
given in Table 12.4.6. In the case of butt joints between 
dissimilar thicknesses, t is the thickness of the thinner 
material. In the case of fillet joints between dissimilar 
thicknesses, t is the thickness of the thicker material. In 
addition to the requirements of Table 12.4.6, the range of 
the qualification of throat thickness of fillet welds, a, is 
given in Table 12.4.7. Where a fillet weld is qualified by a 


Table 12.4.4 


Welding procedure approval, welding 
positions for aluminium alloys 


Test position Positions approved 


Downhand D 


Horizontal-vertical 
Vertical up 


Overhead 


D, X 
D, X, Vu 
D, X, Vu and O 


NOTE 
Welding in vertical down (Vd) position is not recommended. 


butt weld test, the throat thickness range qualified is to 
be based on the thickness of the deposited weld metal. 
The range of shielding gas compositions approved is to 
be in accordance with Table 11.9.2 in Chapter 11. 

A change in the brand or trade name of the filler metal 
from that used in the test is acceptable, provided that 
the proposed consumable has the same or higher 
strength grading. 

A change in post-weld heat treatment or ageing is not 
permitted, except that for the heat treatable alloys, artificial 
ageing may give approval for prolonged natural ageing. 
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Table 12.4.5 Welding procedure approval, aluminium material grades approved 


Material used in 
qualification test 


Material Grades approved 


5754 5754 


5086 5086 5754 


5083 5083 5086 5754 


5383 5383 5083 5086 


5059 5059 5383 5083 


5456 5456 5383 5083 


6005A 6005A 6082 6061 


6082 6005A 6082 6061 


6061 6005A 6082 6061 


NOTE 
Approval includes all the different strained and tempered conditions in each case. 


Table 12.4.6 Range of qualification for parent material thickness 


Thickness of test assembly, Range of qualification 
t (mm) Multi pass welds 


Range of qualification 
All single-run or two-run (T technique) butt welds 


t<3 0,5 to 2t 0,5t to 1,1t 


38<t<20 3 to 2t 0,5t to 1,1t 


t>20 = 0,8t 0,5t to 1,1t 


Table 12.4.8 Minimum transverse tensile strengths 


Hable deat for welded copper alloy propellers 


Range of qualification of throat 
thickness for fillet welds 


Throat thickness of test piece, ane 
a (mm) Range of qualification 


0,75ato1,5a CU 1 370 


Minimum tensile strength 


Alloy designation (N/mm?) 


27,5 CU 2 410 


CU 83 500 


CU 4 550 


4.2 Requirements for copper alloys 


4.2.1 The requirements for welding procedure qualification 


tests for copper alloys are to be in accordance with the require- 
ments for steel as given in Section 2 with the following excep- 
tions and additions. 


4.2.2 Impact tests on copper alloys are not required. 

4.2.3 Hardness tests are not required for seawater service. 
4.2.4 For the welding of cast copper alloys for propellers, 
the minimum tensile strength from the transverse tensile test is 


to be in accordance with Table 12.4.8. 


4.2.5 Bend tests are to be performed over a diameter of 
former as detailed in Table 12.4.9. 


4.2.6 The range of approval to be applied to the WPS is 
to be as specified in 2.15 with the exception of the material 
grades which are detailed in Table 12.4.10. 
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Table 12.4.9 Former diameters for bend testing of 
copper alloy welds 


Alloy designation Former diameter 
(see Chapter 9) (D/t) 


Cast propellers: 
CU1 4 
CU2 4 
CU3 6, see Note 
CU4 6, see Note 


Other short freezing range castings: 
Copper-Nickel 90/10 
Copper-Nickel 70/30 

Aluminium bronze 


Wrought alloys (tubes and pipes): 
Copper-phosphorus 
Aluminium-brass 

90/10 Copper-nickel-iron 

70/30 Copper-nickel-iron 


NOTE 

Where the qualification tests for these alloys are subjected to post- 
weld heat treatment the former diameter may be increased to 

D/t = 10. 


Table 12.4.10 Range of approval for copper alloy material grades 


Category Alloy grade used in the qualification test Alloy grades approved 


CU1 Cut 

CU2 CU1 and CU2 
Propellers CU3 CU1, CU2 and CU3 
CU4 CU4 see Note 1 


90/10 Copper-Nickel-lron 90/10 Copper-Nickel-lron 


Tubes/pipes 70/30 Copper-Nickel-lron 70/30 Copper-Nickel-lron and 
90/10 Copper-Nickel-lron 


Tubes/pipes Copper-Phosphorus deoxidised — arsenical Copper-Phosphorus deoxidised — arsenical 
see Note 2 Copper-Phosphorus deoxisised — non arsenical Copper-Phosphorus deoxisised — non arsenical 
Aluminium-brass Aluminium-brass 


NOTES 

1. Where a CUS type welding consumable has been used for the qualification test, the range of approval may also include welding of CUS. 

Zi These grades have limited weldability and approval to weld is subject to the materials satisfying the requirements of Table 9.3.1 in 
Chapter 9. 
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| Section 5 
Welder qualification tests 


5.1 Scope 


Dela t The requirements of this Section relate to qualifica- 
tion of welders involved in welded construction associated 
with ships, or other marine structures, and products or 
components intended for use on or in these structures. 


5.1.2 The requirements relate to fusion welding processes 
that are designated as manual, semi-automatic or partly 
mechanised. Special consideration will be given to other 
welding processes adapted from these requirements. 


5.1.3 Prior to commencing production welding, the 
welder is to have performed a qualification test that satisfies 
these requirements. It is the responsibility of the manufacturer 
to ensure that the welder possesses the required level of skill 
for the work to be undertaken. 


5.1.4 The qualification of welders is to be documented by 
the manufacturer and the records are to be available for review 
by the Surveyor. 


521.9) Welder qualification tests made in accordance with 
EN, ISO, JIS, ASME or AWS may be considered for accep- 
tance provided that, as a minimum, they are equivalent to, and 
meet the technical intent of these Rules to the satisfaction of 
the Surveyor. 


5.2 Welder qualification test assemblies 


5:24 The welding of the welder qualification test assembly 
is to simulate, as far as practicable, the conditions to be 
experienced in production and be witnessed by the Surveyor. 
The test is to be carried out on a test assembly piece and not 
by way of production welding. 


5.2.2 The test is to simulate, as far as practicable, the 
welding techniques and practices to be encountered during 
production welding. The test assembly is to be designed to 
test the skill of the welder and have the shape and dimensions 
appropriate to the range of approval required. 


5.2.3 The inspection length of the test weld is to be such as 
to permit the removal of all the necessary test specimens and for 
plate tests, but in no case is to be less than 250 mm. The test 
assembly is to be set in one of the positions as shown in 
Fig. 12.2.2 appropriate to the welding positions to be approved. 


5.2.4 A welding procedure specification (WPS) is required 
for the execution of the qualification test and is to include the 
information specified in 2.2.1, as a minimum. 


5.2.5 The test assembly is to be marked with a unique 
identification and the inspection length is to be identified prior 
to commencing welding. For pipe welds, the whole circum- 
ference is to be considered as the inspection length. 


5.2.6 During welding of the test assembly, the welding 
time is to be similar to that expected under production 
conditions. For manual or semi-automatic processes, at least 
one stop and re-start in the root and in the top surface layer is 
to be included in the inspection length and marked for future 
inspection. 


5.2.7 During welding of the test assembly, minor imper- 
fections may be removed by the welder by any method that is 
used in production, except on the surface layer. 


5.2.8 The Surveyor may stop the test if the welding 
conditions are not correct or if there is any doubt about the 
competence of the welder to achieve the required standard. 


5.3 Examination and testing 


5.3.1 Each completed test weld is to be examined and 
tested in accordance with the requirements of Table 12.5.1. 


5.3.2 Visual examination is to be performed in the as 
welded state prior to any other assessment. 


5.3.3 For plate butt welds, fracture testing may be used in 
place of radiography. 


5.3.4 Where a backing strip has been used, it is to be 
retained for non-destructive examinations, but is to be 
removed prior to performing any bend or fracture tests. 


5.3.5 Where fracture tests are required, they are to sample 
as much of the inspection length as practicable and the test 
assembly may be cut into several test specimens to achieve 
this. Testing is to be performed as shown in Figs. 12.5.1(a) or 
12.5.1 (b). 


5.3.6 For butt weld tests in aluminium alloys both radiog- 
raphy and bend tests are required. 


5.3.7 When bend tests are required, 2 root and 2 face 
bends are to be tested and where the test thickness exceeds 
12 mm, these may be substituted by 4 side bends specimens. 
The diameter of former to be used is to be in accordance with 
that specified for welding procedure qualification testing given 
in 2.7.6(a). 


5.3.8 Where macro examination is required, the specimen 
is to be polished and etched to reveal the weld runs and heat 
affected zones, and be examined at a magnification between 
x5 and x10. 


5.4 Acceptance criteria 


5.4.1 The acceptance criteria are to be in accordance 
with 2.5.5. 


5.4.2 Fracture tests and macro-sections are to be 
assessed in accordance with the non-destructive examination 
acceptance criteria. 
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Table 12.5.1 Welder qualification test requirements 


Examination type Butt welds 


Fillet welds Pipe branch welds 


Visual 100% 
Surface crack detection See Note 1 


Radiography 100% 
See Notes 2 and 6 


Bend tests 4 required 


See Notes 3 and 6 


Fracture tests Not required 


Macro Not required 


100% 100% 
100% 100% 


Not required Not required 


Not required Not required 


1 required 
See Note 4 


Not required 


1 required 
See Note 4 


4 required 
See Note 5 


NOTES 


Surface crack detection examination may be required by the Surveyor in order to clarify the acceptability of any weld feature. 
Radiography may be replaced by ultrasonic examination for carbon and low alloy steels where the thickness exceeds 8 mm. 
Bend tests are required for gas metal arc welding with solid wire (GMAW) and oxy-acetylene welding. 

The fracture test may be replaced with 4 macro sections equally spaced along the inspection length. 

Macro-sections are to be separated by 90° measured around the abutting pipe member. 

Radiography and bend tests are required for tests in aluminium alloys. 


Inspection length 
of the test piece 


Sectioning into an even-numbered quantity 
of test specimens 


(b) 
Fracture testing 
(The fillet weld may be notched if necessary) 


4607/41 


Fig. 12.5.1(a) Preparation and fracture testing of test specimens for a fillet weld in plate 


5.4.3 Bend tests are considered acceptable if after bending 
through an angle of at least 180°, there are no defects on the 
tension side of the specimen greater than 3 mm in any 
direction. 


5.5 Failure to meet requirements 
5.5.1 Where a macro-section fails to meet requirements, 


one additional specimen may be removed from the test 
assembly and examined. 


5.5.2 Where a bend or fracture test specimen fails to meet 
requirements, two additional specimens may be prepared from 
the same test assembly. If there is insufficient material, the 
welder may be permitted to weld an additional assembly to 
the same WPS, at the discretion of the Surveyor. 


5.5.3 Where any of the additional test specimens fails to 
satisfy the requirements, the test will be considered as not 
meeting the requirements. 
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Inspection length 
of the test piece 


Ip 


(a) 


Sectioning into an even-numbered quantity of test specimens 


: 


A A 


(c) 
Fracture testing root bend test 


(b) 
Preparation 


ty 


(d) 
Fracture testing face bend test 
4607/40 


Fig. 12.5.1(b) | Preparation and fracture testing of test specimens for a butt weld in plate 


5.5.4 Where a test fails to comply with the acceptance 
criteria, the welder may be permitted to weld a second test 
piece. If this does not meet requirements, the welder is to be 
considered as not being capable of achieving the require- 
ments. 


5.6 Range of approval 


5.6.7 Upon successful completion of all the necessary 
examinations and tests, the welder is to be considered qualified. 
The essential variables and the range of welding conditions for 
which the welder is considered approved are specified in the 
following paragraphs. 


5.6.2 Welding variables such as preheat, interpass 
temperature, heat input and current type are not considered 
welder qualification variables. However, if the WPS used for 
testing specify these, they are to be included in the test and 
the welder is expected to follow the specific instructions. 


5.6.3 Where the WPS used for the welder qualification 
test specifies post weld heat treatment, this need not be 
applied to the test weld unless bend tests are required and the 
material exhibits low ductility in the as welded condition. 


5.6.4 The qualification test performed by a manufacturer 
is only applicable to workshops under the same technical con- 
trol and quality system as that used for the test. 


5.6.5 The welding process used in the qualification test is 
the process approved. However, it is possible for the welder to 


use more than one process in the test and the range of 
approval that may be applied to each will be within the limits 
of the essential variables appropriate to the part of the test 
where each welding process was used. 


5.6.6 Material types are to be grouped as shown in 
Table 12.5.2 for welder qualifications. A qualification test 
performed on one material from a group will permit welding of 
all other materials within the same group. In addition, qualifi- 
cation on one group of materials may confer approval to weld 
other groups as shown in Table 12.5.3. 


0:0: A qualification test performed on one thickness will 
confer approval to weld other thicknesses as specified in 
Table 12.5.4. Where welding is required between materials of 
different thickness, the reference thickness for approval 
purposes is to be the lesser thickness. 


5.6.8 A qualification test performed on plate confers 
approval to weld on pipes having an outside diameter greater 
than 500 mm in a fixed position (see Table 12.5.5 and 
Table 12.5.6). 


5.6.9 A qualification test performed using a specific diam- 
eter of pipe will give approval to weld other diameters as 
shown in Table 12.5.5. For branch welds, the diameter upon 
which approval is based is to be the branch member. 


5.6.10 A qualification test performed on a butt weld may 
be considered as giving approval for fillet welds. 
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Table 12.5.2 


Material group 


Material description 


Welder qualification materials groupings 


Typical LR Grades 


Rules for Material references 


WQ 01 


Low carbon unalloyed, 
C/Mnh, or 


Low alloyed steels (Re < 360 N/mm?) 


A,B, DandE 

AH to FH82 and 36 
Boiler 510FG and lower 
LT-AH to FH82 and 36 
U1 and U2 

Steel castings 

Steel pipes 


Ch 3,2 
Ch 3,3 
Ch 3,4 
Ch 3,6 
Ch 3,9 and Ch 10 
Ch 4,2, 3, 6 and 7 
Ch 6,2, 3, 4 and 6 


Cr-Mo, or 
Cr-Mo-V creep resisting steels 


13CrMo45 and 11CrMo910 
1Cr¥Mo and 2%Cr1Mo 
YaCrvaMovVv 


Ch 3,4 
Ch 4,6 and Ch 6,2, 3 and 6 
Ch 4,6 and Ch 6,2 


High strength fine grained, 
Normalised or quenched, or 


Tempered structural steels (2,0 - 5% 


Ni, with Re > 360 N/mm2) 


AH to FH40 to 69 

LT-AH to LT-FH40 

1% , 3% Ni steels and castings 
U3, R3, R8S and R4 


Ch 8,3 and 10 

Ch 3,6 

Ch 3,6, Ch 4,7 and Ch 6,4 
Ch 8,9 and Ch 10 


Ferri 


ic, or 


martensitic stainless steels 
(12 to 20% Cr) 


13% Cr (martensitic) 


Ch 4,5 (martensitic) 


Ferri 


ic low temperature steels 


SNi and QNi 


Ch 3,6 


Ferri 


ic-austenitic stainless steels, 


Austenitic stainless steels, or 


Cr-Ni 


steels 


304, 316, 317, 321 and 347 
$31260, S31803, S32550 and 
$32750 


Ch 8,7 and 8 
Ch 4,8 and Ch 6,5 


gO< 


umi 


nium alloy — Non-heat treatable 
3,5% 


5754 


Chapter 8 


umi 


nium alloy — Non-heat treatable 
<Mg <5,6% 


5083 and 5086 


Chapter 8 


inium alloy — Heat treatable 


6005-A, 6061 and 6082 


Chapter 8 


A 
Copper alloys for propellers — 
anganese bronze 


Cut 


Ch 9,1 


Copper alloys for propellers — Nickel- 


manganese bronze 


Cu2 


Ch 9,1 


Copper alloys for propellers — Nickel- 


alumi 


nium bronze 


Cu3 


Ch 9,1 


Copper alloys for propellers — 
Manganese-aluminium bronze 


Cu4 


Ch 9,1 


Copper alloys for tubes — Copper 


phosphorus 


Deoxidised — non-arsenical and 
arsenical 


Ch 9,3 


Copper alloys for tubes — Aluminium 


brass 


Aluminium brass 


Ch 9,3 


5.6.11 


Copper alloys for tubes — Copper- 


nicke 


l-iron 


A butt qualification test welded from one side, with 
the root unsupported (i.e., no backing), will give approval for 
welds made from both sides with or without back gouging or 


grinding, but not vice versa. 


5.6.12 


A qualification test performed in one position will give 


70/30 Cu/Ni and 90/10 Cu/Ni 


5.6.13 


Ch 9,3 


For manual metal arc welding with covered elec- 
trodes, a qualification test performed using an electrode with 
one type of coating will only be approved for welding with that 


type of coating. However, a qualification test performed using 
a basic low hydrogen type coating will confer approval to use 


approval to weld in other positions as shown in Table 12.5.6. 


electrodes with rutile coatings. 
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Table 12.5.3 Welder qualification, range of approval for material groups 


Material group used 


Material groups approved to weld 


for testing 


WQ 01 


WQ 01 


WQ 02 


WQ 01 


WQ 03 


WQ 01 


WQ 04 


WQ 01 


WQ 05 


WQ 05 


W@Q 14 


WOQ 11 


WAQ 05, see Note 


WQ 04, see Note 


WQ 22a 


WQ 22a 


WQ 22b 


WQ 22b 


WQ 22a 


WQ 22b 


WQ 23 


WQ 22a 


WQ 22b 


WQ 30 


WQ 30 


WQ 31 


WQ 31 


WQ 30 


WQ 31 


WQ 32 


WQ 30 


WQ 31 


WQ 33 


WQ 30 


WQ 31 


WQ 34 


WQ 34 


WQ 35 


WQ 35 


WQ 34 


WQ 35 


WQ 36 


WQ 36 


NOTE 


Provided an austenitic welding consumable compatible with material group WQ 11 is used. 


Table 12.5.4 


Material type 


Test piece thickness 
(mm) 


Welder qualification, range of approval for material thickness 


Range approved, see Note 
(mm) 


Steel and copper alloys 


t<3 
8<t<12 
tS12 


t to 2t 
3,0 to 2t 
>5,0 


Aluminium alloys 


t<6 
6<t<15 
t>40mm 


0,7 to 2,5t 
6,0 <t< 40,0 
41 to 2t 


NOTE 


For oxy-acetylene welding the maximum thickness is limited to 1,5 tf. 


Table 12.5.5 


Material type 


Test piece diameter 
(mm) 


Welder qualification, diameter range of approval for pipes and hollow sections 


Range approved 
(mm) 


Steel and copper alloys 


D<25 
25 <D< 150 
D> 150 
Plate, see Note 2 


Dto 2D 
0,5D to 2D, see Note 1 
>0,5D 
> 500 


Aluminium alloys 


NOTES 


lt Subject to 25 mm minimum diameter. 
2 Plate qualification will approve welding on pipes greater than 150 mm diameter when the pipe is rotated. 


D<125 
D>125 
Plate, see Note 2 


0,25D to 2D 
20,5D 
= 500 
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Table 12.5.6 Welding position ranges for welder qualification 


Test weld conditions Positions qualified 


Pipe, see Note 1 


Type of weld Test position 
Butt weld Fillet weld Butt weld Fillet weld 


D D D 


Plate butt, 
see Note 5 


D, X, Vu, O 
D 


Plate Fillet, 
see Note 5 


Vd 


D, X, Vu, O D, X, Vu, O 


D,X D, X 


Xx D, X D, X 


D+Vu+0O, 


see Note 3 D, X, Vu, O D, X, Vu, O 


D+Vd+0, 


Pipe butt see Notes 2 and 3 Ve va 


Axis at 45°, 
see Note 4, D, X, Vu, O D, X, Vu, O D, X, Vu, O D, X, Vu, O 
Travel Vu 


Axis at 45°, 
see Notes 2, 3 and 4, 
Travel Vd 


D 


x 


Pipe fillet D+Vu+O 
see Note 3 


D, X, Vu, O D, X, Vu, O 


D+Vd+O 


see Note 3 Vd Vd 


NOTES 
Pipe D position means pipe in horizontal position and rotated, see Fig. 12.2.2(b) and Fig. 12.2.2(d). 
Vd position not usually recommended for pipe welds less than 500 mm diameter. 
Pipe fixed with axis in the horizontal position (e.g. ASME 5G). 
Pipe fixed with axis at 45° to the horizontal (e.g. ASME 6G). 
Plate qualification tests confers approval to weld pipes with diameter greater than 500 mm. 
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5.6.14 For gas shielded welding processes that use a 
single component shielding gas, no change to the gas 
composition is permitted from that tested. Where the test has 
used a two component shielding gas, a change in the ratio of 
component gases is permitted, provided that one of the 
components is not reduced to zero. Where the test has used 
a three component shielding gas, changes are permitted in the 
ratio of component gases and the gas with the smallest ratio 
may be reduced to zero, provided this does not change the 
shielding gas from an active one to an inert one or vice versa. 
In addition, where a change in shielding gas composition 
requires a different welding method or technique to be 
employed, a new qualification test will be required. 


5.6.75 | Achange of welding flux from that used for the test 
is permitted. 


5.7 Welders qualification certification 


5.7.1 All the relevant conditions used during the test are 
to be entered on the welder’s qualification certificate along 
with the permitted range of approval. 


5.7.2 If the Surveyor is satisfied that the welder has 
demonstrated the appropriate level of skill and all tests are 
satisfactory, the Surveyor will endorse the certificate verifying 
that the details contained on it are correct and that the test 
welds were prepared, welded and tested in accordance with 
the specified Rules, Codes or Standards. 


5.7.3 The welder is considered to be approved for an initial 
validity period of 2 years. The welder is considered to have 
retained the qualification subject to the manufacturer confirming 
every 6 months that the welder has used the welding process 
with acceptable performance in the preceding 6 months. 


5.7.4 After 2 years, the Surveyor may extend the validity 
of the approval for another period of two years provided that 
records or documented evidence is made available confirming 
acceptable welding performance, within the original range of 
approval, without a break exceeding 6 months. The Surveyor 
will signify acceptance of the extension to the validity by 
endorsing the certificate. 


5.7.5 Where there is any reason to question the welder’s 
ability, or there is a lack of continuity in the use of the welding 
process, or insufficient recorded evidence of acceptable weld 
performance, the welder is to perform a new qualification test. 


5.7.6 Where the manufacturer has existing welders that 
have previously performed qualification tests, these may be 
considered for acceptance provided they satisfy the above 
requirements and the tests have been performed in the 
presence of an independent examiner that is acceptable to the 
Society. 


5.7.7 Not withstanding the above, the Surveyor may at 
any time request a review of a welder’s qualification records. If 
there is any reason for doubt concerning the skill of the welder, 
the Surveyor may withdraw the qualification and require a 
re-qualification test to be performed. 
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Section 

1 General welding requirements 

2 Specific requirements for ship hull structure and 
machinery 

3 Specific requirements for fabricated steel 
sections 

4 Specific requirements for fusion welded 


pressure vessels 


5 Specific requirements for pressure pipework 
6 Repair of existing ships by welding 
7 Austenitic and duplex stainless steel - Specific 


requirements 


8 Specific requirements for welded aluminium 


a Section 7 
General welding requirements 


1.1 Scope 


7.1.1 This Chapter specifies requirements for fabrication 
and welding during construction and repair of ships or other 
marine structures, and their associated pressure vessels, 
machinery, equipment, components and products intended 
for use in these structures. 


Lee The requirements relate to fusion welding. Special 
consideration will be given to the use of other welding 
processes based on these requirements. 


bles It is the responsibility of the manufacturer to ensure 
compliance with all aspects of these Rules and inform the 
Surveyor of any deviations that have occurred. All deviations 
are to be recorded as non-compliances along with the 
corrective actions taken and failure to do this is considered to 
render the fabrication to be in non-compliance with the Rules. 


1.1.4 Welded constructions that comply with National or 
International specifications may be accepted to the satisfac- 
tion of the surveyor, provided that these specifications give 
reasonable equivalence to the requirements of this Chapter. 


7.7.5 All welded construction is to be to the satisfaction of 
the Surveyor. 

1.2 Design 

1:2:1 Prior to commencing any work, the component to 


be manufactured is to be subjected to design review and 
approval in accordance with the Rule requirements. 


1.2.2 The material characteristics that are affected by 
welding, particularly the loss of strength (e.g., in precipitation 
or strain hardened aluminium alloys) are to be considered in 
the design. The weld joints in such materials are to be 
arranged such that they are in areas of lower stress. 


1.3 Materials 


1.3.1 Materials used in welded construction are to be 
manufactured at works approved by LR. The use of materials 
from alternative sources will be subject to agreement of the 
Surveyor and satisfactory verification testing. 


1.3.2 Materials are to be supplied and certified in accor- 
dance with the requirements of Chapters 1 to 10 of these 
Rules. 


1.3.3 Materials used in welded construction are to be 
readily weldable and are to have proven weldability, unless 
requirements are agreed with LR in advance. 


1.3.4 Where the construction details are such that materials 
are subject to through-thickness strains, consideration is to be 
given to using material with specified through-thickness 
properties as specified in Ch 3,8. 


7.3.5 When ordering materials for construction, consider- 
ation is to be taken of the possible degradation of properties 
during fabrication or post-weld heat treatment. Where these 
materials are used, consideration is to be given to additional 
test requirements being specified to the supplier. 


1.3.6 The identity of materials is to be established by way 
of markings etc, during fabrication, so that traceability to the 
original manufacturer's certificate is maintained. 


1.3:f Pre-fabrication shop primers may be applied prior 
to welding, provided that they are of an approved type and 
have been tested to demonstrate that they have no deleterious 
effects on the completed weld. 


1.3.8 Where it is proposed to weld forgings and/or castings, 
full details of the joint details, welding procedures and post- 
weld heat treatments are to be submitted for consideration. 


1.4 Requirements for manufacture and 
workmanship 


1.4.1 The welding workshops are to be assessed by the 
Surveyor for their capability to produce work of the required 
quality in accordance with the requirements specified for the 
type of construction, see Sections 2 to 5. 


1.4.2 Where structural components are to be assembled 
and welded in works sub-contracted by the builder, the 
Surveyor is to inspect the sub-contractor’s works to ensure 
that compliance with the requirements of this Chapter is 
achieved. 
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1.4.3 The manufacturer is to provide a system of regular 1.6 Forming and bending 
supervision of all welding, by suitably qualified and experi- 
enced personnel. 1.6.1 Plates, pipes, etc., may be formed to the required 


1.4.4 Welding is to be performed in covered workshops 
as far as practicable. Where this is not possible, provision is to 
be made in the welding area to give adequate protection from 
wind, rain and cold, etc. 


1.4.5 Where required, arrangements are to be such as to 
permit adequate ventilation and access for preheating, and for 
the satisfactory completion of all welding operations. 


1.4.6 The location of welding connections and sequences 
of welding are to be arranged to minimise distortion and the 
build up of residual stresses. Welded joints are to be so 
arranged as to facilitate the use of downhand welding 
wherever possible. 


1.4.7 In the case of repairs to existing structures or 
components, care is to be exercised when attaching fit-up 
aids by welding to ensure that the base materials in way of the 
attachments are of weldable quality. 


1.4.8 In order to prevent cross-contamination of different 
material types, the welding of carbon steel materials is to be in 
areas segregated from that used for either austenitic or non- 
ferrous materials, see Section 7. 


1.5 Cutting of materials 


1:6:1 Materials may be cut to the required dimensions by 
thermal means, shearing or machining in accordance with the 
manufacturing drawings or specifications. 


1.5.2 Cold shearing is not to be used on materials in 
excess of 25 mm thick. Where used, the cut edges that are to 
remain un-welded are to be cut back by machining or grinding 
for a minimum distance of 3 mm. 


1.5.3 Material, which has been thermally cut, is to be free 
from excessive oxides, scale and notches. 


1.5.4 All cut edges are to be examined to ensure freedom 
from material and/or cutting defects. Visual examination may 
be supplemented by other techniques. 


7.5.5 Thermal cutting of alloy and high carbon steels may 
require the application of preheat, and special examination of 
these cut edges will be required to ensure no cracking. In 
these cases, the cut edge is to be machined or ground back 
a distance of at least 2 mm, unless it has been demonstrated 
that the cutting process has not damaged the material. 


1.5.6 Any material damaged in the process of cutting is to 
be removed by machining, grinding or chipping back to sound 
metal. Weld repair may only be performed with the agreement 
of the Surveyor. 


shape by any process which does not impair the quality of the 
material. 


1.6:2 Where hot forming is employed or during cold forming 
where the material is subjected to a permanent strain 
exceeding 10 per cent or formed to a diameter to thickness 
ratio less than 10, tests are required to be performed to 
demonstrate that the material properties remain acceptable. 


7.6.3 As far as practicable, forming is to be performed by 
the application of steady continuous loading using a machine 
designed for that purpose. The use of hammering, in either the 
hot or cold condition is not to be employed. 


1.6.4 Material may be welded prior to forming or bending, 
provided that it can be demonstrated that the weld mechanical 
properties are not impaired by the forming operation. All welds 
subjected to bending are to be inspected on completion to 
ensure freedom from surface breaking defects. 


1.7 Assembly and preparation for welding 


1.7.1 Excessive force is not to be used in fairing and 
closing the work. Where excessive root gaps exist between 
surfaces or edges to be joined, corrective measures are to be 
adopted. 


LZ Provision is to be made for retaining correct alignment 
during welding operations in accordance with the approved 
manufacturing specifications and welding procedures. 


L73 Tack welds are to be avoided as far as practicable. 
When used, tack welds are to be of the same quality as the 
finished welds, made in accordance with approved welding 
procedures, and where they are to be retained as part of the 
finished weld, they are to be clean and free from defects. 


1.7.4 Generally, tack welds are not to be applied in 
lengths of less than 30 mm for mild steel grades and aluminium 
alloys, and 50 mm for higher tensile steel grades. Smaller tack 
welds may be accepted for steels, provided that the 
carbon equivalent of the materials being welded is not greater 
than 0,36 per cent. 


1.7.5 Where deep penetration welding is used (see 2.4.6), 
welding procedure tests are to demonstrate that the specified 
degree of penetration is achieved in way of tack welds left in 
place. 


1.7.6 Where temporary bridge pieces or strong-backs are 
used, they are to be of similar materials to the base materials 
and welded in accordance with approved welding procedures. 


Lf Any fit-up aids and tack welds, where welded to 
clad materials, are to be attached to the base material and not 
to the cladding. 
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1.7.8 Surfaces of all parts to be welded, are to be clean, 
dry and free from rust, grease, debris and other forms of 
contamination. 


1:49 When misalignment of structural members either 
side of bulkheads, decks etc., exceeds the agreed tolerance, 
the misaligned item is to be released, realigned and re-welded 
in accordance with an approved procedure. 


1.8 Welding equipment and welding consumables 


1.8.1 Welding plant and equipment is to be suitable for 
the purpose intended and properly maintained, taking into 
account relevant safety precautions. 


1.8.2 Suitable means of measuring the welding parameters 
(i.e. current, voltage and travel speed) are to be available. 
Electrical meters are to be properly maintained and have 
current calibrations. 


1.8.3 Welding consumables are to be suitable for the type 
of joint and grade of material to be welded, and in general, are 
to be LR Approved in accordance with Chapter 11. 


1.8.4 Special care is to be taken in the distribution, storage 
and handling of all welding consumables. They are to be kept 
in heated dry storage areas with a relatively uniform tempera- 
ture in accordance with the consumable manufacturer’s 
recommendations. Condensation on the metal surface (e.g., 
wire electrodes and studs) during storage and use is to be 
avoided. 


7.8.5 Prior to use, welding consumables are to be dried 
and/or baked in accordance with the consumable manufac- 
turer’s recommendations. 


1.8.6 Satisfactory storage and handling facilities for 
consumables are to be provided close to working areas and 
the condition of welding consumables are to be subject to 
regular inspections. 


1.9 Welding procedure and welder qualifications 


1.9.1 Welding procedures are to be developed by the 
manufacturer for all welding, include weld repairs, and are to 
be capable of achieving the mechanical property requirements 
and non-destructive examination quality appropriate to the 
work being undertaken. 


1.9.2 Welding procedures are to be established for the 
welding of all joints and are to be qualified by testing in accor- 
dance with Chapter 12. The welding procedures are to give 
details of the welding process, type of consumable, joint 
preparation, welding position and filler metals to be used. 


71.9.3 The proposed welding procedures are to be 
approved by the Surveyor prior to construction. 


1.9.4 All welders and welding operators are to be qualified 
in accordance with the requirements of Chapter 12. 
Qualification records to demonstrate that welding personnel 
have the skills to achieve the required standard of workman- 
ship are to be available to the Surveyor. 


1.10 Welding during construction 


1.10.1 Materials to be assembled for welding are to be 
retained in position by suitable means such that the root gaps 
and alignment are in accordance with the approved manufac- 
turing specifications and welding procedures. 


1.10.2 Surfaces of all parts to be welded, are to be clean, 
dry and reasonably free from rust, scale and grease. 


7.10.3 Pre-heat is to be applied, as specified in the 
approved welding procedure, for a distance of at least 
75 mm from the joint preparation edges. The method of 
application and temperature control are to be such as to 
maintain the required level throughout the welding operation. 


1.10.4 When the ambient temperature is O°C or less, or 
where moisture resides on the surfaces to be welded, due 
care is to be taken to pre-heat the joint to a minimum of 
20°C, unless a higher pre-heat temperature is specified. 


7.10.5 Where tack welds are to be removed from the root 
of the weld joint, this is to be carried out such that the 
surrounding material and joint preparation is not damaged. 


1.10.6 The welding arc is to be struck on the parent metal 
which forms part of the weld joint or on previously deposited 
weld metal. 


1.10.7 | Where the welding process used is slag forming 
(e.g., manual metal arc, submerged arc, etc.) each run of 
deposit is to be cleaned and free from slag before the next run 
is applied. 


7.10.8 Full penetration welds are to be made from both 
sides of the joint as far as practicable. Prior to welding the 
second side, the weld root is to be cleaned, in accordance 
with the requirements of the approved welding procedure, to 
ensure freedom from defects. When air-arc gouging is used, 
care is to be taken to ensure that the ensuing groove is slag 
and oxide free and has a profile suitable for welding. 


1.10.9 Where welding from one side only, care is to be 
exercised to ensure the root gap is in accordance with the 
approved welding procedure and the root is properly fused. 


1.10.10 Particular care is to be exercised in welding in the 
vertical position with direction of travel downward (Vd) to avoid 
welding defects. The use of solid wire gas metal arc (GMAW) 
process in the vertical down position is to be avoided. 


1.10.11 Welding is to proceed systematically with each 
welded joint being completed in correct sequence without 
undue interruption. 
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1.10.12 After welding has been stopped for any reason, 
care is to be taken in restarting to ensure that the previously 
deposited weld metal is thoroughly cleaned of slag and debris, 
and preheat has been re-established. 


71.10.13 Care is to be taken to avoid stress concentrations 
such as sharp corners or abrupt changes of section, and 
completed welds are to have an even contour, blending 
smoothly with the base materials. The weld shape and size is 
to be in accordance with that specified in the approved 
drawings or specifications. 


1.10.14 Welded temporary attachments used to aid 
construction are to be removed carefully by grinding, cutting 
or chipping. The surface of the material is to be finished 
smooth by grinding followed by crack detection. 


1.10.15 Where fabricated and welded components require 
to be machined, all major welding operations are to be 
completed prior to final machining. 


1.10.16 Welding to parts which are subjected to rotating 
fatigue (e.g., shafts) is not generally permitted. 


1.10.17 Welding onto parts that have been hardened for 
wear resistance or strength (e.g., gear teeth) is not permitted. 


1.10.18 Where welding of clad ferritic steel plates is to be 
undertaken, the clad materials are to be ground back from the 
prepared edge by at least 10 mm. In general, the ferritic 
materials are to be welded prior to welding of the cladding 
material. 


1.11 Non-destructive examination of welds 


7.11.1 Non-destructive examinations are to be made in 
accordance with a definitive written procedure prepared and 
endorsed by a person qualified according to a Nationally 
Recognised Scheme with a grade equivalent to Level Ill 
qualification of ISO 9712, SNT-TC-1A, EN478, or ASNT Central 
Certification Program (ACCP). As a minimum, the procedure 
will identify personnel qualification levels, NDE datum and 
identification system, extent of testing, methods to be applied 
with technique sheets, acceptance criteria and reporting 
requirements. These procedures are to be reviewed by the 
Surveyor. See Ch 1,5. 


1.11.2 | Non-destructive examinations are to be undertaken 
by personnel qualified according to a Nationally Recognised 
Scheme with a grade equivalent to Level II qualification of 
ISO 9712, SNT-TC-1A, EN473 or ASNT Central Certification 
Program (ACCP). Operators qualified to Level | of the above 
schemes (or equivalent recognised by LR) may be engaged in 
testing under the supervision of personnel qualified to Level II 
or Ill (or equivalent recognised by LR). Personnel qualifications 
are to be verified by certification. 


1.11.3 Effective arrangements are to be provided by the 
manufacturer for the inspection of finished welds to ensure 
that all welding, and where necessary, all post-weld heat treat- 
ment, has been satisfactorily completed. 


1.11.4 Welds are to be clean and free from paint at the 
time of visual inspection unless specified otherwise in the 
following Sections. 


1.17.5 The weld surface finish is to ensure accurate and 
reliable detection of defects. Where the weld surface is irregular 
or has other features likely to interfere with the interpretation of 
non-destructive examination, the weld is to be ground or 
machined. 


7.1717.6 Prior to inspection, welded temporary attachments 
and lifting eyes used to aid construction are to be removed 
carefully by grinding, cutting or chipping or other approved 
means. The surface of the material is to be finished smooth by 
grinding followed by crack detection. Any defects caused in 
the removal process are to be repaired and re-inspected. 


7.11.7 For welds in steels with specified yield strength up 
to 400 N/mm?, and with carbon equivalent less than or equal 
to 0,41 per cent, NDE may be performed as soon as the test 
assembly has cooled to ambient temperature. For other 
steels, NDE is to be delayed for a period of at least 48 hours 
after the test assembly has cooled to ambient temperature. 


1.11.8 | Non-destructive examinations are to be performed 
in accordance with the requirements of the Rules. 
Examinations are to be in accordance with agreed written 
procedures prepared by the manufacturer or ship builder. 


7.11.9 The Surveyor may request additional inspections 
where there is reason to question the quality of workmanship, 
or where the weld is part of a complicated fabrication where 
there is high restraint or high residual stresses. 


1.11.10 Welds are to be examined after completion of any 
post-weld heat treatment. 


7.11.11 Where weld defects are discovered, the full extent is 
to be ascertained by applying additional non-destructive 
examinations where required. Unacceptable defects are to be 
completely removed and, where necessary, weld repaired in 
accordance with the relevant Sections of this Chapter. The 
repairs are to be re-inspected using the same technique as the 
original inspection. 


71.11.12 Results of non-destructive examinations are to be 
recorded and evaluated by the constructor on a continual 
basis in order that the quality of welding can be monitored. 
These records are to be available to the Surveyor. 


71.11.13 The constructor is to be responsible for the review, 
interpretation, evaluation and acceptance of the results of 
NDE. Reports stating compliance or otherwise with the 
criteria established in the inspection procedure are to be 
issued. Reports are to comply, as a minimum, with the 
requirements of Ch 1,5. 


1.11.14 The extent of applied non-destructive examination 
is to be increased when warranted by the analysis of previous 
results. 
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1.12 Routine weld tests 


1.12.1 Routine or production weld tests may be specified 
as a means of monitoring the quality of the welded joints. This 
type of quality control test is generally specified for pressure 
vessel and LNG construction but may be used for other types 
of welded fabrication. 


1.12.2 Routine weld tests may be requested by the 
Surveyor where there is reason to doubt the quality of work- 
manship. 


1.12.3 Where routine test welds have been agreed, they are 
to be performed in accordance with the general requirements 
for the type of construction, see Sections 3 and 4. 


1.13 Rectification of material defects 


1.13.1 Repair of defects found in base materials is not to 
be carried out without the prior approval of the Surveyor. 


1.13.2 In general, surface defects in the material may be 
removed by grinding, chipping, etc., provided the remaining 
material thickness is not reduced below the minimum thick- 
ness tolerance, and the area is ground to blend in smoothly 
with the surrounding material. 


1.13.3 Confirmation that the defect has been removed is 
required by performing visual examination, augmented by either 
magnetic particle or dye penetrant examination techniques. 


1.13.4 Surface defects, which cannot be repaired by the 
above method, may be repaired by welding where permitted 
by Chapters 3 to 9. Such repairs are to be performed in accor- 
dance with the requirements of this Section and those 
specified in Chapters 3 to 9. 


1.13.5 Any defects in the structure resulting from the 
removal of temporary attachments are to be prepared, 
efficiently welded and ground smooth so as to achieve a 
defect free repair. 


1.14 Rectification of distortion 


1.14.1 Fairing, by linear or spot heating, to correct distor- 
tions due to welding, may be carried out. In order to ensure 
that the properties of the material are not adversely affected, 
approved procedures are to be utilised. On completion of 
such processes, visual examination of all heat affected areas 
in the vicinity is to be carried out to ensure freedom from 
cracking. 


1.14.2 When misalignment of members exceeds the 
agreed tolerance, the misaligned item is to be cut apart, 
realigned and re-welded in accordance with an approved 
procedure. 


1.15 Rectification of welds defects 


1.15.1 Where repairs are extensive the manufacturer is to 
investigate the reason for the defects and take the necessary 
actions to prevent recurrence. In addition, consideration is to 
be given to the sequence of repairs and to providing tempo- 
rary supports to prevent misalignment or collapse. 


1.15.2 Cracks are to be reported to the Surveyor and the 
cause established prior to undertaking weld repairs. 


1.15.3 Defects may be removed by grinding, chipping or 
thermal gouging. Where thermal gouging is used, the repair 
groove is to be subsequently ground clean to remove oxides 
and debris. The groove is to have a profile suitable for welding. 


1.15.4 Prior to commencing repair welding, it is to be 
confirmed that no defect exists on the prepared surface by 
performing visual examination, augmented by either magnetic 
particle or dye penetrant examination techniques. 


1.15.5 Repair welding is to be performed using approved 
welding procedures. 


1.15.6 Completed repairs are to be re-examined by the 
non-destructive examination method(s) that detected the 
original defect and are to confirm that the original defect has 
been removed. 


1.15.7 | Where the component or structure has been sub- 
jected to post-weld heat treatment prior to weld repair, this is 
to be repeated after completion of all repair welding. 


7.15.8 Where non-destructive examination reveals that the 
original defect has not been successfully removed, one more 
repair attempt may be performed. 


1.15.9 | The manufacturer is to monitor the quality of welding 
and maintain records of welding repairs and take the necessary 
corrective actions where repair rates are outside normal limits. 


1.16 Post-weld heat treatment 


1.16.1 On completion of welding, post-weld heat treat- 
ment may be required depending on the type of welded 
construction, the material type and thickness as specified by 
the relevant Parts or Sections of the Rules. 


1.16.2 In general, heat treatment after welding is to be a 
stress relief treatment in order to reduce residual stresses 
introduced by welding and is generally applicable to ferritic 
steels. Where other types of heat treatment (e.g., normalising, 
solution annealing) are proposed, demonstration of accept- 
able mechanical properties of the weldment are to be 
confirmed by a welding procedure test which includes a 
simulated heat treatment. 


1.16.3 Parts are to be properly prepared for heat treat- 
ment. Machined surfaces (e.g., flange faces, screw threads, 
etc.) are to be protected against scaling and_ sufficient 
temporary supports provided to prevent distortion or collapse 
of the structure. 
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1.16.4 Details of the heat treatment to be applied, soaking 
time and temperature, heating and cooling rates, etc., are to 
be submitted for review prior to commencing. 


1.16.5 Post-weld heat treatment is to be carried out in a 
purpose built furnace which is efficiently maintained. In special 
cases, where the configuration of the component is such that 
thermal stresses during heating and cooling can be minimised, 
local post-weld heat treatment may be used. This would not 
normally apply to the complex geometry of cast materials 
during manufacture within the foundry environment. 


7.16.6 In all cases, the heat treatment facilities and 
arrangements are to be capable of controlling the temperature 
throughout the heat treatment cycle and adequate means of 
measuring and recording the component temperature are to 
be provided. Thermocouples are to be attached so they are in 
contact with the component. 


1.16.7 Unless specified otherwise, stress relief heat treat- 
ment is to be carried out by means of controlled heating from 
800°C, to the soak temperature, holding within the prescribed 
soaking temperature range for the time specified (usually 
1 hour per 25 mm of weld thickness) followed by controlled 
cooling to below 300°C. 


1.16.8 Where post-weld stress relief is specified for welded 
constructions that contain joints between different materials 
(e.g. ferritic to austenitic steels), the details of the materials, 
welding procedures and heat treatment cycle to be applied are 
to be submitted for special consideration and approval. 


7.76.9 Non-destructive examination of welds is to be 
performed after completion of any heat treatment. 


1.17 Certification 


ILI Products or components are not to be considered 
complete until all the requirements of the construction specifi- 
cation have been met and all activities have been completed. 


1.17.2 Upon completion of the works, the manufacturer is 

to provide documentation which indicates that: 

(a) All welds are complete and there are no outstanding 
repairs. 

(bo) The appropriate post-weld heat treatments have been 
performed. 

(c) Appropriate destructive tests have been performed. 

(d) Proof testing of welds has been performed. 


1.17.3 Before the test certificates or shipping statements 
are signed by the Surveyor, the manufacturer is required to 
provide a written declaration stating that the product is in 
accordance with the requirements of 1.17.2. 


is Section 2 
Specific requirements for ship hull 
structure and machinery 


2.1 Scope 


Zed The requirements of this Section apply to the 
construction of ships, including hull structure, superstructure 
and deckhouses, components forming part of the ship 
structure and its machinery (excluding pressure equipment 
and piping, see Section 4). These requirements are in addition 
to the general welding requirements specified in Section 1. 


21,2 The shipyard and manufacturer’s works are to be 
assessed to give assurance that they have the facilities, 
equipment, personnel and quality control procedures to 
produce work of the required quality. 


2.2 Welding consumables 


2.2.1 Welding consumables used for hull construction are 
to be approved in accordance with Chapter 11 and are to be 
suitable for the type of joint and grade of material to be 
welded. 


2.2.2 Steel welding consumable approvals, up to and 
including Grade Y40 and Y47, are considered acceptable for 
hull construction in line with Table 11.1.1 in Chapter 11, 
Ch 12,2.2.2 and the following: 

(a) Consumables up to Grade Y are acceptable for welding 
steels up to 3 strength levels below that for which the 
approval applies, e.g., a consumable with approval 
grading 3Y is acceptable for welding EH386, EH32 and 
EH27S higher tensile ship steels and grade E normal 
strength ship steel. 

(b) Consumables for Grade Y40 are acceptable for welding 
steels up to two strength levels below that for which the 
approval applies. Consumables for Grade Y47 are 
acceptable for welding steels up to one strength level 
below that for which the approval applies. 

(c) Consumables with an approved impact toughness 
grading are acceptable for welding steels with lower 
specified impact properties subject to (a) above, e.g. a 
consumable with approval grading 3Y is acceptable for 
welding EH, DH and AH materials. 

(d) For welding steels of different grades or different strength 
levels, the welding consumables may be of a type 
suitable for the lesser grade or strength being 
connected. The use of a higher grade of welding 
consumable may be required at discontinuities or other 
points of stress concentration. 


2.2.3 In general, the use of preheating and hydrogen 
controlled welding consumables for welding of ship steels up 
to strength grade H40 is to be in accordance with 
Table 13.2.1. The carbon equivalent is to be calculated from 
the ladle analysis using the formula given below: 


Mn, Cr+Mo+V , Ni+Cu 
5 15 


Preheat and the use of low hydrogen controlled consumables 
will be required for welding of steel grades higher than 
Grade H40. 


Carbon equivalent = C + 
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Table 13.2.1 Preheat and consumable requirements 
for welding of carbon and carbon 
manganese steels up to strength 


grade H40 


Carbon equivalent 
Ceg 


Hydrogen controlled 


Pre-heat consumables 


Co, equal to or less Not required 


than 0,41% 


eq Not required, 
see Note 3 
Not required, 
see Notes 1 and 2 


Ceg above 0,41 but Required 
not exceeding 
0,45% 

Ceg greater than Required 
0,45% 


NOTES 
Preheat may need to be applied in order to meet the maxi- 
mum hardness values specified in Ch 12,2.12.6. 
Under conditions of high restraint or low ambient temperature 
preheat may need to be applied. 
Hydrogen controlled consumables may need to be 
considered for welding of 
(a) Thicker materials (i.e., > 35 mm). 
(b) Higher strength materials. 
(c) Welds subject to high restraint. 


Required 


2.2.4 All aluminium alloy welding consumables are to be 
approved in accordance with Chapter 11 and are suitable for 
welding the grades of material as shown in Table 13.2.2. 


Table 13.2.2 Welding of aluminium alloys - 


Consumable requirements 


Consumable approval grade Base material alloy grade 


RA or WA 5754 

5086, 5754 
5088, 5086, 5754 
6005A, 6061, 6082 


RB or WB 
RC or WC 
RD or WD 


2.2.5 All austenitic stainless steel and duplex stainless 
steel welding consumables are to be approved in accordance 
with the Chapter 11 and are suitable for welding the grades of 
material as shown in Table 13.2.3. 


2.3 Welding procedure and welder qualifications 


2.3.1 Welding procedures and welder qualifications are 
to be tested and approved in accordance with the require- 
ments of Chapter 12. 


2.4 Construction and workmanship 


2.4.1 Weld preparations and openings may be formed by 
thermal cutting, machining or chipping. Chipped surfaces that 
will not be subsequently covered by weld metal are to be 
ground smooth. 


Table 13.2.3 Welding of austenitic stainless and 
duplex stainless steels - Consumable 


requirements 


Consumable Suitable for welding material alloy 
approval grade grades 


Austenitic stainless steels 


3821 321 
347 347 and 321 


Austenitic stainless steel — Low carbon 


304L (see Note 3) 304L 

304LN (see Note 3) 304LN and 304L 

316L 316L and 304L 

316LN 316LN, 316L, 304LN and 304L 

317L 317L, 316LN, 316L, 304LN and 304L 
317LN 317LN, 317L, 316LN, 316L, 304LN and 
304L 


Super austenitic stainless steels, see Note 2 


$31254 
NO8904 


$31254 and NO8904 
NO8904 


Duplex stainless steels, see Note 1 


$31260 
$31803 
$32550 
$32750 
S32760 


$31260 and S31803 

$31803 

$32550 

$32750 and S32550 

$32760, S32550, S31260 and S31803 


Stainless steels welded to carbon steels 


SS/CMn Carbon steel to all steels in Sections 1, 
2 and 3 
Carbon steel to all duplex stainless steel 


in Section 4 


Duplex/CMn 


NOTES 

1. The use of a different welding consumable grade from that of 
the base material may require demonstration of acceptable 
corrosion properties. 
May be used for welding low carbon austenitic grades provided 
measures are taken to prevent solidification cracking from 
occurring. 
These are LR Grades and do not correspond to any National 
or International Standards/Grades. 


2.4.2 Prior to welding, the alignment of plates and 
stiffeners forming part of the hull structure is to be in accor- 
dance with the tolerances specified in the relevant part of the 
Rules. 


2.4.3 When welding from one side only, care is to be 
exercised to ensure the root gap and fit up are in accordance 
with the approved welding procedure and the root is properly 
fused. 


2.4.4 Where it is proposed to use permanent backing 
strips, the intended locations and welding procedures are to 
be submitted for consideration. 


2.4.5 Temporary backing strips may be used provided 
they are in accordance with approved welding procedures 
and are subsequently removed on completion of welding. 
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2.4.6 The outer surfaces of completed welds are to blend 
smoothly with the base materials and provide a smooth 
transition and gradual change of section. 


2.4.7 Weld joints in parts of oil engine structures that are 
stressed by the main gas or inertia loads are to be designed 
as continuous full penetration welds. They are to be arranged 
so that welds do not intersect, and that welding can be 
effected without difficulty. 


2.4.8 When modifications or repairs have been made 
which result in openings having to be closed by welded 
inserts, particular care is to be given to the fit of the insert and 
the welding sequence. The welding is also to be subject to 
non-destructive examination. 


2.4.9 Where welding of aluminium alloy is employed, the 
following additional requirements are to be complied with so 
far as they are applicable: 

(a) Welding is to be performed by fusion welding using inert 
gas or tungsten inert gas process or by the friction stir 
welding process. Where it is proposed to use other 
welding processes, details are to be submitted for 
approval. 

(ob) The weld joint surfaces should be scratch brushed, 
preferably immediately before welding, in order to 
remove oxide or adhering films of dirt, filings, etc. 


2.5 Butt welds 


2.5.1 Where the ship hull is constructed of plates of 
different thicknesses, the thicker plates are to be chamfered in 
accordance with the approved plans. In all cases the chamfer 
is not to exceed a slope of 1 in 3 so that the plates are of 
equal thickness at the weld seam. Alternatively, if so desired, 
the width of the weld may be included as part of the smooth 
taper to the thicker plate provided the difference in thickness 
is not greater than 3 mm. 


2.5.2 Where stiffening members are attached by 
continuous fillet welds and cross completely finished butt or 
seam welds, these are to be made flush in way of the fillet 
weld. Similarly for butt welds in webs of stiffening members, 
the butt weld is to be complete and generally made flush with 
the stiffening member before the fillet weld is made. Where 
these conditions cannot be complied with, a scallop is to be 
arranged in the web of the stiffening member, see Fig. 13.2.1. 
Scallops are to be of such a size and in such a position that a 
satisfactory weld can be made. 


2.6 Lap connections 


2.6.1 Overlaps are generally not to be used to connect 
plates which may be subjected to high tensile or compressive 
loading and alternative arrangements are to be considered. 
However, where plate overlaps are adopted, the width of the 
overlap is not to exceed four times, nor be less than three 
times the thickness of the thinner plate and the joints are to be 
positioned to allow adequate access for completion of sound 
welds. The faying surfaces of lap joints are to be in close 
contact and both edges of the overlap are to have 
continuous fillet welds. 


re 


[ 


(a) Staggered intermittent 


(b) Chain intermittent 


Welding to be carried 
round ends of all lugs 


Depth of scallop not greater 
than 0,25d\, or 75 mm, 
whichever is the lesser 


s (ieee 
max. 


(c) Scalloped construction 


Radius not less 
than 25 mm 


NOTE. sto be not less than 75 mm, in all cases 


Fig. 13.2.1 Weld types 


2.7 Closing plates 


2.7.1 For the connection of plating to internal webs, 
where access for welding is not practicable, the closing 
plating is to be attached by continuous full penetration welds 
or by slot fillet welds to face plates fitted to the webs. Slots 
are to have a minimum length of 90 mm and a minimum width 
of twice the plating thickness, with well rounded ends. Slots 
cut in plating are to be smooth and clean and are to be 
spaced not more than 230 mm apart, centre to centre. Slots 
are not to be filled with welding. 


2.7.2 For the attachment of rudder shell plating to the 
internal stiffening of the rudder, slots are to have a minimum 
length of 75 mm and, in general, a minimum width of twice 
the side plating thickness. The ends of the slots are to be 
rounded and the space between them is not to exceed 
150 mm. 


2.8 Stud welding 


2.8.1 Where permanent or temporary studs are to be 
attached by welding to main structural parts in areas subject 
to high stress, the proposed location of the studs and the 
welding procedures adopted are to be approved. 
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2.9 Fillet welds 


2.9.1 T-connections are generally to be made by fillet 
welds on both sides of the abutting plate, the dimensions and 
spacing of which are shown in Fig. 13.2.1. Where the connec- 
tion is highly stressed, deep penetration or full penetration 
welding may be required. Where full penetration welding is 
required, the abutting plate may be required to be bevelled. 


2.9.2 Where an approved deep penetration procedure is 
used, the fillet leg length calculated may be reduced by 15 per 
cent provided that the manufacturer is able to meet the 
following requirements: 

(a) Use of a welding consumable approved for deep 
penetration welding in accordance with Chapter 11 for 
either the ‘p’ or ‘T’ techniques. 

(b) Demonstrations by way of production weld testing that 
the minimum required penetration depths (i.e., throat 
thicknesses) are maintained. This is to be documented 
on amonthly basis by the manufacturer and be available 
to the Surveyor. 


2.9.3 The calculated fillet leg length may be reduced by 
20 per cent, provided that in addition to the requirements of 
2.9.2(a) and (b), the manufacturer is able to consistently meet 
the following additional requirements: 

(a) The documentation required in 2.9.2(b) is to be 
completed and made available to the Surveyor upon 
request on a weekly basis. 

(ob) Suitable process selection confirmed by satisfactory 
welding procedure tests covering both minimum and 
maximum root gaps. 


2.9.4 Where intermittent welding is used, the welding is 
to be made continuous in way of brackets, lugs and scallops 
and at orthogonal connections with other members. 


2.10 Post-weld heat treatment 


2.10.1. Post-weld stress relief heat treatment is applied to 
improve the fatigue performance or to improve resistance to 
brittle fracture and is generally required for carbon and 
carbon-manganese and low alloy steels under any of the 
following conditions: 

a) Where the material thickness exceeds 65 mm. 

(b) For complicated weld joints where there are high stress 
concentrations. 

(c) Where fatigue loads are considered high. 


2.10.2 Post-weld heat treatment is to be applied to the 

following types of welded construction: 

(a) Welding of steel castings where the thickness of the 
casting at the weld exceeds 30 mm, except where 
castings are directly welded to the hull structure. 

(b) Oil engine bedplates except engine types where the 
bedplate as a whole is not subjected to direct loading 
from the cylinder pressure. For these types, only the 
transverse girder assemblies need to be stress relieved. 

(c) Welding of gear wheels. 

(d) Welding of gear cases associated with main or auxiliary 
engines, see Part 5 of the Rules for Ships. 


2.10.3 Where required, heat treatment is to be performed 
in accordance with the requirements specified in 4.6 for 
pressure vessel construction. 


2.10.4 Special consideration may be given to omit the 
required post-weld heat treatment. Evaluation is to be based 
on critical engineering assessment involving fracture 
mechanics testing and proposals are to be submitted which 
include full details of the application, materials, welding 
procedures, inspection procedures, design stresses, fatigue 
loads and cycles. Evidence will be required to demonstrate 
that the inspection techniques and procedures to be 
employed are able to detect flaws down to the sizes 
determined from the fracture mechanics (and or fatigue) 
calculations. 


2.11 Tolerances 


2.11.1. Tolerances after welding are to be in accordance 
with the relevant Part of the Rules. 


2.11.2 Distortion which has resulted from welding may be 
corrected by spot heating in accordance with 1.14. 


2.12 Non-destructive examination of welds 


2.12.1 All finished welds are to be sound and free from 
cracks and substantially free from lack of fusion, incomplete 
penetration, porosity and slag. The surfaces of welds are to 
be reasonably smooth and substantially free from undercut 
and overlap. Care is to be taken to ensure that the specified 
dimensions of welds have been achieved and that both 
excessive reinforcement and under-fill of welds is avoided. 


2.12.2 Welds forming part of the hull and superstructure 
may be coated with a thin layer of protective primer prior to 
inspection provided it does not interfere with inspection and is 
removed, if required by the Surveyor, for closer interpretation 
of possible defective areas. 


2.12.3 All welds are to be visually inspected by personnel 
designated by the builder. Visual inspection of all welds may 
be supplemented by other non-destructive examination 
techniques in cases of unclear interpretation, as considered 
necessary. The acceptance criteria for visual testing are given 
in Table 13.2.4. 


2.12.4 — |In addition to visual inspection, welded joints are to 
be examined using any one or a combination of ultrasonic, 
radiographic, magnetic particle, eddy current, dye penetrant 
or other acceptable methods appropriate to the configuration 
of the weld. 
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Table 13.2.4 


Surface discontinuity 


Classification according to ISO 6520-1 


Acceptance criteria for visual testing, magnetic particle and liquid penetrant testing 


Acceptance criteria for visual testing 


Crack 100 


Not accepted 


Lack of fusion 401 


Not accepted 


Incomplete root penetration in butt joints 4021 
welded from one side 


Not accepted 


Surface pore 2017 


Single pore diameter d < 0,25t, for butt welds, with 
maximum diameter 3 mm, see Note 1 

d < 0,25a, for fillet welds, with maximum diameter 
3mm, see Note 1 

2,5d as minimum distance to adjacent pore 


Undercut in butt welds 


Depth < 0,5 mm, whatever the length 
Depth < 0,8 mm, with a maximum continuous length 
of 90 mm, see Note 2 


Undercut in fillet welds 


Depth < 0,8 mm, whatever the length 


NOTES 


il t is the plate thickness of the thinnest plate, and a is the throat of the fillet weld. 


24 Adjacent undercuts separated by a distance shorter than the shortest undercut are to be regarded as a single continuous undercut. 


2.12.5 The method to be used for the volumetric 
examinations of welds is the responsibility of the builder. 
Radiography is generally preferred for the examination of butt 
welds of 8 mm thickness or less. Ultrasonic testing is accept- 
able for welds of 8 mm thickness or greater and is to be used 
for the examination of full penetration tee butt or cruciform 
welds or joints of similar configuration. Advanced ultrasonic 
techniques, such as Phased Array Ultrasonic Testing (PAUT), 
may be used as a volumetric testing method in lieu of radiog- 
raphy or manual ultrasonic testing. If these methods are used, 
the thickness limitations for manual ultrasonic testing apply. 


2.12.6 The acceptance criteria for radiographic testing are 
given in Table 18.2.5, and those for ultrasonic testing in 
Table 13.2.6. 


2.12.7. | Checkpoints examined at the pre-assembly stage 
are to include ultrasonic testing on examples of the stop/start 
points of automatic welding and magnetic particle inspection 
of weld ends. 


2.12.8 Checkpoints examined at the assembly stage are 
generally to be selected from those welds intended to be 
examined as part of the agreed quality control programme to 
be applied by the builder. The locations and number of check- 
points are to be approved by the Surveyor. 


2.12.9 Where components of the structure are subcon- 
tracted for fabrication, the same inspection regime is to be 
applied as if the item had been constructed within the main 
contractor’s works. In these cases, particular attention is to 
be given to highly loaded fabrications (Such as stabiliser fin 
boxes) forming an integral part of the hull envelope. 


2.12.10 Particular attention is to be paid to highly stressed 
items. Magnetic particle inspection is to be used at ends of 
fillet welds, T-joints, joints or crossings in main structural 
members and at stern frame connections. 


2.12.11 Special attention is to be given to the examination 
of plating in way of lifting eye plate positions to ensure free- 
dom from cracks. This examination is not restricted to the 
positions where eye plates have been removed, but includes 
the positions where lifting eye plates are permanent fixtures. 


2.12.12 Checkpoints for volumetric examination are to be 
selected so that a representative sample of welding is 
examined. 


2.12.13 Typical locations for volumetric examination and 
number of checkpoints to be taken are given in the relevant 
Sections of the Rules. A list of the proposed items to be 
examined is to be submitted for approval. 


2.12.14 For the hull structure of refrigerated spaces, and of 
ships designed to operate in low air temperatures, the extent 
of non-destructive examination will be specially considered. 
For non-destructive examination of gas ships see the Rules 
for the carriage for Liquefied Gases. 


2.12.15 For all ship types, the builder is to carry out random 
non-destructive examination at the request of the Surveyor. 


2.12.16 Results of non-destructive examinations made 
during construction are to be recorded and evaluated by the 
builder on a continual basis in order that the quality of welding 
can be monitored. These records are to be available to the 
Surveyor. 


2.12.17 The extent of applied non-destructive examinations 
is to be increased when warranted by the analysis of previous 
results. 
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Table 13.2.5 


Discontinuity 


Acceptance criteria for radiographic testing 


Classification according to ISO 6520-1 


Acceptance criteria 


for radiographic testing, see Note 1 


Crack 


100 


Not accepted 


Lack of fusion 


Lack of root fusion 


401 


Continuous maximu 


m length t/2 or 25 mm, whichever is 


the less, see Note 2 


ntermittent cumulat 
whichever is less 


ive length maximum t or 50 mm, 
, see Note 3 


Incomplete root penetration 


Not accepted in but 


joints welded from one side 


Not accepted in but 


joints welded from one side 


Continuous maximu 


ntermittent cumulat 


lesser, see Note 2 


m length t/2 or 25 mm, whichever is 


ive maximum length t or 50 mm, 


whichever is less, see Note 3 


Slag inclusion Continuous maximum length t or 50 mm, whichever is 
less, see Note 2 
ntermittent cumulative length maximum 2t or 100 mm, 


whichever is less, see Notes 3 and 4 


Gas pore aximum dimension for a single pore: 
d<0,2t, max. 4,0 mm 


see Note 5 


Uniformly distributed porosity aximum dimension of the area of imperfections: 
For single run welds: < 1,5% 
For multi-run welds: < 3% 


See Notes 6 and 7 


Clustered (localised) porosity aximum dimension of the summation of the projected 
area of the imperfection: < 8% 
See Notes 6 and 7 


Elongated cavity h<0,3t, max. 3,0 mm 
I< t, max. 50 mm 


See Notes 8 and 9 


Wormholes h<0,8t, max. 3,0 mm 
1<t, max. 50mm 


See Notes 8 and 9 


Metallic inclusions other than copper 304 h<0,8t, max. 3,0 mm 


See Note 8 


Copper inclusions 3042 Not permitted 


NOTES 
a t is the thickness of the thinnest plate. 
2. Two adjacent individual discontinuities of length 741 and /y2 situated on a line and where the distance /y between them is shorter than 
the shortest discontinuity are to be regarded as a continuous discontinuity of length /y1 + dg + lg2. 
3. Sum of the length of individual continuous discontinuities. 
4 Parallel inclusions not separated by more than 3 times the width of the largest inclusion are to be regarded as one continuous 
discontinuity. 
d is the diameter of the gas pore. 
The limits for the maximum single gas pore within this group still apply. 
Further reference to porosity limits may be obtained in ISO 5817:2007. 
his the width of the imperfection. 
lis the length of the imperfection. 


2.13 Weld repairs 2.13.2 During the assembly of large components, root 
gaps in excess of those specified in the approved welding 
2.13.1 The full extent of any weld defect is to be ascer- procedure may be rectified by welding. 


tained by applying additional non-destructive examination 
where required. Unacceptable defects are to be completely 
removed and, where necessary, re-welded and re-examined 
in accordance with the requirements of 1.15. 
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Table 13.2.6 


Echo height 


Acceptance criteria for ultrasonic testing 


Acceptance criteria for ultrasonic testing, see Note 


Greater than 100% of DAC curve 


Maximum length t/2 or 25 mm, whichever is less 


Greater than 50% of DAC curve, but less than 100% of DAC curve 


Maximum length t or 50 mm, whichever is less 


Indications evaluated to be cracks are unacceptable regardless of echo height; 


Indications evaluated to be lack of penetration or lack of root fusion in joints welded from one side are unacceptable regardless of echo 
height. 


NOTE 


Two adjacent individual discontinuities of length L1 and L2 situated on a line and where the distance L between them is shorter than the 
shortest discontinuity are to be regarded as a continuous discontinuity of length L1 + L + L2. 


2.13.3 Rectification of wide root gaps in butt welds, up to 
a maximum gap of 16 mm, may be performed provided that 
the length of these areas is small in relation to the whole weld 
length. Repairs may be executed by applying weld buttering 
layers to one edge of the weld joint, followed by machining or 
grinding to return the root opening to the required dimensions. 
The weld buttering and filling of the joint are to be in accor- 
dance with welding procedures qualified in accordance with 
Chapter 12. 


2.13.4 For sub-assemblies, rectification of wide root gaps 
may be performed using a backing strip, provided that it is 
removed on completion of the welding. 


2.13.5 Rectification of wide root gaps in fillet welds may be 

carried out as follows: 

(a) where the root gap, g, is in excess of 3 mm, but not 
greater than 5 mm, the fillet leg length, z, may be 
increased by g — 2,0 mm; 

(b) where the root gap is in excess of 5 mm, the joint detail 
may be changed into a full penetration weld. 


2.13.6 Where repair welds are made using small weld 
beads, suitable precautions (including preheat) are to be taken 
to avoid high hardness and possible cold cracking. 


2.14 Welding afloat with water backing 


2.14.1. Welding afloat with water backing is not recom- 
mended due to the additional precautions required during 
survey and therefore, is generally not permitted. However 
consideration may be given to welding afloat with water 
backing after specific LR approval has been obtained by the 
yard or fabricator prior to such welding being carried out. 

Such approval will only be given once all of the following 

conditions are satisfied: 

(a) The welding procedure qualification tests are carried out 
on steel plates with water backing and the water is 
maintained at the flow rate and minimum water temper- 
ature anticipated during fabrication. 

(b) The carbon equivalent of the steel plates used in the 
welding procedure qualification tests are to be greater 
than 0,41 per cent based on the IIW formula. Where it 
can be shown that all hull steel plates and new sections 
will have a carbon equivalent value below this figure, 
steel plates with the maximum carbon equivalent value 
may be used for the welding procedure qualification 
tests. 


(c) Welding procedure qualification tests are carried out 
without preheat. 

(d) The thickness of steel plate used in the welding proce- 
dure qualification test is the minimum hull plate thickness 
to be used during fabrication. 

(e) The maximum measured hardness on the completed 
welding procedure qualification assembly is less than or 
equal to 350 HV10. Following fabrication welding, 10 per 
cent of welds are to be hardness tested in way of heat- 
affected zones at weld starts to confirm compliance with 
the 350 HV10 limit. 

(f) The heat input used in the welding qualification test is 
the minimum permitted heat input during fabrication. 

(g) Only low hydrogen welding consumables (H5) are used. 

(h) In addition to normal non-destructive testing for welds, 
10 per cent of the welds are additionally subject to 
magnetic particle inspection 48 hours after welding is 
complete. 

(j) | The welding procedure qualification tests for the repair 
of welds carried out afloat with water backing are to be 
carried out on test pieces that have previously been 
welded afloat and also meet the requirements above. 


2.14.2 Welding in, or underwater, is not permitted. 


| Section 3 
Specific requirements for 
fabricated steel sections 


3.1 Scope 


3.1.1 Fabricated steel sections are items used in place of 
rolled sections and as such will not be regarded as sub- 
assemblies. Products regarded as sub-assemblies are subject 
to requirements of welded construction specified in Section 2. 


3.1.2 The requirements for structural steel sections are 
based on these being manufactured from flat products by 
automatic welding and intended for use in the construction of 
ships and other marine structures. 


3.1.3 Fabricated steel sections are to be manufactured in 
accordance with the requirements of this Section and the 
general requirements of Section 1. 
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3.1.4 In all cases, sections are to be manufactured at 
works, which have been assessed and approved in accor- 
dance with Materials and Qualification Procedures for Ships, 
Book J, MQPS Procedure 12-1. 


3.2 Dimensions and tolerances 


3.2.1 Products are to conform dimensionally to the 
provisions of an acceptable National or International Standard. 


3.2.2 The minimum throat thickness of fillet welds is to be 
determined from: 
Throat thickness = 0,34t but not to be taken as less 
than 3mm 
where 
t = plate thickness of the thinner member to be joined 
(generally the web). 


3.2.3 Where a welding procedure using deep penetration 
welding is used (see Chapter 11, ‘p’ and ‘T’ welding techniques) 
the minimum leg length required will be specially considered 
provided the requirements of 2.9.2 are complied with. 


3.2.4 Unless agreed otherwise, the leg length of the weld 
is to be not less than 1,4 times the specified throat thickness. 


3.3 Identification of products 


3.3.1 Every finished item is to be clearly marked by the 

manufacturer in at least one place with the following 

particulars: 

(a) The manufacturer’s name or trade mark. 

(b) Identification mark for the grade of steel. 

(c) Identification number and/or initials which will enable the 
full history of the item to be traced. 

(d) Where required by the purchaser, the order number or 
other identification mark. 

(e) The letters ‘LR’. 

(f, |The Surveyor’s personal stamp. 

The above particulars, but excluding the manufacturer’s name 

or trade mark where this is embossed on finished products, 

are to be encircled with paint or otherwise marked so as to 

be easily recognisable. 


3.3.2 In the event of any material bearing LR’s brand 
failing to comply with the test requirements, the brand is to 
be removed or unmistakably defaced, see also Ch 1,4.7. 


3.4 Manufacture and workmanship 


3.4.1 For cut edges that are to remain unwelded, it is to 
be demonstrated that the plate preparation procedures used 
are able to achieve edges that are free from cracks or other 
deleterious imperfections. 


3.4.2 Where assembly jigs and devices are used to bring 
the web into contact with the flanges and hold these in place 
during welding, means are to be provided to ensure that the 
degree of contact is maintained until welding is complete. 


3.4.3 Welding procedures are to be established for the 
welding of all joints including weld repairs and are to be 
approved in accordance with Chapter 12. Welders are to be 
approved in accordance with Chapter 12, and qualification 
records are to be available to the Surveyor. 


3.4.4 The welding consumables used are to be approved 
in accordance with Chapter 11 and are to be suitable for the 
type of joint and grade of steel as described in 2.2. For joining 
steel of different tensile strengths, the consumables are to be 
suitable for the tensile strength of the component considered 
in the determination of weld size. 


3.4.5 The application of pre-heat and the use of low 
hydrogen welding consumables are to be in accordance with 
the requirements of 2.2. 


3.4.6 Welding is to be double continuous fillet welding or 
full penetration welding as specified in the approved plans. 


3.4.7 Where deep penetration welding is used, the 
requirements of 2.9.2 are to be complied with. 


3.5 Non-destructive examination 


3.5.7 Surface inspection and verification of dimensions 
are the responsibility of the manufacturer and are to be carried 
out on all materials prior to despatch. Acceptance by the 
Surveyor of material later found to be defective does not 
absolve the manufacturer from this responsibility. 


3.5.2 The Surveyor will carry out checks to ensure that 
the weld size and profile are in accordance with the 
manufacturing specification and the manufacturer’s Quality 
Control Procedures. 


30.3 The manufacturer is to examine the welds by 
magnetic particle or dye penetrant methods. The length 
examined is to be 200 mm at each end, for each length cut for 
delivery. 


3.5.4 If cracks are revealed, these are to be reported to 
the Surveyor and the whole of the length is to be examined 
by magnetic particle or dye penetrant methods. Corrective 
action in respect of the manufacturing process, and repairs 
are to be as indicated in the manufacturers’ Quality Control 
Manual. 


3:5.5 The weld defect is not to exceed the acceptance 
levels given in Table 13.2.4. 


3.6 Routine weld tests 


3.6.1 One production batch test is required for every 
500 m of fabricated section manufactured, or fraction thereof. 
From each batch test, two samples are to be removed, one 
from near the beginning of the production run and one from 
near the end. From each of these test samples one macro 
specimen and one fracture test specimen are to be taken. 
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3.6.2 The macro specimens are to be prepared and 
etched to demonstrate freedom from unacceptable defects 
and that the weld penetration is in accordance with the 
manufacturing specification. The fracture specimens are to be 
broken, one for each side of the fillet weld, and the fractured 
surfaces examined for compliance with the requirements of 
Table 13.2.5. 


3.6.3 Where the welding procedure used has employed 
the deep penetration technique, the amount of root penetra- 
tion is to be measured on the macro specimen and is not to 
be less than that demonstrated during welding procedure 
approval testing. 


3.6.4 For the purposes of this Section, a batch is to 
consist of products of only one size and grade of material. 


3.7 Certification and records 
3.7.1 Each test certificate is to include the following 
particulars: 


(a) Purchaser’s name and order number. 

(ob) Where known, the contract number for which the 
material is intended. 

(c) Address to which material is despatched. 

(d) Description and dimensions of the product. 

(e) Specification or grade of the steel. 

(f) — Identification number and/or initials. 

(g) Cast number and chemical composition of ladle samples 
of constituent plates. 

(h) Mechanical test results of constituent plates. 

(i) | Condition of supply when other than as-rolled. 

(k) Make and brand of welding consumables. 


BAZ Test certificates or shipping statements may be 
signed by the Surveyor, provided the documentation require- 
ments of 1.17 are satisfied. The following form of declaration 
will be accepted if stamped or printed on each test certificate 
or shipping statement with the name of the works and signed 
by an authorised representative of the manufacturer: 

‘We hereby certify that the material has been made 
by an approved procedure in accordance with the Lloyd’s 
Register’s Rules for Materials’. 


3.7.3 The manufacturer is to maintain records by which 
sources of material can be identified together with the results 
of all inspections and tests. 


ia Section 4 
Specific requirements for fusion 
welded pressure vessels 


4.1 Scope 


4.1.1 The requirements of this Section apply to fusion 
welded pressure vessels and process equipment, heating and 
steam raising boilers, and steam or gas turbine rotors and 
cylinders and are in addition to those requirements referred to 
in Section 1. 


4.1.2 The allocation of pressure vessel Class is deter- 
mined from the design criteria in Pt 5, Ch 10 and 11 of the 
Rules for Ships. Prior to commencing construction, the design 
of the vessel is to be approved. Construction requirements for 
turbine rotors and cylinders are to be in accordance with 
Class 2/1, unless a higher Class is specified in the approved 
plans. 


4.1.3 Pressure vessels will be accepted only if manufac- 
tured by firms equipped and competent to undertake the 
quality of welding work required for the Class of vessel 
proposed. The manufacturer’s works are to be approved in 
accordance with the requirements specified in Materials and 
Qualification Procedures for Ships, Book A, Procedure WMQPS 
0-4. 


4.1.4 The term ‘fusion weld’, for the purpose of these 
requirements, is applicable to welded joints made by manual, 
semi-automatic, or automatic electric arc welding processes. 
Special consideration will be given to the proposed use of 
other fusion welding processes. 


4.2 Cutting and forming of shells and heads 


4.2.1 Cut or chipped surfaces which will not be subse- 
quently covered by weld metal are to be ground smooth. 


4.2.2 Shell plates and heads are to be formed to the 
correct contour up to the extreme edge of the plate. 


4.2.3 Vessels manufactured from carbon or carbon 
manganese steel plates (see Table 3.4.1 in Chapter 3, grades 
360AR to 510FG), which have been hot formed or locally 
heated for forming, are to be re-heat treated in accordance 
with the original supplied condition on completion of this 
operation. Vessels formed from plates supplied in the 
as-rolled condition are to be heat treated in accordance with 
the material manufacturer’s recommendations. 


4.2.4 Subsequent heat treatment will not be required 
where steels are supplied in the as-rolled, normalised or 
normalised and controlled rolled condition, or hot forming is 
carried out entirely at a temperature within the normalising 
range. 


4.2.5 For alloy steel vessels where hot forming is 
employed (see Table 3.4.1 in Chapter 3, 18Cr Mo 45, etc.), 
the plates are to be heat treated on completion in accordance 
with the material manufacturer’s recommendations. 


4.2.6 Where plates are cold formed, subsequent heat 
treatment is to be performed where the internal radius is less 
than 10 times the plate thickness. For carbon and carbon- 
manganese steels this heat treatment may be a stress relief 
heat treatment. 


4.2.7 In all cases where hot forming is employed, and for 
cold forming to a radius less than 10 times the thickness, the 
manufacturer is required to demonstrate that the forming 
process and subsequent heat treatments result in acceptable 
properties. 


14 


LLoyp’s REGISTER 


RULES FOR THE MANUFACTURE, TESTING AND CERTIFICATION OF MATERIALS, July 2012 


Requirements for Welded Construction 


Chapter 13 


Section 4 


4.3 Fitting of shell plates and attachments 


4.3.1 The location of welded joints is to be such as to 
avoid intersecting butt welds in the vessel shell plates. The 
attachment of nozzles and openings in the vessels are to be 
arranged to avoid main shell weld seams. 


4.3.2 The surfaces of the plates at the longitudinal or 
circumferential seams are not to be out of alignment with each 
other, at any point, by more than 10 per cent of the plate 
thickness. In no case is the misalignment to exceed 3 mm for 
longitudinal seams, or 4 mm for circumferential seams. 


4.3.3 Where a vessel is constructed of plates of different 
thicknesses (tube plate and wrapper plate), the plates are to 
be so arranged that their centrelines form a continuous circle. 


4.3.4 For longitudinal seams, the thicker plate is to be 
equally chamfered inside and outside by machining over a 
circumferential distance not less than twice the difference in 
thickness, so that the plates are of equal thickness at the 
longitudinal weld seam. For the circumferential seam, the 
thickest plate is to be similarly prepared over the same 
distance longitudinally. 


4.3.5 For the circumferential seam, where the difference 
in the thickness is the same throughout the circumference, 
the thicker plate is to be reduced in thickness by machining to 
a taper for a distance not less than four times the offset, so 
that the two plates are of equal thickness at the weld joint. A 
parallel portion may be provided between the end of the taper 
and the weld edge preparation; alternatively, if so desired, the 
width of the weld may be included as part of the smooth taper 
to the thicker plate. 


4.3.6 All attachments (lugs, brackets, reinforcing plates, 
etc.) are to conform to the shape of the surface to which they 
are attached. 


4.4 Welding 


4.4.1 Welding procedures are to be established for all 
welds joining pressure containing parts and for welds made 
directly onto pressure containing parts. Welding procedures 
are to be based on qualification tests performed in accor- 
dance with Chapter 12. 


4.4.2 In all cases where tack welds, in the root of the weld 
seam, are used to retain plates or parts in position prior to 
welding, they are to be removed in the process of welding the 
seam. 


4.4.3 Steel backing strips may be used for the circumfer- 
ential seams of Class 2/1, Class 2/2 and Class 3 pressure 
vessels and are to be the same nominal composition as the 
plates to be welded. 


4.4.4 Fillet welds are to be made to ensure proper fusion 
and penetration at the root of the fillet. At least two layers of 
weld metal are to be deposited at each weld affixing branch 
pipes, flanges and seatings. 


4.4.5 The outer surface of completed welds is to be at 
least flush with the surface of the plates joined, and any weld 
reinforcement is to provide a smooth transition and gradual 
change of section with the plate surface. 


4.4.6 Where attachment of lugs, brackets, branches, 
manhole frames, reinforcement plates and other members are 
to be made to the main pressure shell by welding, this is to 
be to the same standard as required for the main vessel shell 
construction. 


4.4.7 The main weld seams and all welded attachments 
made to pressure containing parts are to be completed prior 
to post weld heat treatment. 


4.4.8 The finish of welds attaching pressure parts and 
non-pressure parts to the main pressure shell is to be such 
as to allow satisfactory examination of the welds. In the case 
of Class 1 and Class 2/1 pressure vessels, these welds are to 
be ground smooth, if necessary, to provide a suitable finish 
for examination. 


4.5 General requirements for routine weld 
production tests 


4.5.1 Routine weld production tests are specified as a 
means of monitoring the quality of the welded joints and are 
required for pressure vessel Classes 1, 2/1 and 2/2. 


4.5.2 Routine production test plates are required during 
the manufacture of vessels and as part of the initial approval 
test programme for Class 1 vessel manufacturers, refer to 
MQPS 0-4. 


4.5.3 Routine production weld tests are not required for 
Class 3 pressure vessels unless there are doubts about the 
weld quality where check tests may be requested by the 
Surveyor. 


4.5.4 Routine production test plates are not required for 
circumferential seams of cylindrical pressure vessels. 
Spherical vessels are to have one test plate prepared having 
a welded joint which is a simulation of the circumferential 
seams. 


4.5.5 Routine production weld tests may be requested by 
the Surveyor where there is reason to doubt the quality of 
workmanship. 


4.6 Production test plate assembly requirements 


4.6.1 Two test plates and one complete test assembly, of 
sufficient dimensions to provide all the required mechanical 
test specimens is to be prepared for each vessel and is to be 
welded as a continuation and simulation of the longitudinal 
weld joint. 


LLOyD’s REGISTER 


15 


RULES FOR THE MANUFACTURE, TESTING AND CERTIFICATION OF MATERIALS, July 2012 


Requirements for Welded Construction 


Chapter 13 


Section 4 


4.6.2 For Class 2/2 vessels, where a large number are 
made concurrently at the same works using the same welding 
procedure and the plate thicknesses do not vary by more than 
5 mm, one test may be performed for each 37 m of longitudi- 
nal plus circumferential weld seam. In these cases the 
thickness of the test plate is to be equal to the thickest shell 
plate used in the construction. 


4.6.3 Where the vessel size or design results in a small 
number of longitudinal weld seams, one test assembly may 
be prepared for testing provided that the welding details are 
the same for each seam. 


4.6.4 Test plate materials are to be the same grade, 
thickness and supply condition and from the same cast as 
that of the vessel shell. The test assembly is to be welded at 
the same time as the vessel weld to which it relates and is to 
be supported so that distortion during welding is minimised. 


4.6.5 As far as practicable, welding is to be performed by 
different welders where there is a requirement for several 
routine tests to be welded. 


4.6.6 The test assembly may be detached from the 
vessel weld only after the Surveyor has performed a visual 
examination and has added his mark or stamp. Straightening 
of test welds prior to mechanical testing is not permitted. 


4.6.7 Where the pressure vessel is required to be 
subjected to post-weld heat treatment, the test weld is to be 
heat treated, after welding, in accordance with the same 
requirements. This may be performed separately from the 
vessel. 


4.7 Inspection and testing 


4.7.1 The test weld is to be subjected to the same type of 
non-destructive examination and acceptance criteria as 
specified for the weld seam to which the test relates. Non- 
destructive examination is to be performed prior to removing 
specimens for mechanical testing, but after any post-weld 
heat treatment. 


4.7.2 The test weld is to be sectioned to remove the 
number and type of test specimens for mechanical testing as 
given in 4.8. 


Table 13.4.1 Impact test requirements 


Minimum design 


Pressure vessel Class temperature 


Plate material thickness 


4.8 Mechanical requirements 


4.8.1 The routine production test assembly is to be 
machined to provide the following test specimens: 


(a) Tensile. 

(b) Bend. 

(c) Hardness. 

(d) Impact (See Table 13.4.1). 

(e) Macrograph and hardness survey of full weld section. 


4.8.2 One set of specimens for mechanical testing are to 
be removed, as shown in Figs. 13.4.1 or 13.4.2 as appropri- 
ate for the Class of approval. Impact tests are to be removed 
and tested where required by Table 13.4.1. 


4.8.3 Longitudinal tensile test for weld metal. An 
all-weld metal longitudinal tensile test is required. For 
thicknesses in excess of 20 mm, where more than one 
welding process or type of consumable has been used to 
complete the joint, additional longitudinal tests are required 
from the respective area of the weld. This does not apply to 
the welding process or consumables used solely to deposit 
the root weld. Specimens are to be tested in accordance with 
the following requirements: 

(a) The diameter and gauge length of the test specimen is to 
be in accordance with Ch 11,2.1.1. 

(b) For carbon and carbon-manganese steels the tensile 
strength of the weld metal is to be not less than the 
minimum specified for the plate material and not more 
than 145 N/mm2 above this value. The percentage 
elongation, A, is to be not less than that given by: 

A = (980-A)/21,6 but not less than 80 per cent of the 
minimum elongation specified for the plate 

where 
Ris the tensile strength, in N/mm2, obtained from the all 
weld metal tensile tests. 

(c) For other materials the tensile strength and percentage 
elongation is not to be less than that specified for the 
base materials welded. 


4.8.4 Transverse tensile test for joint. Transverse 

tensile test specimens are to be removed and tested in accor- 

dance with the following requirements: 

(a) One reduced section tensile test specimen is to be cut 
transversely to the weld to the dimensions shown in 
Ch 11,2.1.1 and the weld reinforcement is to be 
removed. 


Impact test temperature 


Class 1 -10°C or above 
see Note 


5°C below the minimum design temperature or 20°C, 
whichever is the lower 


All Classes Below -10°C 


t< 20mm 


20mm <t< 40mm 


Over 40 mm 


5°C below the minimum design temperature 


10°C below the minimum design temperature 


Subject to special consideration 


NOTE 
Impact testing is not required for Classes 2/1, 2/2 and 3. 
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4. 
if necessary 


For retes 


|_ Approximately 300 mm 
to suit testing machine 


All weld metal tensile test specimen. 

Bend test specimens. 

Tensile test for joints. 

Macro-test specimen. 

Charpy V-notch impact. 

(For all Class 1 pressure vessels and other Classes of 
pressure vessels where the minimum design temperature 
is below -10°C). 


Fig. 13.4.1 
Routine weld test - Test specimens for 
Class 1 and Class 2/1 


In general, where the plate thickness exceeds 30 mm, 
or where the capacity of the tensile test machine 
prevents full thickness tests, each tensile test may be 
made up of several reduced section specimens, 
provided that the whole thickness of the weld is 
subjected to testing. 

The tensile strength obtained is to be not less than the 
minimum specified tensile strength for the plate material, 
and the location of the fracture is to be reported. 


4.8.5 


vle 
For retests if necessary 


A \ 
i \ 
# H \ 
a \ 
7 \ 


_.Approximately 300 mm 
to suit testing machine 


Tensile test for joints. 

Bend test specimens. 

Nicked bend test specimen. 

Charpy V-notch impact test specimens 
(if required by Table 13.4.1). 


Fig. 13.4.2 
Routine weld tests - Test specimens for 
Class 2/2 and Class 3 


Transverse bend test. The bend test specimens 


are to be removed and tested in accordance with the follow- 
ing requirements: 


(a) 


Two bend test specimens of rectangular section are to 
be cut transversely to the weld, one bent with the outer 
surface of the weld in tension (face bend), and the other 
with the inner surface in tension (root bend). 

The specimen dimensions are to be in accordance with 
Chapter 2. 

Each specimen is to be mounted on roller supports with 
the centre of the weld midway between the supports. 
The former is to have a diameter specified in Ch 12,2.7.6 
depending on the material being welded. 

After bending through an angle of at least 180° there is 
to be no crack or defect exceeding 1,5 mm measured 
across the specimen or 3 mm measured along the 
specimen. Premature failure at the edges of the 
specimen is not to be cause for rejection, unless this is 
associated with a weld defect. 
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4.8.6 Macro-specimen and hardness survey. A macro 
examination specimen is to be removed from the test 
assembly near the end where welding started. The specimen 
is to include the complete cross-section of the weld and the 
heat affected zone. The specimen is to be prepared and 
examined in accordance with the following requirements: 

(a) The cross-section of the specimen is to be ground, 
polished and etched to clearly reveal the weld runs, and 
the heat affected zones. 

(b) The specimen is to show an even weld profile that 
blends smoothly with the base material and have 
satisfactory penetration and fusion, and an absence of 
significant inclusions or other defects. 

(c) Where there is doubt in the condition of the weld as 
shown by macro-etching, the area concerned is to be 
microscopically examined. 

(d) For carbon, carbon manganese and low alloy steels, a 
Vickers hardness survey is to be performed on the 
macro-specimen using either a 5 kg or 10 kg load. 
Testing is to include the base material, the weld and the 
heat affected zone. Hardness scans on the cross- 
section are to be performed as specified in Fig. 12.2.8 
in Chapter 12. The maximum recorded hardness is to 
not exceed 350 Hv. 


4.8.7 Charpy V-notch impact test. Charpy V notch 
impact test specimens are to be prepared and tested as 
required by Table 13.4.1 and in accordance with the following 
requirements: 

(a) The dimensions and tolerances of the specimens are to 
be in accordance with Chapter 2. 

(b) Charpy V-notch impact specimens and are to be 
removed with the notch perpendicular to the plate 
surface. 

(c) Specimens are to be removed for testing from the weld 
centreline and the heat affected zone (fusion line and 
fusion line + 2 mm locations) detailed in Fig. 12.2.6 or 
Fig. 12.2.7 in Chapter 12, as appropriate. Heat affected 
zone impact tests may be omitted where the minimum 
design temperature is above +20°C. 

(d) For thicknesses in excess of 20 mm, where more than 
one welding process or type of consumable has been 
used to complete the joint, impact tests are required 
from the respective areas of the weld. This does not 
apply to the welding process or consumables used 
solely to deposit the root weld. 

(e) The average energy of a set of three specimens is not to 
be less than 27 J or the minimum specified for the base 
material, whichever is the higher. The minimum energy 
for each individual specimen is to meet the requirements 
of Ch 1,4.5.2. 


4.8.8 Nick break bend tests. A nick bend or fracture 

test specimen is to be a minimum of 100 mm long measured 

along the weld direction and is to be tested in accordance 
with and meet the requirements of the following: 

(a) The specimen is to have a slot cut into each side along 
the centreline of the weld and perpendicular to the plate 
surface. 

(b) The specimen is to be bent along the weld centreline 
until fracture occurs and the fracture faces are to be 
examined for defects. The weld is to be sound, with no 
evidence of cracking or lack of fusion or penetration and 
be substantially free from slag inclusions and porosity. 


4.9 Failure to meet requirements 


4.9.1 Where any test specimen fails to meet the require- 
ments, additional specimens may be removed and re-tested 
in accordance with Ch 2,1.4. 


4.9.2 Where a routine weld test fails to meet require- 

ments, the welds to which it relates will be considered as not 

having met the requirements. The reason for the failure is to 

be established, and the manufacturer is to take such steps as 

necessary to either 

(a) Remove the affected welds and have them re-welded, 
or 

(b) Demonstrate that the affected production welds have 
acceptable properties. 


4.10 Heat treatment 


4.10.1 Fusion welded pressure vessels, where indicated in 
Table 13.4.2, are to be heat treated on completion of the 
welding of the seams and of all attachments to the shell and 
ends, and before the hydraulic test is carried out. 


4.10.2 Tubes which have been expanded into headers or 
drums may be seal welded without further post-weld heat 
treatment. 


4.10.3. Steam and gas turbine cylinders and rotors are to 
be subjected to post-weld heat treatment irrespective of 
thickness. 


4.10.4 Where the weld attaches parts of different 
thicknesses, the thickness to be used when applying the 
requirements for post-weld heat treatment is to be either the 
thinner of the two plates for butt welded connections, or the 
thickness of the shell for welds to flanges, tubeplates and 
similar connections. 


4.10.5 Care is to be exercised to provide drilled holes in 
double reinforcing plates and other closed spaces prior to 
heat treatment. 


4.11 Basic requirements for heat treatment of 
fusion welded pressure vessels 


4.11.1 Recommended soaking temperatures and soak 
durations for post-weld heat treatment are given in 
Table 13.4.3 for different materials. Where other materials are 
used for pressure vessel construction, full details of the 
proposed heat treatment are to be submitted for consideration. 


4.11.2 Where pressure vessels are of dimensions that the 
whole length cannot be accommodated in the furnace at one 
time, the pressure vessels may be heated in sections, 
provided that sufficient overlap is allowed to ensure the heat 
treatment of the entire length of the longitudinal seam. 


4.11.3. Where materials other than those detailed in 
Table 13.4.3 are used or where it is proposed to adopt special 
methods of heat treatment, full particulars are to be submitted 
for consideration. In such cases, it may be necessary to carry 
out tests to show the effect of the proposed heat treatment. 
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Table 13.4.2 Post-weld heat treatment requirements 


Plate thickness above which post-weld heat treatment (PWHT) is required 
Type of steel 


Steam raising plant Other pressure vessels 


Carbon and carbon/manganese steels 20 mm 30 mm 
without low temperature impact values 


Carbon and carbon/manganese steels 20 mm 40 mm 
with low temperature impact values 


1Cr %Mo All thicknesses All thicknesses 


2¥%Cr 1Mo All thicknesses All thicknesses 


YeCr YaMo Y4V All thicknesses All thicknesses 


Other alloy steels Subject to special consideration 


Table 13.4.3 Post-weld soak temperatures and times 


Material type Soak temperature (°C) Soak period 


Carbon and carbon/manganese grades 580-620° 1 hour per 25 mm of thickness, minimum of 1 hour 


1Cr ¥%Mo 620-660° 1 hour per 25 mm of thickness, minimum of 1 hour 


2%Cr 1Mo 650-690° 1 hour per 25 mm of thickness, minimum of 1 hour 


YeCr YeaMo YaV 670-720° 


1 hour per 25 mm of thickness, minimum of 1 hour 


NOTE 
For materials supplied in the tempered condition, the post-weld heat treatment temperature is to be lower than the material tempering 
temperature. 


4.12 Non-Destructive Examination of welds 4.13.3 Full penetration tube sheet to shell welds are to be 
subjected to 10 per cent volumetric examination and 10 per 

4.12.1. Non-Destructive Examinations (NDE) of pressure cent surface inspection, prior to the installation of the tubes. 

vessel welds are to be carried out in accordance with a 

nationally recognised code or standard. 4.13.4 In addition to the acceptance limits stated in 
Tables 13.2.4 to 13.2.6, no cracks, lack of fusion, or lack of 

4.12.2 |NDE/is not to be applied until an interval of at least penetration is permitted. 

48 hours has elapsed since the completion of welding. 

4.13.5 | When an unacceptable indication is detected, the 

full length of the weld is to be subjected to 100 per cent 

examination by the same method, testing conditions and 


acceptance criteria. 


4.12.3 NDE Personnel are to be qualified to an appropri- 
ate level of a nationally recognised certification scheme. 


4.12.4 Qualification schemes are to include assessments 

of practical ability for Levels | and II individuals. These 
examinations are to be made on representative test pieces 4.14 
containing relevant defects. 


Extent of NDE for Class 2/1 pressure vessels 


4.14.1. For Class 2/1 pressure vessels, volumetric and 
surface crack detection inspections are to be applied at 
selected regions of each main seam. At least 10 per cent of 
each main seam is to be examined together with the full 
length of each welded test plate. When an unacceptable 


4.13 Extent of NDE for Class 1 pressure vessels 


4.13.1 All butt welded seams in drums, shells, headers 


and test plates, together with tubes or nozzles with outside 
diameter greater than 170 mm, are subject to 100 per cent 
volumetric and surface crack detection inspections. 


4.13.2 For circumferential butt welds in extruded connec- 
tions, tubes, headers and other tubular parts with an outside 
diameter of 170 mm or less, at least 10 per cent of the total 
number of welds is to be subjected to volumetric examination 
and surface crack detection inspections. 


indication is detected, at least two additional check points in 

the seam are to be selected by the surveyor for examination 

using the same inspection method. Where further unaccept- 
able defects are found either: 

(a) the whole length of weld represented is to be cut out and 
re-welded and re-examined as if it was a new weld with 
the test plates being similarly treated, or 

(b) the whole length of the weld represented is to be re- 
examined using the same inspection methods. 
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4.14.2 Butt welds in furnaces, combustion chambers and 
other pressure parts for fired pressure vessels under external 
pressure, are to be subject to spot volumetric examination. 
The minimum length for each check point is to be 8300 mm. 


4.14.3 The extent of NDE for turbine cylinders and rotors is 
to be agreed with the Surveyor. 


4.14.4 | The requirements of 4.13.3, 4.13.4 and 4.13.5 apply 
to Class 2/1 pressure vessels. 


4.15 NDE Method 


4.15.1. Volumetric examinations may be made by 
radiography. For welds of nominal thickness greater than or 
equal to 8 mm, the examinations may be by ultrasonic testing. 
The preferred method for surface crack detection in ferrous 
metals is magnetic particle inspection. The preferred method 
for non-magnetic materials is liquid penetrant inspection. 


4.16 Evaluation and reports 


4.16.1. The manufacturer is to be responsible for the 
review, interpretation, evaluation and acceptance of the 
results of NDE. Reports stating compliance, or non-compli- 
ance, with the criteria established in the inspection procedure 
are to be issued. Reports are to comply, as a minimum, with 
the requirements of Ch 1,5. 


4.17 Repair to welds 


4.17.1 | Where non-destructive examinations reveal un- 
acceptable defects in the welded seams, they are to be 
repaired in accordance with 1.15 and are to be shown by 
further non-destructive examinations to have been eliminated. 


4.17.2 |In the case where spot radiography has revealed 
unacceptable defects, the requirements of 4.14.1 apply. 


4.17.3. Where post-weld heat treatment is required in 
accordance with 4.10, weld repairs to the vessel or cylindrical 
shell or parts attaching to the shell are to be subjected to a 
subsequent heat treatment in accordance with 4.10. 


4.17.4 Inthe event of unsuccessful weld repair of a defect, 
only one more repair attempt may be made of the same 
defect. Any subsequent repairs may require the re-repair 
excavation to be enlarged to remove the original repair heat 
affected zone. 


a Section 5 
Specific requirements for 
pressure pipework 


5.1 Scope 


bona Fabrication of pipework is to be carried out in 
accordance with the requirements of this Section and the 
general requirements given in Section 1, unless more 
stringent requirements have been specified. 


5.1.2 Piping systems are to be constructed in accor- 
dance with the approved plans and specifications. 


5.1.3 Fabricated pipework will be accepted only if manu- 
factured by firms that have demonstrated that they have the 
facilities and equipment and are competent to undertake the 
quality of welding required for the Class of pipework 
proposed. 


5.2 Manufacture and workmanship 


S2e1 Pipe welding may be performed using manual, 
semi-automatic or fully automatic electric arc processes. The 
use of oxy-acetylene welding will be limited to Class 3 
pipework in carbon steel or carbon/manganese material that 
is not for carrying flammable fluids and limited to butt joints in 
pipes not exceeding 100 mm diameter or 9,5 mm thickness. 


5.2.2 Welding of pipework, including attachment welds 
directly to pressure retaining parts is to be performed in accor- 
dance with approved welding procedures that have been 
qualified in accordance with Chapter 12. 


5.2.3: Where the work involves a significant number of 
branch connections, tests will be required to demonstrate that 
the type of joint(s) and welding techniques employed are 
capable of achieving the required quality. 


5.2.4 Where pressure pipework is assembled and butt 
welded insitu, the piping is to be arranged well clear of 
adjacent structures to allow sufficient access for preheating, 
welding, heat-treatment and non-destructive examination of 
the joints. 


5:2:5 Alignment of pipe butt welds is to be in accordance 
with Table 13.5.1 unless more stringent requirements have 
been agreed. Where fusible inserts are used, the alignment is 
to be within 0,5 mm in all cases. 


5.2.6 The number of welds is to be kept to a minimum. 
The minimum separation between welds, measured toe-to- 
toe, is to be not be less than 75 mm. Where it is not possible 
to achieve this, adjacent welds are to be subjected to surface 
crack detection NDE. 


5.2.7 Welding consumables and fusible root inserts, 
where used, are to be suitable for the materials being joined. 
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Table 13.5.1 Pipe butt weld alignment tolerances 


Maximum permitted 
misalignment 


Pipe size 


1,0 mm or 25% of t, 
whichever is the lesser 


D<150mmandt<6mm 


D<300 mm andt< 9,5 mm 1,5 mm or 25% of ft, 


whichever is the lesser 


D> 300 andt>9,5 mm 2,0 mm or 25% of t, 


whichever is the lesser 


where 
D_ = pipe internal diameter 
E pipe wall thickness 


5.2.8 Acceptable methods of flange attachment are to be 
used, see Fig. 12.2.2 in Pt 5, Ch 12 of the Rules for Ships. 
Where backing rings are used with flange type (a) they are to 
fit closely to the bore of the pipe and be removed after 
welding. The rings are to be made of the same material as the 
pipes. The use of flange types (b) and (c) with alloy steel pipes 
is limited to pipes up to and including 168,38 mm outside 
diameter. 


5.2.9 Where socket welded fittings are employed, the 
diametrical clearance between the outside diameter of the 
pipe and the base of the fitting is not to exceed 0,8 mm, and 
a gap of approximately 1,5 mm is to be provided between the 
end of the pipe and the internal step at the bottom of the 
socket. 


5.2.10 — For welding of carbon, carbon/manganese and low 
alloy steels, the preheat to be applied will be dependent on 
the material grade, thickness and hydrogen grading of the 
welding consumable in accordance with Table 13.5.2, unless 
welding procedure testing indicates that a higher level is 
required. 


Table 13.5.2 Welding preheat levels for pipework 


Thickness, t 
Material Grade (mm) 
see Note 4 


5.2.11 Welding without filler metal is generally not permit- 
ted for welding of duplex stainless steel materials. 


5.2.12 All welds in high pressure, high temperature pipe- 
lines are to have a smooth surface finish and even contour; 
and where necessary, made smooth by grinding. 


5.2.13 Check tests of the quality of the welding are to be 
carried out periodically. 


5.3 Heat treatment after bending of pipes 


5.3.1 After forming or bending of pipes, the heat treat- 
ments specified in this Section are to be applied unless the 
pipe material manufacturer specifies or recommends other 
requirements. 


5.3.2 Generally, hot forming is to be carried out within the 
normalising temperature range. When carried out within this 
temperature range, no subsequent heat treatment is required 
for carbon and carbon/manganese steels. For alloy steels, 
1Cr YMo, 2%Cr 1Mo and Y%Cr YeMo VV, a subsequent 
tempering heat treatment in accordance with the tempera- 
tures and times specified in Table 13.5.3 is required, 
irrespective of material thickness. 


O33 When hot forming is performed outside the normalising 
temperature range, a subsequent heat treatment in accor- 
dance with Table 13.5.3 is required. 


5.3.4 After cold forming to a radius (measured at the 
centreline of the pipe) of less than four times the outside 
diameter, heat treatment in accordance with Table 13.5.3 is 
required. 


5:3;0) Heat treatment should be carried out in accordance 
with 1.16. 


Minimum preheat temperature (°C) 
See Note 1 


Low Ho 


Non-low Ha see Note 2 


Carbon and carbon/manganese grades: 
320 and 360 


50 10 
100 50 


Carbon and carbon/manganese grades: 
410, 460 and 490 


75 20 
150 100 


1Cr ¥%Mo 


See Note 3 100 
150 


2¥aCr 1Mo 


See Note 3 150 
200 


YeCr YaMo Y4V 


See Note 3 150 
200 


NOTES 


1. Where the ambient temperature is O°C or below, pre-warming of the weld joint is required in all cases. 
Low hydrogen process or consumables are those that have been tested and have achieved a grading of H15 or better (see Chapter 11). 


2: 
3. Low hydrogen welding process is required for these materials. 
4. 


t = the thickness of the thinner member for butt welds, and the thicker member for fillet and branch welds. 
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Table 13.5.3 Heat treatment after bending of pipes 


Type of steel Heat treatment required 


Carbon and Normalise at 880 to 940°C 
carbon/manganese: 
Grades 320, 360, 410, 460 and 


490 


1Cr Y2Mo ormalise at 900 to 940°C, 
followed by 
tempering at 640 to 720°C 


2¥%4Cr 1Mo ormalise at 900 to 960°C, 
followed by 
tempering at 650 to 780°C 


YeCr VaMo YV ormalise at 930 to 980°C, 
followed by 
tempering at 670 to 720°C 


Other alloy steels Subject to special 


consideration 


5.3.6 Bending procedures and subsequent heat treat- 
ment for other alloy steels will be subject to special 
consideration. 


5.4 Post-weld heat treatment 


5.4.1 Post-weld heat treatment is to be carried out in 
accordance with the general requirements specified in 1.16 
and 4.10. 


5.4.2 The thickness limits, the recommended soaking 
temperatures and periods, for application of post-weld heat 
treatment are given in Table 13.5.4. 


5.4.3 Where the use of oxy-acetylene welding is 


proposed, due consideration is to be given to the need for 
normalising and tempering after such welding. 


Table 13.5.4 


5.5 Non-destructive examination 


5.011 Non-destructive examination of pipe welds is to be 
carried out in accordance with the general requirements of 
1.11 and the following. 


5.5.2 Butt welds in Class 1 pipes with an outside 
diameter greater or equal to 75 mm are to be subject to 
100 per cent volumetric and visual inspections. Consideration 
is to be given to the extent and method of testing applied to 
butt welds in Class 1 pipes with an outside diameter less than 
75mm. 


omene! Butt welds in Class II pipes are to be subjected to at 
least 10 per cent random volumetric inspections when the 
outside diameter is greater than 100 mm. 


5.5.4 NDE for Class II pipes with a diameter less than 
100 mm is to be at the discretion of the Surveyor. 


5.5.5) Non-destructive examination procedures, methods 
and the evaluation of reports are to be in accordance with 
4.15 and 4.16. 


5:5:6 Fillet welds on flange pipe connections of Class | 
pipes are to be examined by surface crack detection methods. 


5.6 Repairs to pipe welds 


5.6.1 Where non-destructive examinations reveal un- 
acceptable defects in a weld, the defects are to be removed 
and repaired in accordance with 1.15. Completed repairs are 
to be shown by further non-destructive examination to have 
eliminated the defects. 


5.6.2 For pipes with diameter less than 88 mm and 
where unacceptable defects have been found during non- 
destructive examination, consideration is to be given to 
cutting the weld out completely, re-making the weld prepara- 
tion and re-welding as a new joint (because of the difficulty of 
making small repairs). 


Post-weld heat treatment requirements for pipework 


Soak temperature 


Material Grade 


Thickness for which post-weld 
heat treatment is required 


(°C) 
see Note 2 


Soak period 


Over 30 mm 


580-620°C 


Carbon and carbon/manganese grades: 
320, 360, 410, 460, 490 


1 hour per 25 mm of thickness, 
minimum of 1 hour 


1Cr %Mo 


Over 8 mm 


620-660°C 1 hour per 25 mm of thickness, 
minimum of 1 hour 


2¥%aCr 1Mo All 


650-690°C 1 hour per 25 mm of thickness, 
minimum of 1 hour 


VaCr Va2Mo YaV 


All, see Note 1 


670-720°C 


1 hour per 25 mm of thickness, 
minimum of 1 hour 


NOTES 


ale Heat treatment may be omitted for thicknesses up to 8 mm and diameters not exceeding 100 mm provided welding procedure tests 
have demonstrated acceptable properties in the as welded condition. 
2. For materials supplied in the tempered condition, the post weld heat treatment temperature is to be at least 20°C less than the material 


tempering temperature. 
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5.6.3 Where repeated weld repairs have to be made to a 
weld, only two such attempts are to be permitted, thereafter 
the weld is to be cut apart and removed, and re-welded as a 
new joint. 


5.6.4 Where pipework requires post-weld heat treatment 
weld, repairs to the pressure retaining parts are to be 
subjected to a subsequent heat treatment. Similarly, where 
welding is conducted after pressure testing, a further 
pressure test is to be required unless specific exemption has 
been agreed. 


| Section 6 
Repair of existing ships by 
welding 


6.1 Scope 


6.1.1 This Section specifies requirements for repairs 
made by welding after introduction into service. This Section 
includes defects to hull structures, machinery, equipment and 
components. It also includes replacement of structure due to 
damage or corrosion. These requirements are in addition to 
those specified in the preceding Sections of this Chapter. 


6.1.2 These requirements apply unless the original builder 
or manufacturer has specified alternative requirements. 


6.2 Materials used for repairs 


6.2.1 Permanent materials used in the repair are to be in 
accordance with 1.38. 


6.2.2 Prior to commencing any welding, the material 
grades present in the original structure in way of the repair are 
to be determined. Where the materials cannot be identified 
from the ship records, test samples may be removed for 
chemical analysis and mechanical testing in order to 
determine the material grades. 


6.2.3 Temporary materials that are to be welded to the 
main structure to assist in executing the repairs, but removed 
on completion, are to be of weldable quality. 


6.3 Workmanship 


6.3.1 A repair method is to be established by the ship- 
yard or repair yard and is to be agreed by the Surveyor prior 
to commencing any repair work. 


6.3.2 The removal of crack-like defects is to be confirmed 
by visual examination and surface crack detection NDE. This 
may be augmented by ultrasonic examination where several 
defects are reported at different depths at the same location. 


6.3.3 The weld joint or groove shape used for the repair is 
to have a profile suitable for welding. 


6.3.4 The weld area is to be carefully cleaned, in particu- 
lar, where the material surface has been painted or has been 
subjected to an oily or greasy environment. 


6.4 Non-destructive examination 


6.4.1 On completion of welding and any post-weld heat 
treatment, repair welds are to be subjected to the type and 
extent of NDE and assessed in accordance with the accep- 
tance criteria specified for the original construction. 


6.4.2 Where the original construction specification did not 
specify NDE, the completed welds are to be, as a minimum, 
subject to visual examination. Consideration of other NDE 
techniques is to take due cognisance of the location or the 
repair within the vessel. 


6.4.3 Where spot NDE is applied and defects are found, 
the extent of NDE is to be increased to include an equal 
amount of weld length. Where this reveals unacceptable 
defects, either the whole weld will be rejected or the extent of 
inspection increased to 100 per cent examination. 


6.4.4 The acceptance criteria to be applied are to 
generally be in accordance with the original build specifica- 
tion. Where conflict of requirements exist, the NDE 
acceptance limits for welding procedure tests specified in 
Ch 12,2.5.5 may be used as a minimum requirement. 


6.5 Repairs to welds defects 


6.5.1 Where NDE reveals unacceptable defects, these 
are to be repaired in accordance with 1.15. 


a Section 7 
Austenitic and duplex stainless 
steel - Specific requirements 


7.1 Scope 


Ld This Section specifies requirements for the fabrica- 
tion and welding of austenitic and duplex stainless steels, and 
is in addition to those detailed above. 


LA Fabrication and welding of these materials is to be 
in designated areas which are separated from those used for 
other materials, such as carbon steels and copper alloys. 
Where work is performed in the same workshop as other 
materials, adequate barriers or screening are to be provided 
to prevent cross-contamination of different material types. 


7.1.3 All tools and equipment used are to be suitable for 
use on stainless steel materials. The use of tools or equipment 
made of carbon steel materials is to be avoided. It is 
permissible to use carbon steel tools provided that the 
surfaces that come into contact with the austenitic and duplex 
stainless materials are protected with an austenitic or nickel 
base alloy. 


LLOyD’s REGISTER 


23 


RULES FOR THE MANUFACTURE, TESTING AND CERTIFICATION OF MATERIALS, July 2012 


Requirements for Welded Construction 


Chapter 13 


Sections 7 & 8 


7.2 Design 


7.2.1 Care is to be exercised in the weld design to 
prevent crevice corrosion from occurring, particularly where 
austenitic materials are used. In this respect fillet welds and 
partial penetration welds are to be continuous and welded on 
both sides of the joint. 


7.3 Forming and bending 


7.3.1 Materials that are cold formed, such that the total 
strain exceeds 15 per cent (i.e. where the formed diameter to 
thickness ratio is less than 6:1) are to be subjected to a 
subsequent softening heat treatment in accordance with the 
material manufacturers recommendations, unless it is demon- 
strated by testing that the material properties are acceptable 
in the ‘as formed’ condition. 


7.3.2 Materials may be hot formed provided that a subse- 
quent softening heat treatment is carried out. The forming 
process and the subsequent heat treatment are to be in 
accordance with the material manufacturer’s recommenda- 
tions. 


7.4 Fabrication and welding 


7.4.1 Welding may be performed using shielded manual 
arc welding (SMAW), gas tungsten arc welding (GTAW), 
MIG/MAG welding (GMAW), flux cored arc welding (FCAW), 
plasma arc welding (PAW) and submerged arc welding (SAW). 
The use of other welding processes will be subject to special 
consideration and will require submission of the process 
details, consumables and the weld properties achieved. 


7.4.2 Misalignment may be corrected by the application 
of steady even force (e.g., using hydraulic or screw-type 
clamps). Hammering or heating is not permitted. 


7.4.3 For full penetration welds, a backing or shielding 
gas is to be provided to prevent oxidation of the root weld. 
The backing gas is to be maintained until completion of, at 
least, the root and first fill layer. The backing gas may be 
omitted where the weld is back gouged or ground to remove 
the root weld. 


7.4.4 Shielding and backing gases are to be an inert type 
of high purity and oxygen free. 


7.4.5 For welding of Duplex stainless, the use of backing 
gases that contain up to 2 per cent nitrogen is permitted. 


7.4.6 Welding of duplex stainless steels without filler 
metal is generally not permitted. 


7.4.7 Degreasing agents, acid solutions, washing water 
etc. used for cleaning and any marking crayons and paints 
used are to be free of chlorides. 


7.5 Repairs 


[29:1 Correction of distortion by the application of heat is 
not permitted. 


a Section 8 
Specific requirements for welded 
aluminium 


8.1 Scope 


8.1.1 This Section specifies requirements for the fabrica- 
tion and welding of aluminium alloys, and is in addition to 
those detailed in this Chapter. 


8.1.2 Fabrication and welding of these materials is to be 
in designated areas which are separated from those used for 
other materials, such as carbon steels, stainless steels and 
copper alloys. Where work is performed in the same work- 
shop as other materials, adequate barriers or screening are 
to be provided to prevent cross-contamination of different 
material types. 


8.1.3 All tools and equipment used are to be suitable for 
use on aluminium alloy materials. The use of tools made of 
carbon steel materials is to be avoided where possible. 


8.2 Forming and bending 


8.2.1 Aluminium alloys are to be subject to cold forming 
and cold bending only. 


8.3 Fabrication and welding 


8.3.1 Welding may be performed using gas tungsten arc 
welding (GTAW) or metal inert gas welding (GMAW), 
MIG/MAG welding (GMAW), or variants thereof. The use of 
other welding processes such as friction stir welding (FSW) 
will be subject to special consideration and will require 
submission of the process details, consumables and the weld 
properties achieved. 


8.3.2 A comparison of the mechanical properties for 
selected welded and unwelded alloys is given in Table 13.8.1. 


8.3.3 Misalignment may be corrected by the application 
of steady even force (e.g., using hydraulic or screw-type 
clamps). Hammering or heating is not permitted. 


8.3.4 Correction of distortion by the application of heat is 
not permitted. 

8.4 Non-destructive examination 

8.4.1 The requirements of Ch 13,1.11 and Ch 13,2.12 


apply; however, acceptance criteria applicable to aluminium 
are to be in accordance with Table 13.8.2 and Table 13.8.3. 
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Table 13.8.1 Minimum mechanical properties for aluminium alloys 


0,2% proof stress, N/mm2 Ultimate tensile strength, N/mm2 


Condition Unwelded Welded Unwelded Welded 
(see Note 4) (see Note 4) 


5083 O/H114 125 125 275 275 


5083 H112 125 125 275 275 


5083 H116/H321 215 125 305 275 


5383 O/H114 145 145 290 290 


5383 H116/H321 220 145 305 290 


5086 O/H114 100 95 240 240 


5086 H112 125 95 250 240 
(see Note 2) (see Note 2) 


5086 H116/H321 195 95 275 240 


5059 O/H114 160 330 330 


5059 H116/H321 260 360 300 


5456 O 125 285 285 


5456 H116 200 290 285 
(see Note 5) (see Note 5) 


5456 H821 215 305 285 
(see Note 5) (see Note 5) 


5754 O/H114 80 190 190 


6005A T5/T6 Extruded: Open Profile 260 
(see Note 1) Extruded: Closed Profi 250 160 


6061 T5/T6 Rolled 290 
(see Note 1) Extruded: Open Profile 260 160 
Extruded: Closed Profi 245 160 


6082 Rolled 280 
Extruded: Open Profile 310 190 
Extruded: Closed Profi 290 190 


NOTES 
These alloys are not normally acceptable for application in direct contact with sea-water. 
See also Table 8.1.3 or Table 8.1.4 in Chapter 8. 
The mechanical properties to be used to determine scantlings in other types and grades of aluminium alloy manufactured to National or 
proprietary standards and specifications are to be individually agreed with LR, see a/so Ch 8,1.1.5. 
Where detail structural analysis is carried out, ’unwelded’ stress values may be used away from heat affected zones and weld lines, see 
also Pt 3, Ch 2, 1.1.3 of the Rules for Ships. 
For thickness less than 12,5 mm, the minimum unwelded 0,2% proof stress is to be taken as 230 N/mm2 and the minimum tensile 
strength is to be taken as 315 N/mm2. 


8.4.2 Alternative NDE acceptance criteria will be subject 
to special consideration provided that they are equivalent to 
these requirements. 
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| Table 13.8.2 Acceptance criteria for surface imperfections of aluminium 


Surface discontinuity 


Crack 
Lack of fusion 


ncomplete root penetration in butt joints 
welded from one side 


Surface pore 

Linear porosity (see Note 1) 

Uniformly distributed porosity (see Note 2) 
Clustered porosity 

Continuous undercut 

ntermittent undercut 

Excess weld metal (see Note 3) 

Excess penetration 

Root concavity (see Note 3) 


Linear misalignment (see Notes 4 and 5) 


Angular misalignment 


Classification according 
to ISO 6520-1 


Acceptance criteria 


Not permitted 
permitted 
permitted 


0,3s or 0,3a or 1,5 mm (whichever is the lesser) 
permitted 
< 1% of area 


Not permitted 

h<0,1t or 0,5 mm (whichever is the lesser) 

h<0,1t or 1,0 mm (whichever is the lesser) 

h<1,5 mm + 0,156 or 8 mm (whichever is the lesser) 
h<4mm 

h <0,1t or 1 mm (whichever is the lesser) 

h<0,1t or 1,0 mm (whichever is the lesser) 

(see Note 6) 


Symbols 


width of weld reinforcement 
diameter of a gas pore 

height or width of an imperfection 
nominal butt weld thickness 


nominal throat thickness of a fillet weld 


wall or plate thickness (nominal size) 


NOTES 


1. For these acceptance criteria, linear porosity is to be considered as three aligned gas pores in a length of 25 mm. 


To be in accordance with EN ISO 10042. 


2, 
3. Asmooth transition is required. 
4 


Linear misalignment is to be a maximum of 0,5 mm in highly stressed areas. For other areas, the linear misalignment is to be a maximum 
of 1,0 mm locally, where the sum of the length of imperfection is not more than 10% of the weld length. 
The limits for linear misalignment relate to deviations from the correct position. Unless otherwise specified, the correct position is that 


when the centrelines coincide. 


Angular misalignment shall be mutually agreed between the designer and the fabricator. 
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| Table 13.8.3 


Internal discontinuity 


Crack 

Lack of fusion 

Incomplete penetration 

Single gas pore 

Linear porosity 

Uniformly distributed porosity (see Note 1) 


Clustered porosity (see Note 1) 


Elongated cavity 
Wormhole 


Oxide inclusion (see Note 2) 
Tungsten inclusion 
Copper inclusion 


Multiple imperfections in any cross-section 


Classification according 
to ISO 6520-1 


Symbols 


Acceptance criteria for internal imperfections of aluminium 


Acceptance criteria (see Note 1) 


Not permitted 

Not permitted 

Not permitted 

d <0,8s or 0,3a or 5 mm (whichever is the lesser) 
Assess as lack of fusion 


05<t<3mm 
38<t<12mm 
12 <t<30mm < 6% of area 
t>30mm < 8% of area 


dA < 20 mm or wp (whichever is the lesser) 
1 < 0,3s or 0,3a or 4 mm (whichever is the lesser) 


< 2% of area 
< 4% of area 


1 < 0,5s or 0,5a or 5 mm (whichever is the lesser) 
1< 0,8s or 0,3a or 4 mm (whichever is the lesser) 
Not permitted 


The sum of the acceptable individual imperfections in any 
cross-section is not to exceed 0,3t or 0,3a (whichever is 
the lesser) 


width of weld reinforcement 
diameter of a gas pore 


nominal butt weld thickness 


Cen FQ. o & 


gs 


~ 


nominal throat thickness of a fillet weld 


height or width of an imperfection 


wall or plate thickness (nominal size) 

width of weld or width or height of cross-sectional area 
diameter of area surrounding gas pores 

length of imperfection in longitudinal direction of weld 


NOTES 


1. Porosity is to be determined in accordance with ISO 10042. The requirements for a single gas pore are to be met by all the gas pores 
within this circle. Systematic clustered porosity is not permitted. 
2. _ If several oxide inclusions 1}, Io, Jg, ... exist in one cross-section, then they are summed: J = 1, + Ip + Ig + ...+ In. 
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Section 
1 General requirements 
2 Tests on polymers, resins, reinforcements and 


associated materials 


3 Testing procedures 
4 Plastics pipes and fittings 
5 Control of material quality for composite 


construction 


a Section 7 
General requirements 


1.1 Scope 


7.1.1 Provision is made in this Chapter for the manufac- 
ture and testing of plastics pipes, together with approval 
requirements for base materials used in the construction or 
repair of composite vessels, other marine structures, piping 
and any associated machinery components and fittings which 
are to be certified or are intended for classification. 


1.1.2 These materials and products are to be manufactured 
and surveyed in accordance with the general requirements of 
Sections 1, 2 and 3 of this Chapter; and LR’s Materials and 
Qualification Procedures for Ships (WQPS) Book Kk, see 
Ch 1,2.2.2, which, in addition to the test programme, also 
details the procedures for application for approval of 
manufacturers and products and details of the information to 
be supplied by the manufacturer. 


1.1.3 For base materials, the manufacturer’s works do 
not require approval by Lloyd’s Register (hereinafter referred 
to as ‘LR’), however the Quality Control procedures must be 
acceptable in accordance with the appropriate Section of this 
Chapter. 


1.1.4 Where a requirement exists for the material to be 
approved, the test requirements and information to be submitted 
for approval of polymers, resins, reinforcements and associ- 
ated materials are defined in Sections 2 and 3. 


7.7.5 Specific material requirements relating to the design 
and manufacture of plastics pipes and fittings are indicated in 
Section 4, with the material requirements for hull structures 
contained in Section 5. 


1.7.6 For Builders constructing composite vessels, 
Section 5 provides the minimum material control requirements 
for acceptance of the works by LR. 


Phe F For the purposes of these Rules a ‘plastics 
material’ is regarded as an organic substance which may be 
thermosetting or thermoplastic and which, in its finished state, 
may contain reinforcements or additives. 


Chapter 14 


Section 7 


1.1.8 Materials not listed in 2.1.1 may be considered for 
approval on a case-by-case basis. The approved test results 
will be listed on the issued certificate. Subject to satisfactory 
service experience and validation of approval, the material 
may be entered in 2.1.1 of the Rules. 


1.2 Information on material quality and 
application 


1.2.1 Where plastics products are to be classed or 
certified, the manufacturer is to provide the material producer 
with such information as is essential to ensure that the base 
materials to be used are in accordance with the approval 
requirements and the product specification. This information is 
to include any survey requirements for the materials. 


1.3 Manufacture 


1.3.1 Plastics products are to be made at works which 
have been approved (or accepted) for the type of product 
being supplied using base materials that have been approved. 


1.3.2 Base materials are to be approved in accordance 
with the requirements of Sections 2 and 3. 


1.3.3 In order that a works can be approved (or 
accepted), the manufacturer is required to demonstrate to the 
satisfaction of LR that the necessary manufacturing and testing 
facilities are available and are supervised by qualified personnel. 
A specified programme of tests is to be carried out under the 
supervision of the Surveyors, and the results are to be to the 
satisfaction of LR. When a manufacturer has more than one 
works, the approval (or acceptance) is only valid for the 
individual works which carried out the test programme. 


1.3.4 In order to maintain approval, the manufacturer is 
required to confirm in writing that there have been no changes 
in the formulation or production process for the material in 
question and that the site of manufacture remains unchanged. 


1.4 Survey procedure 


1.4.1 The Surveyors are to be allowed access to all 
relevant parts of the works and are to be provided with the 
necessary facilities and information to enable them to verify 
that manufacture is being carried out in accordance with the 
approved procedure. Facilities are also to be provided for the 
selection of test material, the witnessing of specified tests and 
the examination of materials, as required by the Rules. 


1.4.2 Prior to the provision of test material for accep- 
tance, manufacturers are to provide the Surveyors with details 
of the order, specification and any special conditions 
additional to the Rule requirements. 


1.4.3 Before final acceptance, all test materials are to be 
confirmed as typical of the manufactured product and be 
submitted to the specified tests and examinations under 
conditions acceptable to the Surveyors. The results are to 
comply with the specification and any Rule requirements and 
are to be to the satisfaction of the Surveyors. 
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1.4.4 These specified tests and examinations are to be 
carried out prior to the despatch of finished products from the 
manufacturer’s works. 


1.4.5 In the event of any material proving unsatisfactory, 
during subsequent working, machining or fabrication, it is to 
be rejected, notwithstanding any previous certification. 


1.5 Alternative survey procedure 


6.4 Where materials are manufactured in quantity by 
semi-continuous or continuous processes under closely 
controlled conditions, an alternative system for testing and 
inspection may be adopted, subject to the agreement of the 
Surveyors. 


1.5.2 In order to be considered for approval, manufacturers 
are to comply with the requirements of Ch 1,2. 


1.6 Post-cure heating 


1.6.1 Post-cure heating is to be carried out in properly 
constructed ovens which are efficiently maintained and have 
adequate means for control and recording of temperature. 
The oven is to be such as to allow the whole item to be 
uniformly heated to the necessary temperature. In the case of 
very large components which require post-cure heating, 
alternative methods will be specially considered. 


1.7 Test material 


1.7.1 Sufficient material is to be provided for the prepara- 
tion of the test specimens detailed in the specific requirements. 
It is, however, in the interests of manufacturers to provide 
additional material for any re-tests which may be necessary, 
as insufficient or unacceptable test material may be a cause 
for rejection. 


1.7.2 Where test materials, (either base materials or 
product sample materials) are selected by the Surveyor or a 
person nominated by LR, these are to be suitably identified 
by markings which are to be maintained during the prepara- 
tion of the test specimens. 


1.7.3 All base material samples for testing are to be 
prepared under conditions that are as close as possible to 
those under which the product is to be manufactured. Where 
this is not possible, a suitable procedure is to be agreed with 
the Surveyor. 


1.7.4 During production, check test samples are to be 
provided as requested by the Surveyor. 


1.7.5 Should the taking of these samples prove impossible, 
model samples are to be prepared concurrently with produc- 
tion. The procedure for the preparation of these samples is to 
be agreed with the Surveyor. 


1.7.6 The dimensions, number and orientation of test 
specimens are to be in accordance with the requirements of 
a National or International Standard acceptable to LR. 
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1.8 Re-test procedure 


1.8.1 Where test material fails to meet the specified 
requirement, two additional tests of the same type may be 
made at the discretion of the Surveyor. 


1.8.2 Where an individual test result in a group, (minimum 
five) deviates from the mean by more than two standard 
deviations in either the higher or lower direction, the result is 
to be excluded and a re-test made. Excluded results of tests 
are to be reported with confirmation that they have been 
excluded. Only one exclusion is acceptable in any group of 
tests. 


1.9 Visual and non-destructive examination 


1.9.1 Prior to the final acceptance, surface inspection, 
verification of dimensions and non-destructive examination 
are to be carried out in accordance with the requirements 
detailed in Sections 3, 4 and 5 of this Chapter. 


1.9.2 When there is visible evidence to doubt the 
soundness of any material or component, such as flaws or 
suspicious surface marks, it is to be the responsibility of the 
manufacturer to prove the quality of the material by any 
suitable method. 


1.10 Rectification of defective material 


7.10.1 Small surface blemishes may be removed by 
mechanical means provided that, after such treatment, the 
dimensions are acceptable, the area is proved free from 
structural defects and the rectification has been completed to 
the satisfaction of the Surveyor. 


7.10.2 Repair procedures for larger defects are to be 
agreed with LR prior to implementation. 


1.11 Identification of products and base materials 


1.117.171 |The manufacturer of approved materials is to identify 
each batch with a unique number. 


7.11.2 The manufacturer of plastics products is to adopt 
a system of identification which will enable all finished 
products to be traced to the original batches of base materials. 
Surveyors are to be given full facilities for tracing any compo- 
nent or material when required. 


7.11.3 When any item has been identified by the personal 
mark of a Surveyor, or deputy, this is not to be removed until 
an acceptable new identification mark has been made by a 
Surveyor. Failure to comply with this condition will render the 
item liable to rejection. 


1.11.4 Before any pipe or fitting is finally accepted it is to 
be clearly marked by the manufacturer in at least one place 
with the particulars detailed in the appropriate specific require- 
ments as given in Section 4. 
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7.11.5 Where a number of identical items are securely 
fastened together in bundles, the manufacturer need only 
brand the top item of each bundle. Alternatively, a durable 
label giving the required particulars may be attached to each 
bundle. 


1.12 Certification 
1.12.1 Certification of the finished product is to be in 


accordance with the requirements of the appropriate 
Sections. 


ia Section 2 
Tests on polymers, resins, 
reinforcements and associated 
materials 


2.1 Scope 


2.1.1 This Section gives the tests and data required by 
LR for materials approval and/or inspection purposes on the 
following: 
a) Thermoplastic polymers. 
Thermosetting resins. 
Reinforcements. 
Reinforced thermoplastic polymers. 
Reinforced thermosetting resins. 
f) Core materials. 
(i) End-grain balsa. 
(ii) Rigid foams. 
(iii) | Synthetic felt type materials. 
g) Machinery chocking compounds. 
h) Rudder and pintle bearings. 


Q2AooOs 


( 
( 
(c 
(d 
(e 
( 


) Stern tube bearings. 

(k) Plywoods. 

() | Adhesive and sealant materials. 
(m) Repair compounds. 


2.2 Thermoplastic polymers 


2.2.1 The following data is to be provided by the manu- 
facturer for each thermoplastic polymer: 

a) Melting point. 

Melt flow index. 

Density. 

Bulk density. 

Filler content, where applicable. 

Pigment content, where applicable. 

g) Colour. 


2oO2S 


Seas 


( 
( 
( 
( 
( 
( 
( 


2.2.2 Samples for testing are to be prepared by moulding 
or extrusion under the polymer manufacturer’s recommended 
conditions. 
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2.2.3 The following tests are to be carried out on these 
samples: 

(a) Tensile stress at yield and break. 

(b) Modulus of elasticity in tension. 

(c) Tensile strain at yield and break. 

(d) Compressive stress at yield and break. 

(e) Compressive modulus. 

(f) | Temperature of deflection under load. 

g) Determination of water absorption. 


2.3 Thermosetting resins 
2.3.1 The data listed in Table 14.2.1 is to be provided by 


the manufacturer for each thermosetting resin. 


Table 14.2.1 Data requirements for thermosetting 


resins 


Type of resin 


Polyester 
(see Note 3 
for vinylester) 


Epoxide Phenolic 


Specific gravity required required 
of liquid resin 


required 


Viscosity required required required 


Gel time required required applicable 


Appearance required required required 


Mineral content required required not applicable 
(see Note 1) ‘see Note 2) 


Volatile content required not applicab not applicable 


Acid value required not applicab not applicable 


Epoxide content {not applicable required not applicable 


Free phenol not applicable | not applicab required 


Free formaldehyde |not applicable | not applicab 


required 


NOTES 

This is to be the total filler in the system, including thixotrope, 
filler, pigments, etc., and is to be expressed in parts by weight 
per hundred parts of pure resin. 

If the resin is pre-filled, the mineral content is required. 
Vinylesters are to be treated as equivalent to polyesters. 


2.3.2 Cast samples are to be prepared in accordance 
with the manufacturer’s recommendations and are to be 
cured and post-cured in a manner consistent with the 
intended use. The curing system used and the ratio of curing 
agent (or catalyst) to resin are to be recorded. Where 
post-cure conditions equivalent to ambient-cure conditions 
apply, see 3.2.2 and 3.2.3. 


LLoyD’s REGISTER 


RULES FOR THE MANUFACTURE, TESTING AND CERTIFICATION OF MATERIALS, July 2012 


Plastics Materials and other Non-Metallic Materials 


2.3.3 The following are to be determined using these 

samples: 

(a) Tensile strength (stress at maximum load) and stress at 
break. 

(b) Tensile strain at maximum load. 

(c) Tensile secant modulus at 0,5 per cent and 0,25 per cent 
strain respectively. 

(d) Temperature of deflection under load. 

(e) Barcol hardness. 

(f} Determination of water absorption. 

(g) Volume shrinkage after cure. 

(h) Specific gravity of cast resin. 


2.3.4 In addition, for gel coat resins the stress at break 
and modulus of elasticity in flexure are to be determined. 


2.3.5 Where resins which have been modified by the 
addition of waxes or polymers, for example ‘low styrene 
emission or air inhibited’ materials, it is to be confirmed that 
the use of such resins will not result in poor interlaminar 
adhesion when interruptions to the laminating process occur. 

The test procedure is to be as follows: 

(a) A conventional room temperature curing catalyst/ 
accelerator system is to be used with the resin for 
laminate preparation. 

(b) Alaminate of 25 to 35 per cent glass content in mass is 
to be prepared using two plies of 450 g/m? chopped 
strand mat. The laminate is to be prepared at ambient 
temperature (18° to 21°C). The laminate is to be allowed 
to stand for a minimum of four days but no longer than 6 
days at ambient temperature. 

(c) A further two plies of 450 g/m2 chopped strand mat are 
to be laminated onto the exposed surface and cured at 
ambient temperature for 24 hours. The finished laminate 
is then to be post-cured at 40°C for 16 hours. The 
finished laminate is to have a glass content of 25 to 
35 per cent. 

(d) After cooling, the apparent interlaminar shear strength of 
the laminate is to be determined in accordance with 
ISO 14130; the minimum value is given in Table 14.5.5. 
Before testing the samples shall be conditioned at 23°C 
and relative humidity of 50 per cent for a period of 
88 hours before testing. 

(e) If the tests are undertaken at the resin manufacturer’s 
own laboratory, the individual test values are to be 
reported and the broken test specimens retained for 
examination by LR. 

Alternative test procedures will be considered with prior 

agreement. 


2.4 Reinforcements 


2.4.1 The following data is to be provided, where 
applicable, for each type of reinforcement: 

(a) Reinforcement type. 

b) Fibre type for each direction. 

c) Fibre tex value. 

d) Fibre finish and/or treatment. 

e) Yarn count in each direction. 

f) Width of manufactured reinforcement. 

g) Weight per unit area of manufactured reinforcement. 

h) Weight per linear metre of manufactured reinforcement. 
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(ji) | Compatibility (e.g. suitable for polyesters, epoxides, 
etc.). 

(k) Constructional stitching — details of yarn, specific gravity, 
type, frequency and direction. 

(l) Weave type. 

(m) Binder type and content. 

(n) Density of the fibre material. 


2.4.2 Tests of the mechanical properties are to be made 
on laminate samples containing the reinforcement and 
prepared as follows: 

(a) an approved resin of suitable type is to be used; 

(b) aminimum of three layers of the reinforcement is to be 
laid with parallel ply to give a laminate not less than 
4 mm thick; 

(c) the weights of resin and reinforcement used are to be 
recorded together with the measured thickness of the 
laminate, including the measured weight per unit area of 
the reinforcement used; 

(d) for glass reinforcements, the glass/resin ratios, by 
weight, as shown in Table 14.2.2 are to be used; 

(e) for reinforcement type other than glass, a fibre volume 
fraction, as shown in Table 14.2.3, is to be used. 


2.4.3 Rovings intended for filament winding are to be 
tested as unidirectional rovings. 


2.4.4 The following tests as defined in Section 3 are to be 

made on the samples: 

a) Tensile strength (stress at maximum load). 

b) Tensile strain at break. 

c) Tensile secant modulus at 0,5 per cent and 0,25 per cent 
strain respectively. 

d) Compressive strength (stress at maximum load). 

e) Compressive modulus. 

f) Flexural strength (stress at maximum load). 

g) Modulus of elasticity in flexure. 

h) Apparent interlaminar shear. 

() | Fibre content. 

k) Determination of water absorption. 


Table 14.2.2 Glass fraction by weight for different 


reinforcement types 


Glass fraction 


Reinforcement type nominal values 


Unidirectional 0,60 
Chopped strand mat 0,30 
Woven roving 0,50 
Woven cloth 0,50 
Composite roving (see Note) 0,45 
Gun rovings 0,33 


+45° stitched parallel plied roving 0,50 


Triaxial parallel plied roving 0,50 


Quadriaxial parallel plied roving 0,50 


NOTE 
Continuous fibre reinforcement with attached chopped strand mat. 
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Table 14.2.3 Content by volume for different 


reinforcement types 


Content by volume 


Reinforcement type nominal values 


Unidirectional 0,41 


Chopped strand mat 0,17 


Woven roving 0,32 


Woven cloth 0,32 
Composite roving (see Note) 0,28 
Gun rovings 0,19 
+45° stitched parallel plied roving 0,32 
Triaxial parallel plied roving 0,32 


Quadriaxial parallel plied roving 0,32 


NOT 
The volume content may be converted to weight fractions by use of 
the formula: 


Ve De/(DE Ve e Dp Vp) 


fibre fraction by weight 
density of fibre 

density of cured resin 
fibre fraction by volume 
resin fraction by volume 


171 oO 7 


COs 


m~ 
Hou ou te tl 


> 


2.4.5 The laminate is to be tested in air in the directions 
indicated by Table 14.2.4. 


2.4.6 Additionally, tests in 2.4.4(c) and (f) are to be 
repeated, in one direction only, after immersion in fresh water 
at 35°C for 28 days with the exception of 2.4.4(k). 


Table 14.2.4 Fibre orientations in reinforced test 


specimens 


Type of reinforcement Test orientations 


Unidirectional 02 


Chopped strand mat 
Gun roving 


any direction 


Woven roving 
Woven cloth 
Composite roving 


O° and 90° 


+ 45° parallel plied roving 
Triaxial plied roving 
Quadriaxial plied roving 


0°, 45°, 90° and -45° 


2.5 Reinforced thermoplastic polymers 


2.5.1 Thermoplastic polymers intended for use with 
reinforcements are to be tested in accordance with 2.2.1 to 
2.2.3. 
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2.5.2 A laminate is to be prepared using the polymer and 
an approved reinforcement in accordance with a manufacturing 
specification. The laminate is to be tested in accordance with 
the appropriate requirements of 2.4.4. Testing may be 
confined to one direction only. 


2.6 Reinforced thermosetting resins 


2:6.1 Thermosetting resins intended for use with rein- 
forcements are to be tested in accordance with 2.3.1 to 2.3.4. 


2.6.2 No further tests are required for gel coat resins. 


2.6.3 For laminating resins, a laminate is to be prepared 
using the resin and an approved reinforcement as follows: 
(a) For polyester resins, chopped strand mat. 

(b) For epoxide resins, a balanced woven roving. 

(c) For phenolic resins, a balanced woven material. 


2.6.4 The laminate is to be tested in accordance with 
procedures outlined in MQPS Book K procedure 14-1 and 
2.4.4 in one fibre direction only. 


2.7 Core materials 


2.7.1 General requirements. The following data is to be 
provided for each type of core material: 

(a) Type of material. 

b) Density. 

c) Description (block, scrim mounted, grooved). 

d) Thickness and tolerance. 

e) Sheet/block dimensions. 

f) Surface treatment. 


= one 


=> 


2.7.2 Manufacturers are required to provide a full 
application procedure for use of the product. 


2.8 Specific requirements for end-grain balsa 


2.8.1 The supplier is to provide a signed statement that 
the balsa (ochroma lozopus) is cut to end-grain, is of good 
quality, being free from unsound or loose knots, holes, splits, 
rot, pith and corcho, and that it has been treated against 
fungal and insect attack, shortly after felling, followed by 
homogenisation, sterilisation and kiln drying to an average 
moisture content of no more than 12 per cent. 


2.8.2 The following tests are to be carried out on the 
virgin material, both parallel to and perpendicular to the grain: 
(a) Compressive strength (stress at maximum load). 

(b) Compressive modulus of elasticity. 

(c) Tensile strength (stress at maximum load). 

The density of the virgin material is also to be tested. 


2.8.3 Where the balsa is mounted on a carrier material 
(e.g. scrim), any adhesive used is to be of a type compatible 
with the proposed resin system. 


2.8.4 Core shear properties are to be determined according 
to the requirements of 3.8.1. 
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2.9 Specific requirements for rigid foams (PVC, 
Polyurethane and other types) 


2.9.1 The foam is to be of the closed cell type and 
compatible with the proposed resin system (e.g., polyester, 
epoxide, etc.). 


2.9.2 Foams are to be of uniform cell structure. 


2.9.3 Data is to be provided on the dimensional stability 
of the foam by measurement of the shrinkage. 


2.9.4 The following test data is to be submitted for each 
type of foam: 

a) Density. 

b) Tensile strength (stress at maximum load). 


( 
( 
( 
( 
( 


c) Tensile modulus of elasticity. 
d) Compressive strength (stress at maximum load). 
e) Compressive modulus of elasticity. 


2.9.5 Core shear properties are to be determined 
according to the requirements of 3.8.1. 


2.9.6 Additionally, the compressive properties (see 
2.9.4(d) and (e)) are to be determined at a minimum of five 
points over the temperature range ambient to maximum 
recommended service or 70°C, whichever is the greater. 


2.10 Synthetic felt type materials with or without 
microspheres 


2.10.1. For materials of this type, the following data is 
required in addition to the requirements of 2.7.1: 

a) Fibre type. 

b) Width. 

c) Width of finished material. 

d) Weight per unit area of the manufactured material. 

e) Weight per linear metre of the manufactured material. 

f) Compatibility. 

g) Details of the method of combining. 


2.10.2 Alaminate of the material is to be prepared using a 
suitable approved resin under conditions recommended by 
the manufacturer. 


2.10.3 The following properties are to be determined: 

(a) Tensile strength (stress at maximum load). 

(b) Tensile strain at break. 

(c) Modulus of elasticity in tension or secant modulus at 
0,25 per cent and 0,5 per cent strain. 

(d) Compressive strength (stress at maximum load). 

(e) Compressive modulus. 

(f) Flexural strength (stress at maximum load). 

(g) Modulus of elasticity in flexure. 

(h) Fibre content. 

(i) | Water absorption. 


2.10.4 In the case of anisotropic materials (e.g., where 
combined with other reinforcements) the tests listed in 2.10.3 
are to be conducted in the 0°, 90° directions and in any other 
reinforcement direction. 
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2.10.5 Additionally, the tests listed in 2.10.3 are to be 
repeated after immersion in fresh water at 35°C for 28 days. 
For anisotropic materials, the requirement is for this test to be 
carried out in one direction only. 


2.10.6 The shear properties (of the resin filled system) are 
to be determined according to 3.8.1. 


2.11 Machinery chocking compounds (resin 
chocks) 


2.11.1. Thermosetting materials for filling the space 
between the base of machinery and its foundation where the 
maintenance of accurate alignment is necessary are to be 
approved by LR before use. 


2.11.2 Approval will be considered by LR for use under the 
following service conditions: 
¢ — Loading of 3,5 N/mm? 
(max) for a temperature not exceeding 60°C. 
¢ ~~ Loading of 2,5 N/mm? 
(max) for a temperature not exceeding 80°C. 
e — Other loading conditions. 


2.11.3 The exotherm temperature, defined as the 
maximum temperature achieved by the reacting resin under 
conditions equivalent to those of intended use, is to be 
determined according to a procedure approved by LR. 


2.11.4. The following properties are to be determined on 

chock material cured at the measured exotherm temperature: 

a) The impact resistance (Izod). 

b) Hardness. 

c) Compressive strength (stress at maximum load) and 
modulus of elasticity. 

d) Water absorption. 

e) Oil absorption. 

f) Heat deflection temperature. 

g) Compressive creep is to be measured according to 3.9.4. 

h) Curing linear shrinkage. 

() | Flammability. 


2.11.5 | The chocking compound approval is contingent on 
the material achieving the minimum exotherm value as 
specified when used on an installation under practical condi- 
tions. 


2.11.6 | Where the resin chock is to be used for installation 
of sterntubes and sternbushes in addition to the requirements 
of 2.11.4, the tensile strength and modulus of elasticity in 
tension are to be measured. 


2.11.7 | Themanufacturer’s installation procedure is required 
to be documented and is to be to the satisfaction of LR. 
2.12 Rudder and pintle bearings 


2.12.1 Materials used for rudder and pintle bearings are to 
be approved by LR before use. 
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2.12.2 Initial approval is to be based on a review of the 

following physical properties of the material: 

(a) Compressive strength (stress at maximum load) and 
modulus of elasticity. 

(b) Tensile strength (stress at maximum load) and modulus 
of elasticity. 

c) Shear strength (stress at maximum load). 

d) Impact strength. 

e) Swelling in oil and in water. 

f) Hardness. 


2.12.3 Additionally, friction data is to be provided under 
both wet and dry conditions. 


2.12.4 Furthermore, the installation instructions (especially 
recommended clearances) are to be reviewed by LR prior to 
provisional approval being given. 


2.12.5 — If the above data is satisfactory, the material will be 
provisionally approved until sufficient service experience has 
been gained. 


2.13 Sterntube bearings 


2.13.1 Materials used for sterntube bearings are to be 
approved by LR before use. 


2.13.2 Approval is to be based on a review of the physical 
properties as given by 2.12.2. 


2.13.3 Friction data is to be provided under the lubrication 
system(s) proposed for the material(s). 


2.14 Plywoods 


2.14.1 All plywoods are to be approved to BS 1088 or 
equivalent National or International Standard in accordance 
with LR’s Type Approval Procedure. 


2.14.2 For structural applications in the marine environ- 
ment, a minimum timber rating of moderate durability 
according to BS 1088 is required. 


2.14.3 | Enhancement of durability by use of preservatives is 
permitted, subject to each veneer layer being treated with a 
recognised preservative. 


2.14.4. Where Okoume, as specified by BS 1088 is involved, 
(i.e. non-durable timber classification) this may only be used 
for marine structures subject to the specific application being 
acceptable to LR. 


2.15 Adhesive and sealant materials 


2.15.1 Materials of these types are to be accepted by LR 
before use. 


2.15.2 The requirements for acceptance are dependent on 
the nature of the application. 


Chapter 14 


Sections 2 & 3 


2.15.3 In the first instance, the manufacturer is to submit 
full details of the product, procedure for method of use 
(including surface preparation) and the intended application. 
After review of these details, LR will provide a specific test 
schedule for confirmation of the material’s properties. 


2.15.4. Any acceptance granted will be limited to specific 
applications and will be contingent on the instructions for use 
being adhered to. 


2.16 Repair compounds 


2.16.1 Materials used for repairs are to be accepted by LR 
before use. 


2.16.2 For acceptance purposes, the manufacturer is to 
submit full product details, and user instructions, listing the 
types of repair for which the system is to be used together 
with details of any installer accreditation schemes. 


2.16.3 Dependent on the proposed uses, LR may require 
testing in accordance with a specified test programme. 


2.16.4 Materials will not be accepted for the following uses 

unless specific evidence of their suitability is provided: 

a) Any component in rubbing contact. 

Any component subject to dynamic cyclic loading. 

Any pressure part in contact with gas or vapour. 

d) Any pressure part in contact with liquid above 3,5 bar. 

e) Any component where operating temperature exceeds 
90°C. 

All uses of materials of these types are subject to the 

discretion of the Surveyor. 


a Section 3 
Testing procedures 


3.1 General 


3.1.1 This Section gives details of the test methods to be 
used for base materials and on finished plastics products 
such as fibre reinforced plastics (FRP) piping and any testing 
required in the construction of composite vessels. 


3.1.2 In general, testing is to be carried out by a 
competent independent test house which, at the discretion of 
LR, may or may not require witnessing by the Surveyor. 


3.1.3 Alternatively, testing may be carried out by the 
manufacturer subject to these tests being witnessed by the 
Surveyor. 


3.1.4 All testing is to be carried out by competent 
personnel. 


3.1.5 Unless specified otherwise, testing is to be carried 
out in accordance with a recognised ISO Standard, where one 
exists, and all test programmes are to have written 
procedures. 
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3.1.6 Alternatively, testing may be carried out in 
accordance with a National Standard provided that it 
conforms closely to an appropriate ISO standard and subject 
to prior agreement with the Surveyor. 


Bell Mechanical properties are to be established using 
suitable testing machines of approved types. The machines 
and other test equipment are to be maintained in a satisfac- 
tory and accurate condition and are to be recalibrated at 
approximately annual intervals. Calibration is to be undertaken 
by a nationally recognised authority or other organisation of 
standing and is to be to the satisfaction of the Surveyor. A 
record of all calibrations is to be kept available in the test 
house. The accuracy of test machines is to be within tone 
per cent. 


3.2 Preparation of test samples 


3.2.1 Thermoplastic samples are to be prepared in 
accordance with the manufacturer’s recommendations for 
moulding. For finished products, samples are to be taken from 
the product during production in accordance with the manu- 
facturer’s quality plan, but where this is impractical, separate 
test samples are to be prepared in a manner identical with that 
of the product. 


3.2.2 Samples of thermosetting resins are to be prepared 
using the curing system recommended by the manufacturer 
and identical with that used for the finished product. 


3.2.3 The post curing conditions for samples of 
thermosetting resins are to be as recommended by the 
manufacturer and identical with those used for the finished 
product. Where the samples are made for the general 
approval of a resin, the post curing conditions are to be those 
in which the resin is intended to be used. 


3.2.4 Where curing of the product is intended to take 
place at room temperature, the sample is to be allowed to 
cure at room temperature (18 to 21°C) for 24 hours followed 
by a post-cure at 40°C for 16 hours. 


3.2.5 Where a reinforcement is to be used, the ratio of 
reinforcement to resin or polymer is to be nominally the same 
as that of the finished product or in accordance with 
Table 14.2.2 or 14.2.3. 


3.2.6 Where laminates are prepared specifically for 
approval test purposes, the reinforcement is to be laid 
parallel plied. 


3.3 Preparation of test specimens 


3.3.1 The test specimen is to be prepared in accordance 
with the appropriate ISO standard and the requirements of 
this Section. 


3.3.2 Precautions are to be taken during machining to 
ensure that the temperature rise in the specimen is kept to a 
minimum. 
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3.4 Testing 


3.4.1 Strain measurement is to be made by the use of a 
suitable extensometer or strain gauge. 


3.4.2 The rate of strain is to be in accordance with the 
appropriate ISO standard. 


3.4.3 The number of test specimens from each sample 
to be tested is to be in accordance with the ISO standard. For 
mechanical testing this is five. 


3.5 Discarding of test specimens 


CHone If a test specimen fails because of faulty prepara- 
tion or incorrect operation of the testing machine, it is to be 
discarded and replaced by a new specimen. 


3.5.2 In addition, if the deviation of one result in a group 
of five exceeds the mean by more than two standard 
deviations, that result is to be discarded and one further 
specimen tested, see 1.8.1 and 1.8.2. 


3.6 Reporting of results 


3.6.1 All load/displacement graphs and tabulated results 
are to be reported, including mean values and the calculated 
standard deviation. 


3.6.2 Additionally, full details of the sample and specimen 
preparation are to be provided including (where applicable): 
(a) Catalyst/accelerator or curing agent types and mix ratio. 
(b) Weights of resins, and/or reinforcements used. 

(c) Casting/laminate dimensions. 

(d) Number of layers of reinforcement used. 

(e) Curing/post-curing conditions. 


3.7 Tests for specific materials 


3.7.1 The data requirements in 2.2 and 2.3 for thermo- 
plastic or thermosetting resins or polymers are to be 
determined in accordance with suitable National or 
International Standards. 


3.7.2 Recognised Standards to which specimens of 
unreinforced thermoplastic resins are to be tested are listed 
in Table 14.3.1. 


B73 Test standards for unreinforced cast thermo- 
setting resins are given in Table 14.3.2. 


3.7.4 The Standards to which laminate specimens of any 
type are to be tested are listed in Table 14.3.3. 
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Table 14.3.1 Tests for unreinforced thermoplastic 


resins 


Test Standard 
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Table 14.3.3 


Tests on laminate specimens 


Tensile properties] ISO 527-2:1993|Test speed = 5 mm/min 
Specimen 1A or 1B 


Flexural properties} ISO 178:2001 |Test speed = Theres mnvmin 


Water absorption} ISO 62:2008 {Method 1 


SO 75-2:2004 |Method A 


Temperature of 


deflection under 
load 


Compressive 
properties 


SO 604:2002 |Test speed — as for ductile 
materials 


NOTES 

1. Water absorption — result to be expressed as milligrams. 

2. Tensile modulus values are to be determined using an 
extensometer which may be removed for strain to failure. 


Table 14.3.2 Tests on unreinforced cast thermoset 


resin specimens 


Test Standard 


Tensile properties | ISO 527-2:1993 | Test soeed = 5 mm/min 
Specimen 1A or 1B 


Thickness 


Flexural properties | ISO 178:2001 5 


Test speed = mm/min 


Water absorption | ISO 62:2008 Method 1 


Temperature of |ISO 75-2:2004 | Method A 
deflection under 


load 


Compressive 
properties 


SO 604:2002 | Test soeed = 1 mm/min 


NOTES 

1. ISO 62:2008 — where resins are intended for use under 
ambient conditions to avoid additional post-curing, the 
requirement in ISO 62:2008 for pre-drying the test specimen 
at 50°C is to be omitted. The test result is to be expressed 
as mg of water. 
ISO 527-2:1993 - tensile properties are to be measured 
using extensometry. 


3.8 Structural core materials 


3.8.1 Initially, the core shear strength and modulus are to 
be determined by ISO 1922:2001 or ASTM C273/C273M. 
Test sandwich panels are then to be prepared and subjected 
to four-point flexural tests to determine the apparent shear 
properties according to ASTM C3893/C393M:06 (short beam) 
at two representative thicknesses (i.e., 15 mm and 30 mm). 
Testing is to be carried out at ambient temperature and at 
70°C. The following requirements are to be observed: 
(a) Each skin is to be identical and have a thickness not 
greater than 21 per cent of the nominal core thickness. 
For hand laid constructions, each skin is to comprise a 
lightweight chopped strand mat reinforcement (300 g/m2) 
consolidated at a glass content, by weight, of 0,3 against 


Tensile properties | ISO 527-4:1997 | Test soeed = 2 mm/min 
Specimens Types II or III 


Flexural properties | ISO 14125:1998 | Test speed a 
Method A 


Compressive 
properties 


ISO 604:2002 | Test speed = 1 mm/min 


Interlaminar shear | ISO 14130:1997 
Water absorption} ISO 62:2008 Method 1 


Glass content ISO 1172:1996 


NOTES 


1. ISO 62:2008 - where resins are intended for use under 
ambient conditions to avoid additional post-curing, the 
requirement in ISO 62:2008 for pre-drying the test specimen 
at 50°C is to be omitted. The test result is to be expressed 
as mg of water. 

. ISO 527-4:1997 — tensile properties are to be measured 
using extensometry. 

. Tensile modulus values are to be determined using an 
extensometer which may be removed for strain to failure. 


the core, plus the required number of woven 
reinforcements consolidated, using an isophthalic 
polyester resin, to give a minimum glass content, by 
weight, of 0,5. 

(b) The method of construction of the sandwich laminate is 
to reflect the core material manufacturer’s instructions 
for use, i.e., application of bonding paste, surface primer 
or any other recommended system. 


c) Where vacuum bagging techniques or equivalent 
systems are used, these will be subject to individual 
consideration. 

d) All resins and reinforcements are to hold current LR 
approval. 

e) Curing conditions are to be in accordance with 3.2.3 and 
3.2.4. 

f) | The dimensions of the test samples should be based on 


the requirements of ASTM C393 Paragraph 5.1, and the 
ratio parameters as indicated in ASTM C393 Paragraph 
5.2, using a proportional limit stress (F) for the woven 
roving skins of 180 N/mm? and a span (a>) of not less 
than 400 mm. 


3.8.2 For each type of test sample, the following data are 

to be reported, together with the submission of a representative 

test sample showing the mode of failure for each density of 

core material: 

(a) Skin and core thickness, and core type and density. 

(b) Resin/catalyst/accelerator ratio. 

(c) Skin construction, including types and weight of 
reinforcements, resin(s), etc. 

(d) Details of production method and curing conditions 
(temperature and times). 

(e) Where additional preparation of the foam is involved, for 
example the use of primers or bonding pastes, full details 
are to be provided. 
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(f, | Actual soan between base supports for each type of test 
sample. 


3.8.3 The following requirements apply to end-grain 

balsa: 

(a) The data requirements of 2.7.1 are to be provided, 
where applicable, according to suitable National or 
International Standards. 

(b) The balsa is to be tested according to the requirements 
of 3.8.1. 

(c) The test methods for balsa are given in Table 14.3.4. 


Table 14.3.4 Tests on end-grain balsa 


Standard 


Density ISO 845:2006 
Tensile properties ASTM C297/C297M:04 


Test speed = Thickness 


Compressive properties ISO 844:2007 


Thickness 
10 


Test speed = 


ISO 1922:2001 
Test speed = 1mm/min 


Shear properties 


3.8.4 The following requirements apply to rigid foams: 

(a) The data requirements of 2.7.1 are to be provided in 
accordance with a suitable National or International 
Standard. 

(b) The foam is to be tested according to the requirements 
of 3.8.1. 

(c) The test methods for rigid foams are to be in accordance 
with Table 14.3.4. 


3.8.5 The following requirements apply to synthetic felt 

type materials: 

(a) The data requirements of 2.10.1 are to be provided 
according to suitable National or International Standards. 

(b) The material is to be tested according to the require- 
ments of 3.8.1, with the following modifications: 

(i) The core of the laminate test sandwich panel is 
to be prepared with a fibre content as recom- 
mended by the manufacturer. 

(ii) | The felt fibre/resin ratio is to be stated. 

(iii) | The required test thicknesses of the cores are to 
be changed from 30 mm and 15 mm to 12 mm 
and 6 mm respectively. 

(c) The prepared laminate of the base material is to be of 
minimum thickness 3,5 mm with a minimum of three 
layers. 

(d) The specified tests on the laminate (see 2.10.3) are to be 
conducted according to the requirements of Table 14.3.3. 
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3.9 Machinery chocking compounds 


3.9.1 Test samples of the cured chock resin are to be 
prepared under ambient conditions and then post-cured at 
the exotherm temperature as determined in 2.11.3. 


3.9.2 The specified properties are to be determined as 


required by Table 14.3.5. 


Table 14.3.5 Tests for machinery chocking 


compounds 


Test Standard 


Izod Impact Resistance SO 180-2000 Unnotched 


ASTM D2583-07 or 
BS 2782 part 10 Method 1001 


Barcol hardness 


SO 604:2002 
Test speed = 1 mm/min 


Compressive strength 


SO 62:2008 Method 1 
25 mm x 20 mm cylinder 
(to constant weight) 


Water absorption 


SO 175:1999 
25 mm x 20 mm cylinder 
(to constant weight) 


Oil absorption (light machine) 


Temperature of deflection SO 75-2 Method A 


under load 


3.9.3 The percentage linear shrinkage of cured material 
is to be measured. 


3.9.4 Creep is to be measured according to the following 

method: 

(a) A25 mmx 20 mm diameter parallel faced cylinder is to 
be pre-loaded against a steel base at 2,5 N/mm2 or 
3,5 N/mm, or at the specified higher loading condition, 
at ambient temperature for 16 hours. 

b) The temperature is to be increased at the rate of 8°C per 
hour until the service temperature (60°C or 80°C) is 
reached. 

c) During this time, the creep of the cylinder is to be 
measured at 15 minute intervals. 

d) The temperature and loading are to be maintained for a 
minimum of 100 days measuring the creep at intervals 
of 24 hours. 

e) A plot of creep in mm (linear scale) against time (log 
scale), together with full experimental details, is to be 
provided for review by LR. 


3.10 Rudder and pintle bearings 


3.10.1 All mechanical properties as required by 2.12 are to 
be measured according to suitable National or International 
Standards. 


3.10.2 — Frictional properties are to be determined according 
to a method agreed with LR. 


10 
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3.11 Sterntube bearings 


3.11.1. The requirements for sterntube bearings are as 
defined in 2.13. 


a Section 4 
Plastics pipes and fittings 


4.1 Scope 


4.1.1 This Section gives the general requirements for 
plastics pipes and fittings, with or without reinforcement, 
intended for use in the services listed in the relevant Rules 
dealing with design and construction. Hoses and mechanical 
couplings are not covered by these requirements. 


4.1.2 Pipes and fittings intended for application in 
Class |, Class Il and Class Ill systems for which there are Rule 
requirements, are to be manufactured in accordance with the 
requirements of Section 1 and this Section. 


4.1.3 As an alternative to 4.1.2, plastics pipes and fittings 
which comply with National or proprietary specifications may 
be accepted, provided that the specifications give reasonable 
equivalence to the requirements of this Section or, alterna- 
tively, are approved for a specific application. The survey and 
certification are however to be carried out in accordance with 
the requirements of this Section. 


4.2 Design requirements 


4.2.1 The requirements for design approval are detailed 
in the relevant Rules. 


4.2.2 The design submission is to include a materials list 
with confirmation that the materials listed have properties and 
characteristics conforming with those values used in the 
design submission. As a minimum, the details given should 
include the following: 

(a) Resin. 

b) Accelerator (type and concentration). 

c) Catalyst or curing agent (type and concentration). 

d) Reinforcement. 

e) Cure/post-cure conditions. 

f) | Resin/reinforcement ratio. 

g) Wind angle (or lay-up sequence) and orientation. 

(h) Dimensions and tolerances. 

This submission is to include similar details for the fittings 
together with a description of the method of attachment of 
the fittings to the pipes. 


4.2.3 Any alteration of the component materials or 
manufacturing operations from those used in the design 
submission will necessitate a completely new submission. 


4.2.4 If the piping manufacturer anticipates the possible 
use of alternative materials, these should be listed in the 
design submission. Proof that the modified product will meet 
the specified requirements will be needed prior to its use. 
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4.3 Manufacture 


4.3.1 Plastics pipes and fittings intended for use in 
Class |, Class Il and Class Ill systems are to be manufactured 
at facilities approved by LR, using materials approved by LR. 


4.3.2 A Manufacturing Specification is to be submitted. 

This is to contain details of the following: 

(a) All constituent materials. 

(b) Manufacturing procedures such as lay-up sequence or 
wind angle, the ratios of curing agent to resin and 
reinforcement to resin, the laminate thickness, the 
mandrel dwell time (initial cure) and the cure and 
post-cure conditions. 

c) Quality control procedures including details and 
frequency of tests on the incoming materials, tests made 
during production and on the finished piping. 

d) Acceptance standards and tolerances, including all 
dimensions. 

e) Procedures for cosmetic repair. 

f) System for traceability of the finished piping to the 
batches of raw materials. 

g) Method of bonding pipes and fittings. 


4.3.3 Details of all raw materials are to be submitted for 
approval and are to be in accordance with the Manufacturing 
Specification and the design submission. 


4.3.4 All batches of raw materials are to be provided with 
unique identifications by their manufacturers. 


4.3.5 No batch of material is to be used later than its date 
of expiry. 


4.3.6 The piping manufacturer is to ensure that all 
batches of materials are used sequentially. 


4.3.7 The piping manufacturer is to maintain records of 
the amounts of resin and reinforcement used, in order to 
ensure that the proportions remain within the limits set in the 
Manufacturing Specification. 


4.3.8 Records are to be kept of the wind angle and/or the 
orientation of the reinforcement. 


4.3.9 The piping manufacturer is to ensure that each item 
of piping is traceable to the batch or batches of material used 
in its manufacture. The unique identifications referred to in 
4.3.4 are to be included on all documents. 


4.3.10 | The curing oven is to be suitable for the intended 
purpose and all pyrometric equipment is to be calibrated at 
least annually and adequate records maintained. 


4.3.11 The temperature of the pipe or fitting is to be 
controlled and recorded by the attachment of suitably placed 
thermocouples. 
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4.4 Quality assurance 


4.4.1 The piping manufacturer is to have a quality 
assurance system approved to ISO 9001 or equivalent. This 
system should ensure that the pipes and fittings are produced 
with uniform and consistent mechanical and physical 
properties in accordance with acceptable standards. 


4.5 Dimensional tolerances 


4.5.1 Dimensions and tolerances are to conform to the 
Manufacturing Specification. 


4.5.2 The wall thicknesses of the pipes are to be 
measured at intervals around the circumference and along the 
length in accordance with an appropriate National Standard. 
The thicknesses are to accord with the Manufacturing 
Specification. 


4.5.3 The responsibility for maintaining the required 
tolerances and making the necessary measurements rests 
with the manufacturer. Occasional checking by the Surveyor 
does not absolve the manufacturer from this responsibility. 


4.6 Composition 


4.6.1 The composition of the pipes and fittings is to be in 
accordance with the Manufacturing Specification. 


4.6.2 Where alternative materials are used (see 4.2.4), the 
manufacturer is to demonstrate to the Surveyor’s satisfaction, 
and prior to their introduction, their suitability with respect to 
the performance of the piping. Otherwise, full testing as 
specified in 4.7 will be required. 


4.7 Testing 


4.7.1 For thermoplastic pipes, the polymer manufacturer 
is to make the following measurements on samples taken 
from each batch: 

a) Melting point. 


( 

(b) Melt flow index. 

(c) Density. 

(d)  Filler/pigment content, where applicable. 
(e) Tensile stress at yield and break. 

( 


f) Tensile strain at yield and break. 


4.7.2 The values obtained are to be certified by the 
polymer manufacturer. 


4.7.3 For reinforced thermoset pipes,the resin manufac- 
turer is to determine, on samples taken from each batch, at 
least the following: 

(a) All resins: 

(i) Viscosity. 

(ii) Gel time. 

(iii) Filler content, where applicable. 

(b) Polyester resins: 

) Type (orthophthalic, isophthalic, etc.). 

i) Volatiles content. 

i) Acid value. 


aos 


Chapter 14 


Section 4 


(c) Epoxide resins: 
(i) Free epoxide content. 
(d) Phenolic resins: 
(i) Free phenol content. 
(ii) Free formaldehyde content. 


4.7.4 The values obtained are to comply with the require- 
ments of the Manufacturing Specification. 


4.7.5 Where the resin manufacturer mixes batches, both 
the original batches and the mixed batch are to be tested in 
accordance with 4.7.1 to 4.7.3 as appropriate. The mixed 
batch is then to be given a unique batch number. 


4.7.6 The polymer or resin manufacturer is to demon- 
strate that each batch of polymer or resin satisfies the 
requirement for temperature of deflection under load and this 
is not to be less than 80°C. 


4.7.7 These measurements should be repeated on each 
batch by the piping manufacturer. Where this is not done, LR 
may require that the tests be made on a random basis by an 
independent laboratory. 


4.7.8 The piping manufacturer is to confirm, by means of 
tests on at least one batch in twenty, that the temperature of 
deflection under load exceeds the specified minimum under 
manufacturing conditions. 


4.7.9 Where reinforcements are used, at least the following 
are to be recorded, where applicable: 

(a) Tex of yarn(s) or roving(s). 

(b) Ends per 100 mm in all reinforcement orientations. 

(c) Weight per square metre. 

(d) Binder/size content. 
( 
( 


e) Stitch type and count. 
f) Type of fibre used. 
g) Surface treatment and/or finish. 


4.7.10  Allitems in 4.7.9 are to comply with the Manufacturing 
Specification. 


4.7.11 The piping manufacturer is to maintain accurate 
records of resin and glass usage and is to calculate the 
resin/glass ratio on an ongoing basis. 


4.7.12 During manufacture of the piping, apart from the 
requirements of 4.7.5, 4.7.6 and 4.7.8, tests are to be carried 
out on the constituents and final product in accordance with 
Table 14.4.1. 


4.7.13 | Thestandards of acceptance are those listed in the 
Manufacturing Specification approved by LR. 


4.7.14. | Atthe Surveyor’s discretion, sections of pipe are to 
be subjected to hydraulic bursting tests and/or measurements 
of axial strength. 


4.7.15 _ Ifthe batch of resin or polymer, or the curing agent, 
or their ratio is changed during manufacture of a batch of 
pipes, at least two additional measurements of the gel time 
are to be carried out during each shift. 
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Table 14.4.1 Testing during manufacture of pipes 


Component/ 


operation Characteristic 


Rate of testing 


Resin/curing 
agent/catalyst 


Gel time Two per shift 
Rate of consumption ntinuous 


Quality ntinuous 
Wind angle ntinuous 
Rate of consumption ntinuous 


Reinforcement 


Resin/ Ratio inuous 
reinforcement 


Pipe Post-cure: 
temperature of 
the pipe in oven 


Cure level At least eight 
per length 
Dimensions Each length 


Hydraulic 
pressure test 


Each length 


Electrical 
resistance 


Each length 
(see Note) 


Hydraulic 
bursting test 


At Surveyor’s 
discretion 


Axial strength 


At Surveyor’s 
discretion 


NOTE 
Measurements of electrical resistance are only required on piping 
where the operating conditions given in Pt 5, Ch 12,5.2.4 of the 
Rules and Regulations of the Classification of Ships apply. 


4.8 Visual examination 


4.8.1 All pipes and fittings are to be visually examined 
and are to be free from surface defects and blemishes. 


4.8.2 The pipes are to be reasonably straight and the cut 
ends are to be square to the axis of the pipe. 


4.9 Hydraulic test 


4.9.1 Each length of pipe is to be tested at a hydrostatic 
pressure not less than 1,5 times the rated pressure of the 
pipe. 


4.9.2 The test pressure is to be maintained for sufficient 
time to permit proof and inspection. Unless otherwise agreed, 
the manufacturer’s certificate of satisfactory hydraulic test, 
endorsed by the Surveyor, will be accepted. 


4.10 Repair procedure 


4.10.1 Repairs are not allowed, with the exception of 
minor cosmetic blemishes as detailed in 1.10.1. 


4.10.2 Arepair procedure for these minor blemishes is to 
be included in the Manufacturing Specification. 


Chapter 14 


Sections 4 & 5 


4.11 Identification 


4.11.1 All piping is to be identified in such a manner that 
traceability to all the component materials used in its 
manufacture is ensured. The Surveyor is to be given full 
facilities for tracing the material when required. 


4.11.2 Pipes and fittings are to be permanently marked by 
the manufacturer by moulding, hot stamping or by any other 
suitable method, such as printing, in accordance with 1.11. 
The markings are to include: 

a) Identification number, see 4.11.1. 

b) LRorLloyd’s Register, and the abbreviated name of LR’s 
local office. 

c) Manufacturer’s name or trademark. 

d) Pressure rating. 

e) Design standard. 

f) | Material system with which the piping is made. 

g) Maximum service temperature. 


4.12 Certification 


4.12.1. |The manufacturer is to provide the Surveyor with 
copies of the test certificates or shipping statements for all 
material which has been accepted. 


4.12.2 Each test certificate is to contain the following 

particulars: 

a) Purchaser’s name and order number. 

b) If known, the contract number for which the piping is 
intended. 

c) Address to which piping is despatched. 

d) Type and specification of material. 

e) Description and dimensions. 

f) Identification number, see 4.11.1. 

g) Test results. 


| Section 5 
Control of material quality for 
composite construction 


5.1 Scope 


5.1.1 This Section gives the general requirements for 
control of material quality when used in the construction of 
composite craft. 


51.2 For composite craft built under the Rules, the 
survey of materials is to be conducted in accordance with the 
requirements of Sections 1 to 3 and this Section. 


5.2 Design submission 
5:23) The requirements for design submission are 


detailed in the appropriate Part of the Rules which includes 
full information on composite materials. 
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5.3 Construction 


5.3.1 All constructions are to be carried out using 
materials approved or accepted by LR. 


5.3.2 All materials are to be in accordance with the 
approved construction documentation. 


5.3.3 All batches of materials are to be provided with 
unique identifications by their manufacturers. Components are 
to be similarly identified. 


5.3.4 No batch of material is to be used later than its date 
of expiry. 


§.3.5 The Builder is to ensure that all batches of materials 
are used systematically and sequentially. 


5.3.6 The Builder is to maintain, on a continuous basis, 
records of the amounts of resin and reinforcement used, in 
order to ensure that the proportions remain within the limits 
set in the construction documentation. 


5:3.7 Records are to be kept of the sequence and 
orientation of the reinforcements. 


5.3.8 The Builder is to ensure that each section of the 
construction is traceable to the batch or batches of material 
used. The unique identifications required under 1.11.1 are to 
be included on all relevant quality control documentation. 


5.3.9 Any curing system used is to be demonstrated as 
suitable for the intended purpose and all pyrometric 
equipment is to be calibrated at least annually and adequate 
records maintained. 


5.3.10 The post-curing temperature is to be controlled and 
recorded by the attachment of suitably placed thermocouples. 


5.4 Quality assurance 


5.4.1 Where the Builder has a quality assurance system, 
this is to include the requirements of this Section. 


5.5 Dimensional tolerances 


5.021 Dimensions and tolerances are to conform to the 
approved construction documentation. 


5.5.2 The thicknesses of the laminates are, in general, to 
be measured at not less than ten points, evenly distributed 
across the surface. In the case of large sections, at least ten 
evenly distributed measurements are to be taken in bands 
across the width at maximum spacing of two metres along the 
length. 


5.5.3 The responsibility for maintaining the required 
tolerances and making the necessary measurements rests 
with the Builder. Monitoring and random checking by the 
Surveyor does not absolve the Builder from this responsibility. 


Chapter 14 


Section 5 


5.5.4 Where ultrasonic thickness gauges are used, these 
are to be calibrated against an identical laminate (of measured 
thickness) to that on which the thickness measurement is to 
be carried out. If suitable pieces are not available from the 
construction, then a small sample of identical lay-up is to be 
prepared. 


5.6 Material composition 


5.6.1 The materials, prefabricated sections or compo- 
nents used are to be in accordance with the approved 
construction documentation. 


5.6.2 Where alternative materials are used, these are to 
be of approved or accepted types and the manufacturer is to 
demonstrate to the Surveyor’s satisfaction, prior to their 
introduction, their suitability with respect to performance, 
otherwise full testing as appropriate will be required. 


5.7 Material testing 


5.7.1 Where so required, the material manufacturer is to 
provide the purchaser with certificates of conformity for each 
batch of material supplied, indicating the relevant values 
specified in 5.7.4 to 5.7.8. These values are to comply with 
those specified by the approved construction documentation. 


5.7.2 Where the Builders do not conduct verification 
testing of the information indicated in 5.7.4 to 5.7.8, they are 
to ensure that copies of all certificates of conformity (which 
must indicate the actual tested values) are obtained for all 
batches of materials received, and maintain accurate records. 
The Surveyor may at any time select a sample of a material 
for testing by an independent, where applicable, source and 
should such tests result in the material failing to meet the 
specification, then that batch will be rejected. 


5.7.3 The following tests are to be carried out, where 

applicable, on receipt of any material: 

a) The consignment is to be divided into its respective 
batches and each batch is to be labelled accordingly. 

b) Each batch is to be visually examined for conformity with 
the batch number, visual quality and date of expiry. 

c) Each batch is to be separately labelled and stored 
separately. 

d) Each unit, within the batch, is to be labelled with the 
batch number. 

e) Records are to be maintained of the above and these are 
to be cross-referenced with the certificate of conformity 
for the material and/or the Builder’s own test results. 


5.7.4 For thermosetting resins, reinforced or otherwise, 
the resin manufacturer is to have determined, on samples 
taken from each batch, at least the following: 

(a) All resins: 


(i) Viscosity. 
(ii) Gel time. 
(iii) Filler content, where applicable. 


(b) Polyester and vinylester resins: 

(i) Type (orthophthalic, isophthalic, etc.). 
(ii) Volatiles content. 

(iii) = Acid value. 
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(c) Epoxide resins: 
(i) Free epoxide content. 
(d) Phenolic resins: 
(i) Free phenol content. 
(ii) Free formaldehyde content. 


5.7.5 For thermoplastics, the polymer manufacturer is 
to have made the following measurements on samples taken 
from each batch: 
(a) Melting point. 
b) Melt flow index. 
) Density. 
)  Filler/pigment content, where applicable. 
. Tensile stress at yield and break. 
Tensile strain at yield and break. 


5.7.6 Where the resin or polymer manufacturer mixes 
batches, both the original batches and the mixed batch are 
to be tested in accordance with 5.7.4 or 5.7.5 as appropri- 
ate. The mixed batch is then to be given a unique batch 
number. 


5.7.7 For reinforcements, the material manufacturer is to 
have recorded, where applicable, the following for each batch 
of material: 
a) Tex of yarn(s) or roving(s). 
b) Ends per 100 mm in all reinforcement orientations. 
) Weight per square metre. 
) Binder/size content. 
) Stitch type and count. 
Type of fibre used. 
) Surface treatment and/or finish. 


5.7.8 For core materials, the following properties are to 
be recorded by the manufacturer for each batch: 

(a) Type of material. 

(b) Density. 

(c) Description (block, scrim mounted, grooved). 

(d) Thickness and tolerance. 

(e) Sheet/block dimensions. 


Table 14.5.1 Testing during construction 


Component/operation 


Characteristic 


Chapter 14 


Section 5 


f) Surface treatment. 

Together with the following mechanical properties: 

n the case of rigid foams: 

g) Compressive strength (stress at maximum load) and 
modulus of elasticity. 

h) Core shear strength.In the case of end-grain balsa: 

() | Tensile strength (stress at maximum load). 

k) Compressive strength (stress at maximum load) and 
modulus of elasticity. 


5.7.9 During construction, tests are to be carried out on 
the constituents and final product in accordance with 
Table 14.5.1. 


5.7.10 The standards of acceptance for testing are those 
listed in the material manufacturer’s specification, approved 
construction documentation or agreed quality control 
procedures as applicable. 


5.7.11 Laminate fibre content is to be determined at the 
request of the Surveyor, in particular where the thickness 
measured does not correlate with the specified fibre content, 
by weight. This will, in general, result in additional reinforce- 
ment being required. 


5.7.12 _ Ifthe batch of resin or polymer, or the curing agent, 
or their ratio is changed, at least two additional measurements 
of the gel time are to be carried out during each shift. 

5.8 Visual examination 

5.8.1 All constructional mouldings and any components 


are to be visually examined and are to be free from surface 
defects and blemishes. 


Rate of testing 


Resin/curing agent/catalyst Gel time 


Rate of consumption 


Two per shift 


Continuous 


Reinforcement Quality 


Orientation 


Rate of consumption 


Continuous 
Continuous 


Continuous 


Resin/reinforcement Ratio 


Continuous 


Construction 


Dimensions 


Temperature during cure/post cure 


Cure level (Barcol) against resin 
manufacturer’s specification 


Laminate thickness 


nate fibre content 


Continuous 


Continuous against approved construction 
documentation 


At least one per square metre 


Continuous against material usage and 
approved construction documentation 
(see also 5.5.2 to 5.5.4) 


At the Surveyor’s request (see 5.7.11) 
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5.9 Repair procedure 


5.9.1 Repairs of minor cosmetic blemishes are permitted 
providing that these are brought to the attention of the 
Surveyor. 


5.9.2 A repair procedure for these minor blemishes is to 
be included in the agreed quality control procedures. 


5.9.3 Structural repairs are subject to individual consid- 
eration and full written details must be approved by the plan 
approval office prior to introduction. 


5.10 Material identification 


5.10.1. Records of the construction are to be kept in such 
a manner that traceability of all the component materials used 
is ensured. The Surveyor is to be given full facilities for 
tracing the material’s origin when required. 


5.10.2 Small representative samples of each batch of 
material are to be retained, these being suitably labelled to 
ensure traceability. 


5.10.3. When so requested by the Surveyor, the Builder is 
to provide copies of all test data and/or manufacturers’ 
certificates of conformity appertaining to any material used. 


5.11 Minimum tested requirements for material 
approval 


5.11.1. This Section provides the minimum property values 
required of a material for approval or acceptance by LR and 
are applicable to materials cured under ambient conditions. 


5.11.2 Gel coat resins. When the cast resin is tested 
according to the requirements of 2.3, Table 14.5.2 gives the 
minimum values for the respective properties. 


5.11.3 Laminating resins. When tested according to the 
requirements of 2.3 and 2.4, Tables 14.5.3 and 14.5.4 give 
the minimum properties for the cast resin and chopped strand 
mat laminate respectively. 


5.11.4 When tested to the requirements of 2.4 for 
reinforcements, Table 14.5.5 gives the minimum properties for 
laminates. 


5.11.5 Alternatively, materials may be approved by use of 
the actual tested values whereby the approval value shall 
equal the mean of the tested values minus twice the standard 
deviation of a minimum of five tested values. 


5.12 Closed cell foams for core construction based 
on PVC or polyurethane 


5.12.1. Table 14.5.6 gives minimum values for closed cell 
forms for core construction based on PVC or polyurethane. 


Chapter 14 


Section 5 


5.12.2 Other types of foam will be subjected to individual 
consideration. A minimum core shear strength of 0,5 N/mm? 
is to be achieved. 


Table 14.5.2 Gel coat resins, minimum property 


values 


Properties Minimum value 


Tensile strength (stress at maximum 
load) 40 N/mm2 


Tensile stress at break 40 N/mm2 
Tensile strain at maximum load 2,5% 
Modulus of elasticity in tension As measured 


Flexural strength (stress at maximum 
load) 80 N/mm2 
Modulus of elasticity in flexure As measured 


Barcol hardness As measured at full cure 


Water absorption 70 mg (max) 


Table 14.5.3 Laminating resins, minimum property 


values 


Properties Minimum value 


Tensile strength (stress at maximum 
load) 40 N/mm? 


40 N/mm2 


Tensile stress at break 
Tensile strain at maximum load 2,0% 
Modulus of elasticity in tension As measured 


Barcol hardness As measured at full cure 


Temperature of deflection under 55°C 
load 


NOTE 

These minimum values are for the recommended glass content 

by weight of 0,3. 
5.13 End-grain balsa 
5.13.1. Table 14.5.7 gives the minimum property require- 
ment for end-grain balsa. 


5.14 Synthetic chocking compounds 


5.14.1. Table 14.5.8 gives the minimum property 
requirements for synthetic chocking compounds. 


| 5.15 Other materials 


5.15.1. All other materials will be subject to special 
consideration. 


16 


LLOYD’S REGISTER 


RULES FOR THE MANUFACTURE, TESTING AND CERTIFICATION OF MATERIALS, July 2012 


Plastics Materials and other Non-Metallic Materials 


Table 14.5.4 Laminating resins, minimum values 
for properties for CSM laminate at 
0,3 glass fraction by weight 


Properties Minimum value 


Tensile strength (stress at maximum 90 N/mm? 
load) 


Secant modulus at 0,25% and 0,5% 6,9 KN/mm2 
strain respectively 


Compressive strength (stress at 125 N/mm? 
maximum load) 


Compressive modulus 6,4 KN/mm2 


Flexural strength (stress at maximum 160 N/mm? 
load) 


Modulus of elasticity in flexure 5,7 kKN/mm2 


Apparent interlaminar shear 18 N/mm? 
strength (see Note) 


Fibre content As measured (0,3) 
Water absorption 70 mg (max) 


NOTE 
Applicable only to the special test for environmental control resins. 


Table 14.5.5 Laminates, minimum property requirements 


Material type Property 


Chapter 14 


Section 5 


Chopped strand mat Tensi stress at maximum load 


icity in tension (kN/mm? 


200G, + 30 


15G, + 2,4 


Bi-directional reinforcement Tensi stress at maximum load 


icity in tension (kN/mm?) 


400G, - 10 


30G, - 0,5 


Uni-directional reinforcement i ress at maximum load 


icity in tension (kN/mm?) 


Chopped strand mat exural t maximum load) (N/mm2) 


odulus 0 icity in flexure (kN/mm2) 


1800G,? - 1400G, + 510 


30G,2 - 114G, + 39 
502G,2 + 114,6 


33,4G,2 + 2,7 


exural strength (stress at maximum load) (N/mm?) 


odulus of elasticity in flexure (kN/mm?) 


Compressive strength (stress at maximum load) (N/mm2) 


Compressive modulus (kN/mm?2 
Interlaminar shear strength (N/mm?) 
Water absorption (mg) 


Glass content (% by weight) 


502G,2 + 106,8 


33,4G,2 + 2,2 


150G, + 72 

40G, - 6 

22 — 13,5G, (min 15) 
70 (maximum) 


As measured 


NOTES 
1. After water immersion, the values shall be a minimum of 75% of the above. 


Where materials have reinforcement in more than two directions, the requirement will be subject to individual consideration dependent on 


the construction. 
3. G = glass fraction by weight. 
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Table 14.5.6 


Material 


Minimum characteristics and mechanical properties of rigid expanded foams at 20°C 


Apparent 
density 
kg/ms 


Strength (stress at maximum load) (N/mm?) 


Modulus of elasticity (N/mm?) 


Tensile 


Compressive 


Shear 


Compressive Shear 


Polyurethane 


96 


Polyvinylchloride 


Table 14.5.7 


60 


0,85 


0,60 


0,50 


17,20 8,50 


Minimum characteristics and mechanical properties of end-grain balsa 


Strength (stress at maximum load) 
(N/mm?) 


Apparent 


Compressive 


Tensile 


density 
(kg/m®) 


Direction of stress 


Parallel 
to grain 


Perpendicular 
to grain 


Parallel 
to grain 


Perpendicular 
to grain 


Compressive modulus 
of elasticity (N/mm?) Shear 


modulus 


of elasticity 


Direction of stress (N/mm?) 


Parallel 
to grain 


Perpendicular 
to grain 


5,0 
10,6 


12,8 


0,35 
0,57 


0,68 


9,00 
14,6 


20,5 


0,44 
0,70 


0,80 


2300 
3900 


5300 


35,2 
67,8 


89,6 


Table 14.5.8 Minimum characteristics and 
mechanical properties of synthetic 
chocking compound 


Properties Minimum value 


Izod Impact Resistance 0,8 J 


Barcol hardness 40 


Compression 100 MPa 


Water absorption 0,05% 


Oil absorption (light machine) 0,05% 


Creep 


<0,2% 


NOTES 

Vs Izod, barcol, compression, and water and oil 
absorption tests to be performed on samples cured/post- 
cured to the same condition as the samples for the final 
creep tests. 
Minimum creep value to be attained for a stabilised sample 
after 1000 hours. 
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| Section 1 
Rules application 


1.1 General 


7.7.1 The Rules apply to sea-going motor, sailing and 
auxiliary craft of normal form, proportions and speed, 
generally not exceeding a Rule length, Lp of 150 m. 


1.2 Exceptions 


12 Craft of unusual form, proportions or speed, or 
intended for the carriage of special cargoes, or for special or 
restricted service, not covered specifically by the Rules, will 
receive individual consideration based on the general 
standards of the Rules. 


1.3 Loading 


Lit The Rules are framed on the understanding that 
craft will be properly loaded and handled; they do not, unless 
it is stated or implied in the class notation, provide for special 
distributions or concentrations of loading other than those 
included in the approved Loading Manual. The Committee 
may require additional strengthening to be fitted in any craft 
which, in their opinion, would otherwise be subjected to 
severe stresses due to particular features of the design, or 
where it is desired to make provision for exceptional load or 
ballast conditions. 


1.4 Advisory services 


1.4.1 The Rules do not cover certain technical 
characteristics, such as stability except as mentioned in Pt 1, 
Ch 2,1.1.11, 1.1.13 and 1.1.14, trim, vibration, docking 
arrangements, etc. The Committee cannot assume 
responsibility for these matters but is willing to advise upon 
them on request. 


OJ Section 2 
Direct calculations 


2.1 General 


2401 Direct calculations may be specifically required by 
the Rules or may be required for craft having novel design 
features, as defined in 1.2, or may be submitted in support of 
alternative arrangements and scantlings. Lloyd’s Register 
(hereinafter referred to as ‘LR’) may, when requested, 
undertake calculations on behalf of designers and make 
recommendations in regard to suitability of any required model 
tests. 


2.1.2 Where model testing is undertaken to complement 
direct calculations the following details would normally be 
required to be submitted: Schedule of tests, details of test 
equipment, input data, analysis and calibration procedure 
together with tabulated and plotted output. 


2.2 Submission of direct calculations 


2.2.1 In cases where direct calculations have been 

carried out, the following supporting information should be 

submitted as applicable: 

a) Reference to the direct calculation procedure and 
technical program used. 

b) Adescription of the structural modelling. 

c) Asummary of analysis parameters including properties 
and boundary conditions. 

d) Details of the loading conditions and the means of 
applying loads. 

e) A comprehensive summary of calculation results. 
Sample calculations should be submitted where 
appropriate. 


2.2.2 In general, submission of large volumes of input 
and output data associated with such programs as finite 
element analysis will not be necessary. 


22:3 The responsibility for error free specification and 
input of program data and the subsequent correct transposal 
of output rests with the Builder. 


2.3 Global hull strength 


2.3.1 Longitudinal strength calculations are to be 
submitted for all craft with a Rule length, Lp, exceeding that 
specified in Chapter 6, of Parts 6, 7 and 8, for steel, aluminium 
alloy and composite respectively, covering the range of load 
and ballast conditions proposed, in order to determine the 
required hull girder strength. Still water bending moments and 
shear forces are to be calculated for both departure and 
arrival conditions and for any special mid-voyage conditions 
caused by changes in ballast distribution. 


2.3.2 Where the Rule length, Lp, does not exceed that 
indicated in 2.3.1, longitudinal strength calculations may be 
required at LR’s discretion, dependent upon craft proportions, 
the proposed loading, structural configuration and material of 
construction. 
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| Section 3 


Equivalents 
3.1 Alternative arrangements and scantlings 
3.1.1 In addition to cases where direct calculations are 


specifically required by the Rules, LR will consider alternative 
arrangements and scantlings which have been derived by 
direct calculations in lieu of specific Rule requirements. All 
direct calculations are to be submitted for examination. 


Oi dee Where calculation procedures other than those 

available within the LR Software Guide are employed, 

supporting documentation is to be submitted for appraisal 

and this is to include details of the following: 

e calculation methods; 

e — assumptions and references; 

° loading; 

° structural modelling; 

e design criteria and their derivation, e.g. permissible 
stresses; 

e factors of safety against plate panel instability, etc. 


3.1.3 LR will be ready to consider the use of Builder’s 

programs for direct calculations in the following cases: 

(a) Where it can be established that the program has 
previously been satisfactorily used to perform a direct 
calculation similar to that now submitted. 

(b) Where sufficient information and evidence of satisfactory 
performance is submitted to substantiate the validity of 
the computation performed by the program. 


3.1.4 Alternative arrangements or fittings which are 
considered to be equivalent to the Rule requirements will be 
accepted. 


3.125 Where no special reference is made in this Part to 
specific requirements, the construction is to be efficient for 
the intended purpose and to conform to good practice. 


3.1.6 Where items are of a novel or unconventional 
design or manufacture, it is the responsibility of the Builder to 
demonstrate their suitability and equivalence to the Rule 
requirements. 


3.1.7 Alternative arrangements which are in accordance 
with the requirements of a National Authority may be 
accepted as equivalent to the requirements of this Part of the 
Rules. 


| Section 4 
National and International 
Regulations 


4.1 International Conventions 


4.1.1 The Committee, when authorised, will act on behalf 
of Governments and, if requested, LR will certify compliance 
in respect of National and International statutory safety and 
other requirements for passenger and cargo craft. 


4.1.2 In satisfying the Load Line Convention, the general 
structural strength of the craft is required to be sufficient for 
the draught corresponding to the freeboards to be assigned. 
Craft built and maintained in accordance with LR’s Rules and 
Regulations possess adequate strength to satisfy the Load 
Line Convention. However, some National Authorities may, in 
addition, require to be supplied with calculations of bending 
moments and shear forces for certain conditions of loading. 


4.2 International Association of Classification 
Societies (IACS) 


4.2.1 Where applicable, the Rules take into account 
unified requirements and interpretations established by IACS. 


4.3 International Maritime Organization (IMO) 


4.3.1 Attention is drawn to the fact that Codes of Practice 
issued by IMO contain requirements which are outside the 
scope of classification as defined in these Rules and 
Regulations. 


LJ Section 5 
Information required 


5.1 General 


Oe lel The categories and lists of information required are 
given in 5.2. 


5.1.2 Plans are generally to be submitted in triplicate, but 
one copy only is necessary for supporting documents and 
calculations. 


5.1.3 Plans are to contain all necessary information to 
fully define the structure, including construction details, 
equipment and systems as appropriate. 


5.1.4 Additional requirements for individual craft types are 
given in subsequent Chapters. 


5.2 Submission of plans and data 


5.2.1 Plans and data required to be submitted are 
indicated in Parts 6, 7 and 8 for steel, aluminium alloy and 
composite construction respectively, as appropriate. 


5.2.2 Where an *IWS (|In-water Survey) notation is to be 
assigned, see Pt 1, Ch 2,3.8.2, plans and information 
covering the following items are to be submitted: 

e Details showing how rudder pintle and bush clearances 
are to be measured and how the security of the pintles in 
their sockets are to be verified with the craft afloat. 

e Details showing how stern bush clearances are to be 
measured with the craft afloat. 

e Details of high resistant paint, for information only. 
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5.3 Standard designs 


5.3.1 Where a craft is a standard design produced in 
several versions, the plans and data are to clearly define the 
differences between each version. 


5.3.2 Where the craft is a Builder’s standard design to be 
built from previously approved plans and data, a schedule of 
applicable plans, etc., is to accompany the Request for 
Survey. Plans of any proposed modifications and changes to 
the previously approved plans are to be submitted for 
approval prior to the commencement of any work. 


5.3.3 Plan approval of standard designs is only valid so 
long as no applicable Rule changes take place. When the 
Rules are amended, the plans for standard types are to be 
submitted for re-approval. 


5.4 Plans and data to be supplied to the craft 


5.4.1 To facilitate the ordering of materials for repairs, 
plans are to be carried in the craft indicating the disposition 
and grades (other than Grade A) of hull structural steel, the 
extent and location of higher tensile steel together with details 
of specification and mechanical properties, and any recom- 
mendations for welding, working and treatment of these 
steels. 


5.4.2 Similar information is to be provided when 
aluminium alloy, fibre composite or other materials are used 
in the hull construction. 


5.4.3 A copy of the final Loading Manual, (where 
applicable) when approved, and details of the loadings 
applicable to approved decks, hatch covers and inner bottom 
are to be placed on board the craft. 


5.4.4 Details of any corrosion control system fitted are to 
be placed on board the craft. 


5.4.5 Copies of main scantling plans are to be placed on 
board. 


5.4.6 Where an *IWS (In-water Survey) notation is to be 
assigned, approved plans and information covering the items 
detailed in 5.2.2 are to be placed on board. 


5.5 Fire protection, detection and extinction 


5.5.1 For information and plans required, see Part 17. 


O Section 6 


Definitions 
6.1 General 
6.1.7 The following definitions apply except where they 


are inappropriate or where specifically defined otherwise. 


6.2 Principal particulars 


6.2.1 Rule length, Lp, is the distance, in metres, on the 
summer load waterline from the forward side of the stem to 
the after side of the rudder post or to the centre of the rudder 
stock if there is no rudder post. Lp is to be not less than 
96 per cent, and need not be greater than 97 per cent, of the 
extreme length on the summer load waterline. In craft without 
rudders, the Rule length, Lp, is to be taken as 97 per cent of 
the extreme length on the summer load waterline. In craft with 
unusual stem or stern arrangements the Rule length, Lp, will 
be specially considered. 


6.2.2 Length between perpendiculars, Lop: is the 
distance, in metres, on the summer load waterline from the 
fore side of the stem to the after side of the rudder post, or to 
the centre of the rudder stock if there is no rudder post. In 
craft with unusual stern arrangements the length, Ly, will be 
specially considered. The forward perpendicular, F.P., is the 
perpendicular at the intersection of the summer load water- 
line with the fore side of the stem. The after perpendicular, 
A.P., is the perpendicular at the intersection of the summer 
load waterline with the after side of the rudder post or to the 
centre of the rudder stock for craft without a rudder post. 


6.2.3 Load line length, L,, is to be taken as 96 per cent 
of the total length on a waterline at 85 per cent of the least 
moulded depth measured from the top of the keel, or as the 
length from the fore side of the stem to the axis of the rudder 
stock on that waterline, if that is greater. In craft designed with 
a rake of keel, the waterline on which this length is measured 
is to be parallel to the designed waterline. The length L is to 
be measured in metres. 


6.2.4 Length overall, Loa, is the distance, in metres, 
measured parallel to the static load waterline from the fore- 
side of the stem to the after side of the stern or transom, 
excluding rubbing strakes and other projections. 


6.2.5 Length waterline, Ly, is the distance, in metres, 
measured on the static load waterline from the foreside of the 
stem to the after side of the stern or transom. 


6.2.6 Amidships is to be taken as the middle of the Rule 
length, Lp, measuring from the forward side of the stem. 


6.2.7 Breadth, B, is the greatest moulded breadth, in 
metres, or, for craft of composite construction, the extreme 
breadth excluding rubbing strakes or other projections. For 
multi-hull craft it is to be taken as the sum of the breadths of 
the individual hulls. 


6.2.8 Depth, D, is measured, in metres, at the middle of 
the Rule length, Lp, from top of keel to top of the deck beam 
at side on the uppermost continuous deck, or as defined in 
appropriate Chapters. When a rounded gunwale is arranged, 
the depth D is to be measured to the continuation of the 
moulded deck line at side. 


6.2.9 Draught, 7, is the summer draught, in metres, 
measured from top of keel. 


LLOyD’S REGISTER 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRafFT, July 2012 


General Regulations 


Part 3, Chapter 1 


Section 6 


6.2.10 Block coefficient, C,, is the moulded block 
coefficient at draught 7 corresponding to summer load 
waterline, based on Rule length Lp and moulded breadth B, 
as follows: 


C. = Moulded displacement (mS) at_ draught T 
oS LpBT 


6.3 Freeboard deck 


6.3.1 The freeboard deck is normally the uppermost 
complete deck exposed to weather and sea, which has 
permanent means of closing all openings in the weather part 
thereof, and below which all openings in the sides of the craft 
are fitted with permanent means of watertight closing. It is the 
deck from which the freeboard is measured. 


6.4 Bulkhead deck 

6.4.7 Bulkhead deck is the uppermost deck up to which 
the transverse watertight bulkheads are carried. 

6.5 Strength deck 

6.5.1 Strength deck is normally the uppermost continuous 
deck. Other decks may be considered as the strength deck 
provided that such decks are structurally effective. 

6.6 Weather deck 


6.6.1 A weather deck is a deck which is exposed to sea 
and weather loads. 


6.6.2 The weather deck is the lowest continuous deck 
exposed to sea and weather loads, and is not to be taken 
lower than the bulkhead deck for the determination of the 
requirements for closing appliances from Chapter 4. 


6.7 Wet deck 

6.7.1 A wet deck is the lower most exposed surface of the 
cross-deck structure, connecting the hulls of a multi-hull craft. 
6.8 Weathertight 

6.8.1 A closing appliance is considered weathertight if it 
is designed to prevent the passage of water into the craft in 
any sea conditions. 

6.8.2 Generally, all openings in the freeboard deck and in 


enclosed superstructures are to be provided with weather- 
tight closing appliances. 


6.9 Watertight 


6.9.1 A closing appliance is considered watertight if it is 
designed to prevent the passage of water in either direction 
under a head of water for which the surrounding structure is 
designed. 


6.9.2 Generally, all openings below the freeboard deck in 
the outer shell/envelope (and in main bulkheads) are to be 
fitted with permanent means of watertight closing. 


6.10 Position 1 and Position 2 


6.10.7 For the purpose of Load Line Conditions of 
Assignment, there are two basic positions of hatchways, 
doorways and ventilators defined as follows: 

Position 1 — Upon exposed freeboard and raised 
quarterdecks, and exposed superstruc- 
ture decks within the forward 0,25 of 
the Load Line length, L,. 

Position 2 — Upon exposed superstructure decks 
abaft the forward 0,25 of the load line 
length, L, and located at least one 
standard height of superstructure 
above the freeboard deck. 

Upon exposed superstructure decks within the forward 0,25 
of the Load Line length, L, and located at least two standard 
heights of superstructure above the freeboard deck. 


6.11 Reference system 


6.17.71. For hull reference purposes, the craft is divided into 
21 equally spaced stations where Station O is the after 
perpendicular, Station 20 is the forward perpendicular, and 
Station 10 is mid-Lyp. 


6.12 Co-ordinate system 


6.12.1. Unless otherwise stated, the co-ordinate system is 
as shown in Fig. 1.6.1, that is, a right-hand co-ordinate system 
with the X axis positive forward, the Y axis positive to port and 
the Z axis positive upwards. Angular motions are considered 
positive in a clockwise direction about the X, Y or Z axes. 


4661/02 


Fig. 1.6.1 Co-ordinate system 
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6.13 Superstructure 


6.13.1 A superstructure is defined as a decked structure 
on the freeboard deck, extending from side to side of the 
craft, or with the side plating being less than four per cent of 
the breadth, B, inboard of the shell plating. 


6.13.2 An enclosed superstructure is a superstructure 

with: 

(a) Enclosing bulkheads of efficient construction; 

(b) Access openings, if any, in these bulkheads fitted with 
doors complying with the requirements of Ch 4,6.5; 

(c) All other openings in sides or ends of the superstructure 
fitted with efficient weathertight means of closing. 


6.13.3 The standard height of superstructure for L, of 
75 m or less is to be taken as 1,8 m, and for L; of 125 m or 
greater is to be taken as 2,3 m. Intermediate values are to be 
determined by linear interpolation. 


6.14 Deckhouse 


6.14.71. A deckhouse is in general defined as a decked 
structure on or above the freeboard deck with side plating 
being four per cent or more of the breadth, B, inboard of the 
shell plating. 


a Section 7 
Inspection, workmanship and 
testing procedures 


7.1 General 


7.1.1 The minimum requirements in respect of inspection, 
workmanship and testing are contained within Chapter 2, of 
Parts 6, 7 and 8, of the Rules for craft constructed in steel, 
aluminium alloy and composite respectively. 


7.2 Construction standards 


| Construction standards for all materials are to be in 
accordance with National Standards or these Rules whichever 
are the higher. 


7.2.2 The design requirements for welding and 
structural detail are to be found in Parts 6 and 7 of the Rules 
for craft constructed in steel and aluminium alloy respectively. 


7.2.3 The design requirements for the bonding of all 
structural detail of composite materials are contained in Part 8. 


7.3 Testing procedures 


7.3.1 Definitions. For the purpose of these procedures 

the following definitions apply: 

(a) Protective coating is the coating system applied to 
protect the structure from corrosion. This excludes the 
prefabrication primer. 

(b) Structural testing is a hydrostatic test carried out to 
demonstrate the tightness of the tanks and the structural 
adequacy of the design. Where practical limitations 
prevail and hydrostatic testing is not feasible, hydro- 
pneumatic testing, see (e), may be carried out instead. 

(c) Leak testing is an air or other medium test carried out to 
demonstrate the tightness of the structure. 

(d) Hose testing is carried out to demonstrate the tightness 
of structural items not subjected to hydrostatic or leak 
testing, and other components which contribute to the 
watertight or weathertight integrity of the hull. 

(e) Hydropneumatic testing is a combination of hydro- 
static and air testing, consisting of filling the tank with 
water and applying an additional air pressure. The 
conditions are to simulate, as far as practicable, the 
actual loading of the tank and in no case is the air 
pressure to be less than given in 7.3.4. 


7.3.2 Application. The testing requirements for tanks, 
including independent tanks, watertight and weathertight 
compartments, are listed in Table 1.7.1. Tests are to be 
carried out in the presence of the Surveyor at a stage 
sufficiently close to completion such that the strength and 
tightness are not subsequently impaired. 


7.3.3 Structural testing. The attachment of fittings to 
oiltight surfaces is to be completed before tanks are 
structurally tested. Where it is intended to carry out structural 
tests after the protective coating has been applied welds are 
generally to be leak tested prior to the coating application. 

For welds other than manual and automatic 
erection welds, manual fillet welds on tank boundaries and 
manual penetration welds, the leak test may be waived 
provided that careful visual inspection is carried out, to the 
satisfaction of the Surveyor, before the coating is applied. The 
cause of any discolouration or disturbance of the coating is 
to be ascertained, and any deficiencies repaired. 


7.3.4 Leak testing. This is carried out by applying an 
efficient indicating liquid (e.g. soapy water solution) to the weld 
or outfitting penetration being tested, while the tank or 
compartment is subject to an air pressure of at least 0,15 bar 
(0,15 kgf/cm2). 

It is recommended that the air pressure be raised 
to 0,2 bar (0,2 kgf/cm?) and kept at this level for about one 
hour to reach a stabilised state, with a minimum number of 
personnel in the vicinity, and then lowered to the test pressure 
prior to inspection. A U-tube filled with water to a height 
corresponding to the test pressure is to be fitted for 
verification and to avoid overpressure. The U-tube is to have 
a cross-section larger than that of the air supply pipe. In 
addition, the test pressure is to be verified by means of a 
pressure gauge, or alternative equivalent system. 
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Table 1.7.1. Testing requirements 


Item to be tested Testing procedure Testing requirement 


Double bottom tanks Structural (1) The greater of: 

— head of water up to the top of the overflow 

— head of water up to the margin line 

— head of water representing the maximum pressure 


experienced in service 


Cofferdams Structural The greater of: 
— head of water up to the top of the overflow 


— 1,8 m head of water above highest point of tank (4) 


Structural 


Forepeak and aft peak used as tank'3) 


Tank bulkheads Structural The greater of: 
— head of water up to the top of the overflow 
— 1,8 m head of water above the highest point of tank (4) 


— setting pressure of the safety valves, where relevant 


Deep tanks Structural 


Scupper and discharge pipes in way of tanks Structural 


Double plate rudders Structural (1), (5) 2,4 m head of water, and rudder should normally be 


tested while laid on its side 


Watertight bulkheads, shaft tunnels, flats and recesses, Hose (2) See 7.3.5 


etc. 


Watertight doors (below freeboard or bulkhead deck) Hose (6) 


when fitted in place 


Weathertight hatch covers and closing appliances Hose 


Forepeak not used as tank Hose (2) 


Shell doors when fitted in place Hose (”) 


Chain locker Structural The greater of: 
e head of water up to the top of the spurling pipe 


e head of water up to the exposed weather deck 


Separate oil fuel tanks Structural Head of water representing the maximum pressure which 


could be experienced in service, but not less than 3,5 m 


After peak not used as tank Leak See 7.3.4 


NOTES 
1. Leak or hydropneumatic testing may be accepted, provided that at least one tank of each type is structurally tested, to be selected in 
connection with the approval of the design. (See also 7.3.9 and 7.3.10). 
When hose testing cannot be performed without damaging possible outfittings already installed, it may be replaced by a careful visual 
inspection of all the crossings and welded joints. Where necessary, dye penetrant test or ultrasonic leak test may be required. 
Testing of the aft peak is to be carried out after the sterntube has been fitted. 
The highest point of the tank is generally to exclude hatchways. In holds for liquid cargo or ballast with large hatch openings, the 
highest point of the tank is to be taken to the top of the hatch. 
If leak or hydropneumatic testing is carried out, arrangements are to be made to ensure that no pressure in excess of 0,30 bar 
(0,30 kgf/cm?) can be applied. 
See also SOLAS Reg. Il-1/16. Where the door has been subject to the full hydrostatic test before installation, the hose test may be 
replaced by careful visual examination. 
For shell doors providing watertight closure, watertightness is to be demonstrated through prototype testing before installation. The 
testing procedure is to be agreed with LR. 


For tanks constructed of steel or aluminium, leak testing is to 7.3.5 Hose testing. This is to be carried out at a 


be carried out, prior to the application of a protective coating, 
on all fillet welds and erection welds on tank boundaries, 
excepting welds made by automatic processes and on all 
outfitting penetrations. 

Selected locations of automatic erection welds and 
pre-erection manual or automatic welds may also be required 
to be tested before coating, at the discretion of the Surveyor, 
taking account of the quality control procedures of the 
shipyard. Where exempt from this requirement, leak testing 
may be carried out after the protective coating has been 
applied, provided that the welds have been carefully 
inspected to the satisfaction of the Surveyor. 


maximum distance of 1,5 m with a hose pressure not less 
than 2,0 bar (2,0 kgf /cm2). The nozzle diameter is not to be 
less than 12 mm. The jet is to be targeted directly onto the 
weld or seal being tested. 


7.3.6 Hydropneumatic testing. When this is performed, 
the safety precautions identified in 7.3.4 are to be followed. 


7.3.7 For tanks of composite construction, leak testing is 
to be carried out to air pressures as indicated in 7.3.4. 
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7.3.8 Structural testing may be carried out afloat where 
testing using water is undesirable in dry-dock or on the 
building berth. The testing afloat is to be carried out by 
separately filling each tank and cofferdam to the test head 
given in Table 1.7.1. Alternate tanks and cofferdams may be 
filled to the test head and the bottom and lower side shell in 
the intermediate empty tanks and cofferdams and all 
boundaries are to be examined and the remainder of the 
bottom and lower side shell and boundaries examined when 
the water is transferred to the remaining tanks. 


7.3.9 Where permitted by Table 1.7.1, complete structural 
testing may be replaced by a combination of leak and 
structural testing, as follows. The leak test is generally to be 
carried out on each tank while the craft is in dry-dock or on 
the building berth. 

(a) Double bottom tanks and cofferdams may be leak tested 
on the berth, and structural tests carried out afloat. 

(b) All deep tanks are to be structurally tested. However, 
where a number of similar tanks is involved, one typical 
tank is to be structurally tested and for the remaining 
tanks the Surveyor may, at his discretion, permit leak 
testing in lieu of structural testing. 

(c) Interconnecting deep and double bottom tanks and 
‘flume’ type stabilisation tanks are to be structurally 
tested to the test head given in Table 1.7.1. 


7.3.10 Equivalent proposals for testing will be considered. 
7.3.11 Trial trip and operational tests. The items listed 


in Table 1.7.2 are to be tested on completion of the installation 
or at sea trials. 


Table 1.7.2 Trial trip and operational tests 


Item Requirement 


Sliding watertight 
doors 


To be operated under working conditions. 


Windlass An anchoring test is to be carried out in 
the presence of the Surveyor. The test is 
to demonstrate that the windlass with 
brakes, etc., functions satisfactorily and 
that the power to raise the anchor can 
be developed and satisfies the Rule 
requirements. For Rule requirements, 
see Ch 5,8. 


Steering gear, main 
and auxiliary 


To be tested under working conditions, 
to the satisfaction of the Surveyors, to 
demonstrate that the Rule requirements 
are met. For Rule requirements, see 

Pt 14, Ch 1. 


Davits and deck To be tested under working conditions 
cranes o proof load to the satisfaction of the 
Surveyors. 


Fire flaps 


To be operated under working condi- 
ions to the satisfaction of the Surveyors. 


Means of escape Alternative means of escape from 
machinery and accommodation spaces 
is to be proven to the satisfaction of the 
Surveyors. For Rule requirements, see 


Ch 2,4.10. 


| Section 8 
Building tolerances and 
associated repairs 


8.1 Tolerances — General 


8.1.1 Tolerances to be used regarding the acceptability 
of defects affecting raw materials are to be in accordance 
with 8.2. 


8.1.2 Tolerances to be used for constructional misalign- 
ment for all materials are to be discussed between Owners/ 
Builders and the Surveyor and acceptable Standards agreed 
subject to the requirements of this Chapter or National 
Authority requirements where applicable. The permitted 
degree of inaccuracy/misalignment will vary according to 
whether the defect is: 

(a) In primary structure. 

(b) In Secondary structure. 

(c) Aesthetically pleasing. 


8.1.3 The requirements in respect of constructional 
misalignment of steel/aluminium craft are to be found in 8.6. 
The requirements for construction using composite materials 
are contained in Pt 8, Ch 2. 


8.2 Raw material surface tolerances 


8.2.1 The surface cleanliness of steel/aluminium alloy 
materials in preparation for painting is to be in accordance 
with National or paint Manufacturer’s Standards. 


8.2.2 Where approved corrosion control coatings are 
to be used the quality of the surface treatment is to be in 
accordance with the grade specified in the approval 
documents. 


8.3 Surface defects 


8.3.1 The limits of depth and extent of surface defects 
on plate, cast or forged materials in relation to the material 
plate thickness are shown in Table 1.8.1. 


8.3.2 Defects are to be made good by grinding only 
subject to the plate thickness not being reduced by more than 
seven per cent of the nominal thickness or 3 mm whichever is 
the lower, and the area involved not exceeding two per cent of 
the surface area. 


8.3.3 When the limits in 8.3.1 are exceeded, plates may 
be made good by weld repair in accordance with the require- 
ments specified in Chapter 13 of the Rules for the Manufacture, 
Testing and Certification of Materials (hereinafter referred to as 
the Rules for Materials). 


8.3.4 Where the depth of the deepest imperfection 
exceeds 20 per cent of the nominal thickness, or the defective 
area exceeds two per cent of the total surface area, such 
areas are to be cropped and replaced. See 8.5. 
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Table 1.8.1 Limits of surface defects 


Maximum permissible depth of defect (mm) 


Normal thickness of material (mm) 


Area affected — Unlimited 


Area affected < 5% of Surface 


<8 
8 to 25 
25 to 40 

> 40 


0,2 
0,3 
0,4 
0,5 


0,4 
0,5 
0,6 
0,8 


NOTES 


1. Defects are to be measured after shot blasting or plate cleaning. 


2. The depth of the deepest imperfection is to be considered. 
8. Defects not exceeding the limits shown need not be repaired. 
4 


Where the depth of the defect reduces the material thickness to below the rolling/forging/casting tolerance (stated in the Rules for Materials) 


the values in column 2 and 3 will be accepted provided the areas involved do not exceed 15% and 2% respectively, of the 
plate/forging/casting surface. 

Defects exceeding the above limits are to be repaired. 
Crack-like defects are always to be repaired irrespective of their depth. 


8.3.5 Complete removal of the defects is to be verified 
by suitable non-destructive examination techniques and after 
welding the repair is to be proved free from further defects. 
The complete removal of defects is to be verified by non- 
destructive examination in accordance with the requirements 
specified in Chapter 13 of the Rules for Materials. 


8.3.6 Care is to be taken in the repair of defects in 
higher tensile steel, and aluminium alloy materials. Low 
hydrogen electrodes with similar properties to the higher 
tensile steel is to be used with preheating as necessary. 
Aluminium alloys are to be heat treated after repair, see Pt 7, 
Ch 2,3. 


8.4 Plate laminations 

8.4.1 Plates in which laminations are suspected or 
detected are to be ultrasonically tested to determine the full 
extent of such laminations. 


8.4.2 Where laminations are confined to the plate edge, 
are less than 300 mm long and whose penetration is not more 
than half the plate thickness, then the defect may be chipped 
or ground out and rebuilt with weld material. 


8.4.3 Where laminations are isolated, located near to the 
plate surface, and where the total area of the defect does not 
exceed two per cent of the surface area of the plate, the 
defect may be repaired as in 8.4.2. 


8.4.4 Defective plate, with defects in excess of those 
stated in 8.4.2 and 8.4.3, is to be cropped back and replaced. 
See 8.5. 


8.4.5 Complete removal of the defect is to be verified by 
non-destructive examination, and after welding, the repair is 
to be proved free from further defects. 


8.5 Part replacement of plates 
8.5.1 When defects exceed the limits laid down in 8.3.4 
and 8.4.4 above, the portion of the plate affected is to be 
cropped and replaced, see Table 1.8.2. 


8.6 Structural misalignment and fit (steel and 
aluminium) 
8.6.1 For the requirements for the alignment and 


structural continuity of joints, see Chapter 2 of Parts 6 and 7. 


8.6.2 Tables 1.8.3, 1.8.4 and 1.8.5 define the minimum 
limits of accuracy required to be achieved in the various 
welded joint designs. When these values are not achieved, 
the defects are to be discussed and agreed by the Builder and 
the Surveyor before remedial action is taken. 


8.6.3 Welding defects are generally to be dealt with in 
accordance with Chapter 13 of the Rules for Materials. Limits 
for weld undercut and remedial action to be taken depends 
on plate thickness and are to be discussed and agreed by the 
Builder and the Surveyor prior to commencement of repairs. 
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Table 1.8.2 Part replacement of plates 


Shell, strength deck, tank top, 
Parts to be replaced top and bottom strakes of Elsewhere 
longitudinal bulkheads 


End and corner of plate 1000 x 1000 1000 x 300 


Side of plate 1000 x 300 1000 x 300 


Insert 1000 x 300 1000 x 300 


Line of plate replacement to be not less than 100 from extreme edge of defect. 
All dimensions are in mm. 


~= > 


(a) Corner or end replacement 


(b) Side replacement 


4390/128 


(c) Internal replacement 


(4) Weld sequence 


— Weld direction 


———F Direction of principal stress 


NOTES 
. All dimensions are minimum. 4. Dimensions in millimetres: 
. Rolling direction of replaced plate to be the same as that of the = 50 
parent plate. 
. Minimum distance from outermost defect to line of weld — 
100 mm. 


1,5 x plate thickness with minimum 6 and maximum 20 
75 minimum 
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Table 1.8.3 Structural misalignment and fit (steel and aluminium) 


Acceptable 


Location ; : 
dimensions (mm) 


Remedial action 


4390/129 


Fabricated frames 
Beams, girders and 
longitudinals 


a<+0,03 x 


a>+0,03 x 


4390/130 


Butt welded face 
flats primary 
structure 


Secondary 
structure 


a >0,03W 


a >0,04W 


Obtuse angle fillet 
weld 


4390/132 


FP 


4390/133 


All areas d<0,1ty 
(max 0,8 mm) 


All areas d<0,1t 
(max 0,8 mm) 


Repair by welding 
or grinding 
depends on 
thickness ‘ty’ in 
accordance with 
8.3 


As above 
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Table 1.8.4 


Location 


Structural misalignment and fit (steel and aluminium) 


Permitted 
misalignment 


Remedial action 


4390/134 


4390/135 


All areas 
(Continuous fillet 
weld) 


a (mm) 


a< 0,25t, 
(max = 1 mm) 


a (mm) 


0,25, to 0,5t4 
(ty max = 5 mm) 


Increase weld leg length by ‘a’ 


0,5t4 to ty 
(ty max = 15 mm) 


Vee material to +/—45°. Fit 
backing strip and weld. 
Remove backing strip and 
complete 

weld. 


4390/138 


a>ty 


Realign and replace 


All areas 
(intermittent weld) 


Strength members 


Others 


Higher tensile steel 
joint in designated 
critical areas 


0,25 to 0,5t, 
(ty max = 3 mm) 


0,25, to 0,5t4 
(ty max = 5 mm) 


to/3 sas t4/2 


a> to/2 


a> ta/3 


Increase weld lengths by 50% 


Continuous weld 


As for continuous weld above 


Increase weld leg length of 
welds by 10% 


Realign 


Realign 


Strength members 


Others 


a<0,15t 
(max 3,0 mm) 


as 0,2t4 
(max 3,0 mm) 


a> 0,15t4 


a>0,2t 


Realign 


Realign 


4390/137 


All areas 


ain 
accordance 
with weld 
procedure 


(max 10 mm) 


Build one side of butt until a in 
accordance with weld 
procedure 


Cut back 150 mm and fit 
insert plate 
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Table 1.8.5 Structural misalignment and fit (steel and aluminium) 


Location _ Acceptable Remedial action 
dimensions (mm) 


11 240 mm Adjust to suit 


4390/139 


In 2 20 mm Adjust to suit 


4390/140 


ly > 50 mm ly < 30 mm Treat as an insert 


4390/141 


— 
A 


In = 20 mm Adjust to suit 


4390/142 


Increase weld leg 
length by actual ‘a’ 


Adjust to suit 


4390/143 


Strength members as<0,15ty a> 0,15t, 
(max 3,0 mm) 


Other as 0,2ty a> 0,2ty 
(max 3,0 mm) 


4390/144 


1:4 

For angle or tee a> 0,2t 

longitudinal 
as 0,2t, 


For offset bulb a>0,2to 
longitudinal 


as 0,2t» 
4390/145 
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8.7 Post welding plate deformation 

8.7.1 Post welding plate deformation for steel and 
aluminium alloy construction is to be limited, see Table 1.8.6 
and Fig. 1.8.1. 


Table 1.8.6 Plate deformation limits 


Position s/t 


in 0,6L amidship < 80 
> 80 


Remainder all 


Where 
stiffener spacing, in mm 
plating thickness, in mm 
panel deflection, in mm 


4390/194 


Fig. 1.8.1 Measurement of plate deformation 


8.7.2 Deformation outside the limits of Fig. 1.8.1 is to be 
faired by local heating or the plating renewed. 


8.7.3 Local heating of steel is not to exceed 900°C (red 
heat) when flame straightening is employed. 


8.7.4 Local heating of aluminium alloys is not to be 
carried out. All repairs are to be by renewal of plating. 
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Section 

1 General 

2 Rule structural concept 

3 Structural idealisation 

4 Bulkhead arrangements 

5 Fore and aft end arrangements 

6 Machinery space arrangements 

7 Superstructures, deckhouses and bulwarks 
8 Particular requirements for multi-hulls 

9 Navigation in ice 


| Section 1 
General 


1.1 Application 


dete This Chapter illustrates the general principles to be 
adopted in applying the structural requirements given in Parts 
4, 6, 7 and 8. In particular, consideration has been given to the 
layout of the Rules as regards the different regions of the craft, 
principles for taper of hull scantlings, definition of span point, 
derivation of section moduli and basic design loading for deck 
structures. Principles for subdivision are also covered. 


dde2 Where additional requirements relating to particular 
craft types apply, these requirements are indicated in the appro- 
priate Parts and are to be complied with as necessary. 


a Section 2 
Rule structural concept 


2.1 General 


2.1.1 The Rules are based on the concept that the 
structural and watertight integrity and general safe 
operation of the craft will not be compromised by static and 
dynamic loads experienced during normal operating 
conditions. 


2.2 Scantlings 


2.2.1 Scantlings are generally based on the strength 
required to withstand loads imposed by the sea, cargo, 
passengers, ballast, bunkers and other operational loads. 
However, the Rules assume that the nature and stowage of 
the cargo, ballast, etc., are such as to avoid excessive 
structural stress. 


2.2.2 Design loads and pressures as given in Part 5, are 
to be used with scantling formulae or direct calculation 
methods to derive scantlings based on maximum allowable 
stress or other suitable strength criteria. 


2.2.3 Hull structural vibration resulting from cyclic 
loadings arising from the sea and other sources are to be 
such that the normal operation and structural integrity of the 
craft are not impaired. However these aspects are outwith the 
scope of classification, see Pt 1, Ch 2,1.4. 


2.3 Definition of requirements 


2.3.1 Static loads are based on standard conditions 
defined in Part 5, or determined from loading conditions 
submitted by the Builder. 


2.3.2 Dynamic loadings are examined for both the local 
and global structures. These loadings are based upon the 
designer’s stated operational and environmental conditions or 
the Rule minimum criteria, whichever is the greater. 


2.3.3 Wave induced loads are considered both in the 
static condition, i.e. hydrostatic and pitching pressures, and in 
the dynamic mode, i.e. impact, slamming and hogging and 
sagging wave landing conditions. 


2.3.4 Hull girder strength will in general require to be 
investigated dependent upon the length, configuration, pro- 
portions, proposed loadings, etc., of the craft. 


2.3.5 Scantling requirements in respect of miscellaneous 
items of structure such as local foundations, base plates, 
insert plates, etc., are not specifically indicated within these 
Rules. However the acceptance of such items will be specially 
considered on the basis of experience, good practice and 
direct calculation where appropriate. 


2.4 Definitions and structural terms 

2.4.1 The various definitions and structural terms for use 
throughout this Chapter are as indicated within the 
appropriate Section. 

2.5 Symbols 


2.5.1 The various symbols for use throughout this 
Chapter are as indicated within the appropriate Section. 
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| Section 3 
Structural idealisation 


3.1 General 


Obl The scantling formulae in the Rules are normally 
based on elastic or plastic theory using simple beam models 
supported at one or more points and with varying degrees of 
fixity at the ends, in association with an appropriate 
concentrated or distributed load for steel and aluminium craft. 


3.1.2 Apart from a local requirement for web or flange 
thicknesses, the stiffener, beam or girder strength is defined 
by a section modulus and moment of inertia requirement. 


3.1.3 For the derivation of scantlings for fibre composite 
structures, the formulae are based on equivalent load 
carrying capability, with limitations on both allowable stress 
and strain, in addition to deflection controls. 


3.2 Geometric properties of sections 
3.2.1 The symbols used in this sub-Section are defined 
as follows: 


b = the actual width, in metres, of the load-bearing 
plating, i.e. one-half of the sum of spacings between 
parallel adjacent members or equivalent supports 


1 \23 
p= 03 (>) 
b 


but is not to exceed 1,0. Values of this factor are 
given in Table 2.3.1 

7 = the overall length, in metres, of the primary support 

member, as indicated in Fig. 3.1.2 in Pt 6, Ch 3 

and Pt 7, Ch 3, respectively, for steel and aluminium 

alloy construction and Fig. 3.1.3 of Pt 8, Ch 3 for 

composite construction 
t, = the thickness, in mm, of the attached plating. 
Where this varies, the mean thickness over the 
appropriate span is to be used. 


Table 2.3.1 Values of factor f 


0,19 0,69 
0,30 0,76 
0,39 0,82 
0,48 0,88 
0,55 0,94 
0,62 1,00 


6,0 and above 


Intermediate values to be obtained by linear interpolation. 


3.2.2 The effective geometric properties of rolled or built 
sections may be calculated directly from the dimensions of 
the section and associated effective area of attached plating. 
Where the web of the section is not normal to the attached 
plating, and the angle exceeds 20°, the properties of the 
section are to be determined about an axis parallel to the 
attached plating. 


3.2.3 The geometric properties of rolled or built 
stiffener sections and of swedges are to be calculated in 
association with effective area of attached load bearing plat- 
ing of thickness, t,, mm and of width as given by Pt 6, Ch 
3,1.10 or Pt 7, Ch 3,1.11 for steel and aluminium alloy 
construction respectively. In no case, however, is the width of 
plating to be taken as greater than either the spacing of the 
stiffeners or the width of the flat plating between swedges, 
whichever is appropriate. The thickness, tos is the actual thick- 
ness of the attached plating. Where this varies, the mean 
thickness over the appropriate span is to be used. 


3.2.4 The effective section modulus of a corrugation over 
a spacing, Sg, is to be calculated from the dimensions and, 
for symmetrical corrugations, may be taken as: 

Ay (86 ty + C tw) 


Z = cms 
6000 


where 
Ay, 6, ty, c and ty, are measured, in mm, and are as shown 
in Fig. 2.3.1. The value of 6 is to be taken not greater than: 


a for welded corrugations 


0 
60, a for cold formed corrugations 
¥ So 


where 
Go is defined in Ch 3,1.2. 


The value of 0 is not to be taken less than 40°. The moment 
of inertia is to be calculated from: 


I = 0,05d,,Z cm*4 


4390/147 


Fig. 2.3.1 Corrugation 
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3.2.5 The section modulus of a double plate bulkhead 
over a spacing, b, may be calculated as: 
Ay (FB ty + Aw tw) 


= cms 
6000 


where 
Ay, 6, tp and ty, are measured, in mm, and are as shown in 
Fig. 2.3.2. 


4390/148 


Fig. 2.3.2 Double plate bulkhead 


3.2.6 The effective section modulus of a fabricated 
section may be taken as: 


ady ty Ay? _ _200(A~a) = 
~ 10 6000 ( D00A +i, d, } 


a = the area of the face plate of the member, in cm? 
dy = the depth, in mm, of the web between the inside of 
the face plate and the attached plating. Where the 
member is at right angles to a line of corrugations, 
the minimum depth is to be taken 
ty = the thickness of the web of the section, in mm 
A = the area, in cm2, of the attached plating, see 3.2.7 
If the calculated value of A is less than the face 
area, a, then A is to be taken as equal to a. 


3.2.7 The geometric properties of primary support 
members (i.e. girders, transverses, webs, stringers, etc.) are 
to be calculated in association with an effective area of 
attached load bearing plating, A, determined as follows: 
(a) For amember attached to plane plating: 
A = 10f bi, cm? 
where 
fis as defined in 3.2.1. 
(bo) For a member attached to corrugated plating and 
parallel to the corrugations: 
A = 10b t, cm? 
(See Fig. 2.3.1) 
(c) Foramember attached to corrugated plating and at right 
angles to the corrugations: 
A is to be taken as equivalent to the area of the face 
plate of the member. 


3.3 Determination of span point 
3.3.1 The effective span, /,, of a stiffening member is to 


be as defined in Parts 6, 7 and 8, for steel, aluminium alloy 
and composite construction respectively. 


3.4 Calculation of hull section properties 


3.4.1 The particular requirements for the calculation of the 
hull section modulus for craft of steel and aluminium alloy 
construction are defined in Pt 6, Ch 6 and Pt 7, Ch 6 respec- 
tively. The particular requirements for the hull section stiffness 
for craft of composite construction are defined in 
Pt 8, Ch6. 


a Section 4 
Bulkhead arrangements 


4.1 General 


4.1.1 Watertight bulkheads are, in general, to extend to 
the uppermost continuous watertight deck, hereinafter referred 
to as the bulkhead deck, and their construction is to be in 
accordance with Parts 6, 7 and 8 as appropriate. 


4.1.2 Where openings are permitted in bulkheads they are 
to be provided with suitable closing devices in accordance 
with Ch 4,2. 


4.2 Number and disposition of bulkheads 


4.2.1 All craft with a Rule length, Lp, greater than 15 m 
are to have a collision bulkhead. 


4.2.2 In motor craft with a Rule length, Lp, less than or 
equal to 15 m, the machinery is to be enclosed by gastight 
bulkheads to protect accommodation spaces from gas and 
vapour fumes from machinery, exhaust and fuel systems. 


4.2.3 In all craft with a Rule length, Lp, less than or equal 
to 25 m, the sterntube is to be enclosed in a watertight 
compartment, wherever practicable. 


4.2.4 All craft with a Rule length, Lp, greater than 25 m 
are to have an aft peak bulkhead, generally enclosing the 
sterntubes in a watertight compartment. 


4.2.5 All craft with a Rule length, Lp, greater than 15 m 
are to have a watertight bulkhead at each end of the 
machinery space, where the machinery is amidships or a 
watertight bulkhead at the forward end of the machinery 
space, where the machinery is aft. 


4.2.6 All craft with a Rule length, Lp, greater than 25 m 
are to have a watertight bulkhead at each end of the 
machinery space, with the aft peak bulkhead forming the aft 
bulkhead of the machinery space, where the machinery is aft. 


4.2.7 Additional watertight bulkheads are to be fitted so 
that the total number of bulkheads is at least in accordance 
with Table 2.4.1. 
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Table 2.4.1 Total number of bulkheads 


Total number of bulkheads 


Length, Lp, 


in metres 


Machinery amidships Machinery aft 


25 3 
65 
85 
90 
105 
115 
125 
145 


IA IA IA IA IA IA IA IA 


> 
Pe 
> 
> 
> 
> 
> 
> 
> 


To be individually considered 


*With afterpeak bulkhead forming after boundary of machinery space 


4.2.8 Bulkheads are to be spaced at reasonably uniform 
intervals. Where non-uniform spacing is unavoidable and the 
length of a compartment is unusually great, the transverse 
strength of the craft is to be maintained by fitting of web 
frames, increased framing, etc., and details are to be 
submitted. 


4.2.9 Proposals to dispense with one or more of these 
bulkheads will be considered, subject to suitable structural 
compensation, if they interfere with the requirements of a 
special trade. 


4.2.10 Where applicable, the number and disposition of 
bulkheads are to be arranged to suit the requirements for 
subdivision, floodability and damage stability, and are to be in 
accordance with the requirements of the National Authority. 


4.3 Collision bulkhead 


4.3.1 The collision bulkhead in all craft other than 
passenger craft, patrol craft and yachts is to be positioned as 
detailed in Table 2.4.2. Consideration will, however, be given to 
proposals for the collision bulkhead to be positioned slightly 
further aft on Arrangement (b) craft, but not more than 0,08L, 
from the fore end of L,, provided that the application is 
accompanied by calculations showing that flooding of the space 
forward of the collision bulkhead will not result in any part of the 
freeboard deck becoming submerged, or any unacceptable loss 
of stability. Special consideration may be given to the extent of 
the collision bulkhead above the bulkhead deck for multi-hull 
craft. 


4.3.2 The collision bulkhead in passenger craft, patrol 

craft and yachts is to be in accordance with the following: 

(a) Acraft shall have a forepeak or collision bulkhead, which 
shall be watertight up to the bulkhead deck. (The 
bulkhead deck is the uppermost deck up to which the 
transverse watertight bulkheads are carried, see 4.2.10). 
This bulkhead is to be positioned as detailed in 
Table 2.4.3. 


Table 2.4.2 Collision bulkhead position (excluding 


passenger craft, patrol craft and yachts) 


Distance of collision bulkhead 
aft of the fore end of L , in metres 


Arrangement Length, Ly 


Minimum Maximum 


< 150 0,054, 0,08L, 


< 150 0,05L, -f; 0,08L, - fy 


Symbols and definitions 


= 2 or 0,015L,, whichever is the lesser 


projection of bulbous bow forward of fore end of Lj, in 
metres 
L, is as defined in Ch 1,6.2 
Arrangement (a) A craft that has no part of its underwater body 
extending forward of the fore end of L,_ 
Arrangement (b) A craft with part of its underwater body 
extending forward of the fore end of Ly 
(e.g. bulbous bow) 


(b) If the craft has a long forward superstructure, the 
forepeak or collision bulkhead is to be extended 
weathertight to the deck next above the bulkhead deck. 
The extension need not be fitted directly over the bulk- 
head below, provided it is located within the limits 
specified in Table 2.4.3 with the exemption permitted by 
4.6.3 and the part of the bulkhead deck which forms the 
step is made effectively weathertight. 


4.3.3 Alternative arrangements may be submitted for 
consideration in the case of sailing and auxiliary craft. 


4.3.4 For craft with pronounced rake of stem, the 
position of the collision bulkhead will be specially considered. 


4.3.5 Accesses are not to be fitted in collision bulkheads. 
In particular designs where it would be impracticable to 
arrange access to the fore peak other than through the 
collision bulkhead, access may be permitted subject to 
special consideration. Where accesses are provided, the 
openings are to be as small as practicable and positioned as 
far above the design waterline as possible. The closing 
appliances are to be watertight, to open into the fore peak 
compartment and consideration will be given to operation 
from one side only. 


4.4 Aft peak bulkhead 


4.4.1 An aft peak bulkhead, where required to be fitted 
(in each half of a multi-hull craft) is, in general, to enclose the 
sterntube, water jet unit, etc., in a watertight compartment. In 
twin screw craft the sterntubes are to be enclosed in suitable 
watertight spaces. See also Table 2.4.1. 
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Table 2.4.3 Collision bulkhead for passenger craft, 


patrol craft and yachts 


Distance of collision bulkhead aft 
of fore perpendicular, in metres 


Arrangement 


Minimum Maximum 


0,05L 5, 3 + 0,05L 5, 


0,05Lp, — fF 3+ 0,05L5, -f 


Symbols and definitions 


whichever is the lesser 


f= Sor 0,015L 


pp’ 


G = projection of bulbous bow forward of fore perpendicular, 
in metres 

Lop is as defined in Ch 1, 6.2 

Arrangement (a) A craft that has no part of its underwater body 
extending forward of the fore perpendicular. 

Arrangement (b) A craft with part of its underwater body 
extending forward of the fore perpendicular, 
e.g. bulbous bow. 


4.5 Height of bulkhead 


4.5.1 The collision bulkhead is normally to extend to the 
uppermost continuous deck or, in the case of craft with 
combined bridge and forecastle or a long superstructure 
which includes a forecastle, to the superstructure deck. 
However, if a craft is fitted with more than one complete 
superstructure deck, the collision bulkhead may be 
terminated at the deck next above the freeboard deck. Where 
the collision bulkhead extends above the freeboard deck, the 
extension need only be to weathertight standards. 


4.5.2 The aft peak bulkhead may terminate at the first 
deck above the load waterline, provided that this deck is 
made watertight to the stern or to a watertight transom floor. 
In passenger craft the aft peak bulkhead is to extend 
watertight to the bulkhead deck. However, it may be stepped 
below the bulkhead deck provided the degree of safety of the 
craft as regards watertight subdivision is not thereby 
diminished. 


4.5.3 The remaining watertight bulkheads are to extend 
to the bulkhead deck. In passenger craft of restricted draught 
and all craft of unusual design, the height of the bulkheads 
will be specially considered. 


4.6 Watertight recesses, flats and loading ramps 


4.6.1 Watertight recesses in bulkheads are generally to 
be so framed and stiffened as to provide strength and 
stiffness equivalent to the requirements for watertight 
bulkheads. 


4.6.2 In collision bulkheads, any recesses or steps in the 
bulkhead are to fall within the limits of bulkhead positions 
given in 4.3.1 or 4.3.3 as applicable. Where the bulkhead is 
extended above the freeboard deck, or bulkhead deck in 
passenger craft, the extension need only be to weathertight 
standards. If a step occurs at that deck, the deck need also 
only be to weathertight standards in way of the step, unless 
the step forms the crown of a tank, in which case the 
requirements for deep tank structures are to be complied 
with. 


4.6.3 In craft fitted with bow doors, in which a sloping 
loading ramp forms part of the collision bulkhead above the 
freeboard or bulkhead deck, that part of the ramp which is 
more than 2,30 m above the freeboard or bulkhead deck may 
extend forward of the minimum limit specified in Table 2.4.2 or 
Table 2.4.3 as appropriate. Such a ramp is to be weathertight 
over its complete length. 


4.7 Gastight bulkheads 


4.7.1 Where bulkheads are required to be gastight in 
accordance with 4.2.2, and where it is proposed to pierce 
such bulkheads for the passage of cables, pipes, vent 
trunking, etc., gastight glands are to be provided to maintain 
the gastight integrity. 


4.8 Tank bulkheads 


4.8.1 The scantlings of deep tank bulkheads are to be in 
accordance with Ch 3,7 of Parts 6, 7 and 8, for steel, 
aluminium alloy and composite structures respectively. 


4.8.2 A centreline bulkhead is, generally, to be fitted in 
deep tanks which extend from side to side of the craft. The 
bulkhead may be intact or perforated as desired. If intact, the 
scantlings are to be as required for boundary bulkheads. If 
perforated, the modulus of stiffeners may be 50 per cent of 
that required for boundary bulkheads, using a head measured 
to the crown of the tank. 


4.8.3 The arm length of brackets at the ends of the 
stiffeners is to be 2,5 times the depth of stiffener. The 
thickness of the brackets is to be not less than the web 
thickness of the stiffener. 


4.8.4 Air and sounding pipes are to comply with the 
requirements of Pt 15, Ch 2,11. 


4.9 Cofferdams 


4.9.1 Tanks carrying oil fuel or lubricating oil are to be 
separated by cofferdams from those carrying feed water, fresh 
water, edible oil or similar oils. Similarly tanks carrying 
vegetable or similar oils are to be separated by cofferdams 
from those carrying fresh or feed water. Cofferdams are to be 
fitted between freshwater tanks and black or grey water 
tanks. 
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4.9.2 Lubricating oil tanks are also to be separated by 

cofferdams from those carrying oil fuel. However such 

cofferdams need not be fitted provided that: 

(a) Common boundaries of lubricating oil and oil fuel tanks 
have full penetration welds. 

(b) The tanks are arranged such that the oil fuel tanks are 
not generally subjected to a head of oil in excess of that 
in the adjacent lubricating oil tanks. 


4.9.3 Cofferdams are not required between oil fuel double 
bottom tanks and deep tanks above, provided that the inner 
bottom plating is not subjected to a head of oil fuel. 


4.9.4 Where fitted, cofferdams are to be _ suitably 
ventilated. 


4.9.5 If oil fuel tanks are necessarily located within or 
adjacent to the machinery spaces, their arrangement is to be 
such as to avoid direct exposure of the bottom from rising 
heat resulting from an engine room fire. See Part 17 as 
applicable. 


4.9.6 In passenger craft, water ballast is, in general, not 
to be carried in tanks intended for oil fuel. Attention is drawn 
to the Statutory Regulations issued by National Authorities in 
connection with the /nternational Convention for the 
Prevention of Pollution of the Sea by Oil, 1973/78. 


4.10 Means of escape 


4.10.1. For the requirements for means of escape on 
service craft and yachts over 24 m in length, see Pt 17, 
Ch 2 and Pt 17, Ch 3 respectively. 


4.10.2 The arrangement of the hull is to be such that all 
underdeck compartments are as accessible as practicable 
and provided with a satisfactory means of escape. Access 
and escape hatches to the machinery and tanks are not to be 
obstructed by deck coverings or furniture. 


4.11 Carriage of low flash point fuels 


4.11.1 Special provision is to be made for the carriage of 
low flash point fuel in accordance with Pt 15, Ch 3,5. 


& Section 5 
Fore and aft end arrangements 


5.1 General 

Ooh The requirements in respect of the general 
constructional arrangements for mono-hull craft covered by 
the Rules are contained within this Section. 


5.2 Structural configuration 


5.2.1 The Rules provide for both longitudinal and 
transverse framing systems. 


5.3 Structural continuity 


5.3.1 Suitable scarfing arrangements are to be made to 
ensure continuity of strength and the avoidance of abrupt 
structural changes. 


5.3.2 Where longitudinal framing terminates and is 
replaced by a transverse system, adequate arrangements are 
to be made to avoid an abrupt changeover. Where a 
forecastle is fitted extending aft of 0,15L from the FP., 
longitudinal framing at the upper deck and topsides is 
generally to be continued forward of the end bulkhead of this 
superstructure. 


5.4 Minimum bow height and reserve buoyancy 


5.4.1 All sea-going craft are to be fitted with forecastles, 
or increased sheer on the upper deck or equivalent, such that 
the distance from the summer load waterline to the top of the 
exposed deck at side at the F.P. is not less than: 


2 3 
H, = (cors( zt ) 1875 ( a ) +200 (J) 
100 100 100 
LL 
(2,08 + 0,609C,, — 1,603C,,, - 0,0129 eal 
; 
where 


d,; = draught at 85 per cent of the depth D, in metres 


L 
Aw = Wwaterplane area forward of = at draught a, in m2 


B= moulded breadth, in metres 
C, = block coefficient as defined in the Load Lines 


Convention 
Cyr = the waterplane area coefficient forward of 
Awe 
Cwe = Ly 
E) xB 
2 


Hp = minimum bow height 
L, = Load Line length, in metres. 


5.4.2 Craft which are designed to suit exceptional 
operational requirements, restricted in their service to Group 
G1, or of novel configuration will be specially considered on 
the basis of the Rules. 


5.4.3 Where the bow height required in 5.4.1 is obtained 
by sheer, the sheer shall extend for at least 15 per cent of the 
length of the craft measured abaft the forward end of L,. 
Where it is obtained by fitting a forecastle, the forecastle shall 
extend from the stem to a point at least 0,07L, abaft the 
forward end of L,, and shall be enclosed. 


5.4.4 Craft shall have additional reserve buoyancy in the 
fore end in accordance with the Load Lines Convention. 


5.5 Bow crumple zone 


5.5.1 In general, the bow crumple zone is that space 
forward of the collision bulkhead. Passenger and crew 
accommodation and the carriage of fuel and other oils is not 
permitted in the bow crumple zone. 


6 
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5.6 Strengthening of bottom forward 


5.6.1 Except for craft with G1 and G2 service notations, 
additional strengthening of bottom forward is required for craft 
with the rule length, Lp, greater than 65 m. Details are to be 
submitted for consideration. 


5.7 Bulbous bows 


5.7.1 Where a bulbous bow is fitted, the structural 
arrangements are to be such that the bulb is adequately 
supported and integrated into the fore peak structure. 


8.7.2 At the fore end of the bulb the structure is 
generally to be supported by horizontal diaphragm plates 
spaced generally 1,0 m apart in conjunction with a deep 
centreline web. 


5.3 In general, vertical transverse diaphragm plates are 
to be arranged in way of the transition from the peak 
framing to the bulb framing. 


5.7.4 In way of a wide bulb, additional strengthening in the 
form of a centreline wash bulkhead is generally to be fitted. 


5.7.5 In way of a long bulb, additional strengthening in 
the form of transverse wash bulkheads or substantial web 
frames spaced about five frame spaces apart are generally to 
be fitted. 


5.7.6 The shell plating is to be increased in thickness at 
the fore end of the bulb and in other areas likely to be 
damaged by the anchors and chain cables. The increased 
plate thickness is to be the same as that required for plated 
stems. 


5.8 Strengthening against bow flare slamming 


5.8.1 Where a craft has pronounced flare or rake of bow, 
the structure in the forward region will be subject to special 
consideration, and the scantlings and arrangements may 
require additional strengthening. 


| Section 6 
Machinery space arrangements 


6.1 General 


6.1.7 This Section applies to all craft types. Only require- 
ments particular to machinery spaces, including protected 
machinery casings and engine seatings, are given. For other 
scantlings and arrangement requirements, see the relevant 
Chapter in Parts 6, 7 and 8. 


6.2 Structural configuration 


6.2.1 Requirements are given for craft constructed using 
either a transverse or longitudinal framing system, or a 
combination of the two. 


6.2.2 For machinery spaces situated aft, where the 
longitudinal framing terminates and is replaced by transverse 
framing, a suitable scarfing arrangement of the longitudinal 
framing is to be arranged. See also 5.3. 


6.2.3 The maximum spacing, Sma, Of web frames in 
longitudinally framed machinery spaces is not to exceed 
3,8 m. Additionally for transversely framed craft, in way of a 
machinery space situated adjacent to the aft peak, the 
spacing of web frames is not to exceed six transverse frame 
spaces. 


6.2.4 Where the machinery space is situated in the 
midship region, it is recommended that web frames be fitted 
in the engineroom, spaced not more than six frame spaces 
apart and extending from the tank top to the level of the 
lowest deck above the load waterline. The scantlings of these 
webs are to be such that the combined section modulus of 
the web frame and the main or ‘tween deck frames is 50 per 
cent greater than that required for normal transverse framing. 
These webs may be omitted if the section modulus of the 
transverse frames is increased by 50 per cent. 


6.3 Structural continuity 


6.3.7 Suitable scarfing arrangements are to be made to 
ensure continuity of strength and the avoidance of abrupt 
discontinuities where structure which contributes to the main 
longitudinal strength of the craft is omitted in way of a 
machinery space. 


6.4 Deck structure 


6.4.1 The corners of machinery space openings are to be 
of suitable shape and design to minimise stress concentrations. 


6.4.2 In motor craft having a Rule length, Lp, less than 15 
m, the machinery is to be enclosed by gastight decks to 
protect accommodation spaces from gas and vapour fumes 
from machinery, exhaust and fuel systems. 


6.5 Side shell structure 


6.5.1 Side shell structure is to be constructed in 
accordance with the scantlings indicated in Parts 6, 7 and 8, 
for steel, aluminium alloy and composite structures 
respectively. 


6.5.2 General requirements for web frames are given in 
this Section for both longitudinal and transverse framing 
systems. Where longitudinal framing is adopted in the midship 
region it is to be carried as far forward and aft as practicable. 
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6.5.3 A transverse framing system is to be additionally 
reinforced by web frames fitted six frame spaces apart. Where 
a longitudinal framing system is adopted, the spacing of the 
transverses is not to exceed 2,5 m. 


6.6 Double and single bottom structure 


6.6.1 Where the Rule length, Lp, of the craft exceeds 
50 m, a double bottom is to be fitted in the hull (or hulls in 
multi-hull craft), extending from the collision bulkhead to the 
forward watertight bulkhead for the machinery space. 


6.6.2 Where the Rule length, Lp, of the craft exceeds 
61 m, a double bottom is to be fitted outside the machinery 
space and is to extend to the collision bulkhead and the aft 
peak bulkhead. Where no aft peak bulkhead is fitted, the 
extent of the double bottom will be specially considered. 


6.6.3 Where the Rule length, Lp, of the craft exceeds 
76 m, the double bottom is to extend throughout the length of 
the craft. 


6.6.4 For multi-hull craft and other craft which are to be 
assigned an HSC notation or which are to operate within 
Restricted Service Groups G1, G2, G2A and G3, the extent 
of the double bottom will be specially considered depending 
on the number of transverse watertight bulkheads and the 
requirements of the National Authority concerning stability 
after damage. 


6.6.5 Margin plates and drainage wells are to be provided 
as necessary and subject to special consideration. 


6.6.6 The scantlings of bottom stiffening, floors, centre 
girders and side girders are to be in accordance with the 
appropriate Sections of Parts 6, 7 and 8 of the Rules, for craft 
built in steel, aluminium alloy and composite respectively. 


6.6.7 In motor craft the thickness of the floors in 
machinery spaces is to be 1mm greater than that required by 
the appropriate Sections of Parts 6 and 7 of the Rules, for 
craft built in steel and aluminium alloy respectively. 


6.6.8 In craft having considerable rise of floor, the depth 
of the floor plate, or its height at side, may require to be 
increased. The transverse extent of double bottom will be 
specially considered. 


6.6.9 Suitable arrangements are to be made to provide 
free passage of water from all parts of the bilge to the pump 
suctions. 


6.6.70 —Acentreline girder is to be fitted in association with 
transverse frames, transverses supporting longitudinals or 
where the breadth of floors at the upper edge is greater than 
1,5 m. Where the breadth of the floors at the upper edge 
exceeds 6,0 m a side girder is also to be fitted each side of 
the centre girder. 


6.6.11. All girders are to extend as far forward and aft as 
practicable and care is to be taken to avoid any abrupt 
discontinuity. 


6.6.72  Centreline girders fitted in association with flat plate 
keels are to be formed of intercostal or continuous plates with 
a continuous face flat welded on the upper edge. 


6.6.13 Watertight floors, or floors forming boundaries of 
tank spaces, are also to comply with 6.8. 


6.7 Machinery casings 


6.7.1 The scantlings and arrangements of exposed 
casings protecting machinery openings are to be in 
accordance with Ch 3,9.8, of Parts 6 and 7, for craft built in 
steel and aluminium alloy respectively. 


6.7.2 Where casing stiffeners carry loads from deck 
transverses, girders, etc., or where they are in line with pillars 
below, they are to be suitably increased. See also Ch 3,10, 
Parts 6, 7 and 8, for craft built in steel, aluminium alloy and 
composite respectively. 


6.7.3 Where casing sides act as girders supporting decks 
over, care is to be taken that access openings do not seri- 
ously weaken the structure. Openings are to be effectively 
framed and reinforced if found necessary. Particular care is to 
be paid to stiffening where the casing supports the funnel or 
exhaust uptakes. 


6.7.4 Casing bulkheads are to be made gastight and the 
access doors are to be of a gastight self-closing type. 


6.8 Integral fuel tanks 


6.8.1 The scantlings of deep tank bulkheads are to be in 
accordance with Ch 3,7, of Parts 6, 7 and 8, for craft built in 
steel, aluminium alloy and composite respectively. 


6.9 Machinery seatings 


6.9.1 Main and auxiliary engines in motor and auxiliary 
sailing craft are to be effectively secured to the hull structure 
by seatings of adequate scantlings to resist the gravitational, 
thrust, torque and vibrating forces which may be imposed 
upon them. 


6.9.2 The longitudinal girders forming the engine 
seatings are to extend as far forward and aft as practicable and 
be adequately supported by transverse floors or brackets. 


6.9.3 In determining the scantlings of seats for oil 
engines, consideration is to be given to the general rigidity of 
the engine itself and to its design characteristics with regard to 
out of balance forces. 
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6.9.4 The seats are to be so designed that they distribute 
the forces from the engine(s) as uniformly as possible into the 
supporting structure. Longitudinal girders supporting the 
seatings are to be arranged in single or double bottoms, and 
are, in general to extend over the full length of the machinery 
space. The ends of the girders are to be scarfed into the 
bottom structure for at least two frame spaces. Adequate 
transverse brackets are to be arranged in line with floors. 
Small brackets may be required under the top plate in way of 
holding down bolts. 


6.9.5 For gas turbine installations, seats are to be so 
designed as to provide effective support and ensure their 
proper alignment with the gearing, and where applicable allow 
for thermal expansion of the casings. In general, the seats are 
not to be arranged in way of breaks or recesses in the double 
bottom. 


6.9.6 Auxiliary machinery is to be secured on seatings, of 
adequate scantlings, so arranged as to distribute the 
loadings evenly into the supporting structure. 


6.10 Thrust blocks 


6.10.1 Main engines and thrust bearings are to be 
effectively secured to the hull structure by seatings of 
adequate scantlings to resist the various gravitational, thrust, 
torque, dynamic and vibratory forces which may be imposed 
on them. 


6.10.2 For initial guidance, it is recommended that the 
scantlings for oil engine seatings be as indicated in 6.9.3. 


a Section 7 
Superstructures, deckhouses and 
bulwarks 


7.1 General 


7.1.1 Superstructures, deckhouses and bulwarks are to 
be constructed in accordance with the scantlings indicated in 
Ch 3,9 of Parts 6, 7 and 8, for steel, aluminium alloy and 
composite structures respectively. 


7.2 Definition of tiers 


7.2.1 The lowest, or first tier, is normally that which is 
directly situated on the deck to which D is measured. The 
second tier is the next tier above the lowest tier and so on. 
See Fig. 2.7.1. 


7.2.2 Where the vertical distance between the 
weatherdeck and the summer load waterline is equal to or 
greater than the sum of the minimum freeboard and one 
standard superstructure height, then proposals to treat the 
first tier erection as a second tier, and so on, will be specially 
considered. The standard height of superstructure is the 
height defined in Ch 1,6.13.3. See Fig. 2.7.1. 


1st Tier 2nd Tier deck 


deck 2nd Tier accommodation 


1st Tier accommodation 


Fig. 2.7.1 Definition of tiers 


7.2.3 Suitable scarfing arrangements are to be made to 
ensure continuity of strength and the avoidance of abrupt 
structural changes. 


7.3 Unusual designs 


7.3.1 Craft or structural arrangements which are of 
unusual design, form or proportions will be individually 
considered. Special features will be considered in each 
separate case. 


LJ Section 8 
Particular requirements for 
multi-hulls 


8.1 General 


8.1.1 The requirements indicated in this Section are 
particular to multi-hull craft and are to be applied in addition to 
the general requirements of this Chapter. 


8.1.2 The craft is to be considered as one complete 
structure when determining the minimum geometric summer 
freeboard. The block coefficient is to be calculated using the 
actual displacement determined from the hydrostatic data and 
using the total breadth of the structure and not just a single 
hull. 


8.1.3 If, by using normal procedures, the minimum 
geometric summer freeboard determined is unreasonable for 
the operation of the craft, special consideration may be given, 
on a case by case basis, based on the proposed design 
configuration. 


8.2 Structural configuration 
8.2.1 The scantlings and arrangements indicated are for 


twin hulled craft. Craft with a greater number of hulls will be 
specially considered on the basis of the Rules. 
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8.3 Structural continuity 


8.3.1 Structural members which contribute to the 
overall hull girder strength are to be carefully aligned so as to 
avoid discontinuities resulting in abrupt variations of stresses 
and are to be kept clear of any form of openings which may 
affect their structural performances. 


8.3.2 Particular care is to be given to the continuity and 
alignment in way of the end connections of transverse 
bridging structures. 


8.4 Cross-deck structure 


8.4.1 For craft with multi-hulls linked by cross-deck 
structures, sufficient clearance is to be provided between the 
cross-deck structure and water surface to limit impact loads. 


8.4.2 Where part or all of the cross-deck is intended to 
provide additional buoyancy to limit craft motion, the loading 
will be specially considered. 


6.4.3 In the determination of the clearance, the following 
factors should be considered: 

(a) Relative motion in waves. 

(b) The wave generated between the hulls when running. 
(c) The bow sinkage. 


8.4.4 The submitted clearances must be validated either 
by calculations according to accepted theories, model test, 
full scale measurements or by documentary evidence if simi- 
lar structures have proved to be satisfactory in service. 


8.4.5 Where it is not possible to provide sufficient 
clearance to reduce the likelihood of slamming of the 
cross-deck structure, direct calculations or other appropriate 
means are to be used to assess the loads, assuming the most 
severe conditions for which the craft is to be approved. 


8.5 Bulkheads 


8.5.1 Longitudinal watertight bulkheads are to be 

arranged within the bridging structures of multi-hull craft to 

prevent cross flooding and the spread of smoke and flames in 

the event of fire. The number and distribution of bulkheads will 

be specially considered dependent upon the structural 

configuration and size of the craft but in no case is the number 

to be less than: 

e — one for catamarans of Rule length, Lp, less than or equal 
to 24m; 

e two for catamarans of Rule length, Lp, greater than 
24 m; and 

e four for trimarans. 


8.6 Fore and aft ends 


8.6.1 The forefoot and bow regions of fast craft that may 
be subjected to frequent impacts from flotsam are to be easily 
accessible for inspection. Access to the forepeak 
compartments may be provided through the forepeak 
bulkhead where access would otherwise be impracticable. 


8.6.2 The aft end regions of all craft are to be easily 
accessible for inspections. Access may be provided through 
the aft peak bulkhead or by means of deck hatches or 
manholes. 


8.7 Machinery spaces 


8.7.1 Where an engine is fitted within a narrow hull, 
where engineroom temperatures may rise quickly, the 
ventilation requirements may require to be increased. 


8.7.2 Within machinery spaces where space is limited 
access is to be provided for inspection. 


8.8 Superstructures, deckhouses and bulwarks 


8.8.1 Superstructures and deckhouses which enclose 
large flat open areas, that are subjected to racking loads and 
which may be of several tiers, are to be additionally stiffened 
with large web frames, partial bulkheads and pillars. 


a Section 9 
Navigation in ice 


9.1 General 


9.1.1 Where an ice class notation is to be included in the 
class of a craft, the scantlings will require to be specially 
considered. The additional requirements for operation in ice 
will, in general, be in accordance with LR’s Rules and 
Regulations for the Classification of Ships (hereinafter referred 
to as the Rules for Ships), Part 8, where appropriate, and also 
Pt 6, Ch 5,7, Pt 7, Ch 5,7 and Pt 8, Ch 5,6 for steel, 
aluminium and composite construction respectively. 


9.1.2 It is the responsibility of the Owner to determine 
which ice class notation is most suitable for their require- 
ments. 


9.1.3 The strengthening requirements detailed in this 
Section are applicable to craft, other than those assigned the 
notation HSC and/or LDC (see Pt 1, Ch 2), intended for oper- 
ation in first-year ice conditions. 


9.1.4 For a multi-hull craft, special consideration is to be 
given to the interaction of the ice between the hulls. 


9.1.5 The requirements of this Section assume that, 
when approaching ice-infested waters, the craft's speed will 
be reduced appropriately. The vertical extent of ice strength- 
ening for craft intended to operate in ice conditions at speeds 
exceeding 15 knots will be specially considered. 


9.2 Ice belt 


9.2.1 Side scuttles are not to be situated in the ice belt. 


10 
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9.2.2 lf the weather deck in any part of the craft is 
situated below the upper limit of the ice belt, the bulwark is to 
be reinforced to the same degree as the shell plating in the 
main ice belt. 


9.3 Stern construction 


9.3.1 A transom stern is not normally to extend below the 
ice load waterline. Where this cannot be avoided, the transom 
is to be kept as narrow as possible and the scantlings of 
plating and stiffeners are to be as required for the midcraft 
region. 


9.4 Bossings and shaft struts 


9.4.1 For craft with two or more propellers, shafting and 
sterntubes are generally to be enclosed within plated 
bossings. If detached supporting struts are necessary, their 
design, strengthening and attachment to the hull will be 
specially considered. 


9.5 Powering of ice strengthened craft 
9.5.1 For water jets, special consideration is to be given 


to the potential intake of ice pieces into the impeller causing 
additional loads and strengthening of steering buckets. 
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Section 

1 General 

2 Rudders 

3 Sternframes and appendages 


4 Fixed and steering nozzles, bow and stern 
thrust units 


5 Stabiliser arrangements 


6 Particular requirements for multi-hull craft 


| Section 1 
General 


1.1 Application 


Lad This Chapter applies to all the craft types detailed in 
the Rules, and requirements are given for rudders, nozzles, 
steering gear, bow and stern thrust unit structure and 
stabiliser structure. 


1.2 General 


1.24 The following symbols and definitions are applica- 
ble to this Chapter, unless otherwise stated: 
Sg = minimum yield stress or 0,5 per cent proof stress 
of the material, in N/mm? and is not to be taken 
greater than 0,707 
where 
ot = ultimate tensile strength of the material, in N/mm2. 


122 The scantlings in aluminium alloy are to be obtained 
by multiplying the scantlings in mild steel, determined from 
this Chapter, by the following factors: 
(a) — Plating thickness factor = ki, 

where Kig = Alka 


(6) Section modulus and cross sectional area factor, kaa 
where 
kag = 235/oyq or 1,36, whichever is the greater 


Oya = specified minimum yield stress or 0,2 per cent 
proof stress of aluminium alloy in the welded 
condition, in N/mm2?. 

1.3 Navigation in ice 


7.3.1 Where an ice class notation is to be included in the 
class of a craft, the scantlings will require special 
consideration, see Ch 2,9. 


1.4 Materials 


1.4.1 The requirements for materials are contained in 
the Rules for the Manufacture, Testing and Certification of 
Materials (hereinafter referred to as the Rules for Materials). 


| Section 2 
Rudders 


2.1 General 


Zahid The scantlings of the rudder stock are to be not 
less than those required by Table 3.2.7. 


Zee For rudders having an increased diameter of rudder 
stock, see Fig. 3.2.1, the increased diameter is to be 
maintained to a point as far as practicable above the top of 
the lowest bearing. This diameter may then be tapered to the 
diameter required in way of the tiller. The length of the taper is 
to be at least three times the reduction in diameter. Particular 
care is to be taken to avoid the formation of a notch at the 
upper end of the taper. 


Zt8 Sudden changes of section or sharp corners in way 
of the rudder coupling, jumping collars and shoulders for 
rudder carriers, are to be avoided. 


2.2 Definition and symbols 


2.2.1 Definitions and symbols for use throughout this 
Section are indicated in the appropriate tables. 


2.3 Direct calculations 


2.3.1 Where the rudder is of a novel design, high aspect 
ratio or the speed of the craft exceeds 45 knots the scant- 
lings of the rudder and rudder stock are to be determined by 
direct calculation methods incorporating model test results 
and structural analysis, where considered necessary by LR. 


2.4 Equivalents 


2.4.1 Alternative methods of determining the loads will be 
specially considered, provided that they are based on model 
tests, full scale measurements or generally accepted theories. 
In such cases, full details of the methods used are to be 
provided when plans are submitted for approval. 


2.5 Rudder arrangements 


220.4 Rudders considered are the types shown in 
Fig. 3.2.1, of double plate or single plate construction, 
constructed from steel, stainless steel or aluminium alloy. 
Other rudder types and materials will be subject to special 
consideration. 
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Lowest main 
bearing 


Lowest main 
bearing 


Fig. 3.2.1 


2.6 Rudder profile coefficient fz 
2.6.1 The rudder profile coefficient fg for use in 


Table 3.2.7 is to be as indicated in Table 3.2.1. 


Table 3.2.1 Rudder profile coefficient fp 


Design criteria fR TR 
(see Fig. 3.2.2) | ahead condition astern condition 


Normal profile 1,0 


Hollow profile 1,25 


High lift profile 1,7 To be specially considered 


Symbols 


rudder profile coefficient for use in Table 3.2.7 


NOTE 
Where a rudder is behind a fixed nozzle, the value of fR given 
above, is to be multiplied by 1,3. 


2.7 Rudder angle coefficient f, 


274 The rudder angle coefficient, f), for use in 
Table 3.2.7 is to be as indicated in Table 3.2.2. 


Table 3.2.2 Rudder angle coefficient f, 


Rudder angle 2 x 35° 


fo 1,0 


Symbols 


fg = rudder coefficient for use in Table 3.2.7. Intermediate 
values may be obtained by interpolation 


Lowest main 


bearing oI 


(b) 4390/151 (c) 


Rudder types 


Normal profi 


—— 


Hollow profi 


4390/152 


High lift profi 


Fig. 3.2.2 Rudder profiles 


2.8 Rudder position coefficient f, 

2.8.1 The rudder position coefficient, f,, for use in 
Table 3.2.7 is to be as indicated in Table 3.2.3. 

2.9 Rudder speed coefficient f, 


2.9.1 The rudder speed coefficient, f,, for use in 
Table 3.2.7 is to be as indicated in Table 3.2.4. 


LLoyp’s REGISTER 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Control Systems 


Part 3, Chapter 3 


Section 2 


Table 3.2.3 Rudder position coefficient f, 


Design criteria 


Ahead condition Rudder in propeller 
slipstream 


Rudder out of 
propeller slipstream 


Astern condition 


Bow rudder 


Symbols 


fo = rudder coefficient for use in Table 3.2.7 


Table 3.2.4 Rudder speed coefficient f, 


Design criteria 
V 


ft with < 
twee 


3,0 


V 
ft with LwL = 3,0 1,12 - 0,005V 


Symbols 


bw as defined in Ch 1,6.2.5 
V as defined in Table 3.2.7 
f, = rudder speed coefficient for use in Table 3.2.7 


2.10 Pintle arrangement coefficient N 

2.10.1 The pintle arrangement coefficient, N, for use in 
Table 3.2.7 is to be as indicated in Table 3.2.5. 

Table 3.2.5 Pintle arrangement coefficient N 


Support arrangement Value of N 


Two or more pintles 
Upper stock N=0 


One or no pintle N=A,(0,67y4 + 0,17¥2) —Aaly4 + 0,5y3) 


Symbols 


N coefficient for use in Table 3.2.7 
Ay, Ao part rudder areas, in m2, see Fig. 3.2.1 
V1Y23 vertical dimensions, in metres, see Fig. 3.2.1 
Any values of y and A not indicated in Fig. 3.2.1 are to be taken as 
zero. 


NOTE 

If, in semi-spade (Mariner) type rudders, the pintle is housed above 
the rudder horn gudgeon and not as shown in Fig. 3.2.1(c), Y2 and 
yg, are to be measured to the top of the gudgeon. 


2.11 Centre of pressure 

2.11.1. The position of centre of pressure for use in 
Table 3.2.7 is to be as indicated in Table 3.2.6. 

Table 3.2.6 Position of centre of pressure 


Design criteria Value of Xpr and xpa to be used 
in Table 3.2.7 


Rectangular rudders; 
a) Ahead condition (0,33exp — x), 


but not less than 0,12xp 


b) Astern conditi (xq — 0,25xp), 
but not less than 0,12xp 


on-rectangular rudders; 
a) Ahead condition as calculated from 
geometric form 


b) Astern conditi (see Note) but not less than: 
0,12AR 
YR 


Symbols 


horizontal distance from the centreline of the 
rudder pintles, or axle, to the centre of pressure in 
the ahead condition, in metres 

horizontal distance from the centreline of the 
rudder pintles, or axle, to the centre of pressure in 
the astern condition, in metres 

breadth of rudder, in metres 

depth of rudder at centreline of stock, in metres 
rudder area, in m2 

horizontal distances from leading and after edges, 
respectively, of the rudder to the centreline of the 
rudder pintles, or axle, in metres 

horizontal length of any rectangular strip of rudder 
geometric form, in metres 

hull form factor at ahead condition 

forL <65m, e=1,0 


B 
forL > 65m, e=2(Cp+107— -2 
LR 


LR-65 
e=1+ ( 70 ) 
whichever is the lesser, but not less than 1,0 and need not be 
taken greater than 1,5 


Lp, B and Cy are as defined Ch 1,6.2 
V is as defined in Table 3.2.7 


NOTE 

For rectangular strips the centre of pressure is to be assumed to 
be located as follows: 

(a) 0,33exs abaft leading edge of strip for ahead condition. 

(b) 0,25xg from aft edge of strip for astern condition. 
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Table 3.2.7 Rudder stock diameter 


Requirement 


1. Basic stock diameter, dg, at and below lowest bearing: 
3 m 
dhl, \( 22) fra fy (V + 8)2 AR? xXp2 + N2_ mm 
90 


2. Diameter in way of tiller, dgy: 


dgy = dg calculated from (1) with N = 0 


3. Lateral force on rudder acting at centre of pressure of blade, P_: 
( f i (V+ 3)? Ar fr fo 
0,248 10 


Symbols 


79 for craft of Rule length, Lp, 50 m and below varying 

up to 83,3 at a Rule length, Lp, of 70 m. Intermediate 

values to be obtained by interpolation 

83,3 for craft of Rule length, Lp, 70 m and above 

rudder position coefficient, see Table 3.2.3 

rudder speed coefficient, see Table 3.2.4 

rudder profile coefficient, see Table 3.2.1 

rudder angle coefficient, see Table 3.2.2 

0,75 for og > 235 

1,0 for og < 235 

minimum yield stress, in N/mm2, of material used, and is 

not to be taken greater than 0,707 

ultimate tensile strength of the material used, in N/mm? 

the maximum speed for the astern and ahead condition, 

in Knots. In no case to be less than 5 knots 

= rudder area, in m2 

= Xpg OF Xpy, for the astern and ahead condition 
respectively, see Table 3.2.6 

= coefficient dependent on rudder support arrangement, 
see Table 3.2.5 


NOTE 
Where higher tensile steel is used for the rudder stock, og is not to 
be taken as greater than 450 N/mm2. 


2.12 Rudder stock (tubular) 


2.12.1 Tubular rudder stock scantlings are to be not less 
than that necessary to provide the equivalent strength of a 
solid stock as required by Table 3.2.7, and can be calculated 
from the following formula: 


a 3 g iA ae 
—— di, mm 
where 
de = the diameter of the equivalent solid rudder stock, in 


mm 
dy, d5 = external and internal diameters, respectively of the 
tubular stock, in mm. 


2.13 Single plate rudders 


2.13.1 The scantlings of a single plate rudder are to be not 
less than required by Table 3.2.8, see also 2.5.1. 


2.13.2 Rudder arms are to be efficiently attached to the 
mainpiece. 


Table 3.2.8 Single plate rudder construction 


Item Requirement 


Blade thickness tg = 0,0015V yw + 2,5 mm 


with a minimum of 10 mm 


Arms Spacing < 1000 mm 
Zp = 0,0005V? x2 yyy om? 


Mainpiece Diameter = dg mm 


For spade rudders, the lower third 
may taper down to 0,75d, mm 


Symbols 


blade thickness, in mm 

vertical spacing of rudder arms, in mm 

maximum speed, in knots, as defined in Table 3.2.7 
horizontal distance from the aft edge of the rudder to the 
centre of the rudder stock, in metres 

section modulus of arm, in cm® 


2.14 Double plate rudders 


2.14.1. The scantlings of a double plated rudder are to be 
not less than required by Table 3.2.9. 


2.14.2 In way of rudder couplings and heel pintles the 
plating thickness is to be suitably increased. 


2.14.3. Onsemi-spade (Mariner) type rudders a notch effect 
in the corners in the bottom pintle region is to be avoided (see 
AA, Fig. 3.2.3). An insert plate, 1,6 times the Rule thickness of 
the side plating, is to be fitted at this position, extending aft of 
the main vertical web and having well rounded corners. The 
main vertical web is to be continuous over the full depth of the 
rudder and have a thickness not less than three times the 
thickness required by Table 3.2.9, Item (5). Where an additional 
continuous main vertical web is arranged to form an efficient 
box structure, the webs are to have a thickness not less than 
required by Table 3.2.9, Item (5). 


Main vertical 


4390/153 


Fig. 3.2.3 Semi-spade (mariner) type rudder 


2.14.4 | Adequate hand or access holes are to be arranged in 
the rudder plating in way of pintles as required, and the rudder 
plating is to be reinforced locally in way of these openings. 
Continuity of the modulus of the rudder mainpiece is to be 
maintained in way of the openings. 
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Table 3.2.9 Double plated rudder construction 


Requirement 


Side plating 


t = B Fa (0,003yy + 2,03)(1,45 + 0,1 fds )mm 


Webs - vertical and horizontal 


As (1) above 


Top and bottom plates 


As (1) above using yy, = maximum rudder width, in mm, at top or bottom, but not 
less than 900 mm 


Nose plates 


ty 2 1,25t from (1) above 


Mainpiece — fabricated rectangular 


Breadth and width = dg 


ty = Fa (8,5 + 0,56 Yds ) mm 
Minimum fore and aft extent of side plating = 0,2xp 


Stress due to bending < 78,0 N/mm2 


Mainpiece — tubular 


A, (1 - 0,25A,) 


thickness, in mm 


basic stock diameter, given by Table 3.2.7, in mm 
thickness, in mm, of nose plate 


breadth of rudder, in metres, on centreline of stock 


2.14.5 Connection of rudder side plating to vertical and 
horizontal webs, where internal access for welding is not 
practicable, is to be by means of slot welds onto flat bars on 
the webs. The slots are to have a minimum length of 75 mm 
and in general, a minimum width of twice the side plating 
thickness. The ends of the slots are to be rounded. The space 
between the slots is not to exceed 150 mm and welding is to 
be based on a weld factor of 0,44. 

2.14.6 — For testing of rudders, see Table 1.7.1 in Chapter 1. 
2.14.7 Where the fabricated mainpiece of a spade rudder 
is connected to the horizontal coupling flange by welding, a 
full penetration weld is required. 


2.15 Cast metal rudders 


2.15.1. Where rudders are cast, the mechanical and 
chemical properties of the metal are to be submitted for 
approval. If the rudder stock is cast integral with the rudder 
blade, abrupt changes of section and sharp corners are to be 
avoided. 


2.16 Lowest main bearing requirement 


2.16.1 The design of the lowest bearing is to comply with 
the requirements of Table 3.2.10. 


panel aspect ratio, but is not to be taken as greater than 2,0 
1,0 for mild steel, 0,95 for aluminium alloy and 0,9 for stainless steel. Other materials will be specially considered 


Inside diameter 2 d, 

ty as for (5) above 

Side plating as for (1) above 
Bending stress as for (5) above 


vertical spacing, in mm, of the horizontal webs or arms, but is not to exceed 900 mm 


thickness, in mm, of side plating and vertical webs forming mainpiece 


2.17 Bearings 


2.17.1 Bearings are to be of approved materials and 
effectively secured to prevent rotational and axial movement. 


2.17.2 Where it is proposed to use stainless steel for liners 
or bearings for rudder stocks and/or pintles, the chemical 
composition is to be submitted for approval. Where the two 
surfaces are stainless steel materials, they should have 
suitable resistance to galling. When stainless steel material is 
used, arrangements to ensure an adequate supply of sea- 
water to the bearing are to be provided to protect against 
stagnant sea-water initiated corrosion. 


2.17.3 Synthetic rudder bearing materials are to be of a 
type approved by LR. 
2.18 Liners 


2.18.1 Where liners are fitted to rudder stocks or pintles, 
they are to be shrunk on or otherwise efficiently secured. 


2.18.2 Where it is proposed to use stainless steel liners, 
the requirements in 2.17.2 are to be complied with. 


2.18.3 When stainless steel liners are used, arrangements 
to ensure an adequate supply of sea-water to the liner are to 
be provided. 
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Table 3.2.10 Lowest main bearing requirements 


Item 


Requirement 


Lowest main bearing 


Depth Zp, in mm 


1,5d, >Zp > 1,0d, 


Minimum thickness of wall, in mm 


lesser of 0,2d, or 100 


Bearing pressure (on the projected area of 
the lowest main bearing), where the projected 
area is to be taken as the length x diameter 


Bearing material 


Maximum pressure, in N/mm? 
see Note 4 


Metal 


Synthetic 


Clearance in lowest main bearing on the 
diameter (note should be taken of the 
manufacturer’s recommended clearances, 


Minimum clearance, 


Bearing material inmm 


see Note 3 


particularly where bush material requires 


pre-soaking) Metal, see Note 2 


Synthetic 


0,001d, + 1,0 


0,002d, + 1,0 
but not less than 1,5 


Symbols 


stock diameter, given by Table 3.2.7, in mm 


NOTES 


Where web stiffening is fitted on the bearing, a reduction in wall thickness will be considered. 

For bearings which are pressure lubricated the clearance must be restricted to enable the pressure to be maintained. 
Value of proposed minimum clearance is to be indicated on plans submitted for approval. 

Proposals for higher pressures or other materials will be specially considered on the basis of satisfactory test results. 


2.19 Pintles 


2.19.1 Rudder pintles and their bearings are to comply with 
the requirements of Table 3.2.11. 


2.19.2 Where the lower pintle is housed above the rudder 
gudgeon, see Fig. 3.2.4, and not below as shown in Fig. 3.2.5, 
Cp, is to be measured to the top of the gudgeon. 


2.19.3 Special attention is to be paid to the fit of the pintle 
taper into its socket. To facilitate removal of the pintles, it is 
recommended that the taper is to be not less than half the 
maximum value given in Table 3.2.11. 


2.19.4 The distance between the lowest rudder stock 
bearing and the upper pintle is to be as short as possible. 


2.19.5 Where liners are fitted to pintles, they are to be 
shrunk on or otherwise efficiently secured. If liners are to be 
shrunk on, the shrinkage allowance is to be indicated on the 
plans. Where liners are formed by stainless steel weld deposit, 
the pintles are to be of weldable quality steel and details of the 
procedure are to be submitted. 


2.19.6 The bottom pintle on semi-spade (Mariner) type 

rudders are: 

(a) _ If inserted into their sockets from below, to be keyed to the 
rudder or sternframe as appropriate or to be hydraulically 
assembled, with the nut adequately locked, or 

(b) If inserted into their sockets from above, to be provided 
with an appropriate locking device, the nut being 
adequately secured. 


Lowest main 
bearing 


Heel pintle 4390/155 


Fig. 3.2.4 
Lower pintle housed above rudder gudgeon 


2.19.7 Where an *IWS (In-water Survey) notation is to be 
assigned, see 2.37. 


2.19.8 Where it is proposed to use stainless steel liners, 
the requirements in 2.17.2 are to be complied with. 
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Table 3.2.11 Pintle requirements 


Item Requirement 


(1) Pintle diameter (measured outside liner if fitted) ( 235 
5PL = 


235." (31 +4,17V Ap, ) mm 

For single pintle rudders and lower pintle of semi-spade rudders: 
Ap, = a m2 

but for semi-spade rudders need not be taken greater than Ar 
Upper pintle on semi-spade rudders; 


Cop D) 2 ; : 
C mé¢ or 0,35AR mé, whichever is the greater 
L 


For rudders with two or more pintles (except semi-spade rudders): 
A 
Raia 


APL Ney 


(2) Maximum pintle taper ethod of assembly Taper (on diameter) 


anual assembly, key fitted 
pintle < 200mm diameter) in6 


anual assembly, key fitted 
(pintle > 400mm diameter) 1in9 


For keyed and other manually assembled pintles with diameters between 200 mm 
and 400 mm, the taper is to be obtained by interpolation 


Hydraulic assembly, dry fit 1in 12 
Hydraulic assembly, oil injection in 15 


(8) Bearing length Zpp 2 1,25p, mm 
May be less for very large pintles if bearing pressure is not greater than that given in 
(4), but Zpp must not be less than 1,05p, mm 


(4) Bearing pressure (on projected area) Bearing material Pressure 


Metal 7,0 N/mm? 
Synthetic 5,5 N/mm2 


Using force acting on bearing: 


Ap, (V+ 3)? fp 


Ap as for item (1) 


(5) Gudgeon thickness in way of pintle (measured bg 2 0,55p,_ but need not normally exceed 125mm 
outside bush if fitted) 


(6) Pintle clearance (note should be taken of the Bearing material Minimum clearance, mm 
manufacturer’s recommended clearances par- 
ticularly where bush material requires pre-soaking).| Metal 0,0015p, + 1,0 
Value of proposed minimum clearance is to be Synthetic 0,0026p, + 1,0 but not less than 1,5 
indicated on plans submitted for approval 


Symbols 


Spl pintle diameter, in mm number of pintles on the rudder 
V as defined in Table 3.2.7 but not less than 10 knots pintle bearing length, in mm 
Ap. rudder area supported by the pintle, in m2 force acting on bearing, in KN 


dimensions in metres, as indicated in Figs. 3.2.4 and = thickness of gudgeon material in way of pintle, in mm 
3.2.5 = rudder profile coefficient, see Table 3.2.1 


Ar rudder area, in m2 = as defined in Table 3.2.7 
So as defined in Table 3.2.7 


NOTE 
Proposals for higher pressures or other materials will be specially considered on the basis of satisfactory test results. 
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2.20 Bolted couplings 


Lowest main 2.20.1 Rudder coupling design is to be in accordance with 
bearing Table 3.2.12. 


2.20.2 Where coupling bolts are required they are to be fitted 
bolts. Suitable arrangements are to be made to lock the nuts. 
Ccop| — Centroid 

of area 2.20.3 For rudders with horizontal coupling arrangements, 
where the upper flange is welded to the rudder stock, a full 
penetration weld is required and its integrity is to be confirmed 
by non-destructive examination. Such rudder stocks are to be 
subjected to a furnace post-weld heat treatment (PWHT) after 
4390/156 completion of all welding operations. For carbon or carbon 
manganese steels, the PWHT temperature is not to be less 
Fig. 3.2.5 than 600°C. 


Lower pintle housed below rudder gudgeon 


Table 3.2.12 Rudder couplings to stock (see continuation) 


Requirement 


Arrangement Parameter 
Horizontal coupling Vertical coupling 


(1) Bolted couplings >6 >8 


(pee NNOIE) 0,65d, 0,81d, 
Va (a 


0,00071n dg 5p? 0,00043d,8 


25p, see Note 1 8b 


de R 
Omax (53,82 — 35,29k4) eae (2 63 
see Note 2 L 


as built 


<a 
see Note 2 max 


0,678, 


(2) Conical couplings 


>1,5d, 


PR 0; 8g + 4M kp( (“BOSE 


5.663572 k (ke = (2) ) 


9,6x 10-8 p dey 
04 (1 -F 2) 


Approximately equal to 2,83 p i dct 


Approximately equal to 2,83 p |; Sgt 


., 12,35 x 104 w0,V3+f4 
- 3st 


8 LLOyp’s REGISTER 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Control Systems 


Part 3, Chapter 3 


Section 2 


Table 3.2.12 


Rudder couplings to stock (see continuation) 


Requirement 


Arrangement Parameter 


Horizontal coupling 


Vertical coupling 


(1) Bolted couplings 


>6 28 


(see Notes) 


0,650, 0,81dg 


1m 1m 


0,00071n dg 5p2 


0,00043d,3 


25p, see Note 1 db 


see Note 2 


d 3 R te- tf 
Omax (53,82 — 35,29k,) BL nie - (2 -6,3 a) AT fa 


tia 


Qas built 
see Note 2 


< Omax 


0,678, 


(2) Conical couplings 


> 1,5dg 


PR ee 4My Afro (Geese 


5,665,712 |; (ke e (*) ) 


9,6 x 10-8 &gt 
0, (1-2) 


Approximately equal to 2,83 p dcr 


Approximately equal to 2,83 p h Ber 


2.20.4 | The connecting bolts for coupling the rudder to the 
rudder stock are to be positioned with sufficient clearance to 
allow the fitting and removal of the bolts and nuts without 
contacting the palm radius, R, see Fig. 3.2.6(a). The surface 
forming the palm radius is to be free of hard and sharp 
corners and is to be machined smooth to the Surveyor’s 
satisfaction. The surface in way of bolts and nuts is to be 
machined smooth to the Surveyor’s satisfaction. 


2.20.5 For spade rudders fitted with a fabricated 
rectangular mainpiece, the mainpiece is to be designed with 
its forward and aft transverse sections at equal distances 
forward and aft of the rudder stock transverse axis, see 
Fig. 3.2.6(b). 


., 12,35 x 104 wo, V3 44 
7 3st 


2.21 Conical couplings 


2.21.1. Where a rudder stock is connected to a rudder by 
a keyless fitting, the rudder is to be a good fit on the rudder 
stock cone. During the fit-up, and before the push-up load is 
applied, an area of contact of at least 90 per cent of the 
theoretical area of contact is to be achieved, and this is to be 
evenly distributed. The relationship of the rudder to stock at 
which this occurs is to be marked, and the push-up then 
measured from that point. The upper edge of the upper 
mainpiece bore is to have a slight radius. After the final fitting 
of the stock to the rudder, positive means are to be used for 
locking the securing nut to the stock. 


2.21.2 Where akeyed tapered fitting of a rudder stock to a 
rudder is proposed, a securing nut of adequate proportions 
is to be provided. After the final fitting of the stock to the 
rudder, positive means are to be used for locking this nut. 
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Table 3.2.12 Rudder couplings to stock (conclusion) 


Symbols 


number of bolts in coupling 

diameter of coupling bolts, in mm 

rudder stock diameter as defined in Table 3.2.7 
first moment of area of bolts about centre of 
coupling, in cm8 

= the greater of k, and k; 


235 \" 7 ae 

—] where a, is the specified minimum 

ie) yield stress at the rudder stock and m 
is as defined in Table 3.2.7 


235 \M ‘ - fa 
where Gg is the specified minimum 
© yield stress at the upper coupling 
flange and m is as defined in Table 3.2.7 


vertical distance between the centre of pressure 
and the centre point of the palm radius, R, in 
metres, see Fig. 3.2.6(a) 

palm radius between rudder stock and 


ds 
connected flange, not smaller than To: inmm 


t 

tia 
Omax 
as built 


minimum thickness of coupling flange, in mm 
as built flange thickness, in mm 

maximum allowable stress concentration factor 
stress concentration factor for as built scantlings 


_ _0,73 


width of flange material outside the bolt holes, 
in mm 
taper of conical coupling, on the diameter, e.g.: 


1 
0; = 7 = 0,067 
15 


= length of taper, in mm 
= required mean grip stress, in N/mm2 


corresponding push-up of rudder stock, in mm 
corresponding push-up, pull-off loads respec- 
tively, in N 

minimum yield stress of stock and gudgeon mate- 
rial, in N/mm2. Gy is not to be taken greater than 
70 per cent of the ultimate tensile strength 
effective weight of rudder, in N 


mean diameter of coupling taper, in mm 
diameter of coupling taper at any position, in mm 
mean external diameter of gudgeon housing, in mm 


external diameter of gudgeon housing at any 
position, in mm 


a 
3GH 


Sgt 


3GH 


= maximum torque applied to stock, and is to be 
taken as the greater of Me, My or My 
P\, Xp x 106 Nmm in the ahead condition 
Py Xpa X 106 Nmm in the astern condition 
the torque generated by the steering gear at the 
maximum working pressure supplied by the 
manufacturer, in Nmm. My is not to exceed the 
greater of 3,0Me or 3,0My 
lateral force on rudder acting at centre of 
pressure in ahead and astern conditions, as 
defined in Table 3.2.7, in KN 
the horizontal distances, in metres, see 
Table 3.2.6 


K,, Ko, Kg = constants depending on the type of assembly adopted as follows: 


Oil injection method ee 
Ret key 


Dry fit method without key 


NOTES 


For spade rudders with horizontal coupling, t; is not to be less than 0,25d. 
This requirement is applicable only for spade rudders with horizontal couplings, see Fig. 3.2.6. 
Where materials vary for individual components, scantling calculations for such components are to be based on ds, for the relevant 


material. 


2.22 Rudder carrier arrangements 


2.22.1. The weight of the rudder is to be supported at the 
heel pintle or by a carrier attached to the rudder head. The 
hull structure supporting the carrier bearing is to be 
adequately strengthened. The plating under all rudder-head 
bearings or rudder carriers is to be increased in thickness. 


2.23 Anti-jump collars 


2.28.1 Suitable arrangements are to be provided to 
prevent the rudder from lifting. 


2.28.2 Jumping collars are not to be welded to the rudder 
stock. 


2.24 Drain plugs 


2.24.1 Where rudders are of plated construction, drain 
plugs are to be provided to ensure that all compartments can 
be adequately drained. These plugs are to be locked and 
details of their scantlings, arrangements and position clearly 
indicated on the rudder plan. 
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Upper coupling 


flange 


| Clearance 
<ZLZD) 


Centre of 
pressure 


Transverse 


Mainpiece 


5231/01 


Fig. 3.2.6 Rudder stock connection 


2.25 Corrosion protection 


2.25.1 All metalwork, is to be suitably protected against 
corrosion. This may be by coating or, where applicable, by a 
system of cathodic protection. 


2.25.2 Metalwork is to be suitably cleaned before the 
application of any coating. Where appropriate, blast cleaning or 
other equally effective means are to be employed for this 
purpose. 


2.26 Dissimilar materials 


2.26.1 Where materials vary for individual components, 
they are to be compatible to avoid galvanic corrosion. 
Scantling calculations for the components are to be based on 
d, for the relevant material, see Table 3.2.7. 


2.27 Internal coatings 


2.27.1. Internal surfaces of the rudder are to be efficiently 
coated or the rudder is to be filled with foam plastics. Where it 
is intended to fill the rudder with plastic foam, details of the 
foam are to be submitted. 


2.28 Pressure testing 


2.28.1 For testing of rudders, see Table 1.7.1 in Chapter 1. 


2.29 Tiller arms, quadrants 


2.29.1 Tillers and quadrants are to comply with the 
requirements of Table 1.4.1 in Pt 14, Ch 1. 


2.29.2 The steering gear is to be mounted on a seat and 
adequately secured. 


2.30 Connecting bars 


2.30.1 Connecting bars are to comply with the require- 
ments of Pt 14, Ch 1,4.3.3. 


2.31 Keys and keyways 


2.31.1. Where the tiller or quadrant is bolted, a key having 
an effective cross-sectional area in shear of not less than 
0,25dgy2 mm2 is to be fitted. The thickness of the key is to 
be not less than dgy/6 mm. Alternatively, the rudder stock 
may be machined to a square section in lieu of fitting a key. 
dgy is as defined in Table 3.2.7. 
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2.31.2 Keyways are to extend over the full depth of the 
tiller boss. 


2.31.3 Keyways in the rudder stock are to have rounded 
ends and the corners at the base of the keyway are to be 
radiused. 


2.32 Stopping arrangements 


2.32.1 Suitable rudder stops are to be provided to limit the 
rudder angle to the desired level port and starboard. These 
stops are to be of substantial construction and efficiently 
connected to the supporting structure. 


2.33 Novel designs 


2.33.1 Where rudders are of a novel design they may be 
specially considered on the basis of the Rules. Alternatively 
the Builder’s/designer’s calculations are to be submitted for 
consideration. 


2.34 FRP double plated rudders 


2.34.1 Fibre reinforced plastic rudders are to incorporate 
a metallic framework, consisting of a mainpiece fitted with 
arms, within the blade, or an equivalent arrangement. Where 
rudder blades are moulded in halves they are to be effectively 
joined together by means of external overbonding of the joint 
or suitable mechanical fastening or equivalent. Both halves of 
the rudder blade moulding are to be effectively connected to 
the metallic framework and mainpiece by either mechanical 
means or suitable bonded connection. 


2.34.2 Rudders are to be filled with a suitable material 
upon completion of the join up, details of the filler material are 
to be submitted. 


2.34.3 The diameter of the top of the rudder mainpiece 
must not be less than that of the rudder stock. For spade 
rudders this diameter may be gradually reduced for the lower 
third to not less than 75 per cent of the rudder stock diameter. 


2.34.4 |The rudder arms are to be efficiently attached to the 
mainpiece. 


2.34.5 The laminate weight of moulded fibre reinforced 
plastics double plate rudders is to be determined by direct 
calculation, subject to a minimum laminate thickness of 5 mm. 


2.35 Rudder tube arrangements 


2.35.1 The rudder tube construction may be of aluminium 
alloy, steel, bronze or fibre reinforced plastic. 


2.35.2 The scantlings of rudder tubes will be individually 
considered. 


2.35.3 For steel and aluminium hulls, the bottom shell in 
way of the rudder tubes is to be additionally reinforced by 
means of an insert plate to increase the bottom shell 
thickness by 50 per cent. 


2.35.4 For F.R.P. hulls, the bottom shell laminate in way of 
the rudder tubes is to be locally increased by 50 per cent. The 
increased thickness in way of the rudder tube need not 
exceed the rule keel thickness requirement. 


2.35.5 For F.R.P. sandwich hulls the shell in way of the 

rudder tube connection is to be either: 

(a) Reduced from the sandwich hull construction to single 
skin laminate for a distance of a least three times the 
rudder tube diameter about the rudder stock axis. The 
single skin region is to be additionally reinforced by a 
minimum of 50 per cent of the sum of the inner and outer 
sandwich laminate subject to this being at least 
equivalent to a 50 per cent increase in thickness of the 
Rule minimum bottom shell laminate for a single skin 
F.R.P. craft of the equivalent Rule length, Lp. The 
reinforced laminate need not be greater than the Rule 
keel laminate thickness. 

(b) Reduced from the sandwich hull construction to a single 
skin laminate for a distance of three times the rudder 
tube diameter about the rudder stock axis. After bonding 
in the rudder tube to the single skin laminate the foam 
core and inner skin are then reinstated. 

(c) Proposals to replace the sandwich core with a core 
having higher core shear strength and compressive 
strength than that of the adjacent structure prior to 
bonding the tube to the inner and outer skins will be the 
subject of special consideration. 


2.35.6 The rudder tube may be connected to the shell by 
bonding, bolting or welding as applicable depending upon the 
construction material of the shell. 


2.35.7 | When bonding in rudder tubes the bonding angle 
is to be not less than the Rule minimum bottom shell weight. 
F.R.P. tubes are to be thoroughly abraded and degreased 
prior to installation and laminating. Bonded in metallic tubes 
are to be knurled in way of the bonding material and 
thoroughly degreased prior to installation. 


2.35.8 Where rudder tubes are to be retained by bolting 
they are to be provided with a substantial flange securely 
attached to the hull structure. Where bolts are used, the nuts 
are to be suitably locked. 


2.35.9 | Where rudder tubes are to be welded to hull insert 
plates full penetration welding is required. 


2.35.10 Rudder tubes are to be supported by suitable 
brackets and deep floors to avoid hard spots on the shell and 
to ensure continuity of the main hull structure. 


2.35.11 Rudder bearings are to be secured against 
rotation within the rudder tubes by suitable pinch bolting or 
keys. Details are to be submitted for approval. 
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2.36 Watertight gland 


2.36.1 In rudder trunks which are open to the sea, a seal 
or stuffing box is to be fitted above the deepest load waterline, 
to prevent water from entering the steering gear compartment 
and the lubricant from being washed away from the rudder 
carrier. If the top of the rudder trunk is below the deepest 
waterline two separate stuffing boxes are to be provided. 
Rudder trunk boundaries where exposed to the sea are to 
have a corrosion protection coating applied in accordance 
with the manufacturer’s instructions. 


2.36.2 Where the top of the rudder tube is significantly 
higher than the deepest load waterline a lesser arrangement 
of watertightness, such as ‘O’ rings may be accepted. 


2.36.3 The watertight gland body may be formed by the 
top of the fabricated or cast rudder tube. The gland packing 
being retained against the top bearing or a check in the wall of 
the rudder tube and is compressed by a gland packet which 
may be of the flange type, screwed cap or other suitable 
arrangement. 


2.36.4 Alternative arrangements utilising lip seals or ‘O’ 
rings, either in isolation or in combination with one or other of 
the alternative seal arrangements, will be the subject of 
special consideration. 


2.37 In-water Survey requirements 


2.37.1 Where an *IWS (|In-water Survey) notation is to be 
assigned, see Pt 1, Ch 2,3.8, means are to be provided for 
ascertaining the rudder pintle and bush clearances and for 
verifying the security of the pintles in their sockets with the 
craft afloat. 


a Section 3 
Sternframes and appendages 


3.1 General 


3.1.1 Stern frames, rudder horns and boss end 
brackets may be constructed of cast or forged steel, cast or 
forged aluminium alloy, fabricated from aluminium or steel 
plate or moulded from fibre reinforced plastic dependent upon 
the material of construction of the craft. Where shaft brack- 
ets are fitted these may be either fabricated, cast or forged 
from steel or aluminium alloy as applicable to the material of 
construction of the main hull. 


3.1.2 In castings, sudden changes of section or 
possible constrictions to the flow of metal during casting are 
to be avoided. All fillets are to have adequate radii, which, in 
general, are to be not less than 50 to 75 mm, depending on 
the size of the casting. 


3.1.3 Castings and forgings are to comply with the 
requirements of Chapters 4 and 5 of the Rules for Materials. 


3.1.4 Sternframes, rudder horns, shaft brackets, etc., are 
to be effectively integrated into the craft structure, and their 
design is to be such as to facilitate this. 


3.2 Sternframes 


3.2.1 The scantlings of sternframes are to be determined 
from Table 3.3.1. In the case of very large craft, the scantlings 
and arrangements may be required to be verified by direct 
calculations. 


3.2.2 Fabricated and cast propeller posts and rudder 
posts of twin screw craft are to be strengthened at intervals by 
webs. In way of the upper part of the sternframe arch, these 
webs are to line up with the floors. 


3.2.3 Rudder posts and propeller posts are to be 
connected to floors of increased thickness. See Ch 3,5.10 of 
Parts 6 and 7 for steel and aluminium alloy construction 
respectively. 


3.2.4 The requirements for sternframes of composite 
craft are to be in accordance with Pt 8, Ch 3,5.9. 


3.3 Rudder horns 


3.3.1 The requirements for the scantlings and arrangements 
of rudder horns are given in Ch 3,5.9 of Parts 6 and 7 for steel 
and aluminium alloy construction and Pt 8, Ch 3,5.8 for 
composite construction respectively. 


3.4 Shaft bossing 


3.4.7 Where the propeller shafting is enclosed in bossings 
extending back to the bearings supporting the propellers, the 
aft end of the bossings and the bearings are to be supported 
by substantially constructed boss end castings or fabrica- 
tions. These are to be designed to transmit the loading from 
the shafting efficiently into the craft’s internal structure. 


3.4.2 For shaft bossings attached to shaft brackets, the 
length of the boss is to be adequate to accommodate the 
aftermost bearing and to allow for proper connection of the 
shaft brackets. 


3.4.3 Cast steel supports are to be suitably radiused 
where they enter the main hull to line up with the boss plating 
radius. Where the hull sections are narrow, the two arms are 
generally to be connected to each other within the craft. The 
arms are to be strengthened at intervals by webs. 


3.4.4 Fabricated supports are to be carefully designed to 
avoid or reduce the effect of hard spots. Continuity of the 
arms into the craft is to be maintained, and they are to be 
attached to substantial floor plates or other structure. The 
connection of the arms to the bearing boss is to be by full 
penetration welding. 


3.4.5 The scantlings of supports will be specially 
considered. In the case of certain high powered craft, direct 
calculations may be required. 
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Table 3.3.1 


Item 


Parameter 


Sternframes (see continuation) 


Requirement 


(1) Propeller posts 


Cast steel 
(see Fig. 3.3.1(a)) 


Forged Steel 
(see Fig. 3.3.1(b)) 


Fabricated mild steel 
(see Fig. 3.3.1(c)) 


165 VT mm 

20 NT mm 

BVT mm 

(need not exceed 38 mm) 
(see Notes 1 and 2) 


12NT mm (min 19 mm) 


16VT mm (min 25 mm) 


115 VT mm 


4ovT mm 


(10 + 0,5Lp)T cm? 
where Lp < 60 m 
AOT cm2 
where Lp > 60m 


200V T mm 
18VT mm 
6vT mm 


(need not exceed 30 mm) 
(see Notes 1 and 2) 


12T mm 


140VT mm 


(2) Propeller boss 
(see Note 3 and 
Fig. 3.3.2) 


(0,1875 + 56) mm, but need not exceed 0,35 75 


(3) Rudder posts or 
axles 


2PB1> “PB2 


Spit pia 
bearing pressure and 


pintle clearance 


Single screw with 
integral solepiece, 
see Fig. 3.3.5 (a) 


Single screw with bolted 
rudder axle, with hull, 
see Fig. 3.3.3 


Twin screw, integral 


see Fig. 3.3.4 


0,147Ap b(V + 3)2 cm 


6 (see Note 4) 
damm 
dp MM 


(257 + 76) mm 
but need not exceed 
0,95 PL2 mm 


6,257 + 19mm or 
0,2258p, 9 mm 
whichever is the greater 


As for rudder pintles 
(see Table 3.2.11) 


20" T mm 


12NT mm 
15VT mm 
18VT mm 
120V T mm 


Solepieces 
(see Notes 5,6 
and 7) 


Cast steel 


Fabricated mild 
steel 


With integral rudder post, 
see Fig. 3.3.5(a) 


With bolted axle, 
see Fig. 3.3.5(b) 


Open type (no rudder post), 
see Fig. 3.3.5(c) 


0,50W cms 
0,35W cms 


0,42W cms 


0,95W cms 
0,40W cms 


0,81W cms 


1,00W cms 
0,50W cms 


0,85W cms 
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Table 3.3.1 Sternframes (conclusion) 


Symbols 


Lp, T as defined in Ch1,6.2 

a,b,c = distances, in metres, as shown in Fig. 3.3.5 
n=number of bolts in palm coupling 
= mean distance of bolt centres from centre of palm, in mm 
ty = finished thickness of boss, in mm 


x = distance, in metres, from centre of rudder stock to section 
under consideration 


A = cross-sectional area of forged steel propeller post, in cm? 
Ar = total rudder area, in m2 


L4=Lp, but is to be taken not less than 90 m 


V =maximum service speed, in knots, with the craft in the 
loaded condition 


400AR C (V + 3) (8x + a) 
- b (Ly + 640) 
Zy = section modulus against transverse bending, in cms 
Zy = section modulus against vertical bending, in cms 
5p = diameter of coupling bolts, in mm 
dts = diameter of tail shaft, in mm 


NOTES 

1. Where scantlings and proportions of the propeller post differ from 
those shown in Item 1, the section modulus about the longitudinal 
axis of the proposed section normal to the post is to be equiva- 
lent to that with Rule scantlings. t, is to be not less than 8 (T 
(minimum of 19 mm for cast steel sternframes) 

. On sternframes without solepieces, the modulus of the post 
below the propeller boss, about the longitudinal axis may be 
gradually reduced to not less than 85% of that required by Note 
1, subject to the same thickness limitations. 

. In fabricated sternframes the connection of the propeller post to 
the boss is to be by full penetration welds. 

. If more than six bolts are fitted, the arrangements are to provide 
equivalent strength. 


(c) Fabricated 


ig. 3.3.1 


5. In fabricated solepieces, transverse webs are to be fitted spaced 
not more than 760 mm apart. Where the breadth of the solepiece 
exceeds 900 mm, a centreline vertical web is also to be fitted. 

. Solepieces supporting fixed or movable nozzles will be specially 
considered (see 4.2). 

. For dredging and reclamation craft in restricted service Groups 
G1, G2 or G8, the scantlings of an ‘open’ type solepiece are to 
be such that: 

(a) Z7 = 0,625W cms. 
(b) The cross-sectional area is not less than 18 cm?. 
(c) The depth is not less than two-thirds of the width at any point. 


4390/157 


Propeller posts 
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4390/158 


Fig. 3.3.2 Propeller boss 


Taper generally 
4390/159 not to exceed 
1:5 on radius 


Fig. 3.3.3 Rudder axle 


3.4.6 The boss plating is generally to be radiused into the 
shell plating and supported at the aft end by diaphragms at 
every frame. These diaphragms are to be suitably stiffened and 
connected to floors or a suitable arrangement of main and 
deep web frames. At the forward end, the main frames may 
be shaped to fit the bossing, but deep webs are generally to 
be fitted not more than four frame spaces apart. 


(0) Fabricated 4390/160 


Fig. 3.3.4 Rudder post for twin screw craft 


3.5 Shaft brackets 


3.5.1 The scantlings of the arms of shaft brackets, based 
on a breadth to thickness ratio of about five, are to be 
determined from 3.6.1 and 3.7.2. 


3.5.2 Where the propeller shafting is exposed to the sea 
for some distance clear of the main hull, it is generally to be 
supported adjacent to the propeller by independent brackets 
having two arms. In very small craft the use of single arm 
brackets will be considered. 


3.5.3 Fabricated brackets are to be designed to avoid or 
reduce the effect of hard spots and ensure a satisfactory 
connection to the hull structure. The connection of the arms 
to the bearing boss is to be by full penetration welding. 


3.5.4 Where bracket arms are carried through the shell 
plating, they are to be attached to floors or girders of increased 
thickness. The shell plating is to be increased in thickness and 
connected to the arms by full penetration welding. 


3:5:5 In the case of certain high powered craft direct 
calculations may be required. 


3.5.6 For shaft brackets having hollow section arms, the 
cross-sectional areas at the root and the boss should be not 
less than that required for a solid arm which satisfies the Rule 
section modulus having the proportions stated in 3.5.1. 


3.5.7 The length of the shaft bracket boss, Jp, is to be 
sufficient to support the length of the required bearing. In 
general /, is not to be less than 4d;, where d; is the Rule 
diameter of the screwshaft, in mm, see Pt 11, Ch 2,4.4. 
Proposals for a reduction in the required shaft bracket boss 
length will be considered in conjunction with details of the 
bearing material, allowable bearing operating pressure and 
installation arrangements, see Pt 11, Ch 2,4.16.2. However in 
no case is /, to be less than the greater of: 

(a) 2d;; or 

(b) that recommended by the bearing manufacturer; or 

(c) as required by 3.4.2. 
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Centroid of area Centroid of area 


(a) Integral rudder post (b) Bolted axle 


3.5.8 Where the shaft and the shaft bracket boss are of 
the same material, the thickness of the shaft bracket boss is 
not to be less than a/4. Where the shaft and the shaft bracket 
boss are of dissimilar materials, the thickness of the boss, tp, is 
to be not less than: 


ty = 0,75d,(A/f, - 0,667) mm 
Note: 
In no case is t, to be taken as less than 12 mm. 
where 


d, = Rule diameter of the screwshaft, in the appropriate 
screwshaft material, in mm, see Pt 11, Ch 2,4 

f, = O¢/og but not less than 0,825 

Os = ultimate tensile strength of the shaft material, 
in N/mm2 

Og = ultimate tensile strength of the boss material, 
in N/mm2. 

3.5.9 The design of the shaft brackets with regard to 


disturbance of the hydrodynamic flow into the propeller and 
rudders is outwith the scope of classification. 


3.6 Single arm shaft brackets (‘P’ - brackets) 


3.6.1 Single arm shaft brackets are to have a section 
modulus, Z,,, at the palm of not less than that determined 
from the formula: 


Ag di? f 


Zx = “45000 om 
where 
a, = the length of the arm to be measured from the 
centre of the section at the palm to the centreline of 
the shaft boss, in mm, see Fig. 3.3.6 
d, = the Rule diameter for an unprotected screwshaft, in 
mm, as given in Pt 11, Ch 2,4, using A = 1,0 
f = 400/o, 
6, = ultimate tensile strength of arm material, in N/mm? 


The cross-sectional area of the bracket at the boss is to be not 
less than 60 per cent of the area of the bracket at the palm. 


Centroid of area Centroid of area 


(c) 'Open' sternframe 4390/161 


5 Solepiece 


4390/190 


Fig. 3.3.6 Single arm shaft bracket 


3.6.2 For single arm shaft brackets a vibration analysis 
may be required if deemed necessary by LR. 


3.7 Double arm shaft brackets (‘A’ - brackets) 
3.7.1 The angle between the arms for double arm shaft 
brackets is to be generally not less than 50°. Proposals for the 
angle between the arms to be less than 50° will be specially 
considered with supporting calculations to be submitted by 
the designers. 
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3.7.2 The arms of double arm shaft brackets are to have 
a section modulus, Z,,, of not less than that determined from 
the formula: 


Zy = 0,45n8 cms 


where 
n= the minimum thickness, in cm, of a hydrofoil section 
obtained from: 
f O12) /ay\? 
n= ar Mea) C+) )) om 
2000. f on 
@qy = the length of the longer strut, in mm, see Fig. 3.3.7 


d, and fare as given in 3.6.1. 


4390/192 


Fig. 3.3.7 Double arm shaft bracket 


3.8 Intermediate shaft brackets 


3.8.1 The length and thickness of the shaft bracket boss 
are to be as required by 3.5.7 or 3.5.8 as appropriate. The 
scantlings of the arms will be specially considered on the 
basis of the Rules. 


3.9 Attachment of shaft brackets by welding 


3.9.1 Fabricated supports are to be carefully designed to 
avoid or reduce the effect of hard spots. Continuity of the arms 
into the craft is to be maintained, and they are to be attached to 
substantial floor plates or other structure. The connection of the 
arms to the bearing boss is to be by full penetration welding. 


3.10 Attachment of shaft brackets by bolting 


3.10.1. The bottom shell thickness in way of the double arm 
propeller bracket palms is to be increased by 50 per cent. The 
bottom shell thickness in way of single arm propeller brackets 
palms is to be doubled in thickness. The insert plates, or 
reinforced shell laminate in FRP craft, are to be additionally 
supported by substantial floor plates or other structure. 


3.10.2 Where shaft brackets are attached by bolts, they 
are to be provided with substantial palms securely attached 
to the hull structure which is to be adequately stiffened in way. 
Where bolts are used, the nuts are to be suitably locked. 


3.10.3 The bracket palms may be bolted directly onto the 
shell using a suitable bedding compound. The palms may be 
bolted onto suitable shims or chocking compound, of an 
approved type, to facilitate alignment. 


3.10.4 | Where brackets are bolted onto resin chocks, plans 

indicating the following information are to be submitted for 

approval: 

a) The thrust and torque loads, where applicable, that will 
be applied to the chocked item. 

b) The torque load to be applied to the bracket mounting 
bolts. 

c) The material of the bracket mounting bolts. 

d) The number, thread size, shank diameter and length of 
the mounting bolts. 


3.10.5 | The minimum thickness of a resin chock is to be 
12mm. 


3.10.6 The bracket palms are to have well radiused corners, 
and the faying surface to be dressed smooth. The palm 
thickness in way of the bolts is to be not less than the propeller 
bracket boss thickness from 3.5.7 or 3.5.8 as appropriate. 


3.10.7 The diameter of the propeller bracket mounting 
bolts is to be not less than: 


d, = 2x 
b = Af ——— _ mm 
8,75 nnhx 105 


and not less than the shell plate thickness in way of the palm 
or 12 mm, whichever is greater 
where 


N 
lI 


the section modulus of the bracket arm determined 
from 3.6.1 or 3.7.2, in cm’, as appropriate 

n= the number of bolts in each row 

the distance between rows of bolts, in mm 

= the bolt diameter in the same material as the 
propeller bracket, in mm. 


> 
I oil 


3.10.8 Where the shaft bracket and the shaft bracket 
mounting bolts are of dissimilar materials (which are 
galvanically compatible), the diameter of the propeller bracket 
mounting bolts, as determined from 3.10.7, is to be modified 
in proportion to the square root of the yield strengths of the 
particular materials. The corrected bolt diameter of the 
dissimilar material is to be not less than the propeller bracket 
boss thickness. 


3.10.9 The propeller bracket palms are to have fitted bolts, 
and suitable arrangements provided to lock the nuts. 


3.10.10 Awasher plate is to be provided, generally of equal 
dimensions to the bracket palm with thickness t,/6 mm, 
subject to a minimum of 3 mm. 
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3.11 Attachment of shaft brackets by bonding 


cay ey Proposals to connect shaft brackets to FRP hulls 

by bonding will be the subject of special consideration. Details 

of the following are to be submitted: 

(a) Preparation of the hull penetration and internal bonding 
surface. 

(b) Details of transverse through pinning of the shaft bracket 
strut. 

(c) Details of over bonding of strut and pin arrangement and 
subsequent integration of strut into primary hull structure. 


3.12 Alignment of shaft brackets 


3.12.1 Particular care is to be paid to the alignment of 
shaft brackets to minimise vibration and cyclic loadings being 
transmitted from the propulsion shafting and propellers into 
the hull structure. 


3.12.2 Alignment of bolted shaft brackets may be by 
means of suitable metallic shims or chocking resin of an 
approved type. See 3.10.2 and 3.10.3. 


3.12.3 The alignment of shaft brackets connected by 
welding or bonding may be facilitated by boring of the bracket 
boss after attachment of the shaft bracket and stern tube. 


3.13 Sterntubes 


3.13.1. The sterntube construction may be of aluminium 
alloy, steel, bronze or fibre reinforced plastic. 


3.13.2 The sterntube scantlings are to be individually 
considered. 


3.13.3 For steel and aluminium hulls, the bottom shell, in 
way of the sterntube, is to be additionally reinforced by means 
of an insert plate to increase the bottom shell thickness by 
50 per cent. 


3.13.4 For FRP hulls, the bottom shell laminate, in way of 
the sterntube, is to be locally increased by 50 per cent by 
gradual tapering of the laminate. The increased thickness in 
way of the sterntube need not exceed the Rule keel thickness 
requirement. 


3.13.5 For FRP sandwich hulls, the shell in way of the stern 

tube connection is to be either: 

(a) Reduced from sandwich hull construction to single skin 
laminate by removal of the core and by combining the 
inner and outer skins. The single skin region is then to 
be additionally reinforced by a minimum of 50 per cent of 
the sum of the inner and outer sandwich laminate. The 
increased thickness in way of the sterntube need not be 
greater than the Rule keel thickness requirement. 

(b) Reduced from the sandwich hull construction to a single 
skin laminate by removal of the core and combining the 
inner and outer skins. After bonding in the stern tube to 
the single skin laminate the foam core and the inner skin 
is to be reinstated. 

(c) Proposals to replace the sandwich core with a core 
having higher core shear strength and compressive 


strength than that of the adjacent structure prior to 
bonding the tube to the inner and outer skins will be the 
subject of special consideration. 


3.13.6 The sterntube may be connected to the shell by 
bonding, bolting or welding as applicable depending upon the 
construction material of the shell. 


3.13.7 When bonding in sterntubes the bonding angle 
laminate weight is to be not less than the Rule minimum 
bottom weight. FRP tubes are to be thoroughly abraded and 
degreased prior to installation and laminating. Bonded in 
metallic tubes are to be knurled in way of the bonding mate- 
rial and thoroughly degreased prior to installation. During the 
bonding operation particular care is to be given to maintaining 
the sterntube alignment. 


3.13.8 Where sterntubes are to be retained by bolting, 
they are to be provided with a substantial flange securely 
attached to the hull structure. Where bolts are used, the nuts 
are to be suitably locked. 


3.13.9 Where sterntubes are to be welded to hull insert 
plates full penetration welding is required. 


3.13.10 Where sterntubes are to be installed using a resin 
system, of an approved type, the requirements of Pt 11, 
Ch 2,4.16 are to be complied with. 


3.13.11 The region where the shafting enters the craft, and 
the bearing in way, is to be adequately supported by floors or 
deep webs. 


3.13.12 The shaft bearings are to be secured against 
rotation within the sterntube. 


3.13.13 Asuitable gland arrangement is to be provided at the 
inboard end of sterntubes in accordance with Pt 11, Ch 2,4.15. 


3.14 Solepieces 


3.14.1. The requirements for solepieces are as indicated in 
Table 3.3.1. 


3.15 Propeller hull clearances 


3.15.1. Recommended minimum clearances between the 
propeller and the sternframe, rudder or hull are given in 
Table 3.3.2. These are the minimum distances considered 
desirable in order to expect reasonable levels of propeller 
excited vibration. Attention is drawn to the importance of the 
local hull form characteristics, shaft power, water flow 
characteristics into the propeller disc and cavitation when 
considering the recommended clearances. 
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Table 3.3.2 | Recommended propeller hull clearances 


Hull clearances for single screw, in metres, Hull clearances for twin screw, 
Number see Fig. 3.3.8(a) in metres, see Fig. 3.3.8(b) 
of Blades 


a b e f 


1,20K6 1,80K6 1,20K5 1,20K6 
1,00KS 1,50K6 1,00K6 1,20K6 
0,85K6 1,275K6 0,85K6 0,85K6 
0,75K6 1,125kK6 0,75K6 0,75K6 


Minimum value 0,106 0,156 3 and 4 blades, 0,158 
0,208 

5 and 6 blades, 
0,168 


Symbols 


Lp and Cy as defined in Ch 1,6.1 = thickness of rudder, in metres measured at 0,7R, above 
the shaft centreline 


Lp 3,48Cp Ps : . 
K = 0,1 + + 0,3 = designed power on one shaft, in KW 


3050 


Lp? 


= propeller radius, in metres 
= propeller diameter, in metres 


NOTE 
The above recommended minimum clearances also apply to semi-spade type rudders. 


4390/163 


(a) Single screw (b) Twin screw 


Propeller clearance 
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| Section 4 
Fixed and steering nozzles, bow 
and stern thrust units 


4.1 General 


4.1.1 The requirements for scantlings for fixed and 
steering nozzles are given, for guidance only, in 4.2 to 4.4 and 
Table 3.4.1. 


4.1.2 The requirements, in general, apply to nozzles with 
a numeral not greater than 200, see Table 3.4.1. Nozzles 
exceeding this value will be specially considered. 


4.2 Nozzle structure 


4.2.1 For basic scantlings of the structure, see 
Table 3.4.1, in association with Fig. 3.4.1. 


4.2.2 The shroud plating in way of the propeller tips is to 
be carried well forward and aft of this position, due allowance 
being made on steering nozzles for the rotation of the nozzle 
in relation to the propeller. 


4.2.3 Fore and aft webs are to be fitted between the inner 
and outer skins of the nozzle. Both sides of the headbox and 
pintle support structure are to be connected to fore and 
aft webs of increased thickness. For thicknesses, see 
Table 3.4.1. 


Table 3.4.1 Nozzle construction requirements 


Leading edge 
member 
Cone Ring webs 


Fore and aft 
webs 


Ring web 


4390/164 


Shroud plating 
in way of propeller 


Fore and aft section on 
middle line 


Transverse section 


Fig. 3.4.1 Fixed and steering nozzles 


4.2.4 The transverse strength of the nozzle is to be 
maintained by the fitting of ring webs. Two ring webs are to 
be fitted in nozzles not exceeding 2,5 m diameter. Nozzles 
between 2,5 and 3,0 m in diameter are generally to have two 
full ring webs and a half-depth web supporting the flare 
plating. The number of ring webs is to be increased as 
necessary on nozzles exceeding 3,0 m in diameter. Where 
ring webs are increased in thickness in way of the headbox 
and pintle support structure in accordance with Table 3.4.1, 
the increased thickness is to be maintained to the adjacent 
fore and aft web. 


Requirement 


Nozzle Numeral 


Shroud plating in way of propeller blade tips 


Ny = 0,01P8p 


For Ny < 63 
tp = (11 +0,1N\)) mm 


For Nyy > 63 
14 + 0,052Ny)) mm 


Shroud plating clear of blade tips, flare and cone plating, 
wall thickness of leading and trailing edge members 


ts — 7) mm but not less than 8mm 


Webs and ring webs 


Nozzle stock 


As item (3) except in way of headbox and pintle support where 
tw = (tg+4)mm 


Combined stresses in stock at lower bearing 
< 92,7 N/mm? 


Torsional stress in upper stock 
< 62,0 N/mm? 


Solepiece and strut 


Bending stresses not to exceed 
70,0 N/mm? 


Symbols 


a numeral dependent on the nozzle requirements 
power transmitted to the propellers, in KW 
diameter of the propeller, in metres 


thickness of plating, in mm 


thickness of shroud plating in way of propeller tips, in mm 


thickness of webs and ring webs in way of headbox and pintle support, in mm 


Thicknesses given are for mild steel. Reductions in thickness will be considered for certain stainless steels. 
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4.2.5 Local stiffening is to be fitted in way of the top and 
bottom supports which are to be integrated with the webs 
and ring webs. Continuity of bending strength is to be 
maintained in these regions. 


4.2.6 Fin plating thickness is to be not less than the cone 
plating, and the fin is to be adequately reinforced. Solid fins 
are to be not less than 25 mm thick. 


4.2.7 Care is to be taken in the manufacture of the nozzle 
to ensure its internal preservation and watertightness. The 
preservation and testing are to be as required for rudders, see 
2.25 and 2.27, and Table 1.7.2 in Chapter 1. 


4.3 Nozzle stock and solepiece 


4.3.1 Stresses, derived using the maximum side load on 
the nozzle and fin acting at the assumed centre of pressure, 
are not to exceed the values given in Table 3.4.1, in both the 
ahead and astern conditions. 


4.4 Ancillary items 
4.4.1 The diameter and first moment of area about the 
stock axis of coupling bolts and the diameter of pintles, are 


to be derived from 2.20 and 2.19 respectively. 


4.4.2 Suitable arrangements are to be provided to 
prevent the steering nozzle from lifting. 


4.5 Steering gear and allied systems 
4.5.1 For the requirements of steering gear, see Pt 12, Ch 1. 
4.6 Thruster unit wall thickness 


4.6.1 The wall thickness of the unit is, in general, to be in 
accordance with the manufacturer’s practice, but is to be not 
less than: 

(a) For steel hulls, the thickness of the adjacent shell plat- 
ing plus 10 per cent or 2 mm whichever is the greater, 
subject to a minimum of 7 mm. 

(ob) For aluminium hulls, the thickness of the adjacent shell 
plating plus 10 per cent or 1 mm whichever is the 
greater, subject to a minimum of 8 mm. 

(c) For FRP hulls, generally the thickness of the adjacent 
shell laminate plus 25 per cent subject to a minimum of 
8 mm. Full details of the proposed laminate and resin 
system are to be submitted for approval. 


4.7 Thruster unit installation details 


4.7.1 The method of attachment of the tube is 
dependent upon the tube and the craft’s construction 
materials which may be steel, aluminium alloy or FRP. 


4.7.2 The tunnel tube is to be fitted either between a pair 
of deep floors or bulkheads extending to above the design 
waterline or in a separate watertight compartment. 


4.7.3 The shell plating thickness is to be locally increased 
by 50 per cent in way of tunnel thruster connections. 


4.7.4 For welded tube connections the welding is to be 
by full penetration welding. 


4.7.5 For FRP tubes attached by bonding the total 
bonding reinforcement weight is to be at least that of the hull 
bottom laminate with the tube bonded internally and exter- 
nally to the shell laminate. Prior to bonding in situ the areas to 
be bonded are to be thoroughly abraded and degreased and 
all cut FRP laminate edges resin sealed. 


4.7.6 The tunnel tube is to be framed to the same 
standard as the surrounding shell plating. 


4.7.7 The unit is to be adequately supported and stiffened. 


4.8 Novel features 


4.8.1 Where the Rules do not specifically define the 
requirements for novel features then the scantlings and 
arrangements are to be determined by direct calculations. 
Such calculations are be carried out on the basis of the Rules, 
recognised standards and good practice, and are to be 
submitted for consideration. 


o Section 5 
Stabiliser arrangements 


5.1 General 


ro ae | The scantlings, arrangements and effectiveness of 
the stabilisers are outwith the scope of classification; however 
their foundations, supporting structure and watertight integrity 
are to be examined. 


5.2 Fin stabilisers 


5.2.1 Detailed plans are to be submitted clearly indicat- 
ing the position, supporting structure and design loads for all 
fins. 


5.2.2 The design, construction, operational performance 
and control systems of the fin stabiliser unit are outside the 
scope of classification. 


5.2.3 Fin stabilisers are to be contained within a watertight 
enclosure. The purpose of the watertight enclosure is to 
ensure that any impact to the stabiliser will not affect the 
survivability or safe operation of the craft. In addition to the 
requirements of 5.2.4, when determining the location and 
extent of the watertight enclosure the following should be 
considered: 

a) Stabiliser blade construction material 

Designed failure mode of stabiliser shaft 

Damage stability requirements of craft 

d) Survivability of craft after impact to the stabiliser 

e) Function of space containing stabiliser. 
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5.2.4 For non-retractable type stabilisers, the watertight 
divisions forming the forward and aft boundaries of the 
watertight enclosure are to be arranged not less than one third 
of the root chord length, C, from the fore and aft extents of 
the stabiliser, see Fig. 3.5.1. Main watertight subdivision bulk- 
heads may be considered as watertight divisions where 
appropriate. 


‘Watertight' ‘Watertight’ 
division division 


Fig. 3.5.1 Stabiliser positioning 


5.2.5 For craft constructed of mild steel the watertight 
enclosure into which the stabilisers retract is to have a 
perimeter plating of the same thickness as the surrounding 
Rule shell plating plus 2 mm, and is to be stiffened to the 
same standard as the shell. For craft constructed from 
aluminium alloys the corrections in Ch 3,1.2.2 apply. 


5.2.6 For craft constructed from composite materials the 
laminate thickness of the watertight enclosure into which the 
stabilisers retract is to be specially considered. Generally the 
thickness should not be less than that of the bottom shell. 


2.7 Insert plates are to be fitted or laminate thickness 
increased in way of stabilisers. The thickness of the insert 
plate or increased laminate is to be at least 50 per cent 
greater than the bottom shell thickness in way, and is to 
extend over an area formed by 1,25 times the stabiliser root 
chord length and covering all operational angles. In addition, 
for retractable stabilisers the insert is to extend beyond the 
shell opening for a distance of not less than 25 per cent the 
length of the root chord. 


5.2.8 Fin stabiliser systems are, in general, not to extend 
beyond the extreme moulded beam of the hull or below the 
horizontal line of keel. However, for retractable fins, alterna- 
tive arrangements may be specially considered. Where the 
stabiliser fin extends beyond the extreme moulded beam of 
the hull in the active mode, the side shell is to be permanently 
marked indicating the forward and aft extent of the stabiliser 
when deployed. It is recommended that an appropriate 
symbol be placed on the hull side between the marks. 


5.2.9 The stabiliser machinery and surrounding structure 
is to be adequately supported and stiffened. Where bending 
stresses are induced in the structure under fatigue conditions 
the maximum stress is not to exceed 39,0 N/mm2 in mild 
steel. Where other materials are used for the supporting 
structure the limiting stress values will be specially considered 
on the basis of the Rules. 


5.2.10 | The scantlings of internal watertight bulkheads and 
stiffening for fixed installations are to be as specified by the 
designer/Builder and/or fin unit manufacturer but in no case 
are to be less than the scantlings for double bottoms as 
defined in Pt 6, Ch 3,6 for steel structures and Pt 7, Ch 3,6 for 
aluminium structures. Suitable access is to be provided to 
allow for maintenance and inspection purposes. 


5.2.11. The scantlings and sealing arrangements for the 

pedestal and bearings will be specially considered, subject to 

the designer/Builder submitting the following: 

(a) Detailed structural calculations for the proposed founda- 
tion and adjacent supporting structure. 

(6) Adetailed finite element model, if carried out, see Pt 3, Ch 1,2. 

(c) Calculations demonstrating that the effect of damage to 
the stabiliser arrangement arising from high speed 
impact, grounding, fouling, etc will not compromise the 
structural and watertight integrity of the craft. 

(d) Maximum torque, bending moments and bearing loads 
expected for the proposed design. 

(e) The stabiliser fin stock material, together with its ultimate 
tensile and shear strength values (N/mm2). 


5.2.12 Fin bearing materials and seals are to be of an 
approved type. 


5.2.13 Where retractable stabilisers are fitted, position indi- 
cators are to be provided on the bridge and adjacent to the 
stabiliser installation. 


5.3 Stabiliser tanks 


5.3.1 The general structure of the tank is to comply with 
the Rule requirements for deep tanks. Sloshing forces in the 
tank structure are to be taken into account. Where such 
forces are likely to be significant, the scantlings will be 
required to be verified by additional calculations. 


5.4 Ride control systems 


5.4.1 The scantlings, arrangements and effectiveness of 
ride control systems are currently outwith the scope of 
classification; however their foundations, supporting structure 
and watertight integrity together with the associated reaction 
forces on the hull structure are to be examined. Details of the 
loadings and supporting calculations are to be submitted with 
the relevant construction plans for consideration. 


5.5 Motion damping arrangements and devices 


5.5.1 Motion damping devices are generally outwith the 
scope of the Rules. Where motion damping devices are fitted 
the designers/Builders are to submit details of the anticipated 
loadings and supporting calculations for appraisal of the 
adjacent hull structure. 
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5.6 Novel features 


5.6.1 Where the Rules do not specifically define the 
requirements for novel features then the scantlings 
and arrangements are to be determined by direct calculations. 
Such calculations are to be carried out on the basis of the 
Rules, Recognised Standards and good practice, and are to 
be submitted for consideration. 


| Section 6 
Particular requirements for 
multi-hull craft 


6.1 General 


6.1.1 The requirements for control systems of multi-hull 
craft are generally in accordance with the requirements of 
Sections 1 to 5 for mono-hulls. 


6.2 Rudders 


6.2.1 The scantlings for rudders are to be generally in 
accordance with Ch 3,2. Where the proposed rudder is of a 
novel design or the speed of the craft exceeds 45 knots the 
scantlings of the rudder and rudder stock are to be 
determined from direct calculation methods incorporating 
model test results and structural analysis, as considered 
necessary by LR. 


6.3 Sternframes and appendages 


6.3.1 Sternframes and appendages are to be considered 
on the basis of the Rules. Reference is also to be made to 
Chapter 5, (Special Features) of Parts 6, 7 and 8 for steel, 
aluminium alloy and composite construction respectively. 


6.4 Fixed and steering nozzles, bow and stern 
thrust units 


6.4.1 In general, the requirements are to be in accordance 
with Ch 3,4. 

6.5 Stabiliser arrangements 

6.5.1 In general, the requirements for multi-hulls are to be 


in accordance with the requirements of Ch 3,5 and 
Ch 5,2.4 of Parts 6, 7 and 8, dependent upon the material of 
construction. 
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Section 

1 General 

2 Bulkhead openings 

3 Double bottom openings 

4 Side and stern doors and other shell openings 

5 Hatches on exposed decks 

6 Miscellaneous openings 

7 Portlights, windows and viewing ports, skylights 


and glass walls 


8 Bulwarks, guard rails and other means for the 
protection of crew 


9 Deck drainage 

10 Cabin sole and lining 
11 Ventilators 

12 Air and sounding pipes 


13 Particular requirements for multi-hull craft 


is Section 7 
General 


1.1 Application 


7.7.1 The contents of this Chapter are applicable to 
mono-hull and multi-hull craft constructed in steel, aluminium 
alloy or composite materials. 


19:2 Where the requirements of Pt 1, Ch 2,1.1.11 and 
1.1.14 require the craft to be subdivided for damage stability 
aspects these will be considered in addition to the 
requirements of this Part. 


7.7.3 Attention is, however, to be given to any other 
additional statutory requirements of the National Authority in 
which the craft is registered. 


1.2 Downflooding 


1.2.1 Yachts and craft to which the /nternational 
Convention on Load Lines, 1966 is applicable, see Pt 1, 
Ch 2,1.1.11, are to comply with the requirements of this 
sub-Section. 


Tagee Doors, hatches, ventilators, windows, portlights, 
etc. provided with closing appliances which can be secured 
weathertight, and small openings through which progressive 
flooding cannot take place are not considered as down 
flooding points. 


1.2.3 Air pipes are to be fitted with automatic closing 
appliances unless it can be shown that, with the craft at its 
summer load waterline, the openings will not be immersed at 
an angle of heel of 40°, or the angle of downflooding if this is 
less than 40°. 


1.3 Definitions and symbols 


7.3.1 The down flooding angle is the least angle of heel 
at which openings in the hull, superstructure or deckhouses, 
which cannot be closed weathertight, immerse and allow 
flooding to occur. 


182 L, is the loadline length as defined in Ch 1,6.2.3. 


1.3.3 Position 1 and Position 2 are as defined in Ch 1,6.10. 


1.4 Bolted connections 


1.4.1 Bolted connections are generally to be in 
accordance with Table 4.1.1. Further requirements are 
contained throughout this Chapter. 


Table 4.1.1 Bolt pitch requirements for structural 


connections 


Location 


Manhole covers to fuel tanks 
Manhole covers to water tanks 
Covers over void tanks/cofferdams 
Unstiffened portable plates in decks 


Bolted watertight door frames 


Window frames to superstructure 


NOTE 
dp is the diameter of the bolt. 


LLoyD’s REGISTER 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRafT, July 2012 


Closing Arrangements and Outfit 


Part 3, Chapter 4 


Sections 2 & 3 


a Section 2 
Bulkhead openings 


2.1 General 


2 In addition to the requirements of this Section, 
where compliance with Pt 4, Ch 2,9 and Chapter X of SOLAS 
1974, as amended (High Speed Craft Code), is required, the 
number and construction of the watertight doors in bulkheads 
will be considered in accordance with these requirements. 
Each watertight door is to be subjected to a pressure test, 
see Table 1.7.1 in Chapter 1. The test may be carried out 
either before or after the door is fitted. Regulations regarding 
openings in watertight bulkheads relevant to passenger or 
cargo craft, as appropriate, contained in the /nternational 
Convention for the Safety of Life at Sea, 1974 and applicable 
amendments, and Pt 4, Ch 2,9 are also to be complied with. 


2.2 Openings in bulkheads below the freeboard 
deck 


2.2.1 Certain openings below the freeboard deck are 
permitted, but these must be kept to a minimum and provided 
with means of closing to watertight standards. All such 
openings are to be to the satisfaction of the Surveyor. 


2.3 Watertight doors 


2.3.1 Watertight doors are to be efficiently constructed and 
fitted, and are to be capable of being operated when the craft 
is listed up to 15° either way. They are to be operated under 
working conditions and hose tested in place. See Ch 1,7.3. 


2.3.2 Where the doors are fitted in watertight bulkheads 
they are to be of equivalent strength to the unpierced bulkhead 
and capable of being closed watertight. Watertight doors are 
to be of a type, approved and pressure tested, see Table 1.7.1 
in Chapter 1, from both sides for the maximum head of water 
indicated by any required damage stability calculations or up to 
the bulkhead deck whichever is the greater. 


2.3.3 Indicators are to be provided on the bridge 
showing whether the doors are open or closed. 


2.3.4 Doors are to be capable of being operated from 
both sides of the bulkhead. Power operated sliding doors are 
to be capable of being opened and closed locally by both 
power and efficient hand operated mechanisms. 


2.3.5 Doors not required to be used at sea may be of the 
hinged or sliding type. A notice is to be fixed on the closing 
appliance saying it should be kept closed at all times while the 
craft is at sea. 


2.3.6 Watertight doors which are intended to be used 
while at sea are to be of the sliding type capable of being 
remotely closed from the bridge. An audible alarm is to be 
provided at the door closure. The power, control and 
indicators are to be operable in the event of main power 
failure. Particular care is to be paid to minimising the effect of 
control system failure. 


2.3.7 As an alternative to the sliding doors required by 
2.3.6, special consideration will be given to the fitting of 
hinged watertight doors where it can be shown that they are 
as effective as the sliding type. A suitable log-book system is 
to be operated to ensure that such doors remain closed 
except when in use for access. 


2.3.8 Subject to the requirements of 2.3.6 and 2.3.7, 
hinged watertight doors of approved pattern may be fitted 
in ‘tween decks in approved positions. The hinges of these 
doors are to be fitted with a pin or bush of a suitable 
copper alloy in accordance with the Rules for the 
Manufacture, Testing and Certification of Materials (herein- 
after referred to as the Rules for Materials), or of an 
equivalent material acceptable to Lloyd’s Register (here- 
inafter referred to as ‘LR’). 


2.3.9 No accesses are to be fitted in collision bulkheads. 
In particular designs where it would be impracticable to 
arrange access to the fore peak other than through the 
collision bulkhead, access may be permitted subject to 
special consideration. Where accesses are provided, the 
openings are to be as small as practicable and positioned as 
far above the design waterline as possible. The closing 
appliances are to be watertight, open into the fore peak 
compartment and consideration will be given to operation 
from one side only. 


2.4 Pipe and cable ducts, ventilation trunks and 
other penetrations 


2.4.1 Where subdivision and damage stability requirements 
apply and where penetration of watertight divisions by pipes, 
ducts, trunks or other penetrations is necessary, arrangements 
are to be made to maintain the watertight integrity. 


2.4.2 Ventilators from deep tanks and tunnels passing 
through ‘tween decks are to have scantlings suitable for 
withstanding pressures to which they may be subjected, and 
are to be made watertight. 


o Section 3 
Double bottom openings 


3.1 General 


Od Provision is to be made for the free passage of air 
and water from all parts of the tanks to the air pipes and 
suctions, account being taken of the pumping rates required. 


3.1.2 Adequate access is also to be provided to all parts 
of the double bottom for future maintenance, surveys and 
repairs. The edges of all openings are to be smooth. 
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3.2 Requirements 


3.2.1 A plan showing the location of manholes and 
access openings within the double bottom is to be submit- 
ted. Attention is to be given to any relevant Statutory 
Requirements of the National Authority of the country in which 
the craft is to be registered. 


3.2.2 The number and positioning of manholes are to be 
such that access under service conditions is neither 
difficult nor dangerous. Attention is to be given to any relevant 
international regulations regarding the minimum size of access 
openings. 


3.2.3 Manholes and their covers are to be of an approved 
design or in accordance with a recognised National or 
International Standard. 


3.2.4 The size of opening is not, in general, to exceed 
50 per cent of the double bottom depth, unless edge 
reinforcement is provided. In way of outboard ends of floors 
and fore and aft girders at transverse bulkheads, the number 
and size of holes are to be kept to a minimum, and the 
openings are to be circular or elliptical. Edge stiffening may 
be required in these positions. 


3.2.5 Manholes, lightening holes and other cut-outs are 
to be avoided in way of concentrated loads and areas of high 
shear. In particular, manholes and similar openings are not to 
be cut in vertical or horizontal diaphragm plates in narrow 
cofferdams or double plate bulkheads within one-third of their 
length from either end, nor in floors or double bottom girders 
close to their span ends, below the heels of pillars, nor in way 
of mast steps, unless the stresses in the plating and the panel 
buckling characteristics have been calculated and found 
satisfactory. 


3.2.6 Manholes, lightening holes and other openings are 
to be suitably framed and stiffened where necessary. 


3.2.7 Air and drain holes, notches and scallops are to be 
in accordance with Ch 2,4 of Parts 6 and 7 for steel and 
aluminium alloy construction respectively. 


3.3 Alternative arrangements 


3.3.1 The Rules are formed on the basis that access to 
double bottoms will be by means of manholes with bolted 
covers. However, alternative arrangements will be specially 
considered. 


| Section 4 
Side and stern doors and other 
shell openings 


4.1 General 
4.1.1 These requirements cover cargo and service doors 


in the craft side (abaft the collision bulkhead) and stern area, 
below the freeboard deck and in enclosed superstructures. 


4.1.2 For the requirements of bow doors, see Ch 5,4 of 
Parts 6 and 7 for steel and aluminium alloy construction 
respectively. 


4.1.3 Side and stern doors are to be so fitted as to 
ensure tightness and structural integrity commensurate with 
their location and the surrounding structure. See also 
Ch 1,6.8.2 and 6.9.2. 


4.1.4 In general, and for passenger craft in particular, the 
lower edge of door openings are not to be below a line drawn 
parallel to the freeboard deck at side, which is at its lowest 
point at least 230 mm above the upper edge of the 
uppermost Load Line. 


4.1.6 When the lower edge is below the uppermost Load 
Line, the arrangement will be specially considered. Special 
consideration is to be given to preventing the spread of 
leakage water over the deck. The reference to the uppermost 
Load Line is to be taken as the tropical fresh water line. 


4.1.6 Doors are generally to be arranged to open 
outwards, however inward opening doors will be considered 
provided strongbacks are fitted when the doors are situated in 
the first two ‘tween decks above the waterline. 


4.1.7 For passenger craft the following is also applicable: 

(a) Gangway, cargo and service ports fitted below the 
margin line, see 1.2.2, are to satisfy the strength 
requirements given for side doors in this Section. They 
are to be effectively closed and secured watertight 
before the craft leaves port, and are to be kept closed 
during navigation. Such ports are not to have their lowest 
point below the deepest subdivision Load Line. 

(b) Where the inboard end of a rubbish chute is below the 
margin line in a passenger craft, the inboard end cover is 
to be watertight and, in addition to the discharge flap 
interlock, a screwdown automatic non-return valve is to 
be fitted in an easily accessible position above the 
deepest subdivision. The valve is to be controlled from a 
position above the bulkhead deck and provided with an 
open/shut indicator, and kept closed when not in use. A 
suitable notice is to be displayed at the valve position. 


4.1.8 Where doors and platforms are fitted in the shell, 
the structural and watertight integrity of the hull is to be 
maintained. Such doors and platforms are not to lead directly 
into the craft and an internal watertight compartment is to be 
provided in way of the shell openings. The doors and 
platforms are to be arranged to open outwards. The sill height 
of the access hull opening is not to be less than 300 mm 
above the waterline and the sill height of the internal access is 
to be not less than 300 mm higher than the hull sill. Alternative 
arrangements will be considered. 


4.1.9 Doors may be of steel, aluminium alloy or FRP 
construction and are to be efficiently connected to the 
adjoining structure and of equivalent strength and are to have 
adequate securing and sealing arrangements. It is 
recommended that doors are hinged about their forward 
edges and open outwards. Details are to be submitted for 
approval. Other materials will be specially considered. 
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4.1.10 For craft complying with the requirements of this 
Section, the securing, supporting and locking devices are 
defined as follows: 

(a) A securing device is used to keep the door closed by 
preventing it from rotating about its hinges or other 
pivoted attachments to the craft. 

(bo) A supporting device is used to transmit external and 
internal loads from the door to a securing device and 
from the securing device to the craft’s structure, or a 
device other than a securing device, such as a hinge, 
stopper or other fixed device, that transmits loads from 
the door to the craft’s structure. 

(c) A locking device locks a securing device in the closed 


position. 
4.2 Symbols 
4.2.1 The symbols used in this Section are defined as 
follows: 


co = bending stress, in N/mm2 
Se equivalent stress, in N/mm?2 


= Yo? + 312 


t = shear stress, in N/mm? 
6, is defined in Ch 3,1.2. 


4.3 Scantlings 


4.3.1 In general the strength of side and stern doors is to 
be equivalent to the strength of the surrounding structure. 


4.3.2 Door openings in the side shell are to have well 
rounded corners and adequate compensation is to be 
arranged with web frames at sides and stringers or equiva- 
lent above and below. See Ch 3,3 of Parts 6, 7 and 8 for steel, 
aluminium alloy and composite construction respectively. 


4.3.3 Doors are to be adequately stiffened, and means 
are to be provided to prevent movement of the doors when 
closed. Adequate strength is to be provided in the 
connections of the lifting/manoeuvring arms and hinges to the 
door structure and to the craft structure. 


4.3.4 The thickness of the door plating is to be not less 
than the shell plating calculated with the door stiffener 
spacing, and in no case to be less than the minimum adja- 
cent shell thickness. 


4.3.5 Where stern doors are protected against direct 
wave impact by a permanent external ramp, the thickness of 
the stern door plating may be reduced by 20 per cent relative 
to the requirements of 4.3.4. Those parts of the stern door 
which are not protected by the ramp are to have the thick- 
ness of plating in full compliance with 4.3.4. 


4.3.6 The section modulus of horizontal or vertical 
stiffeners is to be not less than required for the adjacent shell 
framing using the actual stiffener spacing. Consideration is to 
be given, where necessary, to differences in fixity between 
shell frames and door stiffeners. 


4.3.7 Where necessary, door secondary stiffeners are to 
be supported by primary members constituting the main 
stiffening elements of the door. 


4.3.8 The webs of primary members are to be adequately 
stiffened, preferably in a direction perpendicular to the shell 
plating. 


4.3.9 The buckling strength of primary members is to be 
specially considered. 


4.3.10 All load transmitting elements in the design load 
path from door through securing and supporting devices into 
the craft structure, including welded connections, are to be to 
the same strength standard as required for the securing and 
supporting devices. 


4.4 Doors serving as ramps 


4.4.1 Where doors also serve as vehicle ramps, the 
plating and stiffeners are to be not less than required for 
vehicle decks. See Ch 5,3 of Parts 6, 7 and 8 for steel, 
aluminium alloy and composite construction respectively. 


4.4.2 The design of the hinges for these doors is to take 
into account the craft angle of trim or heel which may result in 
uneven loading of the hinges. 


4.5 Closing, securing and supporting of doors 


4.5.1 Doors are to be fitted with adequate means of 
closing, securing and supporting so as to be commensurate 
with the strength and stiffness of the surrounding structure. 
The hull supporting structure in way of the doors is to be 
suitable for the same design loads and design stresses as the 
securing and supporting devices. Where packing is required, 
the packing material is to be of comparatively soft type, and 
the supporting forces are to be carried by the steel structure 
only. Other types of packing may be considered. Maximum 
design clearance between securing and supporting devices 
is not generally to exceed 3 mm. 


4.5.2 Securing devices are to be simple to operate and 
easily accessible. They are to be of an approved type. 


4.5.3 Securing devices are to be equipped with mechanical 
locking arrangements (self locking or separate arrangements), 
or are to be of gravity type. The opening and closing systems 
as well as securing and locking devices are to be interlocked 
in such a way that they can only operate in the proper 
sequence. 


4.5.4 Means are to be provided to enable the doors to be 
mechanically fixed in the open position taking into account the 
self weight of the door and a minimum wind pressure of 
1,5 kN/m2 (0,153 tonne-f/m?) acting on the maximum 
projected area in the open position. 
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4.5.5 The spacing for cleats or closing devices is not to 
exceed 2,5 m and cleats or closing devices are to be 
positioned as close to the corners as practicable. Alternative 
arrangements for ensuring weathertight sealing will be 
specially considered. 


4.5.6 Doors with a clear opening area of 12 m2 or greater 
are to be provided with closing devices operable from a 
remote control position. Doors which are located partly or 
totally below the freeboard deck with a clear opening area 
greater than 6 m? are to be provided with an arrangement for 
remote control from a position above the freeboard deck. 
This remote control is provided for the: 

(a) Closing and opening of the doors. 

(b) Associated securing and locking devices. 


4.5.7 The location of the remote control panel is to be 
such that the opening/closing operation can be easily 
observed by the operator or by other suitable means such as 
closed circuit television. 


4.5.8 A notice is to be displayed at the operating panel 
stating that the door is to be fully closed and secured 
preferably before, or immediately prior to the craft leaving the 
berth and that this operation is to be entered in the craft’s log. 
This notice is to be supplemented by warning indicator lights 
indicating if any door is not fully closed, secured and locked. 


4.5.9 Means are to be provided to prevent unauthorised 
operation of the doors. 


4.5.10 | Where hydraulic securing devices are applied, the 
system is to be mechanically lockable in the closed position 
so that in the event of hydraulic system failure, the securing 
devices will remain locked. The hydraulic system for securing 
and locking devices is to be isolated from other hydraulic 
circuits when in the closed position. 


4.5.11. The design force considered for the scantlings of 
primary members, securing and supporting devices of side 
shell doors and stern doors are to be taken not less than: 
(a) Design forces for securing or supporting devices of 
doors opening inwards: 
External force: 
Fe =Apet+ Fp kN 
Internal force: 
P, =P,+10W kN 
(b) Design forces for securing or supporting devices of 
doors opening outwards: 
External force: 
F.e =Ap,. KN 
Internal force: 
P, =P,+10W+F, kN 
(c) Design forces for primary members: 
External force: 
Fe =Ap, kN 
Internal force: 
P, =P,5+10W kN 
whichever is the greater. 


Section 4 
The symbols used are defined as follows: 
Pe = external sea pressure, not to be taken less than 
25 kN/m?2 
A =total area of door opening, in m2, to be 


determined on the basis of the load area taking 
account of the direction of pressure 


Fy = total packing force, KN. When packing is fitted, 
the packing force per unit length is to be 
specified, normally not to be taken less than: 
5 kN/m 

P,. = accidental force, in KN, due to loose cargo, 


etc., to be uniformly distributed over the area A 
and not to be taken less than 300 kN. For 
small doors such as bunker doors and pilot 
doors, the value of P, may be taken as zero, 
provided an additional structure such as an 
inner ramp is fitted, which is capable of 
protecting the door from accidental force due 
to loose cargoes 

P, =the greater of P, and 5A kN 

W = weight of the door, in tonnes. 


4.6 Systems for indication and monitoring 


4.6.1 The following requirements apply to doors in the 
boundaries of special category spaces or ro-ro spaces, as 
defined in the SOLAS Convention, through which such 
spaces may be flooded. For cargo craft, where no part of the 
door is below the uppermost waterline and the area of the 
door opening is not greater than 6 m2, then the requirements 
of this Section need not be applied. 


4.6.2 Separate indicator lights and audible alarms are to 
be provided on the navigation bridge and on each operating 
panel to indicate that the doors are closed and that their 
securing and locking devices are properly positioned. The 
indication panel is to be provided with a lamp test function. It 
is not to be possible to turn off the indicator light. 


4.6.3 The indicator system is to be designed on the fail 
safe principle and is to indicate by visual alarms if the door is 
not fully closed and not fully locked, and by audible alarms if 
securing devices become open or locking devices become 
unsecured. The power supply for the indicator system is to 
be independent of the power supply for operating and closing 
the doors and is to be provided with a back-up power supply. 
The sensors of the indicator system are to be protected from 
water, ice formation and mechanical damages. 


4.6.4 The indication panel on the navigation bridge is to 
be equipped with a mode selection function ‘harbour/sea 
voyage’, So arranged that audible alarm is given if the craft 
leaves harbour with side shell or stern doors not closed or 
with any of the securing devices not in the correct position. 


4.6.5 For passenger craft, a water leakage detection 
system with audible alarm and television surveillance are to 
be arranged to provide an indication to the navigation bridge 
and to the engine control room of any leakage through the 
doors. For cargo craft, a water leakage detection system with 
audible alarm is to be arranged to provide an indication to the 
navigation bridge. 
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Table 4.4.1 


Closing and supporting devices 


Permissible stress for bolts, closing and supporting devices 


Thread of bolts 


Material Direct stress 


Steel 


Shear stress 
N/mm2 


Equivalent stress Direct stress 
N/mm2 N/mm2 


Aluminium 


NOTES 


a , 0, as defined in Ch 3,1.2.1 


(e) 


8 , Oyg as defined in Ch 3,1.2.2 


Ova 


4.7 Design of securing and supporting devices 


4.7.1 Securing devices and supporting devices are to be 
designed to withstand the forces given in 4.5.11 using the 
permissible stresses given in Table 4.4.1. The terms ‘secur- 
ing device’ and ‘supporting device’ are defined in Pt 6, Ch 
5,4.3. 


4.7.2 The nominal tensile stress in way of threads of bolts 
is not to exceed the permissible stress given in Table 4.4.1. 
The arrangement of securing and supporting devices is to be 
such that threaded bolts are not to carry support forces. 


4.7.3 For steel to steel bearings in securing and supporting 
devices, the normal bearing pressure is not to exceed 0,805. 
For other bearing materials, the permissible bearing pressure 
is to be determined according to the manufacturer’s 
specification. The normal bearing pressure is to be calculated 
by dividing the design force by the projected bearing area. 


4.7.4 The distribution of the reaction forces acting on the 
securing and supporting devices may require to be supported 
by direct calculations taking into account the flexibility of the 
hull structure and the actual position and stiffness of the 
supports. Small and/or flexible devices, such as cleats, 
intended to provide load compression of the packing mate- 
rial are not generally to be included in these calculations. 


4.7.5 Only the active supporting and securing devices 
having an effective stiffness in the relevant direction are to be 
considered in the calculation of the reaction forces acting on 
the devices. 


4.7.6 The number of securing and supporting devices is 
generally to be the minimum practicable whilst complying with 
4.5.3 and taking account of the available space in the hull for 
adequate support. 


4.7.7 The arrangement of securing devices and supporting 
devices in way of these securing devices is to be designed with 
redundancy so that in the event of failure of any single securing 
or supporting device the remaining devices are capable of 
withstanding the reaction forces, without exceeding, by more 
than 20 per cent, the permissible stresses referred to in 4.7.1. 


4.8 Operating and Maintenance Manual 


4.8.1 An Operating and Maintenance Manual for the 

doors is to be provided on board and is to contain necessary 

information on: 

(a) main particulars and design drawings; 

(b) service conditions (e.g. service area restrictions, 
acceptable clearances for supports); 

(c) maintenance and function testing; 

(d) register of inspections and repairs. 

This Manual is to be submitted for approval, and is to contain 

a note recommending that recorded inspections of the door 

supporting and securing devices be carried out by the craft's 

staff at monthly intervals or following incidents that could 

result in damage, including heavy weather or contact in the 

region of the doors. Any damages recorded during such 

inspections are to be reported to LR. 


4.8.2 Documented operating procedures for closing and 
securing the doors are to be kept on board and posted at an 
appropriate place. 


4.9 Engine removal arrangements 


4.9.1 Where portable plates are required for unshipping 
machinery or for other similar reasons, they may be accepted 
provided they are of equivalent strength to the unpierced 
structure and are secured by gaskets and closely spaced 
bolts. The pitch spacing of the bolts will be specially consid- 
ered depending on the hatch stiffening and support 
arrangements but should not exceed ten diameters. 


4.10 Testing on completion 


4.10.1. The items listed in Table 1.7.1 in Chapter 1, are to 
be hose tested to the satisfaction of the Surveyor. 
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CJ Section 5 
Hatches on exposed decks 


5.1 General 


‘apy | This Section applies to small hatchways or access 
openings in the positions indicated in Fig. 4.5.1. 


5.1.2 The number and size of hatchways and other 
access openings are to be kept to the minimum consistent 
with the satisfactory operation of the craft. 


5.1.3 Hatch covers are to be weathertight when closed, 
of substantial construction and generally hinged. The means 
of securing are to be such that weathertightness can be 
maintained in any sea condition. Details are to be submitted 
for approval. 


5.1.4 Hatch covers may be of steel, aluminium alloy or 
FRP construction. Where toggles are fitted, their diameter and 
spacing are to be in accordance with an ISO Standard or 
equivalent. 


5.1.5 Hatches on the weatherdeck in the forward 0,25Lp 
or to machinery spaces are to be hinged on the forward side. 
5.2 Coaming heights 

5.2.1 Hatch coamings are to have a height above the 
deck surface in accordance with Table 4.5.1. Lower heights 
may be considered in relation to operational requirements and 
the nature of the spaces to which access is given. 

5.2.2 Flush hatches will be specially considered. 

5.2.3 Rope hatches may be accepted with reduced 
coamings, but generally not less than 380 mm, provided they 
are well secured and opened only at the Master’s discretion. 
A suitable notice is to be displayed at the hatch. 


5.3 Scantlings 


5.3.1 Hatch covers are to be of equivalent strength to the 
deck on which they are fitted. 


2nd Tier 


2nd Tier 


Table 4.5.1 Height of hatch coamings 


Height (mm) 


Location/Access (see Note 2) 


Weather deck/machinery 460 
compartment 


Weather deck/lower deck 230 
accommodation 


Weather deck/cargo hold 460 


OTES 

1. For locations (a) and (b), see Fig. 4.5.1. 

2. Reduced coaming heights will be specially considered based on 
a craft’s service area restriction notation. 


5.3.2 The thickness of the coamings is to be not less than 
the Rule thickness for the deck in the positions in which they 
are fitted. Stiffening of the coaming is to be appropriate to its 
length and height. 


5.3.3 The covers are to be adequately stiffened. 


5.4 Closing devices 


5.4.1 Hinges are not to be used as securing devices 
unless specially considered. 


5.4.2 Escape hatches are to be capable of being opened 
from either side. 


5.5 Engine removal hatches 


ooh | Where portable plates are required in decks for 
unshipping machinery or for other similar reasons, they may 
be accepted provided they are of equivalent strength to the 
unpierced deck and are secured by gaskets and closely 
spaced bolts. The pitch spacing of the bolts will be specially 
considered depending on the hatch stiffening and support 
arrangements but should not exceed ten diameters. 


1st Tier 5 accommodation 
T 


i 1st Tier 


Accommodation iN 


aa 


space 


cn Accommodation 


* Machinery 
4390/166 space 


Fig. 4.5.1 Arrangement of doors, sills and hatch coamings 
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5.6 Structural details 


5.6.1 Various structural details for hatchways and access 
openings are given in the LR Guidance Notes for Structural 
Details. 


5.7 Effective support for large hatch covers 


5.7.1 The weight of hatch covers and any loads carried 
thereon, together with inertial forces generated by craft 
motions, are to be effectively transmitted to the craft struc- 
ture. This may be achieved by continuous structural contact of 
the hatch cover with the craft structure or by means of defined 
bearing pads. The bearing pressure will be specially 
considered depending on the construction material. 


5.8 National Authority requirements 


5.8.1 The height of the hatch coaming may be subject to 
additional requirements of the National Authority. 


5.9 Exceptions 


5.9.1 Subject to the agreement of LR exceptions may be 
given to the requirements of this Section where they interfere 
with the operation of the craft. Such exceptions will be 
specially considered. 


5.10 Testing upon completion 


5.10.1. The items listed in Table 1.7.1 in Chapter 1, are to 
be hose tested to the satisfaction of the Surveyor. 


5.11 Standard designs 


5.17.7 Standard designs of hatches may be accepted, 
provided they are designed and manufactured in accordance 
with the requirements of a recognised National or International 
Standard which gives reasonable equivalence to the 
requirements of this Section. 


5.17.2 | Standard proprietary flush hatches, not exceeding 
650 mm x 650 mm clear opening, which are of a type holding 
a valid Type Approval by LR, may be accepted for under deck 
access in non-working areas of craft below 24 m in length, Lp, 
dependent upon the Service Group Notation. Where the hatch 
type is not type approved, full details, including the material 
specification, are to be submitted for approval in each case. 


5.12 Novel features 


5.12.1. Hatchways of novel or unusual design will be 
specially considered. 


| Section 6 
Miscellaneous openings 


6.1 General 

6.1.4 This Section gives requirements for external doors, 
manholes and flush scuttles, hatchways within enclosed 
superstructures or ‘tween decks and companionways, doors 
and accesses on weather decks. 

6.1.2 Those items listed in Table 1.7.1 in Chapter 1, are 
to be hose tested to the satisfaction of the Surveyor. 

6.2 External doors 

6.2.1 Door sills are to have a height above the deck 


surface in accordance with Table 4.6.1. 


Table 4.6.1 Height of door sills 


Position/access 


Height (mm) 


Weather deck/machinery 460 
compartment, see Note 2 


Weather deck/lower accommodation 230 
Weather deck/1st tier accommodation 150 


1st tier/1st tier accommodation 100 


1st tier/2nd tier accommodation 50 


OTES 

1. For positions (1), (2), etc., see Fig. 4.5.1 

2. Where the access to the machinery space is protected by an 
outer weathertight door, the inner door sill or hatch coaming may 
be 230 mm high in association with an outer sill height of 
230 mm. 


6.2.2 Reduced sill heights for doors will be considered as 

follows: 

(a) dependent upon the service group notation, 

(b) for doors which will only be used when the craft is in 
harbour, or calm water, 

(c) where the sill height interferes with the operation of the craft, 

(d) where doors do not give access to spaces below the 
freeboard deck. 


6.2.3 The height of the door sill may be subject to 
additional requirements of the National Authorities. 


6.2.4 Where the sill heights do not comply with the 
requirements of Table 4.6.1, interior deck openings are to be 
treated as if they were exposed on the weather deck. 


6.3 Manholes and flush scuttles 


6.3.1 Manholes and flush scuttles fitted in Positions 1 and 2, 
or within superstructures other than enclosed superstructures, 
are to be closed by substantial covers capable of being made 
watertight. Unless secured by closely spaced bolts, the 
covers are to be permanently attached. 
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6.4 Hatchways within enclosed superstructures 
or ’tween decks 


6.4.7 The requirements of Section 5 are to be complied 
with where applicable. 


6.4.2 Access hatches within a superstructure or 
deckhouse in Position 1 or 2 need not be provided with 
means for closing if all openings in the surrounding bulkheads 
have weathertight closing appliances. 


6.5 Companionways, doors and accesses on 
weather decks 


6.5.1 Companionways on exposed decks are to be of 
equivalent construction, weathertightness and strength to a 
deckhouse in the same position and effectively secured to the 
deck. 


6.5.2 Access openings in: 

(a) Bulkheads at ends of enclosed superstructures, 

(b) Deckhouses or companionways protecting openings 
leading into enclosed superstructures or to spaces 
below the freeboard deck, and 

(c) Deckhouses on a deckhouse protecting an opening 
leading to a space below the freeboard deck, 

may be fitted with doors of steel, aluminium alloy, FRP or other 

equivalent material, permanently and strongly attached to the 

bulkhead and framed, stiffened and fitted so that the whole 
structure is of equivalent strength to the unpierced bulkhead, 
and weathertight when closed. The doors are to be gasketed 
and secured weathertight by means of clamping devices or 
equivalent arrangements, permanently attached to the 
bulkhead or to the door. Doors are generally to open outwards 
and are to be capable of being operated and secured from 

both sides. The sill heights are to be as required by 6.2. 

Double doors are to be equivalent in strength to the unpierced 

bulkhead, and in Position 1, a centre pillar is to be provided 

which may be portable. 


6.5.3 Elsewhere doors may be of hardwood or 
equivalent material and are to be of equivalent strength to the 
unpierced bulkhead. 


6.5.4 Portlights or windows in doors are to comply with 
the requirements given in Section 7. Deadlights or storm 
covers may be external. 


6.5.5 When the closing appliances of openings in 
superstructures and deckhouses do not comply with 6.5.2, 
interior deck openings are to be treated as if exposed on the 
weather deck. 


6.5.6 Doors on the weather deck (first tier) protecting 
direct access to machinery spaces are to be of substantial 
construction in accordance with approved plans or a 
recognised National or International Standard. They are to be 
permanently attached to the casing, outward opening and 
gasketed weathertight with a minimum of six clips and have a 
sill height in accordance with 6.2. 


6.5.7 Doors on the weather deck to accommodation or 
spaces protecting access below are to be as required by 
6.5.6 with a minimum of four clips. 


6.5.8 Where wood doors are proposed on the weather 
deck in lieu of doors as per 6.5.7, they are to be strongly 
constructed of hardwood not less than 45 mm thick and 
double gasketed. For doors in exposed locations, additional 
securing arrangements by slip bolts, clamps or equivalent will 
be required. These doors are not to be the sole means of 
entry or exit from the space. Where these doors may be 
required to be used as a means of escape in an emergency 
situation, the additional security arrangements are to be 
operable from both sides. 


6.5.9 FRP doors are not to be fitted in access openings 
where ‘A’, ‘B’ or ‘C’ class fire integrity is required, or in engine 
room casings. 


6.5.10 Doors in the second tier are to be as required by 
6.5.6 with a minimum of four clips. 


a Section 7 
Portlights, windows and viewing 
ports, skylights and glass walls 


7.1 General 


7.1.1 This Section gives the requirements for portlights, 
windows, viewing ports, sliding glass doors, glass walls, 
skylights, glazing materials, deadlights and storm covers. 


7.1.2 Side scuttles and portholes are considered to be 
portlights. 


Lihid A plan showing the location of portlights, windows, 
viewing ports, skylights and glass walls is to be submitted. 


7.1.4 Portlights and windows, together with their 
glazing and deadlights if required, are to be of an approved 
design or in accordance with a recognised National or 
International Standard. 


FAD Glass in portlights, windows and skylights is to be 
thermally toughened safety glass with a thickness in 
accordance with approved plans or a recognised National or 
International Standard relative to their location. 


View ie Where consideration is given to the use of glazing 
materials other than thermally toughened glass, the thickness 
and arrangements are to take account of any different mate- 
rial properties and be approved. 


LAL The acceptance of ‘glued-in’ glazing material, when 
proposed, will be subject to Type Approval or individual 
approval and tests as appropriate. 


LAO The use of rubber frames is not generally 
acceptable. 
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7.1.9 In position 2, cabin bulkheads and doors are 
considered effective between portlights or windows and 
access below. 


7.1.10 Side scuttles are defined as being round or oval 
openings with an area not exceeding 0,16 m2. Round or oval 
openings having areas exceeding 0,16 m2 shall be treated as 
windows. 


7.1.11 Windows are defined as being rectangular 
openings generally, having a radius at each corner relative to 
the window size and round or oval openings with an area 
exceeding 0,16 m2. 


7.2 Applications 

7.2.1 As indicated in 1.1. See a/so Part 4 for additional 
requirements for yachts. 

7.3 National Authority requirements 

7.3.1 In addition to the requirements of this Section, 
where relevant, care is to be given to the statutory 
requirements of the National Authority. 

7.4 Portlights 

7.4.1 Portlights are to be in accordance with a recognised 
National or International Standard or of a type accepted for the 
respective position and having a valid LR Type Approval 
certificate. Where the portlight is not type approved, full details 


are to be sumitted for approval in each case. 


7.4.2 Portlights may be round, elliptical or elongated and 
are to be of substantial construction 


7.4.3 Portlights are not to be fitted in machinery spaces. 


7.4.4 No portlight is to be fitted in such a position that its 
still is below a line drawn parallel to the freeboard deck at side 
and having its lowest point 2,5 per cent of the breadth, B, 
above the load waterline corresponding to the summer 
freeboard (as defined in Ch 1,6.2.7), or 500 mm, whichever is 
the greater distance, see Fig. 4.7.1. 


7.4.5 Deadlights or storm covers for portlights are to be 
provided in accordance with 7.12. 


7.5 Windows 


Foul Windows are to be in accordance with a 
recognised National or International Standard or of a type 
accepted for the respective position and having a valid LR 
Type Approval certificate. 


7.5.2 Where the window is not type approved, full details 
are to be submitted for approval in each case and the 
prototype tested in accordance with the requirements of 7.5.3 
to 7.5.5. 


7.5.3 A hydrostatic test is to be carried out in order to 
examine watertightness. A design pressure p, where p is 
given in 7.8.1, is to be applied to the external face of the 
window and maintained for at least 15 minutes. 


7.5.4 A hydrostatic test is to be carried out in order to 
examine the capability of the frame, and glass retaining 
arrangements. A design pressure 4p, where p is given in 
7.8.1, is to be applied to the external face of the window. 
Alternatively, this test may be carried out using a steel plate 
in place of the glass. Ideally the steel plate should be of a suit- 
able reduced thickness to simulate the flexural performance 
of the glass. 


7.5.5 Equivalent proposals for testing will be considered. 
Where alternative testing procedures are proposed, these are 
to be agreed with LR before commencement. 


7.5.6 Window glazing is, in general, to be toughened 
safety glass, fitted in substantial frames supporting both faces 
of the glass and effectively secured to the structure. Metal to 
glass contact is to be avoided. 


Line drawn parallel to freeboard deck at side 


below which no portlights are allowed 


Freeboard deck 


Lowest point to be not less than 
2,5 per cent of breadth B, 
(as defined Ch 1,6.2) or 500 mm 
whichever is the greatest 


Summer load waterline 


©. Allowed 4661/01 
® Not allowed 


Fig. 4.7.1 Position of portlights 
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7.5.7 In general, no windows are to be fitted in the 

following locations: 

(a) below the freeboard deck; 

(ob) in the first tier end bulkheads or sides of enclosed 
superstructures; or 

(c) _ in first tier deckhouses that are considered buoyant in 
the stability calculations. 


7.5.8 Wheelhouse window glazing is to be toughened 
safety glass, or where it is of laminated or sandwich 
construction, the surface layers are to be of toughened safety 
glass. 


7.5.9 Large windows in the aft end of superstructure or 
deckhouses will be specially considered. 


7.5.10 Openings in the shell for windows are to have well 
rounded corners. 


7.5.11. Storm covers or deadlights for windows are to be 
provided in accordance with 7.12. 


7.6 Viewing ports 


7.6.1 In general, viewing ports are not to be fitted in the 
bottom shell of high speed craft. 


7.6.2 Viewing ports are to be watertight and of 
substantial construction in accordance with approved plans. 


7.6.3 Glazing is to be fitted in substantial frames supporting 
both faces of the glazing and effectively secured to the hull 
structure. 


7.6.4 Where practicable, viewing ports are to be fitted 
with efficient, hinged, deadlights which are capable of being 
effectively closed and secured watertight, with or without the 
glazing in place. 


7.6.5 Hydrostatic pressure tests are to be carried out to 
confirm that the proposed construction, when fitted in the hull, 
is able to withstand a pressure of four times the design 
pressure and remain watertight. Where a deadlight is fitted, 
this test is also to be carried out with the glazing removed and 
the deadlight closed. 


7.7 Sliding glass doors or ‘glass walls’ 


7.7.1 Large glass doors or windows in the aft end of 
superstructures and deckhouses and other large glass 
structures forming the sides, ends or roofs of deckhouses will 
be specially considered. 


irs When sliding glass doors are provided, or a ‘glass 
wall’ which includes an access, an alternative access or exit 
from the space is to be provided and the arrangements are to 
be in accordance with approved plans and weathertight 
commensurate with their position. Sill heights are, in general, 
to be in accordance with 6.2. 


7.7.3 The glazing is to be toughened safety glass, or 
equivalent, and of substantial thickness in accordance with 
7.8, 7.9 or 7.10 as appropriate. 


7.7.4 Storm covers or roller shutters are to be provided 
in accordance with 7.12.11. 


7.8 Toughened safety glass thickness 


7.8.1 The thickness, t, of toughened safety glass is to be 
not less than 6 mm or that given by the following expression, 
whichever is the greater: 
for glazing of rectangular form 

t = 0,005b4/6B p mm 
for glazing of circular form 

t = 0,00559r fp mm 


where 
a = length of longer side of window, in mm 
b= length of shorter side of glazing, in mm 


p = design pressure in kN/m2, as defined in Pt 5, 
Ch 3,3.1 and Ch 4,3.1 
r = radius of the glazing, in mm 
Arg = aspect ratio of window 
= a/b 
B = -0,17 +0,54AR -0,078Ap? for AR <3 
= 0,75 for Ag > 3. 


7.8.2 For windows of trapezoidal form, the length of 
window, a, is to be taken as the mean of the length of the 
longer sides. The value of b, the length of the shorter side, 
may be similarly determined. 


7.9 Laminated glass thickness 


7.9.1 Laminated toughened safety glass may be used 
having a thickness greater than the single plate toughened 
safety glass for the same size window, as given by: 
t.2 = tiy2+ tio? BF rasa +t 2 mm 
where 
n number of laminates 
t, = thickness of laminate, in mm 
t, = thickness of equivalent single plate, in mm. 
Alternative arrangements that do not meet the above 
thickness requirement will be specially considered, provided 
that equivalent strength and bending stiffness to that of a 
single, thermally toughened pane of thickness, t,, can be 
demonstrated in a four-point bending test in accordance with 
EN-ISO 1288-3 or an equivalent recognised National or 
International Standard, using no fewer than ten samples. The 
lower limit of the 90 per cent confidence level interval for the 
laminated pane shall not be less than the same for monolithic 
toughened safety glass. Small scale punch test or ring-in-ring 
test methods shall not be used. 
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7.10 Other glazing materials 


7.10.1 Materials other than glass may be used for 
windows, except for those in the wheelhouse, with the 
thickness obtained by multiplying the thickness for toughened 
safety glass by a factor of 1,3 for polycarbonate and 1,5 for 
acrylic. Consideration will be given to composite and multi- 
layer constructions where documented results of a pressure 
test confirm that the proposed construction, when fitted in its 
appropriate frame, is able to withstand a test pressure of four 
times the design pressure and remain watertight. 


7.11 Openings and framing requirements 


7.11.1. The strength and dimensions of the frame section 
are to be appropriate to the size of the window, the type of 
glazing being used and its method of bedding. The glazing is 
to be secured to its frame in accordance with the 
Manufacturer’s instructions and recommendations; metal to 
glass contact is to be avoided. 


7.11.2 Rubber frames are not acceptable for windows in 
Positions 1 and 2, and are not generally acceptable in any 
other position in external casings. Any proposals to fit rubber 
frames are to be submitted for consideration. The proposed 
locations, frame dimensions, glass thicknesses and the 
results of any tests carried out, are to be forwarded. 


7.12 Deadlights and storm covers 


7.12.1 Portlights fitted to spaces below the weather deck, 
or to spaces within enclosed superstructures, are to be fitted 
with efficient, hinged, inside deadlights which are capable of 
being effectively closed and secured watertight below the 
weather deck and weathertight above the weather deck. 


7.12.2 In service craft less than 24 m Rule length, Lp, and 
yachts, portlights in the hull in way of accommodation may 
have portable deadlights, provided that they are stored 
adjacent to the portlight and can be readily fitted. Also, in the 
case of these craft, portlights in superstructures or 
deckhouses do not require to have deadlights, unless on the 
weather deck in exposed positions or protecting direct access 
below, in which case, they are to be provided with deadlights 
or storm covers. 


7.12.3 For craft in Service Group G1, storm covers or 
deadlights are generally not required for windows or portlights 
in superstructures or deckhouses. 


7.12.4 For craft in Service Group G2, storm covers or 

deadlights are required for: 

(a) 50 per cent of the windows and portlights in the front of 
the superstructure or deckhouse on the weather deck. 

(bo) The windows and portlights in the forward half of the 
superstructure or deckhouse side on the weather deck, 
except where these are interchangeable port and 
starboard, in which case a sufficient number to fit the 
forward half of one side is to be provided. 

(c) Each different size of window and portlight. 


| 7425 


For craft in Service Groups G2A and G3, storm 

covers or deadlights are required for: 

(a) All windows and portlights in the front of the 
superstructure or deckhouse on the weather deck. 

(b) All windows and portlights in the sides of the 
superstructure or deckhouse on the weather deck, except 
where they are interchangeable port and starboard, in 
which case a sufficient number to fit any one side are to be 
provided. 

(c) Each different size of window and portlight. 


7.12.6 For craft in Service Groups G4 and G5, storm 

covers or deadlights are required as follows: 

(a) _ If fitted in a deckhouse in Position 1, windows are to be 
provided with strong, hinged, weathertight storm covers. 
However, if there is an opening leading below deck in this 
deckhouse, this opening is to be treated as being on an 
exposed deck and is to have weathertight protection. 

(b) Portlights and windows at the shell in Position 2, 
protecting direct access below, are to be provided with 
strong permanently attached deadlights. 

(c) Portlights and windows at the shell in Position 2, not 
protecting direct access below, are to be provided with 
strong portable steel covers for 50 per cent of each size, 
with means for securing at each window. 

(d) Portlights and windows set inboard from the shell in 
Position 2, protecting direct access below, are either to 
be provided with strong permanently attached dead- 
lights or, where they are accessible, strong permanently 
attached external storm covers instead or internal dead- 
lights. 

(e) Portlights and windows set inboard from the shell in 
Position 2, not protecting direct access below, do not 
require deadlights or storm covers. 

(f) | Windows in the shell above Position 2 are to be provided 
with strong portable internal storm covers for 25 per cent 
of each window, with means of securing being provided 
at each window. 

(g) Where windows are permitted in an exposed bulkhead 
on the weather deck in the forward 0,25L,, strong 
external storm covers are to be provided, which may be 
portable and stored adjacent. 


7.12.7 Deadlights and storm covers are not required for 
second tier portlights or windows in deckhouses without 
direct access below. 


7.12.8 Where the wheelhouse is in Position 2, in lieu of 
storm covers being provided for the wheelhouse windows, a 
weathertight cover, fitted to a coaming of not less than 
230 mm in height around the internal stairway opening within 
the wheelhouse, may be accepted. If this arrangement is 
accepted, adequate means of draining the wheelhouse are to 
be provided. 


7.12.9  lfnecessary, for practical considerations, the storm 
covers may be in two parts. 


7.12.10 Deckhouses situated on a raised quarter deck may 
be treated as being in Position 2 as far as the provision of 
deadlights is concerned, provided the height of the raised 
quarter deck is equal to, or greater than the standard height. 
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7.12.11 Sliding glass doors are to be provided with storm 
covers of strong construction, or, in the case of a ‘glass wall’, 
this may be protected by a strongly constructed roller shutter 
or equivalent, which can be readily lowered and secured to 
provide adequate protection. When necessary, additional 
portable supports are to be provided for the cover. The 
arrangements are to be in accordance with approved plans. 
Alternative arrangements will be specially considered. In lieu of 
a weathertight coaming for the cover, adequate drainage is to 
be provided between the cover and the glass which may be in 
the form of a sump drained overboard, with a grating over. 


7.12.12 Deadlights and storm covers are to be weathertight 
and of equivalent strength to the surrounding structure. 


7.12.13 Portable deadlights and storm covers are to be 
clearly marked to indicate which portlights or windows they 
fit and stowed in such a way as to be readily fitted. 


7.13 Emergency exits 


7.13.1. Portlights or windows intended as emergency 
escapes are to be capable of being opened from both sides 
and have a minimum clear opening of 600 mm x 600 mm. 


7.14 Skylights 


7.14.1 Skylights, where fitted, are to be of substantial 
construction and securely attached to their coamings. The 
height of the lower edge of opening is to be as required by 
5.2.1. The scantlings of the coaming are to be as required by 
5.3.2. The thickness of glasses in fixed or opening skylights is 
to be appropriate to their size and position as required for 
portlights or windows. Glasses in any position are to be 
protected from mechanical damage, and where fitted in 
Positions 1 or 2 (as defined in Ch 1,6.10) are to be provided 
with robust deadlights or storm covers permanently attached. 


7.15 Testing on completion and installation 


4.18.1 In order to demonstrate that the requirements of this 
Section are met the closing arrangements are to be operated 
under working conditions to the satisfaction of the Surveyor. 


7.15.2 The items listed in Table 1.7.1, in Chapter 1, are to 
be hose tested to the satisfaction of the Surveyor. 


7.16 Bonded windows and side scuttles 


7.16.1 A ‘bonded window or bonded side scuttle’ is one in 
which the glazing material is secured in its frame from the out- 
side of the ship by glue or other adhesive material. No 
mechanical fixing is provided for the glazing. Bonded windows 
and bonded side scuttles are to comply with the requirements 
of 7.5 and 7.4 respectively, in addition to the requirements in 
this Section. Proposals to secure glazing from the inside of the 
ship are to be specially considered using the requirements in 
this Section as a basis. It should be noted that bonding from 
the inside is not recommended and where it is proposed, fur- 
ther testing will be required. Non-load-bearing secondary 


bonded glazing, e.g., glazing to improve thermal insulation, is 
not required to comply with the requirements of this sub-Sec- 
tion. 


7.16.2. The adhesive is to be flexible enough to support the 
glazing without holding it firm. The glue strip is to be elastic, 
with width and thickness designed to allow the glazing to 
move in both directions in the plane of the glazing without 
undue forces on the bonding or the substrate. The glass is to 
be free to settle under load and not be forced to follow deflec- 
tions in the supporting structure. If substantial racking of the 
glazing opening under load is expected, the bonding is to be 
designed to accommodate such deflections. 


7.16.3 Bonded windows and side scuttles may be consid- 
ered as acceptable, in general, on yachts, depending on their 
position, size of yacht and applicable statutory requirements, 
noting the distinction between glazing and the frame, which 
may have different requirements. 


7.16.4 Bonded windows and side scuttles are not permit- 
ted in galley areas, including glazing in galley doors (internal or 
external). They are not permitted on escape routes and evac- 
uation routes where a fire rating is required. The fire integrity of 
bulkheads is not to be impaired. 


7.16.5 The failure of laminated glass is considered to pose 
a lower risk to safety than that of single pane glass. In the 
event of breaking, laminated glass more readily holds togeth- 
er and tends not to break up into large sharp pieces. 
Therefore, in general, laminated glazing is preferred. When 
laminated glass is used, the sealant is to be compatible with 
the interlayer. Lamination thickness is to be in accordance with 
7.9.1. Special consideration will be given to single pane tough- 
ened safety glass. 


7.16.6 — The durability of the adhesive and the sealant in the 
long-term marine environment is to be considered in the 
approval process. Adhesive is to be approved in accordance 
with Vol 2, Pt 2, Ch 14,2.15. The adhesive bead is to be resis- 
tant to or protected from UV radiation, either by an optically 
dense area at the edges of the glazing or by overlapping trim 
or UV shielding tape. The adhesive bead is to be resistant to 
or protected from fungal attack. Arrangements are to be in 
accordance with the adhesive manufacturer's published 
guidelines and relevant LR Rules. 


7.16.7. The edges of the bonding recess are to be rounded 
to facilitate the application of the sealant without air entrap- 
ment. The width of the gap between the flange and the glazing 
is to be large enough to accommodate the movement of the 
glazing as a result of hull deflection and thermal expansion, 
see Fig. 4.7.2. Recommended gap widths for bonded win- 
dows are to be taken as: 


Gap width Length of longest side of window 
10-15 mm <1,5m 
15-20 mm 1,5-3,0 m 


7.16.8 The minimum adhesive width and thickness are to 
be in accordance with the adhesive manufacturer's published 
guidelines. 
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Outside of ship Inside of ship 


UV barrier (alternative location) 


UV barrier (where required) 


Sealant 


Adhesive 


Sealant 


Frame/flange 


Fig. 4.7.2 
Gap width between flange and window, 
bonded from the outside of the ship 


| Section 8 
Bulwarks, guard rails and other 
means for the protection of crew 


8.1 General 


8.1.1 Bulwarks or guard rails are to be provided at the 
boundaries of exposed freeboard and superstructure decks 
and first tier deckhouses. Bulwarks or guard rails are to be 
not less than 1,0 m in height measured above sheathing, and 
are to be constructed as required by 8.2 and 8.4 respectively. 
Special consideration will be given to cases where this height 
would interfere with the normal operation of the craft. 


8.1.2 The freeing arrangements in bulwarks are to be in 
accordance with Section 9. 


8.1.3 Where appropriate, special consideration will be 
given to the provision of guard-wires in lieu of bulwarks or 
guard rails. 


8.1.4 Where wire ropes are fitted, adequate devices are 
to be provided to ensure their tautness. 


1D Where stanchions are fitted, every third stanchion 
is to be supported by a bracket or stay. 


8.1.6 A proper step arrangement is to be provided in way 
of obstructions such as pipe lines, etc. 


8.2 Bulwark construction 


8.2.1 Plate bulwarks are to be stiffened by a strong rail 
section and supported by stays from the deck. The spacing of 
these bulwark stays is not to be greater than 1,83 m. Where 
bulwarks are cut to form a gangway or other opening, stays of 
increased strength are to be fitted at the ends of the openings. 
Bulwarks are to be adequately strengthened in way of eyeplates 
for cargo gear, and in way of mooring pipes the plating is to be 
doubled or increased in thickness and adequately stiffened. 


8.2.2 In the calculation of the section modulus, only the 
material connected to the deck is to be included. The bulb or 
flange of the stay may be taken into account where 
connected to the deck, and where, at the ends of the craft, 
the bulwark plating is connected to the sheerstrake, a width of 
plating not exceeding that considered effective (see Pt 6, 
Ch 3,1.10, Pt 7, Ch 3,1.11 and Pt 8, Ch 3,1.7 for steel, 
aluminium alloy and composite construction respectively) may 
also be included. The free edge of the stay is to be stiffened. 


8.2.3 Bulwark stays are to be supported by, or to be in 
line with, suitable underdeck stiffening, which is to be 
connected by double continuous fillet welds in way of the 
bulwark stay connection. 


8.2.4 The foregoing requirements do not allow for any 
loading from deck cargoes. 


8.3 Openings in bulwarks 


8.3.1 Bulwarks are not to be cut for gangway or other 
openings near the breaks of superstructures, and are also to 
be arranged to ensure their freedom from main structural 
stresses. See shell plating in appropriate Chapters. 


8.4 Guard rails 


8.4.1 The opening below the lowest course of guardrails 
is not to exceed 230 mm. The other courses are to be spaced 
not more than 380 mm apart. In the case of craft with 
rounded gunwales, the guard rail supports are to be placed 
on the flat of the deck. 


8.4.2 Satisfactory means, in the form of guard rails, life- 
lines, handrails, gangways, underdeck passageways or other 
equivalent arrangements, are to be provided for the protec- 
tion of the crew in getting to and from their quarters, the 
machinery space and all other parts used in the necessary 
work of the craft. 


8.4.3 Chains are only permitted in short lengths in way of 
access openings. 


8.4.4 Where permitted by the National Authority, 
gangways or walkways may be omitted on craft operating 
within Service Groups G1 or G2. However, lifelines are to be 
provided on flush deck craft, or where the cargo hatch 
coamings are less than 600 mm high. 
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| Section 9 
Deck drainage 


9.1 General 


9.7.1 Where bulwarks on the weather portions of 
freeboard or superstructure decks form wells, ample provi- 
sion is to be made for rapidly freeing the decks of large 
quantities of water by means of freeing ports, and also for 
draining them. 


9.2 Freeing port area 


9.2.1 The minimum freeing area on each side of the craft 
for each well on the freeboard deck or raised quarter deck, 
where the sheer in the well is not less than the standard sheer 
required by the International Convention on Load Lines, 1966, 
is to be derived from the following formulae: 
(a) where the length, /, of the bulwark in the well is 20 m or 
less: 
area required = 0,7 + 0,035/ m2 
(b) where the length, 7, exceeds 20 m 
area required = 0,077 m2 
J need not be taken greater than 0,7L,, where L, is the 
length of the craft as defined in Ch 1,6.2. 


9.2.2 If the average height of the bulwark exceeds 
1,2 mor is less than 0,9 m, the freeing area is to be increased 
or decreased, respectively, by 0,004 m2 per metre of length of 
well for each 0,1 m increase or decrease in height respectively. 


9.2.3 The minimum freeing area for each well on a first 
tier superstructure is to be half the area calculated from 9.2.1. 


9.2.4 Two-thirds of the freeing port area required is to be 
provided in the half of the well nearest to the lowest point of 
the sheer curve. 


9.2.5 When the deck has no sheer, the minimum freeing 
area for each well calculated from 9.2.1 is to be increased by 
50 per cent. Where the sheer is less than the standard the 
percentage shall be obtained by linear interpolation. The 
freeing area is to be spread along the length of the well. 


9.2.6 Where the length of the well is less than 10 m, or 
where a deckhouse occupies most of the length, the freeing 
port area will be specially considered but in general need not 
exceed ten per cent of the bulwark area. 


9.2.7 Where it is not practical to provide sufficient 
freeing port area in the bulwark, particularly in small craft, 
credit can be given for bollard and fairlead openings where 
these extend to the deck. 


9.2.8 Where a craft fitted with bulwarks has a continuous 
trunk, or hatch side coamings that are continuous, or 
substantially continuous, the minimum freeing area is to be 
not less than 20 per cent of the total bulwark area where the 
width of trunk or hatchway is 0,4B or less, and not less than 
10 per cent of the total bulwark area when the width of the 
trunk or hatch is 0,75B or greater. The freeing area required 
for an intermediate width of trunk or hatch is to be obtained by 
linear interpolation. 


9.2.9 Where the trunk referred to in 9.2.8 or its 
equivalent is included in the calculation of freeboard, open 
rails are to be fitted for at least 50 per cent of the length of the 
exposed part of the weather deck. Alternatively, if a 
continuous bulwark is fitted, the minimum freeing area is to 
be at least 33 per cent of the bulwark area. The freeing area is 
to be placed in the lower part of the bulwark. 


9.2.10 | Where a deckhouse has a breadth less than 80 per 
cent of the beam of the craft, or the width of the side 
passageways exceed 1,5 m, the arrangement is considered 
as one well. Where a deckhouse has a breadth equal to or 
greater than 80 per cent of the beam of the craft, or the width 
of the side passageways does not exceed 1,5 m, or when a 
screen bulkhead is fitted across the full breadth of the craft, 
this arrangement is considered as two wells, before and abaft 
the deckhouse. 


9.2.11 | Adequate provision is to be made for freeing water 
from superstructures which are open at either or both ends 
and from all other decks within open or partially open spaces 
in which water may be shipped and contained. 


9.2.12 Suitable provision is also to be made for the rapid 
freeing of water from recesses formed by superstructures, 
deckhouses and deck cargo arrangements, etc., in which 
water may be shipped and trapped. Deck gear, particularly on 
fishing craft, is not to be stowed in such a manner as to 
obstruct unduly the flow of water to freeing ports. 


9.2.13 The lower edges of freeing ports are to be as near 
to the deck as practicable, and should not be more than 
100 mm above the deck. 


9.3 Free flow area 


9.3.1 The effectiveness of the freeing port area in 
bulwarks of craft not fitted with a continuous deck 
obstruction, depends on the free flow across the deck. 


9.3.2 The free flow area is the net total longitudinal area of 
the transverse passageways or gaps between hatchways and 
superstructures or deckhouses, due account being made for 
any obstructions such as equipment or other fittings. The 
height of passageways or gaps used in the calculation of the 
area is the height of the bulwark. 


9.3.3 The provision of freeing area in bulwarks is to be 

related to the net free flow area as follows: 

(a) If the free flow area is equal to, or greater than the free- 
ing port area calculated from 9.2.8 when the hatchway 
coamings are continuous, then the minimum freeing area 
calculated from 9.2.1 is sufficient. 

(b) If the free flow area is less than the freeing port area 
calculated from 9.2.1, then the minimum freeing area is 
to be that calculated from 9.2.8. 
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(c) If the free flow area is less than the freeing port area 
derived from (a) but greater than that derived from (b), 
the minimum freeing area, F, in the bulwark is to be 
obtained from the following formula: 


F =F, +Fo-fp m2 


where 
F, = minimum area from 9.2.1 
Fy = minimum area from 9.2.8 


fp = total net area of passages and gaps between 
hatchways, superstructures and deckhouses 
(the free flow area). 


9.4 Scupper arrangements 


9.4.1 Scuppers, sufficient in number and size to provide 
effective drainage, are to be fitted in all decks. 


9.4.2 Scuppers draining weather decks and spaces 
within superstructures or deckhouses not fitted with efficient 
weathertight doors are to be led overboard. 


9.4.3 Scuppers and discharges which drain spaces below 

the freeboard deck, or spaces within intact superstructures or 

deckhouses on the freeboard deck fitted with efficient 

weathertight doors, may be led to the bilges in the case of 

scuppers, or to suitable sanitary tanks in the case of sanitary 

discharges. Alternatively, they may be led overboard provided 

that: 

(a) the freeboard is such that the deck edge is not 
immersed when the craft heels to 5°, and 

(ob) the scuppers are fitted with a positive control valve or 
automatic non-return valve at the shell preventing water 
from passing inboard. 


9.4.4 In craft where an approved fixed pressure water 
spray fire-extinguishing system is fitted in vehicle or cargo 
spaces, deck scuppers of not less than 150 mm diameter are 
to be provided port and starboard, spaced about 9,0 m apart. 
The scupper area will require to be increased if the design 
capacity of the drencher system exceeds the Rule required 
capacity by 10 per cent or more. After installation, the two 
adjacent sections with the greatest aggregate drencher capac- 
ity are to be tested in operation to ensure that there is no build 
up of water on the deck. The scuppers are to be led inboard to 
tanks or, alternatively they may be led overboard providing they 
comply with 9.4.3(a) and (b). Inboard draining scuppers do not 
require valves but are to be led to suitable drain tanks (water 
contaminated with petrol or other flammable substance is not 
to be drained to machinery spaces or any other space where 
a source of ignition may be present) and the capacity of the 
tanks is to be sufficient to hold approximately 10 minutes of 
drenching water. The arrangements for emptying these tanks 
are to be approved and suitable high level alarms provided. 
The mouth of the scupper is to be protected by bars. 


9.4.5 Scupper pipes from the weather decks discharging 
overboard below or near the waterline are to be provided with 
a non-return valve or positive control valve. Where the 
scupper pipes are of substantial construction, having a wall 
thickness of not less than that of the side shell plus 2 mm, the 
non-return valve or positive control valve may be omitted. 


9.4.6 For the use of non-metallic pipe, see Pt 15, Ch 1,8. 


9.5 Large freeing port openings 


9.5.1 Where the height of freeing ports is greater than 
230 mm, vertical bars spaced approximately 230 mm apart 
may be accepted, as an alternative to a horizontal rail, to limit 
the height of the freeing port. Other equivalent arrangements 
will be specially considered. 


i Section 10 
Cabin sole and lining 


10.1 General 


10.1.1. Cabin soles are to be fitted and secured in such a 
manner as to provide access to the structure and fittings 
below. 


10.1.2. The cabin fittings and linings against the side of the 
craft are to be so fitted as to be capable of being removed 
when necessary. The method of attachment is not to impair 
the strength of the structural members. 


10.1.3 For fire protection requirements for cabin fittings 
and linings, see Part 17. 

10.2 Removal for access 

10.2.1. Itis recommended that the cabin fittings and linings 
against the side of the craft be so fitted as to be 
capable of being removed when necessary. The method of 
attachment is not to impair the strength of the structural 
members. 


10.3 Fire aspects 


70.3.1. For information and plans required, see Part 17. 


| Section 11 
Ventilators 


11.1 General 


11.1.1. This Section provides requirements for ventilators 
and the ventilation of all craft. 


17.1.2 The requirements conform, where relevant, with 
those of the International Convention on Load Lines, 1966. 
Reference is also to be made to any additional requirements 
of the National Authority of the country in which the craft is to 
be registered and to the relevant regulations of the 
International Convention for the Safety of Life at Sea, 1974 
and applicable amendments. 
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11.1.3 Special care is to be taken in the design and 
positioning of ventilator openings and coamings, particularly in 
the region of the forward end of superstructures and other 
points of high stress. The deck plating in way of the coamings 
is to be efficiently stiffened. 


11.1.4 The scantlings of ventilators exposed to the weather 
are to be equivalent to those of the adjacent deck or bulkhead. 
Where the height of the ventilator exceeds that required by 
11.5.1, the thickness may be gradually reduced above that 
height to a minimum which will be specially considered 
dependent on the material of construction. Ventilators are to be 
adequately stayed. 


17.1.5 Ventilators from deep tanks and tunnels passing 
through ‘tween decks are to have scantlings suitable for 
withstanding the pressures to which they may be subjected, 
and are to be made watertight. 


17.1.6 For the requirements for fire precautions on cargo 
and passenger craft, see Part 17. 


11.1.7 Adequate ventilation is to be provided throughout 
the craft. 


71.1.8 For the requirements for yachts, see also Part 4. 


11.2 Accommodation spaces 


11.2.1. Accommodation spaces are to be protected from 
gas or vapour fumes from machinery, exhaust and fuel 
systems in accordance with Ch 2,4.7, see also Part 17. 


11.3 Machinery spaces 


17.3.1. In addition to the requirements of this Section, a 

filter coalescer is to be fitted to the machinery space air 

intakes to remove fine spray where: 

° Intakes are fitted in exposed positions on the weather 
deck; or 

e intakes are large; or 

e — coaming height is reduced; or 

e as required by the engine manufacturer. 

Special consideration will be given to alternative arrangements 

for craft operating within service groups G1—-G38, see also 

Part 9. 


17.3.2 In general, ventilators necessary to continuously 
supply the machinery space or the emergency generator 
room shall have coamings of sufficient height to comply with 
11.4.1, without having to fit weathertight closing appliances. 


11.3.3 Where it is not practical to comply with 11.3.2 due 
to ship size and arrangement, lesser heights for machinery 
space and emergency generator room ventilator coamings, 
fitted with weathertight closing may be permitted by the 
Administration in combination with other suitable arrange- 
ments to ensure an uninterrupted, adequate supply of 
ventilation to these spaces. 


11.4 Closing appliances 


11.4.1. All ventilator openings are to be provided with 

efficient weathertight closing appliances unless: 

(a) The height of the coaming is greater than 4,5 m above 
the deck at Position 1. 

(b) The height of the coaming is greater than 2,3 m above 
the deck at Position 2. 


11.4.2 — In order to limit the fire growth potential in every 

space of the ship, the main inlets and outlets of all ventilation 

systems shall be capable of being closed from outside the 

spaces being ventilated. The means of closing shall be easily 

accessible as well as be prominently and permanently marked 

and shall indicate whether the inlet or outlet is open or closed. 

Battery room ventilators are to be fitted with a means of clos- 

ing only when: 

(a) the battery room does not open directly onto an exposed 
deck; or 

(b) the ventilation opening for the battery room is required 
to be fitted with a closing device according to the Load 
Line Convention; or 

(c) the battery room is fitted with a fixed gas fire- 
extinguishing system. 


11.4.3 Closing appliances are to be permanently attached 
to the ventilator coaming. 


11.4.4 Where, in ferries, ventilators are proposed to be led 
overboard in an enclosed ‘tween deck, the closing arrange- 
ments are to be submitted for approval. If such ventilators are 
led overboard more than 4,5 m above the main vehicle deck, 
closing appliances may be omitted, provided that satisfactory 
baffles and drainage arrangements are provided, as in the 
case of air intakes or exhaust openings for machinery spaces, 
which may be arranged in the sides of the craft. 


11.4.5 Mushroom ventilators closed by a head revolving 
on a centre spindle (screw down head) are acceptable in 
Position 2, and also in sheltered positions in Position 1, but 
the diameter is not to exceed 300 mm if situated within the 
forward 0,251, . 


11.4.6 | Mushroom ventilators with a fixed head and closed 
by a screw down plate (screw down cover) may be accepted 
in exposed positions within the forward 0,251, up to a 
diameter of 750 mm. 


11.4.7. Wall ventilators (jalousies) may be accepted 
provided they are capable of being closed weathertight by 
hinged gasketed covers secured by bolts or toggles. They are 
preferably to face aft or athwartships and are to be fitted with 
a suitable means of preventing ingress of water and spray 
when open in the form of louvres, baffles, screens or an 
equivalent arrangement. 


11.4.8 Reference is to be made to Section 1 concerning 
down flooding through ventilators which do not require clos- 
ing appliances due to their coaming height being in 
accordance with 11.4.1. 
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11.5 Effective coaming heights 


11.5.1. The height of ventilator coamings exposed to the 
weather is to be as high as practicable, with a minimum height 
of 600 mm in Position 1 and 450 mm in Position 2. In 
particularly exposed positions, the height of coamings may 
be required to be increased or self closing devices may be 
required. 


17.5.2. Reduced coaming heights may be considered for 
ventilators which are not required for the operation of the craft 
at sea, provided that operational procedures are in place and 
a notice is fitted to the ventilator to ensure that the closing 
device is closed whilst the craft is at sea. 


11.5.3 For gooseneck ventilators, the coaming height is to 
be measured to the underside of the bend, this being the 
lowest point through which water on deck could pass freely to 
spaces below. 


11.5.4. | Where wall ventilators are fitted with an internal baffle 
which rises above the lower edge of the exterior opening, the 
coaming height is measured to the top of the baffle. 


11.6 Drainage arrangements 
17.6.7. Ventilators are to be provided with suitable drainage 


arrangements, particularly where an internal baffle is fitted, see 
11.5.4. 


a Section 12 
Air and sounding pipes 


12.1 General 


12.1.1 Air and sounding pipes are to comply with the 
requirements of Pt 15, Ch 2,11. 


12.1.2 | The minimum wall thickness of steel and aluminium 
alloy air pipes in positions indicated in 12.2.1 is to be taken 
as: 


0,030, + 3,6 mm with a maximum of 8,5 mm 


a = 
where 

tp = wall thickness of air pipe, in mm 

dy = external diameter of air pipe, in mm. 


12.1.3 The pipe material is to be compatible with the craft 
construction material. 


12.1.4 Composite pipes may be acceptable for use on 
composite craft and will be specially considered. 


12.1.5 Striking plates of suitable thickness, or their 
equivalent, are to be fitted under all sounding pipes. 


12.1.6 For the requirements for yachts, see also Part 4. 


12.2 Height of air pipes 


12.2.1. The height of air pipes from the upper surface of 
decks exposed to the weather, to the point where water may 
have access below is normally to be not less than: 

e 450 mm on the freeboard deck; 

e 300 mm on the superstructure deck; 

these heights being measured above deck sheathing, where 
fitted. 


12.2.2 Lower heights may be approved in cases where 
these are essential for the working of the craft, provided that 
the design and arrangements are otherwise satisfactory. 


12.2.3 An increase in the height of air pipes may be 
required or recommended by individual Administrations when 
air pipes to fuel oil and settling tanks are situated in positions 
where sea water could be temporarily entrapped, e.g. in 
recesses in the sides and ends of superstructures or 
deckhouses, between hatch ends, behind high sections of 
bulwark, etc. This may entail an increase in tank scantlings 
and will be specially considered. 


12.2.4 Air pipes are generally to be led to an exposed 
deck. Alternatively, air pipes from cofferdams or void spaces 
may terminate in the enclosed ‘tween deck space on main 
vehicle decks, provided the space is adequately ventilated 
and the air pipes are provided with weathertight closing 
appliances. 


12.2.5 Where air pipes are led through the side of 
superstructures, the opening is to be at least 2,3 m above the 
summer load waterline. 


12.3 Closing appliances 
12.3.1. All openings of air and sounding pipes are to be 
provided with permanently attached, satisfactory means of 


closing to prevent the free entry of water. 


12.3.2 Exposed air pipes in positions 1 and 2 are to be 
provided with approved automatic closing appliances. 


es Section 13 
Particular requirements for 
multi-hull craft 


13.1 General 


13.1.7. In addition to the general requirements given in this 
Chapter, this Section gives particular requirements for multi- 
hull craft. 


13.2 Multi-hull craft escape hatches 


13.2.1. Multi-hull craft are to be provided with a suitable 
means of escape from each accommodation compartment 
between watertight bulkheads in the event of inversion of the 
craft. 
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13.2.2 Where the requirement given in 13.2.1 is achieved 
by means of escape hatches in the hull, these are to be fitted 
in the inboard side of each hull, or in the transom, with the 
lowest side of the opening at a minimum of 600 mm above 
the waterline in both the upright and inverted conditions of the 
craft. Hatch openings are to be a minimum of 450 mm x 
450 mm and a maximum of GOO mm x 600 mm. 


13.2.3. Escape hatch frames and covers may be of steel, 
aluminium alloy or FRP construction and are to be of 
equivalent strength to the unpierced hull side or transom in 
which they are fitted. 


13.2.4 Hatch covers are to be weathertight when closed 
and the means of securing the hatch cover are to be such that 
weathertightness can be maintained in any sea condition. 


13.2.5 Hydrostatic pressure tests are to be carried out to 
confirm that the proposed construction, when fitted in the hull, 
is able to withstand a pressure of four times the design 
pressure and remain watertight. 


13.2.6 Hatch covers are to be flush with the hull and 
substantially hinged. Where fitted in the inboard side of the 
hull, the hinges are to be on the forward side. 


13.2.7. Escape hatches are to be capable of being opened 
from both sides. Handles on the outside are to be suitably 
protected from damage or inadvertent opening. 


13.3 Portlights 


13.3.1 Where it is proposed to fit portlights in the hulls of 
wave-piercing and other non-conventional multi-hull craft, the 
arrangements will be specially considered. 
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| Section 7 
General 


1.1 Application 


7.7.1 The anchoring equipment specified in this Section is 
suitable only for use in reasonably sheltered conditions or in 
emergencies. If the equipment is intended to be used during 
operations in the open sea, or if the sea or weather conditions in 
the service area are subject to unusual hazards, e.g. typhoons, 
etc., the equipment will be specially considered in each case. 


LZ Where the Equipment Number exceeds 1140 the 
equipment is to be in accordance with Pt 3, Ch 138 of the 
Rules and Regulations for the Classification of Ships (here- 
inafter referred to as the Rules for Ships). 

1.2 Definitions 

1.2.1 The definitions for use throughout this Chapter are 
as indicated in the appropriate Section. 


1.3 Symbols 


7.3.1 The following symbols are used in this Chapter, 
unless otherwise stated: 


6b, = mean breadth of deckhouse or superstructure tier, 
in metres 

h, = mean height of deckhouse or superstructure tier, 
in metres 

A = area, in m2, in profile view of the hull, superstruc- 


ture and deckhouses above the design waterline. 
Deckhouses with breadth less than B/4 are to be 
ignored 

B, = the greatest moulded breadth, in metres, or for craft 
of composite construction, the extreme breadth 
excluding rubbing strakes or other projections 


B, = the greatest breadth of the outer hulls of a multi-hull 
craft, in metres. It is to be measured between the 
points of intersection of the extension of the hull 
sides to the normal line of the wet deck 

By = the greatest breadth of the centre hull in trimaran 
type craft, in metres. It is to be measured between 
the points of intersection of the extension of the hull 
sides to the normal line of the wet deck 

D, = the sum of bi hi cos qi for all deckhouses and 
superstructures tiers 

Ga = air gap, as defined in Pt 5, Ch 1 

a, = for multi-hull craft is the distance in metres, from the 
underside of the cross-deck structure to the under- 
side of the first tier of deckhouse or superstructure 
for mono-hull craft is the distance in metres, from 
the waterline to the underside of the first tier of 
deckhouse or superstructure 


6; = angle of inclination aft, of tier of deckhouse front, 
with a line perpendicular to the static load waterline 
A = loaded displacement, in tonnes. 
1.4 Character of classification 


1.4.1 To entitle a craft to the figure 1 in its character of 
classification, equipment in accordance with the requirements 
of this Chapter is to be provided. The regulations governing 
assignment of the character figure 1 for equipment are given 
in Pt 1, Ch 2,3. 


1.4.2 For craft intended to be operated only in suitable 
areas or conditions which have been agreed by the 
Committee, as defined in Pt 1, Ch 2,3.5, equipment differing 
from these requirements may be approved if considered 
suitable for the particular service on which the craft is to be 
engaged. 


1.4.3 Where the Committee has agreed that anchoring 
and mooring equipment need not be fitted in view of the 
particular service of the ship, the character letter N will be 
assigned, see also Pt 1, Ch 2,3.2.2. 


1.4.4 Where the ship is intended to perform its primary 
designed service function only while it is anchored, moored, 
towed or linked, the character letter T will be assigned, see 
also Pt 1, Ch 2,3.2.2. 


1.4.5 For classification purposes the character figure 1, 
or either of the character letters N or T, are to be assigned. 


a Section 2 
Equipment Number 


2.1 Equipment Number 
2.431 The anchoring and mooring equipment is based on 


an Equipment Number, EN, which is to be calculated as given 
in 2.1.2 to 2.1.4. 
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Zale Mono-hull craft 
EN A2/3 + 2 (D, + Bay) +0,1A 


2.1.3 Catamaran, Swath, SES and other twin hull craft 
EN A2/3 + 2 (D, + Boa, + 2G, By) +.0,1A 


2.1.4 Trimarans 
EN = A234 2 (D, + Boa; + G, (2B, + Bo)) + 0,1A 


2.2 Novel craft 


2.2.1 Where a craft is of unusual form and proportions 
the requirement for equipment will be individually considered 
on the basis of the Rules. 


| Section 3 
Service group factors 


3.1 General 

O11 The masses of anchors and the diameters and 
lengths of chain cable required by Table 5.5.1 and Table 5.6.1 
respectively are for craft in Service Group G4. 

3.2 G1 craft 

3.2.1 For craft in Service Group G1, the equipment is 
generally to be that required for craft in Service Group G2; 
proposals for further reductions will be specially considered. 
3.3 G2, G2A, G3 and G4 craft 

3.7 For craft in Service Groups G2, G2A, G3, and G4, 


the mass of the anchor required by Table 5.5.1 may be multi- 
plied by the following factors: 


Service Group G2 0,60 
Service Group G2A 0,65 
Service Group G3 0,73 
Service Group G4 1,00 


3.3.2 The length and diameter of chain cable are to be 
those required by Table 5.6.1 corresponding to the reduced 
anchor mass given in Table 5.5.1. 


3.3.3 Towlines and mooring lines are to be those required 
by Table 5.7.1 corresponding to the equipment number as 
determined from Section 2. 


3.3.4 For service craft on particular duties, a further 
reduction in the mass of the anchor may be given in 
accordance with Section 4. 


3.4 G5 craft 


3.4.1 Craft in Service Group G5 are considered for the 
purposes of this Chapter to be unrestricted in their service, 
and the equipment is to be in accordance with Pt 3, Ch 13 of 
the Rules for Ships. 


3.5 G6 craft 


35.1 Service Group G6 covers yachts and patrol craft 
having unrestricted service. 


3.5.2 For yachts, the mass of the anchors required by 
Table 5.5.1 may be multiplied by the craft type factor indicated 
in Section 4. The length and diameter of chain cable are to be 
those required by Table 5.6.1 corresponding to the reduced 
anchor mass given in Section 4. 


3.5.3 For patrol craft, the equipment is to be in accordance 
with Pt 3, Ch 18 of the Rules for Ships for unrestricted service. 


Si Section 4 
Craft type factors 


4.1 General 


4.1.1 The mass of the anchors required by Table 5.5.1 
and corrected for service group factors in accordance with 
Section 3 (where applicable), are to be corrected by the craft 
type factors indicated in this Section. 


4.2 Craft type factors 


4.2.1 Yachts with an Equipment Numeral, EN, of less 
than or equal to 220 as determined in 2.1, may have the mass 
of the anchors as required by Table 5.5.1 reduced by the craft 
type factor, k,, in accordance with the following: 


EN 
ky = go + 0,56 


4.2.2 For yachts with an Equipment Numeral, EN, in 
excess of 220, the craft type factor, k,, is to be taken as unity. 


4.2.3 Pilot and Patrol craft operating within Service 
Group G1, and which do not normally anchor in the course of 
their duties, with an Equipment Numeral EN of less than or 
equal to 220 as determined in 2.1, may have the mass of the 
anchor as required by Section 3 reduced by the craft type 
factor, kp1, in accordance with the following: 


ky = = +028 
980 
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4.2.4 Pilot and patrol craft operating within Service 
Group G2, and which do not normally anchor in the course of 
their duties, with an Equipment Numeral EN of less than or 
equal to 100 as determined in 2.1.2, may have the mass of 
the anchor as required by Section 3 reduced by the craft type 
factor, kyo, in accordance with Table 5.4.1. 


Table 5.4.1 Craft type factor 


Equipment Numeral, EN 


Craft type factor, Koo 


>5<40 0,8 
> 40 < 100 0,9 
> 100 1,0 


Bi Section 5 
Anchors 


5.1 General 


5.1.1 The Rules are based on the use of high holding 
power (HHP) type anchors. 


5.1.2 When ordinary holding power anchors are used as 
bower anchors, the mass given in Table 5.5.1 is to be 
increased by 33 per cent. 


5.1.3 Where it is proposed to fit other types of anchor, the 
mass will be specially considered. 


5.1.4 Craft other than yachts are to be provided with a 
single anchor on board which must be ready for immediate use. 


5.1.5 In addition, the craft is to be supplied with one 
spare anchor located at each of the ports on its regular 
scheduled service, or alternatively the spare anchor may be 
carried on board. 


5.1.6 Yachts are to be provided with two anchors on 

board. Each anchor must have the rule length of chain cable 

attached. Only one anchor is required to be ready for 
immediate deployment, i.e. around the capstan. The masses 
of anchors may be of the following combinations: 

(a) The mass of the first anchor is to be not less than 
100 per cent of the Rule value for the type of anchor 
concerned. The mass of the second anchor is to be not 
less than 70 per cent of the Rule value for the type 
concerned. 

(ob) The mass of each anchor is to be not less than 90 per 
cent of the Rule value for the type of anchor concerned. 


De hal The fitting of a single anchor on board yachts will 
be specially considered. The mass of the single anchor is to 
be not less than 100 per cent of the Rule value for the type of 
anchor concerned. 


Table 5.5.1 Anchors 


High holding power bower 


Equipment number 
anchors 


Mass of 
Not Number of 
exceeding anchor, 


Exceeding 


anchors 


DL. Anchors which must be specially laid the right way 
up, or which require the fluke angle or profile to be adjusted 
for varying types of sea bed, will not generally be approved 
for normal craft use. In such cases suitable tests may be 
required. 


5.1.9 Anchors are to be of an approved design. The 
design of all anchor heads is to be such as to minimise stress 
concentrations, and in particular, the radii on all parts of cast 
anchor heads are to be as large as possible, especially where 
there is considerable change of section. 


5.2 Materials 


S24 The requirements for anchor materials are 
contained in the Rules for the Manufacture, Testing and 
Certification of Materials (hereinafter referred to as the Rules 
for Materials). 
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5.2.2 Anchors made of stainless steels or aluminium alloy 
may be acceptable subject to special consideration. 


$2.3 Where aluminium alloy anchors are proposed, due 
consideration is to be given to the compatibility of such 
anchors with the materials of the chain cable, anchor shackle, 
etc., in order to avoid galvanic corrosion. 


5.3 Testing 


5.3.1 Testing of anchors is to be carried out in 
accordance with Chapter 10 of the Rules for Materials. 


5.3.2 For holding power testing requirements relating to 
high holding power anchors, see Ch 10,1.7 of the Rules for 
Materials. 


5.4 Anchor shackle 


5.4.1 Steel anchor shackles are to be forged or cast steel 
of approved manufacturer. 


5.5 Anchor stowage 


5.5.1 Anchors are generally to be housed in suitable 
hawse pipes, or stowed in dedicated chocks on deck. 


5.5.2 Hawse pipes and anchor pockets are to be in 
accordance with 9.3. Alternatively, roller fairleads of suitable 
design may be fitted. Where hawse pipes are not fitted, 
alternative arrangements will be specially considered. 


5.6 Super high holding power (SHHP) type 
anchors 


5.6.1 Proposals to use anchors of the SHHP type will be 
subject to special consideration. 


5.6.2 Final acceptance will be dependent upon satisfac- 
tory strength and performance tests. 


5.6.3 Anchors of designs for which approval is sought as 
super high holding power anchors are to be tested at sea to 
show that they have holding powers of at least four times 
those of approved standard stockless anchors of the same 
mass. 


5.7 Tolerances 


5.7.1 The mass of each high holding power anchor given 
in Table 5.5.1 is for anchors of equal mass. The masses of 
individual anchors may vary by +7 per cent of the masses 
given in the Table, provided that the total mass of the anchors 
is not less than would have been required for anchors of equal 
mass. 


5.8 Identification 


5.8.1 Identification of anchors which have been tested is 
to be in accordance with Ch 10,1.4 of the Rules for Materials. 


| Section 6 
Anchor cable 


6.1 General 


6.1.7 Anchor cable may be of stud link chain, short link 
chain, wire rope or fibre rope, subject to the requirements of 
this Section. 


6.1.2 For each anchor required to be carried on board, 
see 5.1.6, a length of anchor cable, as indicated in Table 5.6.1, 
is to be provided. 


6.2 Chain cable 


6.2.1 The diameter of stud link chain cable is to be as 
indicated in Table 5.6.1. 


6.2.2 Short link chain cable may be accepted provided 
that the breaking load is not less than that of stud link chain 
cable of the diameter required by Table 5.6.1. 


6.2.3 Chain cables may be of mild steel, special quality steel 
or extra quality steel in accordance with the requirements of 
Ch 10 of the the Rules for Materials, and are to be graded in 
accordance with Table 5.6.2. 


6.2.4 Grade U1 material having a tensile strength of less 
than 400 N/mm2 is not to be used in association with high 
holding power anchors. Grade U3 material is to be used only 
for chain 20,5 mm or more in diameter. 


6.2.5 In addition to 6.2.3 special consideration will be 
given to the use of chain cable of stainless steel. Stainless 
steel is to be of a suitable type, details of which are to be 
submitted for consideration. 


6.2.6 The form and proportion of links and shackles are 
to be in accordance with Chapter 10 of the Rules for 
Materials. 
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Table 5.6.1 Chain cable 


Stud link chain cable diameter, in mm 


Mass of 
HHP Length of 
bower chain Special Extra 

anchor, in cable, 
kg in metres 


Mild steel quality special 

(Grade: 1 steel quality 
or U1) (Grade:U2) steel 

(Grade:U3) 


Table 5.6.2 Grades of steel for use as chain cable 


Tensile strength 


Material (N/mm2) 


Mild steel 300 — 490 


Special 
quality steel 
(wrought) 


490 — 690 


Special 
quality steel 490 - 690 
ast) 


special 
ity stee 


690 min 


6.3 Testing 


6.3.1 Chain cable with a diameter of 12,5 mm or above is 
to be certified by Lloyd’s Register (hereinafter referred to as 
‘LR’). Chain cable with a diameter below 12,5 mm is to be 
certified by a recognised testing establishment. 


6.3.2 All chain cables are to be tested at establishments 
and on machines recognised by the Committee and under the 
supervision of LR’s Surveyors or other Officers recognised by 
the Committee, and in accordance with Chapter 10 of the 
Rules for Materials. 


6.3.3 Test certificates showing particulars of size and 
weight of cable and of the test loads applied are to be 
furnished. These certificates are to be examined by the 
Surveyors when the cables are placed on board the craft. 


6.4 Wire rope 


6.4.1 When the Equipment Number does not exceed 500 

for craft in Service Groups G1, G2, G2A and G3, steel wire 

rope may be accepted in lieu of chain cable under the follow- 
ing conditions: 

(a) Alength of chain of the diameter specified in Table 5.6.1 
is to be fitted to the anchor. The total length of chain is to 
be not less than 10 per cent of the total required by 
Table 5.6.1. In no case is the length of chain attached to 
an anchor to be less than 9 metres. 

b) The wire rope used in lieu of chain cable is to have a 
breaking load of not less than that of the chain cable it 
replaces. 

c) The combined length of the chain cable specified in (a) 
and the wire is to be not less than the length of chain cable 
required by Table 5.6.1. 

d) Thimbles are to be fitted at both ends of the wire rope, 
as appropriate. 

e) Suitable precautions are to be taken to reduce the wear 
on the wire rope at fairleads, etc. 


6.4.2 Steel wire ropes are to be manufactured, tested 
and certified as required by Chapter 10 of the Rules for 
Materials. 


6.5 Fibre rope 


6.5.1 When the Equipment Number does not exceed 
100, polyamide (or other equivalent synthetic fibre) rope may 
be accepted in lieu of wire rope, subject to compliance with 
6.4.1(a) to (d). 


6.5.2 Fibre ropes are to be manufactured, tested and 
certified as required by Chapter 10 of the Rules for Materials. 


6.5.3 Synthetic fibre ropes are to be ultra-violet 
inhibited as necessary, dependent upon their type. 
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6.6 Cable clench 


6.6.7 Provision is to be made for securing the inboard 
ends of the cables to the structure. This attachment is to have 
a working strength of not less than 10 per cent of the break- 
ing strength of the chain cable, and the structure to which it is 
attached is to be adequate for this load. Attention is drawn to 
the advantages of arranging that the cable may be slipped 
from an accessible position outside the chain cable locker. 
The proposed arrangement for slipping the chain cable, if 
constructed outside the chain locker, must be made 
watertight. 


6.7 Cable stopping and release arrangements 


6.7.1 It is recommended that suitable bow chain 
stoppers be provided. The scantlings of these chain stoppers 
are outwith the scope of the Rules, however the structure in 
way is to be designed with due regard to the applied loading. 
Support under chain stopping arrangements is to be to the 
satisfaction of the Surveyor. 


6.8 Cable locker 


6.8.7 Adequate storage is to be provided to accommo- 
date the full length of anchor cable. 


6.8.2 The chain locker is to be of a capacity and depth 
adequate to provide an easy direct lead for the cable into the 
chain pipes, when the cable is fully stowed. Chain or spurling 
pipes are to be of suitable size and provided with chafing lips. 
The port and starboard cables are to be separated by a 
division in the locker. 


6.8.3 Chain lockers and spurling pipes are to be water- 
tight up to the exposed weather deck and the space is to be 
efficiently drained. However, bulkheads between separate 
chain lockers, or which form a common boundary of chain 
lockers, need not be watertight. 


6.8.4 Where means of access is provided to the chain 
locker, it is to be closed by a substantial cover and secured by 
closely spaced bolts. 


6.8.5 Where a means of access to spurling pipes or cable 
lockers is located below the weather deck, the access cover 
and its securing arrangements are to be in accordance with 
ISO 5894-1999, or an equivalent National Standard accept- 
able to LR, recognised standards or equivalent for watertight 
manhole covers. Butterfly nuts and/or hinged bolts are 
prohibited as the securing mechanism for the access cover. 


a Section 7 
Mooring ropes and towlines 


7.1 Mooring ropes 


Flea Craft under 90 m in length are to be equipped with 
mooring ropes in accordance with Table 5.7.1. 


FAs The lengths of individual mooring lines in 
Table 5.7.1 may be reduced by up to seven per cent of the 
Table length, provided that the total length of mooring lines is 
not less than would have resulted had all lines been of equal 
length. Proposals to fit individual mooring lines of reduced 
length to suit the particular service will be specially considered. 


7.2 Materials 


7.2.1 Mooring lines may be of steel wire rope, natural 
fibre or synthetic fibre. The diameter, construction and 
specification of wire or natural fibre mooring lines are to 
comply with the requirements of Chapter 10 of the Rules for 
Materials. Where it is proposed to use synthetic fibre ropes, 
the size and construction will be specially considered. 


7.3 Testing and certification 


7.3.1 Mooring ropes are to be tested and certified in 
accordance with Chapter 10 of the Rules for Materials. 


7.4 Towlines 


7.4.1 Towlines are not required for classification other 
than for craft which are required to comply with the MO Code 
of Safety for High Speed Craft. The details given in Table 5.7.1 
are for guidance purposes only. 


7.5 Bollards, fairleads and bull rings 


Lord Means are to provided to enable mooring lines to 
be adequately secured on board the craft. It is recommended 
that the total number of suitably placed bollards on either side 
of the craft and/or the total brake holding power of mooring 
winches should be capable of holding not less than 1,5 times 
the sum of the maximum breaking strengths of the mooring 
lines required or recommended. Attention is drawn to the 
existence of a number of National Standards for bollards and 
fairleads, and to the importance of ensuring that their seating 
arrangements, including the supporting hull structure, are 
efficiently constructed and adequate for the intended loads. 


7.6 Towing requirements 


7.6.1 Craft which are to comply with the IMO Code of 
Safety for High Speed Craft are to be provided with adequate 
arrangements to enable the craft to be towed in the worst 
intended environmental conditions. It is recommended that 
other craft comply with this requirement. 
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Table 5.7.1. Towlines and mooring lines 


Equipment Number 


Towline, see Notes 


Mooring lines 


Minimum 
length, 
in metres 


Not 
exceeding 


Exceeding 


Minimum 
breaking strength, 


in kN 


Minimum 
breaking strength, 
in KN 


Minimum 
length of 
each line, 
in metres 


Number of 
lines 


19,9 
22,5 
27,7 
32,9 


38,1 
43,3 
48,5 


53,7 
58,9 
64,1 


71,0 
82,1 
93,2 


104,3 
115,3 
127,8 


143,0 
161,1 
181,8 


204,0 
226,1 
248,3 


273,2 
300,9 
328,6 


356,3 
386,8 
420,1 


453,3 
486,5 
522,5 


561,3 
602,9 
647,2 


13,9 
17,6 
21,5 
24,5 


26,6 
28,2 
29,6 


30,8 
31,8 
32,7 


MM P 


35,5 
39,3 
43,1 


MN P 


46,6 
50,2 
54,4 


MMP 


58,8 
64,2 
71,1 


78,5 
85,8 
93,2 


100,5 
107,9 
112,8 


wo Www WNP 


TAG 
122,6 
127,5 


ARAL 


132,4 
137,3 
142,2 


AAA 


147,1 
156,9 
166,7 


Towline specified for guidance only, see 7.4.1. 


Wire ropes used for towlines and mooring lines are generally to be of a flexib 
144 wires in six strands with seven fibre cores for strengths up to 490 kN 
222 wires in six strands with one fibre core for strengths exceeding 490 kN 
The wires to be laid around the fibre centre of each strand are to be up in no 


e construction with not less than: 


less than two layers. 


Wire ropes for towlines and mooring lines used in association with mooring winches (on which the rope is stored on the winch drum) are 


to be of suitable construction. 


Irrespective of strength of requirements, no fibre rope is to be less than 12 mm diameter. 


7.7 Towing bitts 
LAA Where towage is to be from more than one point a 
suitable bridle is to be provided. 


Lelie Details of the structural scantlings, arrangements, 
loadings and design assumptions for the towing bitts are to 
be submitted for consideration. 


7.7.3 The towing arrangements should be such that 
damage to the towline or bridle from abrasion is minimised. 


7.8 Mooring winches 

7.8.1 Mooring winches where provided are to be 
suitable for the intended purpose. Supports under the 
winches are to be to the Surveyor’s satisfaction. 
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7.8.2 Mooring winches are to be fitted with drum brakes, 
the strength of which is sufficient to prevent unreeling of the 
mooring line when the rope tension is equal to 80 per cent of 
the breaking strength of the rope as fitted on the first layer on 
the winch drum, see also 7.5.1. 


@ Section 8 
Windlass design and testing 


8.1 General 


8.1.1 A windlass, capstan or winch of sufficient power 
and suitable for the size of anchor cable is to be fitted to the 
craft. Where Owners require equipment significantly in excess 
of Rule requirements, it is their responsibility to specify 
increased windlass power. 


8.1.2 Windlasses may be hand or power operated, 
subject to the requirements of 8.2.3. 


81:3 Where steel wire rope is used in lieu of chain cable, 
a suitable winch with sufficient drum capacity to store the 
length of wire rope fitted is to be provided. 


8.1.4 The windlass, anchoring capstans and winches are 
to be of types approved by LR. 


8.1.5 On craft equipped with anchors having a mass of 
over 50 kg windlass(es) of sufficient power and suitable for 
the type and size of chain cable are to be fitted. Arrangements 
with anchor davits will be specially considered. 


8.2 Windlass design 


8.2.1 The following performance criteria are to be used 
as a design basis for the windlass: 
(a) The windlass is to have sufficient power to exert a 
continuous duty pull of: 
28,5 d,2 N - for Grade U1 chain, with d, < 14mm 
37,5 d,2 N - for Grade U1 chain, with d, > 14 mm 
42,5 d.2 N - for Grade U2 chain 
47,5 d.2 N - for Grade U3 chain 
over a period of 0,12L, minutes. The test period need 
not be taken longer than 30 minutes 
where 
d, is the chain diameter, in mm 
L, is the total length of chain cable on board, in metres, 
as given by Table 5.6.1. 
(ob) The windlass is to have sufficient power to exert, over a 
period of at least two minutes, a pull equal to the greater of: 
(i) short-term pull: 
1,5 times the continuous duty pull as defined in 
8.2.1(a). 
(ii) | anchor breakout pull: 
12,18W, + 7,0L,d,2/100 N 
where 
W, is the mass of bower anchor(kg) as given in 
Table 5.5.1. 


(c) In the absence of a chain stopper, the windlass, with its 
braking system in action and in conditions simulating 
those likely to occur in service, is to be able to withstand, 
without permanent deformation or brake slip, a load, 
applied to the cable, given by: 

Kp d,2 (44 - 0,08d,,) N 
where 
Ky = 7,85 for Cable Grade U1 

11,00 for Cable Grade U2 

= 15,70 for Cable Grade U3. 

(d) Where a chain stopper is fitted, the windlass braking 
system is to have sufficient brake capacity to ensure safe 
stopping when paying out the anchor and chain. It is the 
Master’s responsibility to ensure that the chain stopper is 
in use when riding at anchor. At clearly visible locations 
on the bridge and adjacent to the windlass control 
position, the following notice is to be displayed adjacent 
to the windlass control position, and at clearly visible 
locations on the bridge if the windlass can be operated 
remotely: 

‘The brake is rated to permit controlled descent of the 
anchor and chain only. The chain stopper is to be used 
at all times whilst riding at anchor.’ 

The performance criteria are to be verified by means of 
shop tests in the case of windlasses manufactured on 
an individual basis. Windlasses manufactured under LR’s 
Type Approval Scheme for Marine Engineering 
Equipment will not require shop testing on an individual 
basis. 


8.2.2 Windlass performance characteristics specified in 

8.2.1 and 8.3.2 are based on the following assumptions: 

a) one cable lifter only is connected to the drive shaft, 

b) continuous duty and short term pulls are measured at 
the cable lifter, 

c) brake tests are carried out with the brakes fully applied 
and the cable lifter declutched, 

d) the probability of declutching a cable lifter from the motor 
with its brake in the off position is minimised, 

e) hawse pipe efficiency assumed to be 70 per cent. 


8.2.3 Calculations for torque transmitting components 
are to be based on 1500 hours of operation with a nominal 
load spectrum factor of 1,0. Alternatively, unlimited hours with 
a nominal load spectrum factor of 0,8 can be applied. 


8.2.4 Where the available input torque exceeds the 
torque required for anchor breakout, torque overload protec- 
tion is to be fitted. 


8.2.5 An arrangement to release the anchor and chain in 
the event of windlass power failure is to be provided. 


8.2.6 The maximum calculated stress from the load cases 
stated in Table 5.8.1 are not to exceed the permissible stress 
limits stated in Table 5.8.2. 


8.2.7 The following criteria are to be used for gearing 

design: 

(a) Torque is to be based on the performance criteria 
specified in 8.2.1. 

(b) The use of an equivalent torque, Teq for dynamic 
strength calculations is acceptable but the derivation is 
to be submitted to LR for consideration. 
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(c) The application factor for dynamic strength calculation, 
Ky, is to be 1,15. 

(d) Calculations are to be based on 1500 hours of 
operation. 

(e) The static torque is to be 1,5 x T,, where Ty, is the 


nominal torque. 

(f, The minimum factors of safety for load capacity of spur 
and helical gears, as derived using ISO 6336 or a rele- 
vant National or International Standard acceptable to LR, 
are to be 1,5 for bending stress and 0,6 for contact 
stress. 


8.2.8 Keyways are to be designed to a relevant National 
or International Standard acceptable to LR. 


8.2.9 The maximum stress in brake components is not to 
exceed the permissible stress stated in Table 5.8.2. 


Table 5.8.1 


Load case 


8.2.10 | Hand-operated winches are only acceptable if the 
effort required at the handle does not exceed 15 kgf for rais- 
ing one anchor at a speed of not less than 2 m/min and 
making about thirty turns of the handle per minute. 


8.2.11. Winches suitable for operation by hand as well as 
by external power are to be so constructed that the power 
drive cannot activate the hand drive. 


8.3 Control arrangements 


8.3.1 All control devices are to be capable of being 
controlled from readily accessible positions and protected 
against unintentional operation. 


8.3.2 The maximum travel of the levers is not to exceed 
600 mm if movable in one direction only, or 300 mm to either 
side from a central position if movable in both directions. 


Design load cases for windlass and chainstopper 


Condition Note 


Continuous pull 
Overload pull 
Brake holding load 


See 8.2.1 (a) 
See 8.2.1 (b) 
See 8.2.1 (c) 


Table 5.8.2 


Permissible stress for design load cases 


Load case 


1 and 2 


Permissible stress 


Tension 


0,8 Y 0,9Y 


Compression or bending 


0,8 Y 0,9Y 


Shear 


O77 ¥ 0,7Y 


Combined 


0,85 Y 0,9Y 


NOTES 


1. Where a component is subjected to axial tensile, axial compressive, bending or shear stress, F, is to be calculated in the normal manner. 
2. Where a component is subjected to a combination of co-existent stresses, F, is the combined stress which is to be calculated as follows: 


Combined bending and tension 

Fo = 1,25f6 + fot 

Combined bending and compression 
Fo =o + foc 

Combined bending, tension and shear 


Fo = (1,25 fy + typ? + 3 fy? 


Combined bending, compression and shear 


Fo = A | (fe + toc)? +3 fg? 


is the calculated stress 
is the calculated axial tensile stress 
is the calculated axial compressive stress 


is the calculated maximum tensile stress due to bending about both principal axes 
is the calculated maximum compressive stress due to bending about both principal axes 


is the calculated shear stress 
is the specified 0,2 per cent proof stress for the material 
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8.3.3 Wherever practical, the lever is to move in the 
direction of the intended movement. If this cannot be 
achieved, then it is to move towards the right when hauling 
and towards the left when paying out. 


8.3.4 For lever-operated brakes, the brake is to engage 
when the lever is pulled and disengage when the lever is 
pushed. The physical effort on the brake for the operator is 
not to exceed 160 N. 


8.3.5 For pedal-operated brakes, the maximum travel is 
not to exceed 250 mm and the physical effort for the 
operator is not to exceed 320 N. 


8.3.6 The handwheel or crankhandle is to actuate the 
brake when turned clockwise and release it when turned 
counterclockwise. The physical effort for the operator is not 
to exceed 250 N for speed regulation and 500 N at any 
moment. 


8.3.7 When not provided with automatic sequential 
control, separate push-buttons are to be provided for each 
direction of operation. 


8.3.8 The push-buttons are to actuate the machinery 
when depressed, and stop and effectively brake the 
machinery when released. 


8.3.9 The above-mentioned individual push-buttons may 
be replaced by two ‘start’ and ‘stop’ push-buttons. 


8.3.10 Control systems, whether electric, pneumatic or 
hydraulic, are to comply with the general requirements of Pt 6, 
Ch 1,2. 


8.4 Maintenance arrangements 


8.4.1 Access is to be provided for inspection of reduction 
gears, bearings, brakes, etc. 


8.4.2 Accessible manual lubrication points, including 
nipples, are to be provided for both oil and grease, as appli- 
cable. 


8.4.3 Gear-boxes are to be provided with adequate 
access arrangements for monitoring and replacing oil. 


8.5 Protection arrangements 


8.5.1 Where applicable, moving parts of windlass 
machinery are to be provided with suitable railings and/or 
guards to prevent injury to personnel. 


8.5.2 Protection is to be provided for preventing persons 
from coming into contact with surfaces having temperatures 
over 50°C. 


8.5.3 Steel surfaces not protected by lubricant are to be 
protected by a coating in accordance with the requirements of 
a relevant National or International Standard acceptable to LR. 


8.5.4 For arrangements of power transmission systems 
and relief requirements, see Pt 5, Ch 14,9.1 of the Rules for 
Ships. 


8.6 Marking and identification 


8.6.1 Controls are to be permanently marked for identifi- 
cation, unless their functions are readily apparent. If required, 
instructions are to be permanently marked and readily visible. 


8.7 Tests and trials 


8.7.1 Where shop testing is not possible and Type 
Approval has not been obtained, calculations demonstrating 
compliance with 8.2.1 are to be submitted together with 
detailed plans and an arrangement plan showing the following 
components: 


e — Shafting. 
e Gearing. 
° Brakes. 

e — Clutches. 


8.7.2 During trials on board the craft the windlass should 
be shown to be capable of raising the anchor from a depth of 
82,5 m to a depth of 27,5 m at a mean speed of 
9 m/min. Where the depth of water in the trial area is 
inadequate, or the anchor cable is less than 82,5 m, suitable 
equivalent simulating conditions will be considered as an 
alternative. 


8.8 Seatings 


8.8.1 The windlass is to be efficiently bedded and 
secured to the deck. The thickness of the deck in way of the 
windlass is to be increased, and adequate stiffening is to be 
provided, to the Surveyor’s satisfaction. The structural design 
integrity of the bedplate is the responsibility of the Builder and 
windlass manufacturer. 


| Section 9 
Structural details 


9.1 General 


9.1.1 An easy lead of the cables from the windlass to the 
anchors and chain lockers is to be arranged. Where cables 
pass over or through stoppers, these stoppers are to be 
manufactured from ductile material and be designed to 
minimise the probability of damage to, or snagging of, the 
cable. They are to be capable of withstanding without 
permanent deformation a load equal to 80 per cent of the 
Rule breaking load of the cable passing over them. 


10 
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9.2 Bulbous bow and wave piercing bow arrange- 
ments 


9.2.1 The shell plating is to be increased in thickness at 
the fore end of the bulb and in other areas likely to be 
damaged by the anchors and chain cables. The increased 
plate thickness is to be the same as that required for plated 
stems by Parts 6, 7 and 8 of the Rules for steel, aluminium 
alloy and composite materials respectively. 


9.3 Hawse pipes and anchor recesses 


9.3.1 Hawse pipes, bow rollers and other deck gear, of 
adequate size and construction, are to be provided for handling 
and securing the anchors and are to be efficiently attached to 
the structure and arranged to give an easy lead to the cable. 


9.3.2 The hawse pipes are to be of sufficient size and 
thickness, and arranged to give an easy lead for the cable to 
the windlass. 


9.3.3 Hawse pipes and anchor pockets are to be of ample 
thickness and of a suitable size and form to house the anchors 
efficiently, preventing, as much as practicable, slackening of the 
cable or movements of the anchor being caused by wave 
action. The shell plating and framing in way of the hawse pipes 
are to be reinforced as necessary, see 9.5.1. Substantial 
chafing lips are to be provided at shell and deck. These are to 
have sufficiently large, radiused faces to minimise the probabil- 
ity of cable links being subjected to high bending stresses. 
Alternatively, roller fairleads of suitable design may be fitted. 
Where unpocketed rollers are used, it is recommended that the 
roller diameter be not less than eleven times the chain diameter. 
Where hawse pipes are not fitted, alternative arrangements will 
be specially considered. 


9.4 Spurling pipes 


9.4.1 Satisfactory means are to be provided to prevent 
inadvertent flooding of chain lockers, see 6.8. Spurling pipes 
are to be provided with permanently attached closing appli- 
ances to minimise water ingress. 

Examples of acceptable arrangements are: 

(a) steel plates with cutouts to accommodate chain links, or 
(b) canvas hoods with a lashing arrangement that maintains 

the cover in the secured position. 


9.5 Local reinforcement 
9.5.1 The thickness of shell plating determined in 
accordance with the Rule requirements is to be increased 


locally by not less than 50 per cent in way of hawse pipes. 


9.5.2 Supports under windlasses and winches are to be 
suitably reinforced. 


LLOYD’S REGISTER 11 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRa fT, July 2012 


Passenger and Crew Accommodation Comfort 


Part 3, Chapter 6 


Section 1 


Section 

7 General requirements 

2 Noise 

3 Vibration 

4 Testing 

5 Noise and vibration survey reporting 
6 Non periodical survey requirements 
7 Referenced standards 


a Section 1 
General requirements 


1.1 Scope 


7.1.1 These Rules set down the criteria for the assess- 
ment of the noise and vibration on special service craft and 
are applied in addition to the other relevant requirements of 
these Rules. 


7.1.2 For the purpose of these Rules, the term ‘ship’, 
unless otherwise stated, applies to Special Service Craft and 
Yachts. 


7.7.3 Compliance with these Rules is optional. 


1.1.4 These Rules provide for two alternatives: 

(a) Class Notations which indicate that the ship has been 
assessed and complies with noise and vibration criteria 
of these Rules and that a periodic survey regime has 
been established for the lifetime of the ship. 

(bo) Certificate of Compliance which provides evidence 
that the ship has been assessed and found to comply 
with the noise and vibration criteria of these Rules. 


LAD These Rules recognise existing National and 
International Standards and specify levels of noise and 
vibration currently achievable using good engineering 
practice. Compliance with these requirements will be 
assessed by review of procedures, inspection and measure- 
ment of the relevant parameters and pre-survey reviews. 
Inspections and measurements are to be conducted, 
witnessed or assessed by Lloyd's Register's Surveyors unless 
otherwise agreed by Lloyd's Register (hereinafter referred to 
as ‘LR’). 


7.1.6 Accommodation comfort is a function of ship type 

and layout. These Rules address two types of ship: 

(a) High-speed (e.g. surface effect ships, wave piercing 
catamarans, hydrofoils). 

(b) Yacht (e.g. sailing yachts, motorised pleasure craft). 


ire es These Rules include levels of noise and vibration 
which should be verified by measurements following 
completion of the ship. It is recommended that the Builders 
undertake calculations of noise and vibration characteristics 
so that any potential problem areas can be identified and 
control measures implemented. 


1.1.8 The sound pressure levels for audible alarms and 
public address systems fitted in accordance with other 
Sections of the Rules are to satisfy IMO Resolution A.830(19), 
Code on Alarms and Indicators. 


1.2 Definitions 


1.2.1 Passenger spaces are defined as all areas 

intended for passenger use, and include the following: 

(a) Passenger cabins. 

(b) Public spaces (e.g. restaurants, hospitals, lounges, 
reading and games rooms, gymnasiums, corridors 
and/or shops). 

(c) Open deck recreation areas. 


1.2.2 Crew spaces are defined as all areas intended for 

crew use only, and include the following: 

(a) Accommodation spaces (e.g. cabins, offices, mess 
rooms, recreation rooms). 

(b) Work spaces. 

(c) Navigation spaces. 


7.2.3 Noise level is defined as the A-weighted sound 
pressure level measured in accordance with ISO 2923. 


1.2.4 Vibration level is defined by the application of 

either of the two versions of the ISO 6954 Standard: 

(a) Where ISO 6954:1984 is applied, the vibration level is 
defined as the single amplitude peak value of deck 
structure vibration during a period of steady state 
vibration, representative of maximum _ repetitive 
behaviour, in mm/s, over the frequency range 5 to 
100 Hz. For frequencies below 5 Hz, the requirements 
for vibration levels follow constant acceleration curves 
corresponding to the acceleration at 5 Hz. 

(b) Where ISO 6954:2000 is applied, the vibration level is 
defined as the overall frequency weighted r.m.s. value of 
vibration during a period of steady-state operation over 
the frequency range 1 to 80 Hz. 

In general, ISO 6954-2000 is the preferred standard to be 

applied, however ISO 6954-1984 may be applied where there 

are practical difficulties in the application of ISO 6954-2000 

and this has been agreed between the Owner and Builder. 


1.3 Class notations 


7.3.1 The class notations described in 1.3.2 to 1.3.6 
provide standards for noise and vibration levels in different 
spaces at the time of delivery and during the ship’s life if 
substantial changes to the machinery installation or interior 
arrangements are made. 
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1.3.2 The PAC (Passenger Accommodation Comfort), 
CAC (Crew Accommodation Comfort) and PCAC (Passenger 
and Crew Accommodation Comfort) notations are optional 
and are primarily intended to apply to passenger ships. If 
requested, however, any ship can be assessed for compli- 
ance, using these requirements as the basis for the 
assessment and a LR Certificate of Compliance issued (see 
1.1.4(b) and 1.4). 


7.3.3 The PAC notation indicates that the passenger accom- 
modation meets the acceptance criteria whilst the CAC notation 
indicates that the crew accommodation and work areas meet the 
acceptance criteria. The PCAC notation indicates that the 
passenger and crew spaces both meet the acceptance criteria. 


1.3.4 For ships which achieve the noise and vibration 
comfort standards specified in these Rules, the notation PAC, 
CAC or PCAC will be assigned. 


15 Following the PAC or CAC notation, numerals 1, 2 
or 3 will indicate the acceptance criteria to which the noise 
and vibration levels have been assessed. In the case of the 
PCAC notation, two numerals will be assigned. The first will 
indicate the acceptance criteria for passenger accommoda- 
tion, whilst the second will indicate the crew comfort criteria. 


1.3.6 For particular vessels, impact insulation and 
transient noise in accordance with 2.5 and 2.6 together with 
any additional or more stringent noise and vibration criteria 
may be assessed within the scope of the notations where 
agreed between the Owner, Builder and LR. 


1.4 Certificate of Compliance 


1.4.1 A Certificate of Compliance records that a ship has 
been designed and constructed to satisfy the noise and 
vibration criteria contained in these Rules. This is to be 
confirmed by measurements and reporting in accordance with 
Sections 4 and 5. 


1.4.2 A Certificate of Compliance is optional and if 
requested, any ship can be assessed for compliance using 
the Rule requirements. 


1.4.3 Where noise and vibration levels are at variance 
with those prescribed by these Rules, they will be added to 
the certificate for information purposes. 


1.4.4 A Certificate of Compliance will be issued after the 
initial survey required by Section 6. 


C] Section 2 
Noise 


2.1 Assessment criteria 


2.1.1 Where a space is occupied by both passengers 
and crew, the more stringent of the relevant requirements 
apply unless agreed between the Builder and Owner and 
advised to LR. 


2.2 Passenger accommodation and public spaces 


2.2.1 Under test conditions specified in 4.2, the 
applicable noise levels specified in Tables 6.2.1 and 6.2.2 
should not generally be exceeded. See 2.2.3. 


Table 6.2.1 High speed craft - Maximum noise 


levels in dB(A) 


Acceptance Numeral 


Location 


1 2 3 


Public spaces: | Excluding shops 60 65 70 


Shops 


Table 6.2.2 Yachts - Maximum noise levels in 


dB(A) 


Acceptance Numeral 


Location 
3 


Passenger Standard 58 


cabins: 


Superior 55 


Lounges 60 


Open deck 2nd deck from 79 
recreation WL 
areas: 


8rd deck from 
WL 


Wheelhouse 60 62 


NOTES 
The levels may be exceeded by 5dBiA) within 3 m of a 
ventilation inlet/outlet or machinery intake/uptake on open 
decks. 
The levels may be exceeded by 3dB(A) in accommodation 
above the propellers for three decks above the mooring deck. 
The levels for open deck recreation areas refer to ship gener- 
ated noise only. On open deck spaces the noise generated 
from the effects of wind and waves can be considered 
separately to limits agreed between the Builder and Owner 
and advised to LR for the trial conditions. 


2.2.2 For cabins bordering discotheques and similar 
entertainment areas, the deck and bulkhead sound insulation 
is to be sufficient to ensure that the maximum cabin noise 
levels are not exceeded even when high external noise levels 
prevail. 


2.2.3 Acceptance of noise levels greater than those 
specified in Tables 6.2.1 and 6.2.2 may be considered where 
agreed between the Owner and Builder. Not more than 
20 per cent of the passenger cabins, 30 per cent of the public 
spaces and 20 per cent of the crew cabins should exceed the 
relevant noise criteria by more than 3 dB(A). 
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2.2.4 Acoustic insulation of bulkheads and decks 
between passenger spaces is to be generally in accordance 
with the values of the weighted apparent sound reduction 
index, Ry, as given in Table 6.2.3, calculated using ISO 717/1. 
See also 2.2.6. 


Table 6.2.3 Minimum air-borne sound insulation 


indices, Ry 


Acceptance Numeral 
Location 


1 2 3 


Passenger Standard 40 38 37 
cabins: 


Superior 45 42 40 


Cabin to 
corridor: 


Standard 388 34 
Superior 42 


Cabin to 
stairway: 


Standard 47 


Superior 50 


Cabin to public 
space Standard 52 
(excluding 
corridoors/ 
stairwells and 
discotheques): 


Superior 


Discotheques to cabins 


Discotheques to stairwells and 
public spaces 


Cabin to machinery rooms and 
engine casing 


2.2.5 For the purpose of selecting acoustic sound 
insulation, the following sound noise levels may be used with 
the agreement of the Owner and Builder: 

(a) Cabins — 80 dB(A). 

(b) Dining Rooms - 85 dB(A). 

(c) Corridors — 90 dB(A). 

(d) Discotheques, Theatres, Entertainment Areas — 105 dB(A). 


2.2.6 Acceptance of bulkhead and deck acoustic insula- 
tion values less than those specified in Table 6.2.8 may be 
considered where agreed between the Owner and Builder. 
Not more than 20 per cent of the interfaces tested should 
have airborne sound insulation indices, R,,, more than 3 dBiA) 
lower than the minimum specified values. 


2.3 Crew accommodation and work areas 
2.3.1 Under the applicable test conditions specified in 
4.2, the noise levels specified in Tables 6.2.4 and 6.2.5 are 


not to be exceeded. 


2.3.2 Crew space insulation is to comply with the require- 
ments of IMO Resolution A.468(xIl). 


Table 6.2.4 
noise levels in dB(A) 


Crew accommodation —- Maximum 


Acceptance Numeral 


Location 


Sleeping cabins, hospitals 


Day cabins 


Office conference rooms 


Mess rooms, Within 
lounges, accommodation 


reception 
areas: On open decks 


Alleyways, changing rooms, 
bathrooms, lockers 


NOTE 


The levels may be exceeded by 5dB(A) within 3 m of a ventilation 
inlet/outlet or machinery intake/uptake on open decks. 


Table 6.2.5 
levels in dB(A) 


Location 


Crew work areas — maximum noise 


dB\A) level 


Machinery space(continuously manned) 
e.g. stores 


90 


Machinery space(not continuously manned) 
e.g. pump, refrigeration, thrusters or fan rooms 


110 


Workshops 


85 


Machinery control rooms 


75 


Wheelhouse 


Bridge wing, additional limits: 
e §=250 Hz band 
e 500 Hz band 


Radio room 


Galleys and pantries: 
e =Equipment not working 
e Individual items at 1 metre 


Normally unoccupied spaces (e.g. holds, decks) 


Ship's whistle, on bridge or forecastle 
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2.4 Maximum noise levels 


2.4.1 Where the measured noise level exceeds the 
specified criterion by 3 dB(A), or contains subjectively 
annoying low frequency or tonal components, the noise rating 
(NR) number is to be established in accordance with the 
graph shown in Fig. 6.2.1. This is achieved by plotting the 
linear octave band levels on the graph; the NR number is that 
NR curve to which the highest plotted octave band level is 
anywhere tangent. The specified criterion may be considered 
satisfied if the NR number does not exceed the specified 
A-weighted value minus 5 dB(A). 


2.4.2 Guidance on maximum acceptable sound pressure 
levels and noise exposure limits for crew spaces is given in 
IMO Resolution A.468(XIl). 


2.5 Impact insulation 


ROR Where agreed between the Owner, Builder and LR, 
enhanced criteria for noise levels recognising the effects of 
impact sound pressures may be applied in accordance with 
2.5.2 to 2.5.5. 
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LLoyD’S REGISTER 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Passenger and Crew Accommodation Comfort 


Part 3, Chapter 6 


Sections 2 & 3 


2.5.2 For passenger and crew cabins located below or 
adjacent to dance floors, stages, aerobics and gymnasium 
areas, jogging tracks or other areas where impact noise is 
generated, the normalised impact sound pressure level 
measured within the cabins is not to exceed 45 dB. 


2.5.3 For public rooms under dance floors, stages, 
aerobics and gymnasium areas, jogging tracks or other areas 
where impact noise is generated, the normalised impact 
sound pressure level within the space is not to exceed 55 dB. 


2.5.4 For passenger cabins, the normalised impact sound 
pressure level, L, y, calculated using ISO 717/2, is to be 
generally in accordance with the values stated in Table 6.2.6. 
See also 2.5.5. 


Table 6.2.6 Passenger cabins normalised impact 


maximum sound pressure level L, y, 


Location 


Below decks covered with carpet and soft 
materials 


Below decks covered with hard materials (Such 
as wood, marble or similar 


Below dance floors, theatre or sports rooms 


2.5.5 Acceptance of normalised impact sound pressure 
levels greater than those specified in Table 6.2.6 may be 
considered for assignment of the applicable class notation 
where agreed between the Owner, Builder and LR. No more 
than 20 per cent of the passenger cabins tested should 
exceed the levels specified by more than 3 dB. 


2.6 Transient noise 


2.6.1 Where agreed between the Owner, Builder and LR, 
enhanced criteria for transient noise levels may be applied in 
accordance with 2.6.2. 


2.6.2 The maximum sound pressure level (Lmax) 
emanating from any machinery or system caused by a single 
event that produces a noise ‘spike’ compared to the 
reference condition sound level (such as vacuum systems or 
valve operations) is not to cause an increase in noise in 
comparison with the reference condition as below: 


(a) Passenger cabins and public areas: +2 dB(A) 
(b) Officer cabins: +2 dB(A) 
(c) Crew cabins and public areas: +3 dB(A) 


A tolerance of +1 dB(A) may be applied to 5 per cent of cabins 
and public areas in each fire zone on each deck. This criterion 
is generally applicable to the specified maximum noise levels 
for the space concerned. 


O Section 3 
Vibration 


31 Assessment criteria 


21.71 Where a space is occupied by both passengers 
and crew, the more stringent of the relevant requirements 
apply unless agreed between the Builder and Owner and this 
agreement advised to LR. 


3.1.2 The limits apply to vertical, fore and aft and 
athwartship vibrations which are to be assessed separately. 


3.1.3 Under test conditions specified in 4.2, the 
applicable vibration levels specified in Tables 6.3.1 to 6.3.3 
should not be exceeded. 


Table 6.3.1 High speed craft - Maximum vibration 


levels 


Standard: ISO 6954:1984 ISO 6954:2000 


Peak velocity 
(5 -100 Hz) 


Frequency weighted 
(1-80 Hz) velocity 
mm/s rms 


Acceptance Numeral 


Location 


Public spaces 


Table 6.3.2 Yacht — Maximum vibration levels 


Standard: ISO 6954:1984 ISO 6954:2000 


Peak velocity 
(6 -100 Hz) 


Frequency weighted 
(1-80 Hz) velocity 
mm/s rms 


Acceptance Numeral 


Location 


Cabins and lounges 


Public spaces 


Open recreation 
decks 2,0 


NOTE 
The vibration level may be exceeded by 0,3 mm/s in the yacht's aft 
body directly above the propellers. 


3.1.4 Acceptance of vibration levels greater than those 
specified in Tables 6.3.1 to 6.3.38 may be considered for 
assignment of the applicable class notation where agreed 
between the Owner, Builder and LR. 
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Table 6.3.3 Crew spaces — Maximum vibration 


levels 
Standard 


ISO 6954:1984 ISO 6954:2000 


Peak velocity 
Units (5-100 Hz) 


Frequency 
weighted 
(1-80 Hz) velocity 
mm/s rms 


Location 


Accommodation 
and navigation 
spaces 


Work spaces 


3.1.5 The vibration levels for ISO 6954:1984 are stated 
as peak vibration velocity amplitude. If root mean square 
levels are measured, each frequency component may be 
converted to peak vibration velocity amplitude by application 
of a 1,41 multiplication factor where the ISO 6954:1984 is 
used for assessment against Tables 6.3.1 to 6.3.3. An 
approximation of maximum repetitive values may be obtained 
for direct comparison with the graph in ISO 6954-1984 by 
further application of the 1,8 conversion factor as stated in the 
‘Interim guidelines’ note of the standard. 


3.2 Passenger accommodation and public 
spaces 
3.2.1 Passenger spaces are to comply with the overall 


vibration levels specified in Tables 6.3.1 and 6.3.2. 


3.2.2 No more than 20 per cent of all passenger 
spaces/areas and public spaces should exceed the relevant 
vibration criteria specified in Tables 6.3.1 and 6.3.2 by more than 
0,3 mm/s whether using ISO 6954:2000 or ISO 6954:1984. 


3.3 Crew accommodation and work spaces 


3.3.1 Crew spaces are to comply with the overall vibra- 
tion levels specified in Table 6.3.3. 


O Section 4 
Testing 


4.1 Measurement procedures 


4.1.1 These requirements take precedence where quoted 
standards may differ. 


4.1.2 The trial measurements may be undertaken by an 
approved technical organisation as defined in 4.7 or by LR. In 
the former case, the measurements are to be witnessed by 
an LR Surveyor. 


4.1.3 Subject to agreement by LR and the Owner/ 
Operator, the measurements may be undertaken by the 
Builder. In this case, the measurements are to be witnessed 
by an LR Surveyor. 


4.2 Test conditions 


4.2.1 Test conditions for the surveys are to be in accor- 
dance with those detailed in ISO 2928 and ISO 6954:1984 or 
ISO 6954:2000, as applicable. 


4.2.2 The intended operating and loading conditions of 
the ship during assessment surveys are to be submitted to 
LR for agreement, prior to commencement of surveys. 


4.2.3 Surveys are to be conducted when the ship is fully 
outfitted and all systems contributing to noise and vibration 
levels are operational. 


4.2.4 The test conditions required for the vibration and 
noise measurements are to be in accordance with the 
following conditions: 

(a) For high speed craft and yachts, prior to measurement 
surveys being carried out, the ship operating condition 
where the worst conditions are experienced between O 
and 85 per cent maximum continuous rating of the 
propulsion machinery is to be determined. To establish 
this condition, four measurement positions are to be 
defined with the agreement of LR and measurements 
taken of the parameters of interest at ship speeds 
corresponding to percentages of the maximum 
continuous rating of the propulsion machinery 
increasing up to 40 per cent MCR in 10 per cent intervals 
and from 40 per cent in 5 per cent intervals up to the 
85 per cent maximum continuous rating of the propul- 
sion machinery. If the 85 per cent maximum continuous 
rating condition is found to be the worst condition, then 
this will form the trial operating conditions. However, if a 
lower speed condition is found to be worse than the 
85 per cent maximum continuous rating condition then 
both that condition and the 85 per cent maximum 
continuous rating condition will form the trial operating 
conditions. Where unavoidable, any barred range within 
the values required for the trial operating condition may 
be excluded on agreement between Owner and Builder 
subject to approval by LR. 

(b) The power absorbed by the propeller(s) is to be that 
defined in 4.2.4(a). Alternatively, by special agreement, 
some lesser power could be accepted if it can be 
demonstrated by the Owner that this would correspond 
to amore representative normal service condition. 

(c) Auxiliary machinery essential for the ship's operating 
conditions together with HVAC systems are to be running 
at their normal rated capacity during the noise and vibra- 
tion trials. Combinations of auxiliary machinery operation 
may be necessary. In addition, the following equipment is 
to be running if appropriate: stabilisers, waste treatment 
equipment, swimming pool and jacuzzi equipment. 

(d) For sea-going ships, measurements are to be taken with 
the ship proceeding ahead, at a constant speed and 
course, in a depth of water not less than five times the 
draught of the ship. For other ships, an appropriate 
water depth is to be agreed with LR prior to the trials. 
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(e) Trials are to be conducted in sea conditions not greater 
than sea state 3 on the WMO sea state code. In 
addition, noise measurements should not be taken when 
the wind force exceeds 4 on the Beaufort scale. 

(f, |The ship is to be at a displacement and trim representa- 
tive of an operating condition. 

(g) Rudder angle variations are to be limited to +2° of the 
midship position and rudder movements are to be kept 
to a minimum throughout the measurement periods. 

(h) In addition, for ships which are designed to spend a 
considerable period of time in harbour, the noise and 
vibration, are to be measured for this condition, with the 
auxiliary machinery and HVAC systems running at their 
normal rated capacity. 

(i) | For passenger ships, intermittently run equipment such 
as transverse propulsion units are to be operated at 
60 per cent of their rated power for additional measure- 
ments in surrounding ship areas. 


4.2.5 Prior to survey, a test programme is to be submit- 

ted for approval by LR. This programme is to contain details of 

the following: 

(a) Measurement locations indicated on a general arrange- 
ment of the ship. 

(b) The ship's loading condition during survey. 

(c) The machinery operating condition, including HVAC 
system, during survey. 

(d) Noise and vibration measuring equipment. 


4.3 Noise measurements 


4.3.1 Noise measurements are to be conducted in accor- 
dance with ISO 2923 and IMO Resolution A.468(xXIl). 
Measurements of noise levels are to be carried out using pre- 
cision grade sound level meters conforming to IEC 60651, 
Type 1 or 2. Subject to demonstration, equivalent Standards 
are acceptable. 


4.3.2 Where the measured noise level exceeds the rele- 
vant criterion by 3 dB(A), or contains subjectively annoying low 
frequency noise or obvious tonal components, octave band 
readings are to be taken, with centre frequencies from 31,5 Hz 
to 8 kHz. 


4.3.3 When outfitting is complete, and all soft furnishings 
are in place, sound insulation indices for passenger spaces 
are to be determined in accordance with ISO 140. Cabin to 
cabin indices are to be determined from a minimum of three 
locations within the passenger accommodation, the number 
of test locations being agreed with LR. 


4.3.4 If required, impact sound measurements are to be 
carried out in accordance with ISO 140/7 and presented in 
accordance with ISO 717/2. See 4.4.4. 


4.4 Noise measurement locations 


4.4.1 Measurement locations are to be chosen so that 
the assessment represents the overall noise environment on 
board the ship. In addition to the requirements of IMO 
Resolution A.468(XIl) for crew spaces, all public spaces and all 
passenger spaces are to be measured. 


4.4.2 During measurement trials, recognised noise sources 
are to be operated at their normal level of noise output (e.g. 
machinery at design rating). 


4.4.3 In larger sized spaces, where noise levels may vary 
considerably, such as restaurants, lounges, atria and open deck 
recreation areas, measurements are to be taken at locations not 
greater than 7 m apart. 


4.4.4 For high speed craft having large passenger 
saloons, measurements are to be taken along the centreline 
and along both sides of the saloons at locations not greater 
than 7 m apart. 


4.4.5 The number of and locations for impact noise mea- 
surements are to be agreed between the Builder, Owner and 
LR. The measurements are to be carried out when the ship is 
in harbour. The number and location of measurements are to 
take account of all different combinations of construction, 
areas of application, types of cabin and spaces below. 


4.5 Vibration measurements 


454 Vibration measurements are to be conducted in 
accordance with ISO 6954:1984 or ISO 6954:2000. 


4.5.2 Measurements are to be made with instrumentation 
meeting the requirements of ISO 8041. 


4.5.3 Vibration levels are to be given in terms of the 
velocity measurement appropriate to the version of the 
standard being used and should be measured over a period 
of not less than one minute. 


4.6 Vibration measurement locations 


4.6.1 Measurement locations are to be chosen so that 
the assessment represents the overall vibration environment 
onboard the ship. To minimise survey times, readings may be 
taken at the locations previously defined for the noise assess- 
ment part of the survey. 


4.6.2 In cabins, vibration readings are to be taken in the 
centre of the floor area. The measurements are to indicate the 
vibration of the deck structure. In large spaces, such as 
restaurants, sufficient measurements are required to define 
the vibration profile. 


4.6.3 Where deck coverings make transducer attach- 
ment impracticable, use of a small steel plate having a mass 
of at least 1 kg, with spikes as appropriate, is permissible. 


4.6.4 At all locations, vibrations in the vertical direction 
are to be assessed. Sufficient measurements in the 
athwartships and fore and aft directions are to be taken to 
define global deck vibrations. 
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4.7 Approved technical organisation 


4.7.1 An approved technical organisation for the 
purposes of these Rules is one that is acceptable to the 
Owner and LR with proven capability in noise and vibration 
measurement and satisfies all the criteria set out below: 

(a) Have instrumentation whose calibration, both before and 
after the measurements, can be traced back to National 
Standards and, hence, back to International Standards. 

(b) Have analysis procedures capable of data reduction to 
the requirements and standards set out in these Rules. 

(c) Be able to provide a written report in English with 
contents as defined by Section 5. 


J Section 5 
Noise and vibration survey 


reporting 
5.1 General 
5.1.1 Prior to survey, a noise and vibration measurement 


plan is to be agreed by the Owner, Builder and LR. 


5.1.2 The survey report is to comprise the data and 
analysis for both noise and vibration and is to be submitted 
to LR for consideration. 


5.1.3 The survey report is to be prepared by the organisa- 
tion undertaking the trial measurements, which may be an 
approved technical organisation or LR. 


5.1.4 The survey report is to be submitted to LR’s London 
Office for evaluation and confirmation that the results are in 
accordance with the noise and vibration levels specified in 
these Rules and/or agreed between the Owner and Builder. 
The assignment of a Class Notation or the issue of a 
Statement of Compliance will be subject to confirmation by LR. 


5.2 Noise 


5.2.1 The reporting of results is to comply with ISO 2923, 

and is to include: 

(a) Measurement locations indicated on a general arrange- 
ment plan including, where possible, the measured dB(A) 
level. 

(b) Tabulated dB(A) noise levels, together with octave band 
analysis for positions where the level exceeds the spec- 
ified criterion by 3 dB(A), or where subjectively annoying 
low frequency or tonal components were present. The 
Noise Rating number is also to be given where octave 
band analyses have been conducted. 

(c) Ship and machinery details. 

(d) Trial details: 

Loading condition. 

Machinery operating condition. 

Speed. 

Average water depth under keel. 

Weather conditions. 

Sea state. 


(e) Details of measuring and analysis equipment (e.g. manu- 
facturer, type and serial numbers), including frequency 
analysis parameters (e.g. resolution, averaging time, 
window function). 

(f) | Copies of the relevant instrument calibration certificates, 
together with the results of field calibration checks. 


5.3 Vibration 


5.3.1 The report is to contain the following information: 

(a) Measurement positions indicated on a general arrange- 
ment plan. 

(b) Where ISO 6964:2000 is used, the frequency-weighted 
overall r.m.s. vibration levels tabulated for all measure- 
ment locations calculated using the weighting functions 
and methodology stated in the standard. 

(c) Where ISO 6954:1984 is used, the maximum peak 
vibration levels and their corresponding frequencies 
taken from the frequency spectra, tabulated for all 
measurement locations. 

(d) Ship and machinery details. 

(e) Trial details: 

Loading condition. 

Machinery operating condition. 

Speed. 

Average water depth under keel. 

Weather conditions. 

Sea state. 

(f) | Frequency analysis parameters (e.g. resolution, averag- 
ing time and window function), if the analysis is done in 
the frequency domain. 

(g) Copies of the relevant instrument calibration certificates, 
together with the results of field calibration checks. 


J Section 6 
Non periodical survey 
requirements 


6.1 Class notation assignment 


6.1.1 Where the assignment of a Class Notation or a 
Statement of Compliance is requested, an Initial Survey is to 
comprise sea trial or initial in-service testing, reporting and 
assessment against the criteria set out in these Rules. 


6.1.2 The sea trial or initial in-service testing requirements 
are set out in Section 4, and are to be reported in accordance 
with Section 5 and evaluated against the requirements of 
Sections 2 and 3. 
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6.2 Maintenance of class notation through-life 
and following modifications 


6.2.1 Where an Owner has requested assignment of a 
Class Notation, arrangements are to be agreed between LR 
and the Owner to record observations/ complaints of exces- 
sive noise and vibration that have been such as to disturb the 
comfort of passengers and crew. The records of the obser- 
vations are to be made available to the attending LR Surveyor 
at each Annual Survey. 


6.2.2 Where the observations indicate that the noise 
and/or vibration levels may exceed the criteria relating to the 
Class Notation requirements and those measured at the Initial 
Survey, a measurement programme is to be agreed between 
the Owner and LR and measurements taken in accordance 
with these Rules. 


6.2.3 A Renewal Survey may be required following modi- 
fications, alterations or repairs including replacement of major 
machinery items. It is the responsibility of the Owner to advise 
LR of such modifications. 


O Section 7 
Referenced standards 


7.1 Noise 


7.1.1 The following National and International Standards 

for noise are referred to in these Rules: 

e ISO 2923, Acoustics - Measurement of noise on board 
vessels. 

e 1SO 717/1, Acoustics - Rating of sound insulation in 
buildings and of building elements; Part 1: Airborne 
sound insulation. 

e  1ISO 717/2, Acoustics — Rating of sound insulation in 
buildings and of building elements: Part 2: Impact sound 
insulation. 

e IMO Resolution A.468(XII), Code on noise levels on 
board ships. 

e IEC Publication 651, Sound level meters. 

e ISO 140/4, Acoustics — Measurement of sound insula- 
tion in buildings and of building elements; Part 4: Field 
measurements of airborne sound insulation between 
rooms. 

e ISO 140/7, Acoustics — Measurement of sound insula- 
tion in buildings and of building elements; Part 7: Field 
measurements of impact sound insulation of floors. 


7.2 


7.2.1 


Vibration 


The following National and International Standards 


for vibration are referred to in these Rules: 


ISO 6954:1984, Mechanical vibration and shock —- 
Guidelines for the overall evaluation of vibration in 
merchant ships. 

ISO 6954:2000, Mechanical vibration and shock —- 
Guidelines for the measurement, reporting and evalua- 
tion of vibration with regard to habitability on passenger 
and merchant ships. 

ISO 8041, Human response to vibration. Measuring 
instrumentation. 
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Section 
1 Introduction 
2 International Rating Class (IRC) Yachts 


O Section 7 
Introduction 


1.1 General 


7.1.1 This Part of the Rules contains the particular 
requirements for the construction and classification of yachts 
with an overall length, Loa (as defined in Pt 3, Ch 1,6.2.4), of 
24 m or greater, where these differ from the general Rule 
requirements indicated in Parts 1 to 17. 


Lita The regulations for the construction, classification 
and Periodical Survey of yachts are given in Part 1. 


7.7.3 The minimum requirements in respect of intact 
stability for yachts are indicated in Pt 1, Ch 2,1.1. 


1.1.4 Where a Load Line is to be assigned the yacht is to 
comply with the appropriate requirements of the National 
Authority or, in the absence of these, in accordance with the 
requirements of Chapter 2 and Pt 1, Ch 2,1.1. 


7.7.5 The requirements for fire protection detection and 
extinction are to be in accordance with Part 17. 


1.1.6 Yachts over 24 m overall length, Loa (as defined in 
Pt 8, Ch 1,6.2.4), may be the subject of National or 
International regulations concerning construction, safety and 
manning and compliance with these regulations is the 
responsibility of the Owners and Builders. Lloyd’s Register is 
able to advise on such matters and to issue applicable certifi- 
cates where so authorised by the National Authority with 
which the yacht is registered. 


Tedd A yacht may take any hull form and method of 
propulsion described in Parts 1 to 17 of these Rules. Other 
hull forms or methods of propulsion will be specially 
considered. 


7.1.8 The scantling requirements for yachts constructed 
from steel, aluminium alloy and composite materials are given 
in Parts 6, 7 and 8 respectively. Where it is proposed to 
construct a yacht in wood or other material not specifically 
covered by the Rules, such proposals will be subject to 
special consideration on the basis of the Rules. 


1.2 Definitions 


E24 Freeboard deck is as defined in Pt 3, Ch 1,6.3.1. 
When a lower continuous deck is designated as the freeboard 
deck, that part of the hull which extends above the freeboard 
deck is treated as superstructure so far as concerns the 
application of the conditions of assignment and the 
calculation of freeboard. It is from this lower continuous deck 
that the assigned freeboard is calculated. 


1.2.2 Virtual freeboard deck is an imaginary continuous 
deck which, if fitted, would enable a freeboard, calculated in 
accordance with the Load Line requirements, and measured 
from the virtual freeboard deck, that would result in a draught 
not less than that corresponding to the assigned freeboard. 
That part of the enclosed hull which extends above the virtual 
freeboard deck may be treated as superstructure so far as 
concerns the application of the conditions of assignment 
provided it is not less than one standard superstructure 
height. (See a/so Pt 3, Ch 2,7.2). 


al Section 2 
International Rating Class (IRC) 
Yachts 


2.1 General 
2.1.1 The classification of International Rating Class 


Yachts will be specially considered on the basis of these 
Rules. 
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Section 

1 General 

2 Ship side valves 

3 Anchor stowage 

4 Bathing and watersport platforms and shell 
openings 

5 Deck safety equipment 

6 Protection of openings 

7 Corrosion protection 

8 Navigation in first-year ice conditions 


9 Support yacht craft 


| Section 7 


General 
1.1 Plans and data 
7.7.1 Plans and data additional to those required by 


Pt 3, Ch 1,5 may be required to be submitted for appraisal, 
subject to the form of the yacht. 


1.7.2 All plans are to be presented in a clear and 
unambiguous manner with sufficient details to avoid 
misinterpretation. 


LJ Section 2 
Ship side valves 


2.1 General 


Zhed Ship side valves are generally to be in accordance 
with Pt 15, Ch 2,3, but other materials may be considered. 


2.1.2 Valves and sea chests are to be easily accessible 
and permanently marked. Valves not easily accessible are in 
addition to be fitted with remote control. 


| Section 3 
Anchor stowage 


31 General 


Sebel Where anchors are mounted on stemhead fittings, 
suitable local sheathing or protection is to be provided in areas 
where the anchor can make contact with the hull or deck, 
further precautions are to be taken to minimise hull damage in 
the event of a collision. The fittings are to be of substantial 
construction and well secured to the hull and deck. 


3.1.2 Details of stemhead fittings incorporating forestay 
attachments are to be submitted for approval. 


a] Section 4 
Bathing and watersport platforms 
and shell openings 


4.1 General 


4.1.1 Shell doors including bathing and watersport 
platforms, are generally to be fitted with a sill not less than 
600 mm above the design waterline. All openings are to open 
into a watertight space with access into the yacht by 
watertight doors capable of being operated from both sides. 
The outer shell doors may be of a single or double leaf type 
with either hand or hand and hydraulic operated door clips to 
ensure watertightness when at sea. Any locking devices fitted 
are to ‘fail safe’ in the event of hydraulic failure. Provision is to 
be made for doors to be closed and locked by hand in the 
event of hydraulic failure, see Pt 3, Ch 4. 


4.1.2 Shell openings with a sill height below, or less than 
600 mm above, the design waterline are to be of equivalent 
structural integrity to the surrounding hull structure. Doors 
from this space providing internal access are to have a sill 
height at least (00 mm above the design waterline. 


4.1.3 Drainage systems for the above shell openings are 
to be fitted with non-return valves. 


4.1.4 Transom platforms are to be integral with the hull or 
be separate mechanically secured components. 


4.1.5 Integral components are to have scantlings 
equivalent to the adjacent structure with care taken to ensure 
continuity of strength with no hard spots. 


4.1.6 Separate mechanically secured components are to 
be of substantial construction and securely fastened to the 
main structure ensuring bolting and sealing arrangements are 
satisfactory with no hard spots. 
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4.1.7 Recesses for passerelles, windlasses, platforms, 
cockpits, etc., are to be watertight and of equivalent strength 
to that of the surrounding hull and deck structure with care 
being taken to ensure continuity of strength. Electrical and 
hydraulic penetrations (where fitted) are to be through 
watertight glands. Direct overboard discharges are to be fitted 
to prevent any accumulation of water in the recess. 


@ Section 5 
Deck safety equipment 


5.1 General 


Oat Sailing yachts are, in general, to be fitted with a 
pulpit, pushpit and guard wires with hand rails inboard to assist 
personnel movement around the upper deck. Motor yachts 
are, in general, to be fitted with bulwarks and/or guard rails. 


5.1.2 The size, height and position of bulwarks, pulpit, 
pushpit and guard rails or wires and the securing points for 
handrails and lifelines are to be in accordance with National 
or International Standards, see also 6.9. The scantlings and 
securing arrangements are to be designed to withstand the 
maximum load that could be exerted upon them in service, 
details of which are to be indicated in the relevant plans. 


5.1.3 Doors fitted in bulwarks are to be of equal strength 
to the adjacent bulwarks and be capable of being secured 
closed at sea. 


| Section 6 
Protection of openings 


6.1 General 


6.7.7 Closing appliances for yachts are, in general, to 
provide weathertight integrity and safety equivalent to the 
requirements of Pt 3, Ch 4 taking into consideration reductions 
depending on the height of the lowest weatherdeck, relative to 
the design waterline. 


6.1.2 The vertical distance between the freeboard deck 
and the weatherdeck may be used to reduce the Load Line 
requirements for closing appliances, coaming heights and 
openings in the hull, superstructure and deckhouses. 


6.7.3 The vertical distance between the virtual freeboard 
deck and the weatherdeck may be used to reduce the Load 
Line requirements for closing appliances, coaming heights and 
openings in the hull, superstructure and deckhouses. 


6.1.4 Where this vertical distance (as defined in 6.1.2 and 
6.1.8) is at least one standard superstructure height then Load 
Line requirements for closing appliances, coaming heights and 
openings apply as if an additional tier of superstructure existed. 
See also Pt 8, Ch 2,7.2.2. 


6.7.5 Where this vertical distance (defined in 6.1.2 and 
6.1.3) is less than one standard superstructure height the 
coaming heights of doors, hatches, ventilators, air pipes, etc.., 
may be reduced in proportion to the ratio of the actual 
distance and one standard superstructure height. 


6.2 Hinged weathertight doors 


6.2.1 Doors on the weather deck (first tier accommoda- 
tion) protecting direct access to machinery spaces are to be of 
substantial construction in accordance with or equivalent to 
recognised National or International Standards. They are to 
be permanently attached to the casing, outward opening and 
gasketed weathertight with a minimum of six clips and have a 
coaming height of 460 mm with a minimum of 230 mm 
depending on the excess freeboard. 


6.2.2 Doors on the weather deck to first tier accommo- 
dation or other spaces protecting access below are to be as 
required by 6.2.1 with a minimum of four clips. Provided 
access to the space(s) may be obtained from the deck above, 
the coaming height may be 230 mm with a minimum of 
150 mm depending on the excess freeboard. 


6.2.3 Where wood doors are proposed on the weather 
deck in lieu of doors in 6.2.2 above they are to be strongly 
constructed of hardwood not less than 50 mm thick, double 
gasketed with coamings as required by 6.2.2. For doors in 
exposed locations additional securing arrangements by slip 
bolts, clamps or equivalent are required. These doors are not 
to be the sole means of entry or exit from the space. Where 
these doors may be required to be used as a means of 
escape in an emergency situation, the additional securing 
arrangements are to be operable from both sides. 


6.2.4 The use of FRP for doors on the weather deck 
other than to machinery spaces may be accepted, providing 
the doors are of substantial construction in accordance with 
6.2.2. 


6.2.5 Proposals to use FRP doors for access to 
machinery spaces are to comply with 6.2.4 in addition to 
Part 17, in respect of fire requirements and compliance with 
any National Authority requirements which may be applicable. 


6.2.6 Doors in the second tier accommodation are to be 
as indicated in 6.2.1 with a minimum of four clips, or wood 
doors per 6.2.3 and have a coaming height of 100 mm witha 
minimum of 50 mm depending on the excess freeboard. 
Sliding doors with equivalent securing arrangements may be 
accepted. 


6.3 Hatches (coamings and covers) 


6.3.1 Hatches on the weather deck and deck above are 
to have a structural integrity of not less than the structure to 
which they are fitted and are to be weathertight when closed. 


6.3.2 Hatches on the weather deck in the forward 0,25L,_ 
or to machinery spaces are to be hinged on the forward side 
and have 460 mm coamings with a minimum of 230 mm 
depending on the excess freeboard. 
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6.3.3 Elsewhere on the weather deck, hatches which are 
proposed to be open at sea and provide access to lower 
accommodation spaces are to have a coaming height of 
230 mm with a minimum of 150 mm depending on the excess 
freeboard. 


6.3.4 Hatches on the deck above the weather deck 
which are proposed to be open at sea, are to have a coaming 
height of 150 mm with a minimum of 50 mm depending on 
the excess freeboard. 


6.3.5 Flush hatches that are not closed by gasketed 
covers and secured by close space bolts will be specially 
considered but should not, in general, be fitted on the weather 
deck. However, flush hatches fitted with double gasketed 
covers with drains led overboard that do not require to be 
opened at sea and that are in protection locations, will be 
considered. 


6.3.6 Escape hatches are to be operable from both sides. 


6.4 Ventilators and air pipes 


6.4.1 Ventilators and air pipes are to have coamings 
complying with Pt 8, Ch 4,11 and Pt 15, Ch 2,11 respectively. 


6.4.2 Where necessary for operational reasons, 
coamings on the weather deck protected by the bulwark, may 
be reduced to the bulwark height subject to a minimum 
coaming height of 450 mm for ventilators and 300 mm for air 
pipes. 


6.5 Portlights and windows 


6.5.1 The requirements for side scuttles and windows are 
indicated in Pt 3, Ch 4. Proposals to fit windows below 
freeboard deck will be specially considered. 


6.5.2 Round, elliptical or elongated portlights are to have 
a structural integrity of not less than the structure to which 
they are fitted. If fitted below the weatherdeck they are to be 
provided with permanently attached deadlights. See a/so 
Pt 3, Ch 4,7.12.2. 


6.5.3 Where internal covers are provided, they are to be 
gasketed and capable of being secured weathertight (with 
additional backing bars if necessary). Provision is to be made 
for the storm covers to be stored on board and their stowage 
location noted in the document ‘For the information of the 
Master’. Internal storm blinds may be accepted subject to 
satisfactory tests being carried out. 


6.5.4 Chemically toughened glass may be used in lieu of 
thermally toughened glass provided it can be demonstrated 
the strength of the arrangement is at least equivalent in 
strength to that of thermally toughened glass. The glazing 
system is to be of laminated construction and the method of 
testing will be specially considered. 


6.5.5 Wheelhouse windows are to be of toughened 
safety glass, or where they are of laminated or sandwich 
construction, the surface layers are to be of toughened safety 
glass. 


6.5.6 Details of the attachment of windows in their frames 
and of frames to the yacht structure are to be submitted for 
approval. 


6.5.7 Storm covers or deadlights are required for all 
windows and portlights in the front of the deckhouse on the 
weather deck and also the sides, except where these are 
interchangeable port and starboard; in this case a sufficient 
number to fit any one side are to be provided. Additionally a 
storm cover or deadlight is to be provided for each different 
size of window or portlight respectively. 


6.5.8 A glazing equivalent may be fitted in lieu of 
deadlights or stormcovers on the weather deck and above. 
The thicknesses and arrangements are to be acceptable to 
the National Authority with whom the craft is registered and/or 
by the Administration within whose jurisdiction the ship is 
intended to operate. For arrangements of glazing acceptable 
to Lloyd’s Register (hereinafter referred to as LR), see 
Table 2.6.1. Alternative arrangements of glazing in lieu of 
deadlights or storm covers may be accepted provided details 
are submitted for consideration. 


6.6 Sliding glass doors or glass walls 


6.6.1 When sliding glass doors are provided, or a glass 
wall which includes an access, an alternative access, or exit 
from the space, is to be provided, and the arrangements are 
to be in accordance with approved plans and weathertight 
commensurate with their position. Coaming heights are, in 
general, to be in accordance with 6.2 and the use of portable 
coamings will be considered. Details are to be submitted. 


6.6.2 The glass used in the above is to be toughened 
safety glass or equivalent in accordance with 6.5. 


6.6.3 Storm covers of strong construction are to be 
provided and stored on board. Aft facing glass doors or walls 
in the second tier and above, are not required to be fitted with 
storm protection. The use of a virtual freeboard deck to 
determine storm cover requirements is not permitted. 
Additional portable supports are to be provided as necessary 
and full details are to be submitted for approval. Roller 
shutters or other alternatives will be specially considered. 


6.6.4 In lieu of a weathertight coaming for the cover, 
adequate drainage is to be provided between the cover and 
the glass which may be in the form of a sump drained 
overboard, with a grating over, details of such proposals 
should be submitted for individual consideration. 


6.7 Scuppers and sanitary discharges 


6.7.1 Piping and valves are, in general, to comply with the 
requirements indicated in Pt 15, Ch 2,3. 
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Table 2.6.1 


In lieu of portable storm covers 


Acceptable arrangements of glazing in lieu of portable storm covers/deadlights 


In lieu of deadlights or storm covers 


ty |to| ty 


t42 + (0,77to)2 + t42 = (1,2t)2 


35 mm gap 


Symbols 


tg = minimum thickness of toughened glass as calculated in Pt 3, Ch 4,7.8.1. 


6.8 Freeing ports 


6.8.1 In general, freeing ports are to be in accordance 
with the requirements indicated in Pt 3, Ch 4, taking into 
consideration the position of the virtual freeboard deck 
indicated in 6.1. 


6.9 Bulwarks, guard rails and wires 


6.9.1 Bulwarks, guard rails and wires are in general, to 
comply with the requirements indicated in Pt 3, Ch 4,8. 


6.9.2 Where a bulwark of reduced height is fitted, guard 
rails or wires are to be provided above the bulwark to a height 
of 1000 mm above the deck. 


6.9.3 Where the proper working of a yacht may otherwise 
be impeded bulwarks, guard rails of wires of a reduced height 
may be considered. Details are to be submitted for approval. 


6.9.4 Protection is to be provided in way of boats, 
liferafts, etc. 


qo Section 7 
Corrosion protection 


7.1 General 


Lt The design of the structure and methods of 
attachment of fittings are to take into consideration 
procedures to minimise corrosion of metal structures and 
fittings due to electro-chemical action. All exposed steel and 
aluminium alloy surfaces are to be protected by the 
application of a suitable paint and anti-fouling system and the 
fitting of a cathodic or impressed current protection system. 


7.1.2 Sacrificial anodes are to be mounted equidistant 
between metals being protected, and their location and 
attachment is to be such as to obviate hard spots. 


7.1.3 Anodes with cast-in galvanised steel straps are to 
be secured to the steel hull by welded studs or direct welding. 


7.1.4 The design and performance characteristics of the 
cathodic protection system is the Builder’s responsibility. 
Particular attention is to be given to the earth bonding system, 
to provide good electrical continuity. 


LAD Yachts fitted with a negatively grounded electrical 
system or fitted with a negatively grounded independent 
battery system may use the impressed current cathodic 
protection scheme. 


7.2 Protection — Aluminium alloy yachts 


7.2.1 Anti-fouling paints containing copper are not to be 
used. 


7.2.2 Bilges and internal surfaces subject to salt laden air 
are to be coated with a waterproof mastic or equivalent. 
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7.2.3 Particular attention is to be given to the design and 
selection of materials used for underwater fittings and the 
associated piping systems to limit the effect of bimetallic 
corrosion. Where materials other than aluminium are used 
they are, in general, to be electrically insulated from the hull 
and internal metal piping or cathodically protected separately 
by anodes attached directly to such fittings. 


7.3 Protection —- Composite yachts 


7.3.1 Aluminium alloy or steel sterndrives, waterjet units 
and trim tabs are to be cathodically protected by anodes 
mounted on the hull, direct to the unit being protected or 
through the bonding system. 


a Section 8 
Navigation in first-year ice 
conditions 


8.1 General 


8.1.1 Where an ice class notation is to be included in the 
class of a craft, the scantlings will require special considera- 
tion, see Pt 3, Ch 2,9. 


8.1.2 Yachts in Service Group G6, which have their own 
propulsion machinery, and which are built of steel but are not 
strengthened for navigation in ice, may be eligible for assign- 
ment of Finnish-Swedish Ice-Due Class II under the Finnish 
and Swedish Boards of Navigation Finnish-Swedish Ice Class 
Rules. Yachts in Service Groups G1-G4_ inclusive, 
constructed in any material, together with Yachts in Service 
Group G6 constructed in aluminium or composites are not 
eligible for this notation. 


pH Section 9 
Support yacht craft 


9.1 General 


9.1.1 A support yacht craft provides support to a 
‘primary’ yacht and may often also be referred to as a 
‘shadow yacht’. The support yacht may be provided with an 
extensive range of equipment and facilities to perform these 
duties, such as small craft, seaplanes, large galleys and waste 
management systems. 


9.1.2 For support yachts, the following are also to be 
considered according to the load line requirements: 

(a) Sill heights of door openings; 

(b) Windows and portlights; 

(c) Freeing port areas; and 

(d) Sill heights of ventilators. 
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Section 

1 Hull design and construction parameters 
2 Hull construction 

3 Chain plates 

4 Deck planking 


5 Deck fittings 


6 Ballast keels 

7 Rudder skegs and rudders 

8 Open cockpits and companionways 
9 Anchoring and mooring equipment 


| Section 1 
Hull design and construction 


parameters 
1.1 Plans and data 
7.1.1 In addition to the general plans and data required 


by Pt 8, Ch 1,5 the following details of additional structural 
components, particular to sailing yachts, are to be submitted 
for appraisal: 

e Sail plan. 

Mast loadings. 

Bowsprit loadings. 

Rigging loadings. 

Mast step. 

Mast partners. 

Ballast keel lines plan. 

Ballast keel securing arrangements. 

Rudder skeg construction and support details. 
Chainplates. 

Through deck fittings. 


1.12 All plans are to be presented in a clear and 
unambiguous manner with sufficient details to avoid 
misinterpretation. 


1.2 Mast and rigging support arrangements 


1.2.1 Sailing yacht mast and standing rigging loadings 

and their support structure require special consideration as 

follows: 

(a) Adequate hull and deck longitudinal structure to resist 
hull bending. 

(ob) Provision of adequate transverse structure in way of 
masts, chainplates, keels, skegs, etc. 

(c) Provision of adequate bottom structure to support the 
mast and dissipate the mast loadings. 


| (d) Local reinforcement as given in Pt 8, Ch 3,3.14 in way 


of chainplates, forestay and backstay fittings, etc. 

(e) The deck and beams are to be suitably strengthened in 
way of masts, coachroof/deckhouse ends, windlass, 
cleats, sheet winches, sheet tracks, etc. Where a mast is 
stepped on the deck or coachroof/deckhouse the 
structural arrangements will be specially considered. 


1.2.2 Details of the designer’s/Builder’s calculated 
maximum loads on the mast heel and the breaking loads of 
all standing rigging are to be submitted with the main struc- 
tural plans for appraisal. 


1.3 Bowsprits 


1.3.1 The hull structure in way of the bowsprit is to be 
suitably reinforced with due account taken of the compres- 
sive loads along the bowsprit and bending moments due to 
rigging loads. 


7.3.2 Details of the designer’s/Builder’s calculated 
maximum loads on the bowsprit and the breaking loads of all 
associated standing rigging are to be submitted with the 
structural plans for appraisal. 


C Section 2 
Hull construction 


2.1 Hull scantlings (composite materials) 


2h The basic structural scantlings are, unless specified 
within this Section, to be as indicated in Part 8. 


2.1.2 The shell weight/thickness determined from Part 8, is 
to be maintained throughout the length of the craft, with the 
bottom shell weight extending to the chine line or 150 mm 
above the static load waterline, whichever is the greater. 


2.1.3 The keel plate thickness for sailing yachts is to be 
1,1 times the keel thickness for motor craft as determined in 
Part 8. In no case is the thickness of keel to be taken less 
than the thickness of the adjacent bottom shell or fin and tuck 
as appropriate. 


2.1.4 The fin and tuck thickness is not to be less than 
0,9 times the keel thickness for motor craft as determined in 
Part 8. In no case is the thickness of the fin and tuck to be 
taken less than the thickness of the adjacent bottom shell. 


2.1.5 The construction of hull to deck connections is to 
be in accordance with Pt 8, Ch 2,5. 


2.1.6 The hull laminate is to be strengthened in way of the 
attachment of chainplates, etc., see Pt 8, Ch 2,5. 


2.1.7 The stern or transom is to be the same weight as 
the side shell and is to be adequately stiffened with special 
consideration being given to the transmission of backstay 
loadings. 
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2.1.8 Where twin bilge keels are fitted, the bottom 
laminate in way of the bilge keels is to be formed by extend- 
ing the keel reinforcement to a distance not less than 25 per 
cent the width of the keel, as required by Part 8, outside the 
line of the outboard edge of the bilge keels or to the support- 
ing structure whichever is the greater, prior to being tapered in 
accordance with the Rules to the adjacent bottom shell 
laminate. See also 2.1.10. 


2.1.9 The hull and deck are to be locally increased in 
thickness in way of fittings for rudder tubes, propeller brack- 
ets etc. The increase is not to be less than 50 per cent of the 
adjacent plate laminate. Details of such reinforced areas are to 
be submitted for consideration. 


2.1.10 Local reinforcement is, in general, to extend under 
the adjacent supporting structure and then be tapered 
gradually to the base laminate thickness in accordance with 
Pt 8, Ch 3,3.14. 


2.2 Transversely framed yachts 


2.2.1 Sailing yachts with a conventional rig, are to be 
provided with suitably increased scantlings in floors, frames, 
beams and brackets adjacent to each mast. 


22.2 In general, beams at the heads of web frames and 
four beams in way of each mast in sailing and auxiliary yachts 
are to have their scantlings increased by a factor of two. 
Where practicable, masts are to be located in way of 
transverse bulkheads or other primary stiffening. 


2.2.3 Keel mounted masts are to be mounted on a 
suitable mast step secured to three floors at a height sufficient 
to provide the necessary structural integrity and to keep the 
heel of the mast clear of any bilge water. 


2.2.4 Keel mounted masts are to be fitted with mast 
partners running fore and aft on either side of the mast to join 
the transverse beams. The strength of the mast partners are 
to be the same as for the beams. 


2.2.5 Deck mounted masts are to be housed in a mast 
step positioned directly over a bulkhead or a web frame/deep 
beams with a pillar fitted under the mast. 

2.3 Longitudinally framed yachts 

2.3.1 Conventional masts mounted on mast steps as in 
2.2.3 are to be fitted with heavy transverse web frames as 
required by 2.2.2. 


2.4 Yachts fitted with non-conventional rigs 


2.4.1 The structure in way of non-conventional mast 
configurations will be specially considered. 


CO Section 3 
Chain plates 


3.1 General 


3.1.7 Chain plates and other securing arrangements to 
take the loads of all standing rigging for masts and bowsprits, 
are to be of substantial construction and well integrated with 
the hull and/or deck supporting structure. They are to be of 
sufficient strength that, in the event of failure of the standing 
rigging, the watertight integrity of the hull is not impaired. 


3.1.2 The breaking loads of all mast and bowsprit 
standing rigging together with the actual loads imposed by 
the rigging are to be submitted. 


3.2 Calculations 


3.2.1 The strength of any part of chainplates or structure 
to which it is attached is not to be less than the breaking load 
of the rigging to which it is attached and subject to the 
following factors of safety (FOS). 


Items: Minimum FOS: 
Rigging 1,0 
Lug, eyebolt eye 1,2 
Lug to baseplate 1,2 
Eyebolt/base plate to foundation 2,0 
Chainplate to foundation (below decks) 2,0 
Chainplate foundation to hull structure 2,0 


a Section 4 
Deck planking 


4.1 General 


4.1.1 The construction of decks of steel, aluminium alloy 
or composite materials is to be in accordance with Pt 6, 
Ch 3,8, Pt 7, Ch 3,8 and Pt 8, Ch 3,8 respectively. Wood 
deck sheathing is in general to be treated as cosmetic and is 
outside the scope of these Rules. However, any wood 
sheathing fitted is not to be detrimental to the integrity of the 
main deck structure. Details of the means of attachment of 
such wood sheathing are to be submitted for consideration. 


4.1.2 Decks constructed of wood will be specially 
considered on the basis of the Rules. 
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| Section 5 


Deck fittings 
5.1 General 
Ds daat Due consideration is to be given at the design stage 


to ensure that additional structural support, by way of pads, 
brackets etc., is provided in way of deck fittings such as 
mainsheet and genoa tracks, winches, eyebolts, sail-lead 
tracks, fairleads, anchor and chain cable handling and 
securing arrangements, grab rails, guard wires, hatch hinges, 
etc., which are subject to substantial loadings and or use. 


5.1.2 Fittings which are subject to significant loads are, 
in general, to be through bolted, in single skin areas. The 
laminate is to be locally increased in thickness as necessary 
with due account taken of such loadings. 


5.1.3 Details of inserts, local reinforcement and through 
bolting arrangements for yachts of composite construction 
are to be in accordance with Pt 8, Ch 2 and Ch 3. 


| Section 6 
Ballast keels 


6.1 External ballast keel 


6.1.1 The ballast keel may be of lead, cast iron or other 
suitable material. Cast iron or other ferrous metals are not to 
be used in wood or composite craft sheathed with copper or 
other non ferrous metal. 


6.1.2 Prior to installation the ballast keel is to be ‘Dry 
fitted’ to the hull and the top is to be smooth, or slightly 
concave in all directions, and well coated with a suitable 
bedding compound. 


6.1.3 In composite yachts care is to be taken to prevent 
crushing of GRP laminates through overtightening of keel 
bolts. 


6.1.4 A substantial plate washer is to be fitted under the 
head of the keel bolt. The diameter and thickness are to be 
not less than 4,0 and 0,25 times the bolt diameter, 
respectively, but the thickness need not in general exceed 
8 mm. The top of the bolt is to have sufficient thread to take 
double nuts or other suitable locking arrangement. See also 
6.3.6. 


6.7.5 The structure in way of the ballast keel is to be in 
accordance with the requirements of Parts 6, 7 and 8 for the 
respective material. 


6.1.6 In steel/aluminium alloy yachts all bottom structure 
in way of the ballast keel(s) is to be welded by means of 
double continuous welding. 


6.1.7 Ballast keels are to be fully supported by floors to 
distribute the keel loadings to the bottom structure, see Pt 8, 
Ch 8. The scantlings of the floors and frames will be specially 
considered in conjunction with the keel mass together with 
the size, material and position of the keel bolts. 


6.1.8 Canards and lifting keels are outside the scope of 
the Rules but the structure in way will be specially considered 
with regard to maintenance of structural and watertight 
integrity. Full details are to be submitted for appraisal. 


6.2 Internal ballast keel 


6.2.1 Where ballast is to be incorporated in the keel, the 
internal surface is to be suitably coated prior to filling, and on 
completion the top surface is to be sealed. 


6.2.2 For steel and aluminium alloy yachts the method of 
installing the internal ballast is not to be detrimental to the 
plating or internal structure. Details of the installation 
procedure are to be submitted for consideration prior to 
implementation. 


6.2.3 Internal ballast is to be suitably supported and 
secured against movement. The supporting structure in way 
of internal ballast is to be suitably increased in strength. 


6.2.4 In steel/aluminium yachts, the ballast is to be totally 
encapsulated by fully welded plating with a minimum 
thickness of 6 mm. Alternative arrangements will be specially 
considered. 


62:5 In composite yachts, the internal ballast is to be 
encapsulated by a laminate equivalent in thickness to half the 
rule bottom shell laminate or 2400 g/m? CSM (or equivalent), 
whichever is the greater. 


6.3 Keel bolts 


6.3.1 The keel bolts are to be of a corrosion resistant 
material. The nuts, washers, etc., are to be of a material the 
same as, or compatible with, that of the keel bolts. The 
specifications of these materials are to be submitted for 
appraisal. 


6.3.2 The diameter of keel bolts, a,, is to be that 
determined from the following formula, or 14 mm, whichever 
is the greater: 


wd 
d, = 14,2\| — mm 
Cy Dy 


b, = breadth of top of ballast keel in way of bolt, 
inmm 
gg = vertical distance of the centre of gravity of weight, 
w, below top of ballast keel, in mm 
w_ = the portion of the weight of ballast keel supported 
by the bolt, in kg 
oy = ultimate tensile strength of the bolt material, 
in N/mm2 
When determining w for the bolt at the ends of the keel, the 
weight of any overhang is to be included. 
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6.3.3 Where double bolts are to be fitted, the total cross- 
sectional area of the bolts is to be not less than 1,2 times the 
cross-sectional area of the bolt determined in accordance 
with 6.3.2. 


6.3.4 Keel bolts are to be fitted alternately on opposite 
sides of the middle line, and as close as is practicable to the 
bottom floor structure. 


6.3.5 The ballast keel is to be secured by through 
bolting, but where this is not practicable, short keel bolts or 
studs may be fitted. 


6.3.6 A substantial plate washer is to be fitted under the 
head of the keel bolt. The diameter and thickness are to be 
not less than 4,0 and 0,25 times the bolt diameter, 
respectively, but the thickness need not exceed 8 mm. 
Washer plates, where square or rectangular, are to have 
suitably radiused corners. In composite and wood craft the 
washer plates are to have all edges dressed smooth in 
addition to being suitably radiused. 


6.3.7 The bottoms of short keel bolts are to be secured 
by nuts and washers fitted in pockets in the keel, or by square 
plate nuts cast in with the keel. Where cast in, the square 
plate nuts are to have a breadth and depth not less than 
3,0 and 1,0 times the bolt diameter, respectively. 


6.3.8 Where studs are fitted, the length of the threaded 
portion into the cast iron or steel keel is to be not less than 
1,5 or 2,5 times the stud diameter where through tapped or 
blind tapped respectively. 


6.3.9 It is recommended that the design of the keel bolt is 
such that it can be withdrawn for survey and is not cast 
permanently into the ballast keel. 


6.3.10 Details of the proposed torque to be applied to the 
keel bolts is to be indicated on the relevant plans and submitted. 


| Section 7 
Rudder skegs and rudders 


7.1 Skegs 


7.1.1 Skegs are to be effectively integrated into the 
adjacent structure and their design is to be such as to 
facilitate this. 


7.1.2 The scantlings of skegs are to be sufficient to 
withstand any docking forces that they may be subjected to. 


7.1.3 The thickness of the skeg plating is in no case to 
be taken as less than 1,5 times the thickness of the adjacent 
bottom shell or the fin and tuck laminate whichever is the 
greater. 


7.1.4 Where metallic sub-frames are laminated into 
skegs, providing transverse stiffening to the skeg and support 
for the rudder pintle, such stiffening members are to be fully 
integrated with hull framing to ensure continuity of strength. 


7.1.5 The scantlings of skegs of composite construction 
will be specially considered on the basis of the Rules, and in 
this respect are to be of equivalent strength and load 
carrying capability to that required for skegs of steel 
construction from Pt 3, Ch 3,3. Due account is to be taken of 
the differing material properties. 


7.1.6 Direct calculations may be used as an alternative to 
the requirements of 7.1.5 to determine the scantlings of 
composite skegs. Such calculations are to be submitted for 
appraisal. 


7.2 Rudder construction arrangements 


7.2.1 Rudder construction for sailing yachts is generally 
to be in accordance with Pt 3, Ch 3.2. 


ieee For use in the determination of the rudder stock 
diameter, within Table 3.2.7 in Pt 3, Ch 3, the factor f, may be 
taken as 70 for yachts with an overall length, Loa, of 24 m 
varying up to 79 at a length of 50 m. Intermediate values are 
to be determined by linear interpolation. Yachts with a length, 
Lp, in excess of 50 m are to comply with Table 3.2.7. 


7.2.3 The rudder stock diameter is to be based upon the 
maximum stated operational speed of the yacht, but in no 
case is this to be taken less than 2,536 [Ly knots. Ly, is as 
defined in Pt 3, Ch 1,6.2.5. 


a Section 8 
Open cockpits and 


companionways 
8.1 Cockpit construction 
8.1.1 Cockpits are to be of watertight construction with 


scantlings equivalent to that of the upper deck. 


8.1.2 Cockpit lockers and hatches where fitted, are to be 
of substantial construction and are to be tested weathertight. 


8.1.3 Where engine removal or other hatches are fitted in 
the cockpit sole they are to be watertight and bolted down. 
Detailed plans are to be submitted for approval. 


8.1.4 The height of the cockpit sole above the waterline is 
to be such that the water will effectively drain overboard under 
all normal conditions of heel and trim. 


8.2 Companionways 


8.2.1 Companionway openings, are to be sited on, or as 
close as possible to, the centreline. Sill heights are to be not 
less than as required by Pt 3, Ch 4. 


8.2.2 Companionway hatches are to be of substantial 
construction capable of being opened from both sides and be 
tested weathertight. 
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a Section 9 
Anchoring and mooring 
equipment 


9.1 General 


9.1.1 The requirements of Pt 3, Ch 5 apply to fore and aft 
rigged sailing yachts of all sizes. 


9.1.2 Sailing yachts with three or more masts and fitted 
with a square rig are to be fitted with anchors 25 per cent 
heavier than those calculated in accordance with Pt 8, Ch 5. 
Chain cable, hawsers and warps are to be increased 
accordingly. 


9.7.3 Square rigged yachts are to have a full length of 
chain cable on the main anchor but may have rope with a 
chain tail fitted to the second anchor. Kedge anchors may be 
fitted using the rule length and size of warp without a chain tail. 
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General Part 5, Chapter 1 
Sections 1 & 2 
Section Tee The load design criteria given in this Part are 
dependent on the operating mode of the craft as follows: 
1 Rule application e Craft operating in the non-displacement mode: 
— Applies to craft operating in full planing or semi- 
2 Direct calculations planing modes. 
— Applies to HSC at design speed. HSC is defined in 
3 Model experiments Pt1, Ch 2,2.2.8. 


J Section 1 
Rule application 


1.1 General 


7.1.1 The global and local load and design criteria 
detailed in this Part are to be used in conjunction with the 
formulae given in Parts 6, 7 and 8 to determine the scantlings 
of steel, aluminium alloy and composite craft respectively as 
defined in Part 1. 


tet2 The global load and design criteria given in this Part 
are provided to enable the designer/Builder to check global 
hull strength against ductile failure modes involving gross 
deformation. The strength calculations are, in general, to be 
conducted using finite element analysis techniques with a 
three dimensional model. 


7.1.3 Load and design criteria detailed in this Part are to 
be supplemented by direct calculation methods incorporat- 
ing model test results and numerical analysis for novel 
designs. Full scale measurements may be required where 
considered necessary by Lloyd’s Register (hereinafter referred 
to as LR). 


1.7.4 Craft built and classed in accordance with the 
Rules will, in general, be assigned an operational envelope. 
This will be based on the allowable speeds, significant wave 
heights and corresponding displacements. It will form an 
appendix to the Classification Certificate and is to be 
incorporated in the craft's Operational Manual. The assigned 
operational envelope is to be clearly displayed in the 
wheelhouse. Installation of an accelerometer at LCG 
connected via a visual display in the wheelhouse may be 
required. 


7.7.5 The operational envelope assigned is based on the 
assumption that the wave height can be visually observed. 
Where this is not the case, the speed of the craft is to be 
suitably reduced. 


Tle The design assessment is to include a range of 
speeds covering all modes of operation for which the craft is 
designed, i.e. speeds corresponding to displacement, semi 
planing and fully planing. A craft which is designed to 
operate in the planing mode will need to be assessed using 
the requirements of Chapter 3 at its design speed and 
required significant wave height, as well as the requirements 
of Chapter 4 when operating at reduced speed and a more 
severe wave height. 


— Applies to LDC at design speed. LDC is defined in 
Pt 1, Ch 2,2.2.10. 

— Applies to craft in foil borne mode. 

— Applies to craft where other lifting devices are actively 
supporting some or all of the craft’s weight. 

— Typically this applies to craft with a Taylor Quotient, T, 
greater than 3. T is defined in Ch 2,2.1.18. However, 
the following is to be noted: 

e Some craft are not designed to plane, but have 
T greater than 3, e.g. SWATHs and fast displace- 
ment yachts and, unless they are classified as 
HSC, then these craft are to be considered as 
only operating in the displacement mode. 

e Some craft are designed to plane with T less than 
3 and these should be considered as operating in 
the non-displacement mode. 

e Craft operating in the displacement mode: 

— Applies to craft designed to operate in the 
displacement mode. 

— Applies to all other craft where they are not operating 
in the non-displacement mode, e.g. at lower speed in 
severe weather. 


O Section 2 
Direct calculations 


2.1 General 


2.44 Direct calculations using hydrodynamic computer 
programs may be specifically required by the Rules. Also they 
may be required for craft having novel design features, or may 
be submitted in support of alternative load and design criteria. 
LR may, when requested, undertake calculations on behalf of 
designers and make recommendations in regard to suitability 
of any required model tests. 


2.2 Special Service Craft Software 


22.1 LR’s direct calculation procedures and facilities are 
summarised in a publication entitled the LR Software Guide. 


2.3 Submission of direct calculations 


2.3.1 In cases where direct calculations have been 

carried out using procedures available in the LR Software 

Guide the following supporting information is to be submitted 

as applicable: 

(a) Reference to the direct calculation procedure and 
technical program used. 

(b) Input data. 

(c) A description of the model. 
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(d) A summary of analysis parameters including environ- 
mental conditions, speeds and headings. 

(e) Details of the weight distributions. 

(f, Acomprehensive summary of calculation results. Sample 
calculations are to be submitted where appropriate. 


2.3.2 In general, all input data and output results are 
required to be submitted. In such cases, magnetic media with 
agreed format may be used for submission. 


2.3.3 The responsibility for error free specification and 
input of program data and the subsequent correct transposal 
of output rests with the designer/Builder. 


| Section 3 
Model experiments 


3.1 General 


3.1.1 Model experiments and theoretical calculations 
may be required to be carried out for new design concepts 
and the results are to be provided when plans are submitted 
for approval. 


Ohi2 Where model testing is undertaken, the following 

details are to be submitted: 

(a) A summary of the model construction and _ its 
instrumentation, including calibration of instruments. 

(b) Asummary of the testing arrangements and procedures. 

c) Asummary of the tank facilities and test equipment. 

(d) Details of the wave generation, response measurements, 
definitions and notations. 

(e) Details of data recording, reduction and data analysis 
procedures. 

(f) Details of calibration procedures with theoretical 
computations. 

(g) Tabulated and plotted output. 


3.2 Model test matrix 
3.2.1 Where model testing is undertaken, the minimum 


test matrix shown in Table 1.3.1 is required to be carried out. 


Table 1.3.1 Minimum test matrix 


Sea state Regular and irregular seas 


Heading Beam, head, stern and quartering seas 


Speed Three speeds including zero and maximum ser- 
vice speeds 


Wave Six frequencies 
frequency 


3.2.2 In addition to those quantities which are normally 

measured in a model experiment, the following data are to be 

obtained where practicable: 

a) Vertical accelerations at the LCG, bow and stern. 

b) Acceleration loads due to heave and pitch. 

c) Vertical bending moment. 

d) Bow impact pressures at full forward speed. 

e) Oblique sea loads inducing dynamic torque on the cross 
structure for multi-hull craft. 

f) Splitting loads due to beam seas and roll motion for 
multi-hull craft. 

g) Impact pressures in tunnel side and top for multi-hull craft. 


3.2.3 The basis on which the parameters are chosen for 
investigation is to be submitted for approval. 


3.2.4 Results from open water model experiments and 
full scale measurements may be accepted and full details are 
to be submitted for appraisal. 
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Section 

7 Environmental conditions 

2 Definitions and symbols 

3 Motion response 

4 Loads on shell envelope 

5 Impact loads 

6 Cross-deck structure for multi-hull craft 
7 Component design loads 


O Section 7 
Environmental conditions 


1.1 General 


i es This Chapter contains information regarding the 
derivation of load criteria which are to be used for the 
computation of local design criteria in Chapters 3 and 4. 


7.1.2 Environmental conditions include natural phenomena 
such as wind, wave and currents from which design data are 
to be derived. 


1.7.3 These environmental conditions are usually 
described by physical variables of statistical nature. 


1.1.4 The load criteria used for design are to be based on 
environmental data for the specific area and operation of the 
craft. 


1129: The loads imposed by the environment are to be 
based on extreme conditions. These arise as the craft 
advances in a seaway and is loaded and stressed in a random 
manner by dynamic forces and moments. 


1.7.6 The load criteria given here are derived from 
experimental and theoretical studies complemented with 
service experience. 


1.1.7 Alternative methods of establishing the load 
criteria will be specially considered, provided that they are 
based on model tests, full scale measurements or generally 
accepted theories. In such cases, full details of the methods 
used are to be provided when plans are submitted for approval. 


a Section 2 
Definitions and symbols 


2.1 Parameters to be used for the determination 
of load and design criteria 


yee | Air gap. The air gap, Ga, is the minimum vertical 
distance, in metres, from the static waterline to the point 
considered in an operational condition. In no case is Ga to be 
taken greater then Gamay) as indicated in Fig. 2.2.1. 


2.1.2 Allowable speed V. The allowable speed used in 
the computation of environmental loads is the design speed, in 
knots, associated with a nominated operational environment 
in which the craft is certified at corresponding operational 
displacement. 


Zils Beaufort Number. Beaufort Number is a measure 
of wind strength. 


2.1.4 Bilge tangential point. For craft with partially 
submerged hull(s), the bilge tangential point is defined as the 
tangential point of the bilge with an oblique line sloped at 50° 
to the horizontal at the LCG, see Fig. 2.2.2. For craft with fully 
submerged hull(s), the bilge tangential point is defined as the 
intersection points between the hull and the design waterline. 


2.1.5 Deadrise angle. For craft with no clearly defined 
deadrise angle at the LCG, the angle, in degrees, to the 
horizontal of the line at the LCG formed by joining the lowest 
point of the hull or underside of keel and the bilge tangential 
point is to be taken as the deadrise angle 0p, see Fig. 2.2.2. 
For craft with hulls of asymmetric section, where the inner and 
outer deadrise angles differ, the smaller of the two angles is 
to be used. For craft with fully submerged hull with circular 
sections, the deadrise angle is to be taken as 30°. 


2.1.6 Displacement mode. Displacement mode means 
the regime, whether at rest or in motion, where the weight of the 
Craft is fully or predominantly supported by hydrostatic forces. 


Dilah Froude Number F,. The Froude Number is a non- 
dimensional speed parameter and is defined as: 
0,515V,, 
F; = 


V9 Lwe 
where 


g is the acceleration due to gravity and is taken to be 9,81 m/s2. 
Lw is defined in 2.1.19. 
Vn is the appropriate speed in knots. 


2:138 LCG. The LGG is the longitudinal centre of gravity 
of the craft in the loading condition under consideration. 


2.1.9 Maximum wave height. In general the maximum 
wave height, in metres, will be taken as 1,667 times the 
significant wave height. Where, for design purposes, a wave 
length is required this will be taken as the waterline length 
subject to any restriction resulting from limiting height to 
length ratio and wave profile angle. 
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Ga (max.) 


Static load waterline 


4454/02 


Elevation on Centreline 


4454/03 


Section at X — X : Conventional Catamaran 


4454/04 


Section at X — X : Wave Piercing Catamaran 


Fig. 2.2.1 Definition of air gap 
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Fig. 2.2.2 
Definition of bilge tangential point and G, for craft 
with partially submerged hulls 


2.1.10 Non-displacement mode. Non-displacement 
mode means the normal operational regime of a craft when 
non-hydrostatic forces substantially or predominantly support 
the weight of the craft. 


2.1.11 Operating waterline is the waterline for the 
operating condition under consideration. 


2.1.12 Period. The period is defined as the average time 
interval between upward crossings of the mean value. 


2.1.13 Sea state. Sea state is an expression used to 
categorise wave conditions and is normally defined by sea 
spectrum, significant wave height and period distribution. 


2.1.14 Significant wave height H/3. The wave height, in 
metres, used in the determination of craft motions and loads is 
a significant wave height, H4/3, defined as the average of the one 
third highest waves in a short term wave measurement record. 


2.1.15 Support girth. The support girth, Gg, is the girth 
distance, in metres, measured around the circumference of 
the shell plate between the tangential points or chines, as 
appropriate, of the hull for a mono-hull craft. For multi-hull 
craft it is to be taken between the inner and outer bilge 
tangential points or chines of the individual hulls. See 2.1.4 
and Fig. 2.2.2. 


2.1.16 Surviving wave height H93. The wave height, in 
metres, used in the determination of the structural integrity of 
a craft and is defined as the wave height with three per cent 
probability of exceedance. If this value is unknown, the follow- 
ing equation is to be used to determine Hog: 


Hog = 1,29F1/ 


2.1.17 Taylor Quotient T. The Taylor Quotient is defined 
as: 


ee 2 
fw 
where V is defined in 2.1.2 and Ly is defined in 2.1.19. 


2.1.18 Volumetric speed number Fy. The Volumetric 
speed number is defined as: 


F, =7,19V16 


Vv 
where V is the moulded displacement, in m$, of the craft 
corresponding to the design waterline. 


2.1.19 Waterline length. Waterline length, Ly ,, is as 
defined in Pt 3, Ch 1,6.2. 


2.1.20 Protected structure, see Fig. 2.2.3. A protected 
structure is one in which the wet-deck component under 
consideration is enclosed by port and starboard side inboard 
structure, where ‘side inboard’ is as defined in Ch 4,1.5.6 of 
Parts 6, 7 and 8 for craft of steel, aluminium alloy and 
composite construction respectively. 


Protected Unprotected 
wet-deck structure , wet-deck structure 


Stem on 
centreline 


Centre hull 


Profile of port hull 
Static load waterline 


5737/01 ' 


Elevation on centreline: Wave-piercing catamaran 


Fig. 2.2.3 
Definition of wet-deck protected 
and unprotected structure 


2.1.21 Unprotected structure, see Fig. 2.2.3. An unpro- 
tected structure is one in which the wet-deck component 
under consideration is not enclosed by port and starboard 
side inboard structure, where ‘side inboard’ is as defined in 
Ch 4,1.5.6 of Parts 6, 7 and 8 for craft of steel, aluminium 
alloy and composite construction respectively. 
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2.2 Symbols 
2.2.1 Lp, B, D, Cy, Ly; and T are as defined in Pt 3, 


wi = longitudinal distance, in metres, measured forwards 
from the aft end of the Lyy, to the position or centre 
of gravity of the item being considered 
Z = vertical distance, in metres, from the baseline to the 
position of centre of gravity of the item being 
considered. z is positive above the baseline 
Normally the following definitions are to be applied: 
Z is to be taken at one third of the panel or 
strake height 
For short stiffener members: z is to be taken at the 
stiffener mid position 
For long stiffener members: z is generally to be 
taken at the stiffener mid position, but may need to 
be specially considered, especially when there is a 
significant pressure variation along its length 
Z, = vertical distance of the underside of the keel above 
the baseline, in metres, see Fig. 2.2.4 
local draught to operating waterline at longitudinal 
position under consideration measured above the 
baseline is to be taken as the horizontal plane 
passing through the bottom of the moulded hull at 
midships, see Fig. 2.2.4. 


a 
I 


midships 


cab TP 


Baseline P. 


NOTE 
For any position T = Z, + Ty 


Fig. 2.2.4 Definition of Symbols 


2.2.2 The displacement, A, in tonnes, used in this Part is 
the mass of the craft in the loading condition under 
consideration. 


2.3 Minimum significant wave height 


2.3.1 The minimum value of significant wave height, H4/3, 
see 2.1.14, in metres, used in the determination of accelera- 
tions and loads is, in general, not to be taken less than that 
given in Table 2.2.1 for the appropriate Service Groups 
defined in Pt 1, Ch 2,3.5. 


2.3.2 The designer/Builder is to provide the value of signif- 
icant wave height for use in the determination of the Rule 
loadings and, further, is to ensure that such a wave height is 
appropriate to the intended area of operation and/or service. In 
this respect the statistical wave data may be required to be 
submitted in support of the wave height nominated. 


Table 2.2.1. Minimum significant wave height, H,/3 


Service Group 


Minimum significant wave height, in metres 


2.3.3 A reduction in the minimum value of significant wave 
height for a particular Service Group will be specially considered, 
provided that satisfactory statistical wave data for the intended 
service area are submitted for approval. See also 2.1.14. 


EJ Section 3 
Motion response 


3.1 Relative vertical motion 


3.1.1 The relative vertical motion is to be taken as: 


Him = C (1 aa : 

rm — “w,min + (Cy + 0,2) Lwe —Xm 
where 

k, = see Table 2.3.1 
C. 

Cwmin = 

w,min Ken 

a k, (0,5 = Xpq)? 


(Cy + 0,2) 


Xm = 0,45-0,6F, but not less than 0,2 
Cy = wave head, in metres 
= 0,0771 bw (Ch + 0,2)9,3 e(-0,0044L 1) 
= distance from aft end of Ly, in metres, see 2.2.1 
Lw_ = waterline length, in metres, see 2.1.19 

Cy = block coefficient, see 2.2 

F, = Froude Number, see 2.1.7, where V,, = 2/3V 

V as defined in 2.1.2. 


Table 2.3.1 Hull form wave pressure factor 


Craft type 


Mono-hull craft in the non-displacement mode 


Mono-hull craft in the displacement mode 


Catamarans and multi-hull craft with partially 
submerged hulls 


Swaths and multi-hull craft with fully 
submerged hulls 


Craft supported by hydrodynamic lift 
provided by foils or other lifting devices 1,50 


NOTE 
Where multiple craft types apply, the higher value of k, is to be used. 
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3.2 Vertical acceleration 


3.2.1 The instantaneous accelerations determined in 
accordance with the formulae in this Section are to be used to 
estimate the relationship between allowable speed, V, in 
knots, wave height, H4/3, in metres, and displacement, A, in 
tonnes, and they will form the operational envelope which will 
be issued as an appendix to the Classification Certificate and 
be incorporated in the Operational Manual of the craft where 
such a manual is required by the Rules. 


3.2.2 Where the Taylor Quotient, I’, is greater than 10,8, 
the motion response criteria are to be specially considered. 


3.2.3 The vertical acceleration at the LCG (longitudinal 
centre of gravity), ay, is defined as the average of the 1/100 
highest accelerations at the LCG. 


3.2.4 The vertical acceleration in the non-displacement 
mode for mono-hull craft is to be taken as: 


a, = 1,50, L4 (H; + 0,084) (6 - 0,16.) F2 x 10-3 
where 


ay is the vertical acceleration at the LCG in terms of g 
g = acceleration due to gravity (9,81 m/sec?) 


H, = i , but is not to be taken as less than 0,2 
H4/3 = design significant wave height in metres 
B, = breadth of hull between the chines or bilge tangential 
points at LCG, as appropriate, in metres 
By = breadth of hull at the LCG measured at the water- 
line, in metres 
3 
lL; = “Se , but a is not to be taken as less than 3 
Lw. = waterline length, in metres, see 2.1.19 
8p = deadrise angle at the LCG, in degrees, but is not to 
be taken as greater than 30° 
83 = running trim angle in degrees, but is not to be taken 
as less than 3° 
TI = Taylor Quotient, see 2.1.17 
A = displacement, in tonnes, as defined in 2.2.2. 


3.2.5 The vertical acceleration in the non-displacement 
mode for multi-hull craft is to be taken as: 


feb 
a = — (By H4/3 + 0,084By2) (5 — 0,10) F2x 10-3 
where 
ay is the vertical acceleration at the LCG in terms of g 
f, = hull form acceleration factor 


= 2,7 for craft supported mainly by hydrodynamic lift 
provided by foils or other lifting devices 
= 3,6 for Swaths and multi-hull craft with fully 
submerged hulls 
= 4,5 for catamarans and multi-hull craft with partially 
submerged hulls 
By, = total breadth of hulls or struts at LCG at the water- 
line, in metres, excluding tunnels 
H4/3 = design significant wave height, in metres 
LwL = waterline length, in metres, see 2.1.19 
8p = deadrise angle at the LCG, in degrees, but is not to 
be taken as greater than 30°, see 2.1.5 


I Taylor Quotient, see 2.1.17 
A = displacement, in tonnes. 


3.2.6 The vertical acceleration in the displacement mode 
for all craft is to be taken as: 


34 
a = 0,20+ 7— 
Lwe 
where 
ay is the vertical acceleration at the LCG in terms of g 
Lw_ = waterline length, in metres, see 2.1.19 
TI = Taylor Quotient, see 2.1.17. 


3.2.7 The vertical acceleration, a,, at any given location 
distance x, from the AP along the hull may be taken as: 


Xa X_, \2 
ay | 0,86 — 0,32 Ly, + 1:46 or +, 


a = 
“ WL 
where 
a, = vertical acceleration at LCG in terms of g, as 
appropriate 
a = is the vertical acceleration at a distance x, from AP 


on the static load waterline, in terms of g 
X, = distance from aft end of the static load waterline, in 
metres, to the point at which the vertical acceleration 
is calculated 
Xicq_ = distance from aft end of the static load waterline, in 
metres, to the LCG 
Lw_ = waterline length, in metres, see 2.1.19 


XLOG XLoG \F 
Eg = 0,14+0,32 La - 1,76 (722) 


ie Section 4 
Loads on shell envelope 


41 Pressures on the shell envelope 


4.1.1 The design pressures for the shell envelope includ- 
ing exposed decks are to include the effects of combined 
static and dynamic load components. In addition, the effects 
of impact or slamming loads are also to be considered, but 
these are to be treated separately, see Section 5. 


4.1.2 The individual pressure components are given in 
4.3 to 4.5 and the combined pressure to be applied to the 
shell envelope is given in 4.2. The pressure to be applied to 
exposed and weather decks is given in 4.5. 


4.2 Combined hydrostatic and hydrodynamic 
pressure on the shell plating 


4.2.1 The total pressure distribution, R, in kN/m2 acting 
on the shell plating envelope due to hydrostatic and hydro- 
dynamic pressures is illustrated in Fig. 2.4.1 and is to be taken 
as specified in Table 2.4.1. 
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Fig. 2.4.1 Combined pressure distribution, P, 


Table 2.4.1. Combined pressure distribution, P, 


Vertical location Shell envelope pressure, P, 
i.e. z value kN/m2 


Forz< Ty +2, 
i.e. up to the operating waterline 


Ph + Pw 


Atz=Ty +24 Hy 


At z= Ty+ 2, + 1,5 Ay 


Symbols 


Hy is the nominal wave limit height, see 4.4.4 

Pg is the weather deck pressure, see 4.5.1 

Py is the hydrostatic pressure, see 4.3 

Pyy is the hydrodynamic wave pressure, see 4.4 

Py, and Py, are to be derived at the appropriate vertical position, z 
Ty, Z and Z, are defined in 2.2 


NOTE 
Pressure values at other z values are to be derived by interpolation. 


4.3 Hydrostatic pressure on the shell plating 


4.3.1 The pressure, P;,, acting on the shell plating up to the 
operating waterline due to hydrostatic pressure is to be taken 
as: 

P, = 10 (T,-(@-Z)) kN/m? 
where 
Ty, Z and Z, are defined in 2.2. 


4.4 Hydrodynamic wave pressure 


4.4.1 The hydrodynamic wave pressure distribution due 
to relative motion, Py, around the shell envelope up to the 
operating waterline, i.e. z < 7, is to be taken as the greater of 
the following: 


P.. kN/m2 
as defined in 4.4.2 
Py kN/m2 


as defined in 4.4.3. 


4.4.2 The distribution of hydrodynamic pressure up to the 
operating waterline, P,,, is to be taken as: 
Pm = 10f, Hem KN/m2 
where 
f, = the vertical distribution factor 


=eet =e (+) 


x 


> 
I 


zZ eu 


— ( an Ty ) 
twee 
Hrm iS defined in 3.1.1 
Z, Zk, Ty and Ly, are defined in 2.2. 


4.4.3 The distribution of hydrodynamic pressure up to the 
operating waterline, Pp, is to be taken as: 


Py = 10Hpm kN/m2 


where 
2X, 
Hom = 161 (2 = 1) [on 
WL 
but not less than f, 4fLyw_ 

iL = 0,6 for Ly. < 60 
= 1,5- 0,015Lyy. for 60 < twee < 80 
= 0,3 for we > 80 


Lw_ = as defined in 2.1.19, but not greater than 150 m 
Xyy iS defined in 3.1. 


4.4.4 The nominal wave limit height, Hy, above the 
design draft, 7,, is to be taken as: 


Ay = 2A 
where 
Hrm iS given in 3.1.1. 


4.5 Pressure on weather and interior decks 


4.5.1 The pressure acting on weather decks, Py, is to be 
taken as specified in 4.5.2 or 4.5.3 as applicable. 
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4.5.2 The pressure acting on weather and interior decks, 
Ph» in the displacement mode is to be taken as: 


Pun = f, (6 +0,01Ly)) (1 +0,05F) +E kN/m2 


wh 
where 
f_ = the location factor for weather decks 
= 1,0 from aft end to 0,88Lp 
= 1,25 from 0,88Lp to 0,925Lp 
= 1,50 from 0,925Lp to forward end 
f, = 1,0 for interior decks 
0,7 + 0,08Lyy. 
E = — 5-7 kN/m2 for exposed decks but 
need not be taken greater than 3 kKN/m2 
E = 0,0 for sheltered decks 
IT. = Taylor Quotient as defined in 2.1.17 
A = the displacement as defined in 2.2 
Ly is as defined in 2.1.19. 


4.5.3 The pressure acting on weather and interior decks, 
Pwr in the non-displacement mode is to be taken as: 


Py =f (6 +0,01Ly,) (1 + 0,5a,) +E kN/m2 


where f, and E are as defined in 4.5.2, and a, is as defined in 

Section 3. 

e ais not to be taken less than 1,0, but need not be taken 
greater than 4,0, for weather decks. 

e a, need not be taken greater than 1,0 for interior decks. 

Lw is as defined in 2.1.19. 


| Section 5 
Impact loads 
5.1 Impact pressure for displacement mode 
5.1.1 The impact pressure, Pg, for mono-hull and multi- 
hull craft is to be taken as specified in 5.1.2 and 5.1.3 as 


applicable. 


821.2 The bottom shell impact pressure due to bottom 
slamming is given by the following expression: 


2 
) ) VLwL VY kN/m2 


Tx 
Pan = Dgh 19-2720 

bw 
Path 
®gh 


Pin 
0,09 at Ly, from aft end of Ly. 
= 0,18 at O,9Lw_ from aft end of Ly. 
0,18 at O,8L\yy_ from aft end of Ly, 
= 0,0 between aft end of Ly, and 0,5Ly,_ from aft end 
of Ly, 
Lw_ = waterline length, in metres, see 2.1.19 

V_ = allowable speed in knots, see 2.1.2. 
Intermediate values to be determined by linear interpolation. 
T,. is taken to be the draught 7, as defined in Pt 3, Ch 1,6, but 
need not be taken greater than 0,08Lyy. 
Pap at O,9Ly, and O,8Ly,, from aft end of Ly, need not be 
taken greater than P; at Ly, from aft end of Ly, as defined 
in 5.4.1. 


Il IV 


5.7.3 The side shell impact pressure shall be taken as Pg, 
at the operating waterline, reducing to 0,4P4,, at the weather 
deck. Intermediate values between the weather deck at side 
and operating waterline, are to be determined by linear 
interpolation. 


5.2 Impact pressure for non-displacement mode 
5.2.1 The impact pressure, Py), for mono-hull and multi- 
hull craft is to be taken as specified in 5.2.2 and 5.2.3 as 


applicable. 


5.2.2 The bottom impact pressure due to slamming, Paip, 
is given by the following expression: 


om fy A® (1 + ay) kN/m2 
Lwe Go 
where 
G, = support girth or girth distance, in metres, as defined 
in Table 2.5.1 


Lw. = waterline length, in metres, see 2.1.19 
a, = vertical acceleration as defined in 3.2 
A = displacement, in tonnes, see 2.2.2 
fy = hull form pressure factor 

= 54 for mono-hull craft 


a for catamarans and multi-hull craft, where 
H 
Ny is the number of hulls, but it is not to be taken as 
greater than four 
For craft in continuous contact with water: 
® = 0,5 at Ly, from aft end of Ly, 
1,0 at 0,75Lyy, from aft end of Ly, 
= 1,0 at O,5Lyy, from aft end of Ly, 
= 0,5 at aft end of Ly, 
Intermediate values to be determined by linear interpolation. 
Otherwise, ® = 1,0. 


Table 2.5.1 Definition of G, for the determination of 
bottom impact pressure, P,), for 


different regions of the hull 


Go 


Bottom shell region Craft with Craft without 


chines chines 


Between tangential points or Gs Gs 
chines 


Between tangential points and Gy 
design waterline 


NOTES 

1. Ge support girth, in metres, as defined in 2.1.15 at LCG. 

2. Gy, = girth distance, in metres, measured between the 
waterlines on either side of a hull at the LCG. 
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5.2.3 The side shell impact pressure due to slamming is 
to be taken as: 


P fbi, SEES: pice? ibenaOmeR 
dis = Fdib tan (05 — 40) m2, but is not to be taken 
as greater than Pyip 
where 


88 = mean deadrise angle of bottom plating, in degrees 
at local section 
8s = mean deadrise angle of side plating, in degrees at 
local section 
(40-65) is not to be taken as less than 10 degrees 
(05 — 40) is not to be taken as less than 10 degrees 
Pais is to be taken as constant from the chine or operating 
waterline to a point half Gg from this point, or the weather 
deck if this is reached first. Multiple chines will be subject to 
special consideration based on the above principle. See 
Fig. 2.5.1. 


Fig. 2.5.1 
Angles used in determination of side shell pressure 
for planing craft, Py, 


5.3 Impact pressure for craft with foils and 
lifting devices 


5.3.1 The impact pressure, Py, for craft supported by 
hydrodynamic lift provided by foils or other lifting devices is to 
be taken as specified in 5.3.2 and 5.3.3, as applicable. 


5.3.2 The bottom impact pressure is given by the greater 
Of Pipa OF Prpp, where: 


1 


6 2 
Pipa = Liv. (roc +/Ho we ) kN/m2 


By, 2h, AV (1 - Zo | kN/m2 
3° Hog 

where 

Kyo = longitudinal distribution factor 


= 1,0 between the aft end of the Ly, and 0,75Lyy_ 
= 2,0 at Ly, from the aft end of Lyw,, intermediate 
values to be determined by linear interpolation 
Ho = operational height of craft, in metres, measured 
from the waterline to the top of the keel at LCG 
Lw _ = waterline length, in metres, see 2.1.19 
Ho3 = +Surviving waveheight as defined in 2.1.15 but is not 
taken as less than 1,0 


V_ = allowable speed, in knots, see 2.1.2 
Pipp IS not taken as less than zero. 
Vp is the relative vertical speed of the craft at impact, in knots. If 
this value is unknown, then the following equation is to be used: 


84/3 


NV Lwe 


5.3.3 The side shell impact pressure shall be taken as P», 
at the chine or at the operating waterline for round bilge hull- 
forms, as appropriate, reducing to 0,3P, at the weather deck. 
Intermediate values between the weather deck at side and the 
chine or operating waterline, as appropriate, are to be 
determined by linear interpolation. 


Va = +2 knots. 


5.4 Forebody impact pressure for displacement 
mode 
5.4.1 Forebody and bow slamming pressure, P;, at the 


load waterline due to relative motion is to be taken as: 
Py = ff Lwe (0,8 + 0,15r)2 kN/m2 at FP 
Pp = Pgp at 0,9Lw, from aft end of Ly, 
Pp at 0,75Lw_ from aft end of Ly. 
= 0,0 between aft end of Ly. and 0,75Lw, from aft 
end of Ly, 
Intermediate values to be determined by linear interpolation 
where 
f; = forebody impact pressure factor as defined in 
Table 2.5.2 
Lw. = waterline length, in metres, see 2.1.19 
TI = Taylor Quotient, see 2.1.17. 


Table 2.5.2 Forebody impact pressure factor 


Craft type 


Mono-hull craft in non-displacement mode 
Mono-hull craft in displacement mode 


Catamarans and multi-hull craft with partially 
submerged hulls 


Swaths and multi-hull craft with fully submerged 
hulls 0,91 


Craft supported by hydrodynamic lift provided 
by foils or other lifting devices 0,81 


NOTE 
Where multiple craft types apply, the higher value of f; is to be used. 


5.4.2 The side shell impact pressure shall be taken as P; 
at the chine or at the operating waterline for round bilge hull- 
forms, as appropriate, reducing to 0,4P; at the weather deck. 
Intermediate values between the weather deck at side and the 
chine or operating waterline, as appropriate, are to be 
determined by linear interpolation. 
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5.5 Forebody impact pressure for 
non-displacement mode 


5.5.1 Forebody and bow slamming pressure, P;, at the 
load waterline due to relative motion is to be taken as: 

P,; = the greater of Py, or ff Ly (0,8 + 0,151)2 kN/m?2 
at FP 
Pais at 0,75Ly,_ from aft end of Ly, 
Pr at 0,5Lw_ from aft end of Ly. 
0,0 between aft end of Ly, and 0,5Ly, from aft end 
of Ly, 
Intermediate values to be determined by linear interpolation. 
where 

f; = forebody impact pressure factor as defined in 

Table 2.5.2 
LwL = waterline length, in metres, see 2.1.19 
TI. = Taylor Quotient, see 2.1.17. 


5.5.2 The side shell impact pressure shall be taken as P; 
at the chine or at the operating waterline for round bilge hull- 
forms, as appropriate, reducing to 0,3P; at the weather deck. 
Intermediate values between the weather deck at side and the 
chine or operating waterline, as appropriate, are to be 
determined by linear interpretation. 


O Section 6 
Cross-deck structure for 
multi-hull craft 


6.1 Cross-deck structure clearance 


6.1.1 For craft with multi-hulls linked by cross-deck 
structure, sufficient clearance is to be provided between the 
cross-deck structure and water surface to limit impact loads. 


6.1.2 Where part or all of the cross-deck is intended to 
provide additional buoyancy to limit craft motion, the loading 
will be specially considered. 


6.7.3 In the determination of the clearance, the following 
factors are to be considered: 

(a) Relative motion in waves. 

(b) The wave generated between the hulls when running. 
(c) The bow sinkage. 


6.1.4 The submitted clearance must be validated either 
by calculations according to accepted theories, model tests, 
full scale measurements or by documentary evidence if simi- 
lar structures have proved to be satisfactory in service. 


6.1.5 Where it is not possible to provide sufficient 
clearance to avoid slamming of the cross-deck structure, the 
equation given in 6.2 is to be used for the assessment of the 
impact pressures. 


6.2 Impact pressure 


6.2.1 The impact pressure, Pp, acting on the underside 
of the cross deck (‘wet deck’) is to be taken as: 


P. = Voc Koco Va V (1 Bat kN/m2 
pe — Ypc "pc YR = Ho3 m 

where 

Kp = longitudinal distribution factor 


= 1,0 between the aft end of the Ly, and 0,75Ly,_ 
= 2,0 at the Ly, from the aft end of Ly , intermediate 
values to be determined by linear interpolation 
Ga = air gap, as defined in 2.1.1 
Ho3 = Surviving waveheight, as defined in 2.1.16 
V_ = allowable speed, as defined in 2.1.2 
V = cross-deck Impact Factor 
= 1/6 for protected structures, as defined in 2.1.20 
= 1/8 for unprotected structures, as defined in 2.1.21 
Vp is the relative vertical speed of the craft at impact, in knots. 
If this value is unknown, then the following equation is to be 
used: 


8A1/3 


Va = +2 knots. 
‘Ewe 


i Section 7 
Component design loads 


7.1 Deckhouses, bulwarks and superstructures 


Led The design pressure, Pgnp, for the plating of deck- 
houses, bulwarks and first tier and above superstructures is 
given by: 
Pahp = C, Pg kN/m2 
For structures other than windows: 
C, = 1,25 for deckhouse and superstructure fronts on 
upper deck within the forward third of Ly 
= 1,15 for deckhouse and superstructure fronts on 
upper deck outside the forward third of Lp and 
exposed machinery casings on the upper deck 
= 1,0 for deckhouse and superstructure fronts above 
the lowest tier 
= 0,8 for superstructure sides. A value of 0,64 may 
be used where the sides of the superstructure 
are stepped in from the sides of the craft by 1,0 m 
or more 
= 0,5 elsewhere 
Lp = Rule length in metres, see 2.2.1 
For windows of toughened safety glass: 


C, = W, Wo Ws 
In no case is the design pressure for windows of toughened 
safety glass to be taken less than Pyhp min aS given by: 
Pahp,min = W, G; S; (10 + 0,04L wy) kN/m?2 
where 
Xp = distance, in metres, from AP 
y = vertical distance, in metres, from the static load 
waterline at the deepest design draught to the 
structural element considered 
F = (D-T)in metres 
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Lw_ = waterline length, in metres, see 2.1.19. 
W, = 2,0 for the lowest tier of unprotected front 
= 1,5 for superstructure fronts above the lowest tier 
= 1,0 for superstructure sides. A value of 0,8 may be 
used where the sides of the superstructure are 
stepped in from the sides of the craft by 1,0 m or 
more 
= 0,67 elsewhere 
Wo = 0,67 + 0,33 (Xp/Ly _) where xp > 0,5L yy. from AP 
= 0,67 elsewhere 
W, = 1-Y-Fy/y 
G; and S; are defined in Chapter 3 or Chapter 4 as appropri- 
ate. 
Pg is defined in 4.5. 
D and T are as defined in Pt 3, Ch 1,6.2. 


7.2 Watertight and deep tank bulkheads 


7.2.1 The design pressure, P,,, on watertight and deep 
tank bulkheads is to be taken as: 


Poh = 11,2h, KN/m? for deep tank bulkheads 
7,2h, KN/m2 for watertight bulkheads 


where 
Ny = load head in metres, measured vertically as follows: 
(a) Watertight bulkheads 
(i) Plating: the distance from a point one-third of the 
height of the plate above its lower edge to the 
bulkhead deck at side. 
(ii) Stiffeners: the distance from mid-point of stiffener 
span to the bulkhead deck at side. 
(ob) Deep tank bulkheads 
For determination of head, the overflow is to be taken as 
not less than 1,8 m above the crown of the tank. 
(i) Plating: the greater of: 

e the distance from a point one-third of the height 
of the plate above its lower edge to the top of the 
tank 

e half the distance from a point one third of the 
height of the plate above its lower edge to the top 
of the overflow. 

(ii) Stiffeners: the greater of: 

e the distance from mid-point of span to the top of 
the tank 

e half the distance from mid point of span to the 
top of the overflow. 


7.3 Pillars 


7.3.1 The design load, Pp;, supported by a pillar is to be 
taken as: 


Per = Sgt bgtPo +Pa KN 


where 
bgt = distance between centres of two adjacent spans of 
girders or transverses supported by the pillar, in 
metres 
P, = load, in kN, from pillar or pillars above, assumed 
zero if there are no pillars over 
P. = basic deck girder design pressure, as appropriate, 


plus any other loadings directly above the pillar, in 
kN/m2 


Sgt = Spacing, or mean spacing, of girders or transverses, 
in metres 
Pp, is not to be taken less than 5 KN. 


7.4 Deck area designed for cargo, stores and 
equipment 


7.4.1 The cargo deck design pressure, Pog, for plating is 
to be taken as: 

Poa = Weopp (1 + 0,5a,) kN/m?2 
where a, is given in Ch 2,3.1.7 and is not to be taken as less 
than 1,0. 
Wepp is the pressure exerted by the cargo on deck specified 
by the designer in kKN/m2. 


10 
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| Section 7 
General 


1.1 Application 


tebe The design criteria given in this Chapter are 
applicable to craft when operating in the non-displacement 
mode, see Ch 1,1.1. 


TAZ Planing and semi-planing craft are craft with Taylor’s 
Quotient, T, as defined in Ch 2,2.1.17, greater than or equal 
to 3,0. 


7.1.3 Light displacement craft are craft with displace- 
ment, A, in tonnes, less than or equal to 0,04(L_ B)':5, as 
defined in Pt 1, Ch 2,2.2.10. 


1.1.4 The design criteria detailed in this Chapter are to be 
used in conjunction with the load criteria given in Chapter 2 
together with the strength formulae given in Parts 6, 7 and 8 
to determine the scantlings of steel, aluminium alloy and 
composite craft respectively as defined in Part 1. 


11.5 Alternative methods of establishing the design 
criteria will be specially considered, provided that they are 
based on established Codes or Standards acceptable to LR. 
In such cases, full details of the methods used are to be 
provided when plans are submitted for approval. 


| Section 2 
Nomenclature and design factors 


2.1 Nomenclature 
2.1.1 The nomenclature used in this Chapter is given 


P, = pitching pressure, see Ch 2,4.4 
Pa = impact pressure, see Ch 2,5.2 
Pr = impact pressure for craft supported by hydrody- 
namic lift provided by foils or other lifting devices, 
see Ch 2,5.3 
P, = shell envelope pressure, see Ch 2,4.2 
P; = forebody impact pressure, see Ch 2,5.5 
Pog = Cargo deck pressure, see Ch 2,7.4 
= deckhouse, bulwarks and superstructure pressure, 


a= 
see Ch 2,7.1 

Ppr = watertight and deep tank bulkhead pressure, see 
Ch 2,7.2 

Poo = impact pressure acting on the cross-deck 


structure, see Ch 2,6.2 


Pw, = pressure on weather deck, see Ch 2,4.5 
Ppp = design pressure for bottom plating 

Ppr = design pressure for bottom stiffening 
Psp = design pressure for side shell plating 
Psp = design pressure for side shell stiffening 
Pop = design pressure for cross-deck plating 
Por = design pressure for cross-deck stiffening 


P,, = hydrostatic pressure, see Ch 2,4.3 
Pwpp = design pressure for weather deck plating 


Pwpoe = design pressure for weather deck stiffening 

Porp = design pressure for coachroof plating 
Pore = design pressure for coachroof stiffening 
Pipp = design pressure for interior deck plating 
Pipg = design pressure for interior deck stiffening 
Pipgp = design pressure for inner bottom plating 
Pigg = design pressure for inner bottom stiffening 


Poup = design pressure for deckhouse, bulwarks and 
superstructures plating and windows 

Pour = design pressure for deckhouse, bulwarks and 
superstructure stiffening 

Ppyp = design pressure for bulkheads 

Popp. = design pressure for cargo deck plating 

A and T are defined in Ch 2,2.2.2 and Ch 2,2.1.17 

T, Lp and B are as defined in Pt 3, Ch 1,6.2. 


2.1.2 The unit for pressure is kKN/m2. 


243 The design pressure, P, used in the scantling 
formulae given in Parts 3, 6, 7 and 8 is to be taken as equal to 
the appropriate value as defined in this Chapter. 


2.2 Design factors 
2.2.1 The design pressures on structural components are 


to be calculated taking into consideration the following 
factors: 


a) Hull notation assigned as defined in Pt 1, Ch 2,3.4. 

b) Service area restriction notation assigned as defined in 
Pt 1, Ch 2,3.5. 

c) Service type notation assigned as defined in Pt 1, 
Ch 2,3.6. 

d) Craft type notation assigned as defined in Pt 1, 
Ch 2,3.7. 

e) Type of stiffening members. 


2.2.2 In general, the design pressure, in KN/m2, for a 
particular structural component is to be determined as 
follows: 


Design pressure = 5; H; G; S; C; x load criterion 


C; = craft type notation factor given in Table 3.2.4 

G; = service area restriction notation factor given in 
Table 3.2.2 

H, = hull notation factor given in Table 3.2.1 

S; = service type factor notation given in Table 3.2.3 

5; = Stiffening type factor as given in Table 3.2.5. 
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Table 3.2.1 Hull notation factor, H; Oo Section 3 
Hull envelope design criteria 


Hull notation Factor 


HSC 3.1 Hull structures 
LDC 


NOTE 3.1.7 The design pressures, in kN/m2, to be used to 
For a craft eligible for both HSC and LDC notation, the higher determine the scantlings of structural elements are to be 


value is to be used. H; is to be taken as 1,0 for a craft not eligible taken as specified in Table 3.3.1. 
for either the HSC or the LDC notation. 


Table 3.2.2 Service area notation factor, G; 


Service area restriction notation Factor 


G1 
G2 
G2A 
G3 
G4 
G5 
G6 


Table 3.2.3. Service type notation factor, S; 


Service type notation Factor 


Cargo (A) 1 
Cargo (B) 1 
Passenger 
Passenger (A) 
Passenger (B) 
Patrol 

Pilot 

Yacht 
Workboat 


ol 


yay wS=OO=0 


ol 


Table 3.2.4 Craft type notation factor, C; 


Craft type notation Factor 


Catamaran 
Hydrofoil 
Mono 
Multi 

RIB 

SES 
SWATH 


Table 3.2.5 Stiffening type factor, 5; 


Type 


Primary stiffening members 
and transverse frames 


Secondary and local 
stiffening members 
Transverse beams 
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Table 3.3.1 Design pressures for non-displacement craft 


Category/location 


Craft type 


Plating pressure 


Stiffener pressure 


Mono-hull craft 


Bottom shell 


Basic craft 


Greater of 

Hy Sp Ps 

He Sp Cp Pay 
Hy Sp G5 Ce Pr 


Greater of 

Hy Sp Ps 

He Sp Cp Pay 
Hy Sp Gg Ce Pe 


Craft with foils or 
other lifting 
devices 


Greater of 
H, Sp Py 
H¢ St Ct Pip 


Greater of 
H; SP 
He S¢ C5 Pip 


Side shell 


Ppp 


Multi-hull craft 


Bottom shell 


Basic craft 


Craft with foils or 
other lifting devices 


Fully submerged 
hulls 


TIO!) PIO] TIIO 


Outboard side shell 


Ppp 


ca) 


Inboard side shell 


Greater of 


Pep 
1,6 Pywpp at wet deck 


Greater of 
35 Pap 
1,9 Pywpp at wet deck 


Wet deck 


Greater of 
H; St Po 
Hr St Poe 


Greater of 
3¢ Hy Sy Po 
5 Ay Sp Poe 


Components 


Weather deck 
see Note 1 


Greater of 
He S¢ Ge Ce Pry 
P cd 


Greater of 
Ge Ce Pw 


Coachroof, see Note 1 


S_ Ge Ce Py 


Gy Ce Py 


Interior deck 


S_ Ce Py 


H 

Greater of 
H 

Pod 


r of 
Ce Py 


Deckhouses, bulwarks 
and superstructure 


H; S¢ Gt Cf Pap 


Gt Ct Panp 


Inner bottom 


H; Sp Pm + Ph 


(Hp S¢Pm + Ph) 


Watertight and deep tank 
bulkheads 


Poh 


Poh 


NOTES 


1. Gris not to be taken less than 1,0. 


2. The result of each row in each cell is found as the product of all items on that row in that cell. 
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Section 

1 General 

2 Nomenclature and design factors 
3 Hull envelope design criteria 


| Section 7 
General 


1.1 Application 


Teh The design criteria given in this Chapter are 
applicable to all craft when operating in the displacement 
mode. 


1.1.2 Displacement craft are craft with Taylor’s Quotient, 
T, as defined in Ch 2,2.1.17, less than 3,0 and with displace- 
ment, A, in tonnes, greater than 0,04(Lp B)'5, as defined in 
Ch 2,2.2.2. 


1.7.3 The design criteria detailed in this Chapter are to 
be used in conjunction with the load criteria given in 
Chapter 2 together with the strength formulae given in 
Parts 6, 7 and 8 to determine the scantlings of steel, 
aluminium alloy and composite craft as defined in Part 1. 


1.1.4 Alternative methods of establishing the design 
criteria will be specially considered, provided that they are 
based on established Codes or Standards acceptable to LR. 
In such cases, full details of the methods used are to be 
provided when plans are submitted for approval. 


| Section 2 
Nomenclature and design factors 


2.1 Nomenclature 
2.1.1 The nomenclature used in this Chapter is given below: 
Py = pitching pressure, see Ch 2,4.4 
Pgh = impact pressure, see Ch 2,5.1 
Pdhp = deckhouse, bulwarks and superstructure pressure, 
see Ch 2,7.1 


P, = shell envelope pressure, see Ch 2,4.1 
P, = forebody impact pressure, see Ch 2,5.4 
= impact pressure acting on the cross-deck structure, 
see Ch 2,6.2 
Pwr = pressure on weather deck, see Ch 2,4.5 
Pog = Cargo deck pressure, see Ch 2,7.4 
Ppn = watertight and deep tank bulkhead pressure, see 
Ch 2,7.2 
Psp = design pressure for bottom plating 
Ppr = design pressure for bottom stiffening 
P,, = hydrostatic pressure, see Ch 2,4.3 
Psp = design pressure for side shell plating 
Pose = design pressure for side shell stiffening 


Pop = design pressure for cross-deck plating 

Por = design pressure for cross-deck stiffening 
Pwpp = design pressure for weather deck plating 
Pwcecpr = design pressure for weather deck stiffening 
Porp = design pressure for coachroof plating 


Pore = design pressure for coachroof stiffening 
Pipp = design pressure for interior deck plating 
Pipe = design pressure for interior deck stiffening 
Pigp = design pressure for inner bottom plating 
Pipe = design pressure for inner bottom stiffening 


Poup = design pressure for deckhouse, bulwarks and 
superstructures plating and windows 

Poue = design pressure for deckhouse, bulwarks and 
superstructure stiffening 

Pspyp = design pressure for bulkheads 

Popp. = design pressure for cargo deck plating 

A and T are defined in Ch 2,2.2.2 and Ch 2,2.1.17 

T, Lp and B are as defined in Pt 3, Ch 1,6.2. 


2.1.2 The unit for pressure is KN/m2. 


2.1.3 The design pressure, P, used in the scantling 
formulae given in Parts 3, 6, 7 and 8 is to be taken as equal to 
the appropriate value as defined in this Chapter. 


2.2 Design factors 


2.2.4 The design pressures on structural components are 

to be calculated taking into consideration the following 

factors: 

(a) Hull notation assigned as defined in Pt 1, Ch 2,3.4. 

(b) Service area restriction notation assigned as defined in 
Pt 1, Ch 2,3.5. 

(c) Service type notation assigned as defined in Pt 1, 
Ch 2,3.6. 

(d) Type of stiffening members. 


2.2.2 In general the design pressure, in kN/m?, for a 
particular structural component is to be determined as 
follows: 


Design pressure = 5; H; G; S; x load criterion 


where 
G; = service area restriction notation factor given in 
Table 4.2.1 
Hy = 1,05 


S; = service type factor notation given in Table 4.2.2 
5s stiffening type factor as given in Table 4.2.3. 


Table 4.2.1 Service area restriction notation factor, G; 


Service area restriction notation Factor 
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Table 4.2.2 Service type notation factor, S; 


Service type notation factor 


Cargo (A) 
Cargo (B) 
Passenger 
Passenger (A) 


Passenger (B) 
Patrol 

Pilot 

Yacht 
Workboat 


oO 


N=MN=7OO-O0 


ol 


Table 4.2.3 Stiffening type factor, 5; 


Type 


Primary stiffening members 
and transverse frames 


Secondary and local 
stiffening members 
Transverse beams 


a Section 3 
Hull envelope design criteria 


3.1 Hull structures 
3.7.1 The design pressures, in kN/m?, to be used to 


determine the scantlings of structural elements are to be 
taken as specified in Table 4.3.1. 
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Table 4.3.1 Design pressures for displacement craft 


Category/location Craft type Plating pressure in. Stiffener pressure 


Mono-hull craft 


Bottom shell Basic craft Greater of Greater of 

Hy Sp Ps 54 He Sp Pg 

Hy Sp Ge Pah 34 He Sp Ge Pah 
Hy Sp Gg Pf 5 He Se Gig P 8 


Side shell Ppp 5+ Ppp 


Multi-hull craft 


Bottom shell Partially Greater of Greater of 
submerged hulls Hg St Pg 3 A Sp Py 

He Sp Ge Pah He St Ge Pan 
He Sp G5 Py He S¢ G5 Pe 


Fully Greater of Greater of 
) 
) 


submerged hulls He SPs 
Hy Si G5 Py 


He S5 Ps 
Hg Sp Ge Pe 


Outboard side shell Ppp 5; Pap 


Inboard side shell Greater of Greater of 


Ppp 35 Pap 
1,6 Pywpp at wet deck 1,9 Pywpp at wet deck 


Greater of Greater of 
Hy S¢ Pp 
He S¥ Poco 


Components 


Weather deck reater of Greater of 
see Note 1 S¢ Ge Pw Gi Pwh 


d 


Coachroof, see Note 1 S_ Gp Py Gt Pwh 


Interior deck reater of cE r of 
S Pwh Pwh 
d 


Deckhouses, bulwarks Gt Pan Gi Pah 
and superstructure 


Inner bottom 


Watertight and deep tank 
bulkheads 


NOTES 
1. Gis not to be taken less than 1,0. 
2. The result of each row in each cell is found as the product of all items on that row in that cell. 


LLoyp’s REGISTER 3 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRaFT, July 2012 


Global Load and Design Criteria 


Part 5, Chapter 5 


Sections 1 & 2 


Section 

1 General 

2 Hull girder load criteria for mono-hull craft 
3 Hull girder load criteria for multi-hull craft 
4 Primary load criteria for multi-hull craft 

5 Design criteria and load combinations 

6 Loading guidance information 


| Section 7 
General 


1.1 Introduction 


LT The global load and design criteria detailed in this 
Chapter are to be used in conjunction with Parts 6, 7 and 8 to 
determine the global hull strength requirements for steel, 
aluminium alloys and composite craft respectively as defined 
inPt 1, Ch 2,2.1.1. 


1.1.2 The global load and design criteria given in this 
Chapter are also provided to enable the designer/Builder to 
check global hull strength against ductile failure modes 
involving gross deformation. 


71.7.3 The global load criteria are divided into two 

categories: 

(a) Hull girder loads 
The types of hull girder loads which are to be considered 
for strength purposes are distinguished on the basis of 
their frequencies and they are defined as follows: 

(i) Still water bending moments and associated 
shear forces arising from mass distribution and 
buoyancy forces. 

(ii) Vertical wave bending moments and associated 
shear forces arising from low frequency 
hydrodynamic forces. 

(iii) | Dynamic bending moments and associated shear 
forces arising from high frequency bottom 
slamming. 

(b) Primary loads for multi-hull craft 
These loads arise from the interaction between the hulls 
and waves. 


1.7.4 Alternative methods of establishing the global load 
and design criteria will be specially considered, provided that 
they are based on model tests, full scale measurements or 
other generally accepted theories. In such cases, full details of 
the methods used and the results are to be provided when 
plans are submitted for approval. 


7.1.5 Longitudinal strength calculations are to be carried 
out and submitted for approval for craft as required in Parts 6, 
7 and 8, as appropriate, covering the range of load and ballast 
conditions proposed, in order to determine the required hull 
girder strength. The calculations of still water shear forces and 
bending moments are to cover both departure and arrival 
conditions and any special mid-voyage conditions caused by 
changes in ballast distribution. 


1.1.6 Lp, B, D, T and Cy are as defined in Pt 3, Ch 1,6. 


1.1.7 The vertical acceleration at the LCG, ay, in terms of 
g, as defined in Ch 2,3.2, as appropriate, is not to be taken 
less than 1,0 for the purpose of determining the global load 
and design criteria. 


a Section 2 
Hull girder load criteria for 
mono-hull craft 


2.1 General 


2:1 The vertical bending moments specified here are 
applicable to all mono-hull craft as defined in Pt 1, Ch 2,2.2.12. 


2.2 Vertical wave bending moments 


2.2.1 For all craft except patrol craft in Service Group G6, 
the minimum value of vertical wave bending moment, My, at 
any position along the craft may be taken as follows: 
My = F; D; Mo kNm 
where 
F, = -1,1 for sagging (negative) moment 
= 1,9C,/(C, + 0,7) for hogging (positive) moment 
D; = the longitudinal distribution factor 
= Oat aft endofLl, 
= 1,0 between 0,4Lp and 0,65LR 
= Oat forward end of Lp 
Intermediate values of D; are to be determined by linear 
interpolation 
M5 = O,1L; G; Lp? B (Cy + 0,7) kNm 
Ly = 0,0412Lp + 4,0, forLa <90m 
= 10,75-(3-0,01Lp)", forLp > 90m 
Gs = Service group factor, see Pt 1, Ch 2,3.5.5 
= 0,5 for G1 craft 
= 0,6 for G2 craft 
= 0,65 for G2A craft 
= 0,7 for G3 craft 
= 0,8 for G4 craft 
= 1,0 for GS and G6 craft (yachts only) 
LR = Rule length, in metres, as defined in Pt 3, Ch 1,6 
C, to be taken not less than 0,60. 
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2.2.2 For patrol craft in Service Group G6, the minimum 
value of vertical wave bending moment, My, at any position 
along the ship may be taken as follows: 
My = Fs D; Mo, kNm 
where 
Fr is the hogging, Fry, or sagging, Fs, correction factor based 
on the amount of bow flare, stern flare, length and effective 
buoyancy of the aft end of the craft above the waterline. Fr, is 
the sagging (negative) moment correction factor and is to be 
taken as: 
Fig = -1,10R,°.% for values of Ra = 1,0 
Fig = -1,10 for values of Ra < 1,0 
Ry, is an area ratio factor, see 2.2.3 
An area ratio value of 1,0 results in a sagging correction factor 
of -1,10 
Fy is the hogging (positive) moment correction factor and is 
to be taken as 
Fey = 1,9C, /(Cp + 0,7) 
D, = the longitudinal distribution factor 
= OataftendofLl, 
= 1,0 between 0,4/p and 0,65Lp 
= Oat forward end of Lp 
Intermediate values of D; are to be determined by linear 
interpolation 
Mo, = 0, 1h, Lp? Bw. (Cy + 0,7) kNm 
L; = 0,0412L_ + 4,0, forLR <90m 
= 10,75 -(3-0,01Lp )'5, for Lp > 90m 
Bw = maximum breadth at the design waterline, in metres 
C,, to be taken not less than 0,60. 


2.2.3 The area ratio factor, Ra, for the combined stern 
and bow shape is to be derived as follows: 
30 (Apr + 0,5Ag¢) 


Ry, = 
“ Le Bwe 

where 

Agr is the bow flare area, in m2, see 2.2.4 


Asgg is the stern flare area, in m2, see 2.2.5. 


2.2.4 The bow flare area, Apr, is illustrated in Fig. 5.2.1 
and may be derived as follows: 

Apr = Aup-Aia m7? 
where 

Aus = half the water plane area at a waterline of To y of 
the bow region of the hull forward of 0,8Lp from the 
AP. 
half the water plane area at the design waterline of 
the bow region of the hull forward of 0,8Lp from the 
AP. 
Note the AP is to be taken at the aft end of the Rule length, Lp 
The design waterline is to be taken at 7, see Pt 3, Ch 1. 
Alternatively the following formula may be used: 


Ape = 0,05Lp (09 + 2b, a bo) =F bo a/2 m2 
where 


Alp 


bo = projection of To y waterline outboard of the design 
waterline at the FP, in metres, see Fig. 5.2.1 
b, = projection of Tc y waterline outboard of the design 
waterline at 0,9LR from the AP, in metres 
by = projection of To y waterline outboard of the design 
waterline at 0,8LR from the AP, in metres 
a = projection of Tc y waterline forward of the FP, in 


metres 


Toy is a waterline taken L;/2 m above the design waterline 
Tou = T+ Ly /2m 

Ly is given in 2.2.2. 

For ships with large bow flare angles above the Tc y water- 
line the bow flare area may need to be specially considered. 


22.0 The stern flare area, Agr, is illustrated in Fig. 5.2.4 
and is to be derived as follows: 
Asp = Aus-Ats m? 
where 
Aus = half the water plane area at a waterline of Tc y of 
the stern region of the hull from aft to 0,2L.R forward 
of the AP 
half the water plane area at a waterline of Tc, of 
the stern region of the hull from aft to 0,2LR forward 
of the AP 
To. 's a waterline taken L;/2 m below the design waterline 
Tow =T- Ly /2 mM 
Lyis given in 2.2.2. 
For craft with tumblehome in the stern region, the maximum 
breadth at any waterline less than To y is to be used in the 
calculation of Ays. The effects of appendages including 
bossings are to be ignored in the calculation of A; s. 


Ais 


2.2.6 The sagging correction factor, Fy , in the vertical 
wave bending moment formulation in 2.2.2 may be derived 
by direct calculation methods. Appropriate direct calculation 
methods may include a combination of long term ship motion 
analysis, non linear ship motion analysis and static balance 
on a wave crest or trough. 


2.3 Still water bending moments 


2.3.1 The still water bending moment, Ms, hogging and 
sagging is the maximum moment calculated from the loading 
conditions. 


2.3.2 Still water bending moments are to be calculated 
along the craft length. For these calculations, downward 
loads are to be taken as positive values and are to be 
integrated in the forward direction from the aft end of Lp. 
Hogging bending moments are positive. 


2.4 Wave shear force 


2.4.1 The wave shear force, Quy, at any position along the 
craft is given by: 
3K; M. 
Quy = ae kN 
where K; is to be taken as follows: 
(a) Positive shear force: 
Ky = OataftendofLp, 
= 1,589C,/ (Cp + 0,7) between 0,2LR and 0,3LR 
from aft end of Ly 
= 0,7 between 0,4Lp and 0,6Lp from aft end of Lp 
= 1,0 between 0,7Lp and 0,85Lp from aft end of Lp 
= Oat forward end of Ly 
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To,u waterline 


Design draught 


To,L waterline 


[AP ofLp  (O,1Lp 10, '0,8L_ 10,9LR 


Toy waterling Design draught waterline Tou waterline | 
To waterline | Design draught waterline 


yl 


PLM 
C 


Area Ays Area Als Area A,B 


Stern flare area Age = Ayg- Als Bowflare area Age = Aug - ALB 


Tc,u waterline ! 


Design draught waterline : 


Section AA 


Fig. 5.2.1 Derivation of bow and stern flare areas 


(b) Negative shear force: 2.5.3 The actual shear force obtained from the 
Ky = Oataftend ofl, longitudinal strength calculations may be corrected for the 
= -0,92 between 0,2LR and 0,3Lp from aft end of Lp effect of local forces at the transverse bulkhead, if applicable. 


= -0,7 between 0,4Lp and 0,6Lp from aft end of Lp 
= -1,727C,/(C, + 0,7) between 0,7LR and 0,85LR 


from aft end of Lp 2.6 Dynamic bending moments and associated 
= Oat forward end of Lp shear forces 
Intermediate values to be determined by linear interpolation. 
Mo, Cp are as defined in 2.2.1 and 2.2.2. 2.6.1 The dynamic bending moments, including wave 


and still water effects, specified here are applicable to all non- 
displacement mono-hull craft as defined in Pt 1, Ch 2,2.2.12. 


2.5 Still water shear force 

2.6.2 The dynamic bending moment, due to slamming 
2.5.1 The still water shear force, Q,, at each transverse effects at amidships, is to be calculated using the following 
section along the hull is to be taken as the maximum positive expression: 
and negative value found from the longitudinal strength Mpw = F_ Dy Mpl KNm 
calculations. 

where 

IMp| is taken to be the absolute value of the function, 


2.5.2 Still water shear forces are to be calculated at each 
section along the craft length. For these calculations, 
downward loads are to be taken as positive values and are to 
be integrated in a forward direction from the aft end of Lp. The 
shear force is positive when the algebraic sum of all vertical 
forces aft of the section is positive. 


irrespective of signs 
Mp = 51ALp (16a, - 4a, - 17a, — 5) 10-3 kKNm 
A = displacement, in tonnes, as defined in Ch 2,2.2.2 
F; = -1,0 for sagging (negative) moment 
= 1,0 for hogging (positive) moment 
D,; = OataftendofLp 
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= 1,0 between 0,4/p and 0,65Lp from aft 
= O at forward end of Lp 
a, = vertical acceleration at the LCG, in terms of g, as 
defined in Ch 2,3.2.4, see also 1.1.6 
a) = vertical acceleration at forward end of Lp, in terms 
of g 
a, = vertical acceleration at aft end of Lp, in terms of g 
If the values of a, and a, are unknown, the distributions given 
in Ch 2,3.2.7 are applicable. 


2.6.3 The bottom longitudinal amidships are additionally 
subjected to the following effective pressure, Ps: 


Ps = 0,14Py, +87 kN/m2 


where 
Pq is as defined in Ch 2,5.2.1. Tis as defined in Pt 3, Ch 1,6. 


2.6.4 The bottom plating amidships is subjected to the 
following additional effective pressure, P;: 


P, = 0,175Py, + 107 kN/m2 


where 
Pq is as defined in Ch 2,5.2.1. Tis as defined in Pt 3, Ch 1,6. 


2.6.5 The dynamic shear force, Qpy, at any position 
along the craft is given by: 
4K; Mp 


Qow = > KN 


where Mp is as defined in 2.6.2 and K; is as defined in 2.4.1. 


a Section 3 
Hull girder load criteria for 
multi-hull craft 


3.1 General 


3.1.1 The vertical bending moments specified here are 
applicable to all multi-hull craft as defined in Pt 1, Ch 2,2.2.138. 


3.1.2 Lp and T are as defined in Pt 3, Ch 1,6. 


3.2 Vertical wave bending moments and 
associated shear forces 


3.2.1 The vertical wave bending moments, My, includ- 
ing wave and still water effects, at amidship is given by the 
following: 


Muyw = FyDsMyy kNm 


My = S; G; E; Cwp Lg? By kNm 
Cywp = the waterplane area coefficient and is to be taken 
not less than 0,5 
Gs = service group factor, see Pt 1, Ch 2,3.5.5 

= 0,5 for G1 craft 
= 0,6 for G2 craft 
= 0,65 for G2A craft 
= 0,7 for G8 craft 
= 0,8 for G4 craft 
= 1,0 for G5 and G6 craft 


+ 


S; = 1,1 for passenger and cargo craft 
= 1,15 for craft other than cargo and passenger craft 
E; = 0,125 for sagging moment 
= 0,2 for hogging moment 
F, = -1,0 for sagging (negative) moment 
= 1,0 for hogging (positive) moment 
D,; = OataftendofLp 
= 1,0 between 0,4Lp and 0,65Lp from aft end of Lp 
= Oat forward end of Lp 
By = total breadth of hulls or struts at LCG at the 
waterline, in metres, excluding tunnels 
Lg = Rule length, Lp, in metres, for partially submerged 
hulls 
= strut length, in metres, for fully submerged hulls. 


3.2.2 The wave shear force, Quy, at any position along 
the craft is given by: 


3K; My 
Qu = KN 


where My is as defined in 3.2.1 and K; is as defined in 2.4.1. 


3.3 Dynamic bending moments 


3.3.1 The dynamic bending moments, including wave 
and still water effects, specified here are applicable to all 
non-displacement multi-hull craft as defined in Pt 1, 
Ch 2,2.2.13. 


3.3.2 The dynamic bending moment, Mypw, due to 
slamming effects at amidships is to be calculated using the 
following expression: 


Mupw = F;Ds Mp kNm 


Mp = 52A Ls (20 ay — 5) x 10-3 kNm 
—1,0 for sagging (negative) moment 
= 1,0 for hogging (positive) moment 
D; = OataftendofLp 
= 1,0 between 0,4Lp and 0,65Lp from aft 
= Oat forward end of Lp 
a, = vertical acceleration at the LCG, in terms of g, as 
defined in Ch 2,3.2.5 as appropriate, see a/so 1.1.6 
A = displacement, in tonnes, as defined in Ch 2,2.2.2 
Lg is as defined in 3.2.1. 


=n 
I 


3.3.3 The bottom longitudinals amidships are additionally 
subjected to the following effective pressure, Ps: 
Ps = 0,14P4) + 87 kKN/m2 
where 
Py is as defined in Ch 2,5.2.1. Tis as defined in Pt 3, Ch 1,6. 


3.3.4 The bottom plating amidships is subjected to the 
following additional effective pressure, P}: 
P, = 0,175P4,; + 10T kN/m2 


where 
Pq iS as defined in Ch 2,5.2.1. Tis as defined in Pt 3, Ch 1,6. 
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3.3.5 The dynamic shear force, Qupw, at any position 
along the craft is given by: 


where Myp is as defined in 3.3.2. and K; as defined in 2.4.1. 


| Section 4 
Primary load criteria for 
multi-hull craft 


4.1 General 


4.1.1 For multi-hull craft, the strength of the cross deck 
structure is to be checked for the loadings specified in this 
Section, see also 5.3. 


4.1.2 Other values may be used provided they are 
verified by model experiments, full scale measurements or any 
other generally accepted theories. Full details are to be 
submitted for appraisal. 


4.1.3 Lp and T are as defined in Pt 3, Ch 1,6. 
4.2 Global loads for multi-hull craft with partially 
submerged hulls 


4.2.1 The twin hull transverse bending moment, Msp, 
about a longitudinal axis is given by: 


Mg = G;oAa, kNm 


where 
a, = the vertical acceleration as defined in Ch 2,3.2, see 
also 1.1.6 
b- = transverse distance, in metres, between the centre 


of the two hulls 
Gs = service group factor, see Pt 1, Ch 2,3.5.5 
= 1,25 for G1 and G2 
= 1,35 for G2A 
= 1,50 for G3 
= 2,00 for G4 
= 2,50 for Gd and G6 
A = displacement, in tonnes, as defined in Ch 2,2.2.2. 


4.2.2 The twin hull torsional connecting moment, M,, is 
given by: 
My = G;ALp ay kNm 
where 
Gs = service group factor, see Pt 1, Ch 2,3.5.5 
= 0,63 for G1 and G2 
= 0,70 for G2A 
= 0,75 for G3 
= 1,00 for G4 
= 1,25 for G5 and G6 
A = displacement, in tonnes, as defined in Ch 2,2.2.2 
LR = Rule length, in metres, as defined in Pt 3, Ch 1,6 
a, = the vertical acceleration as defined in Ch 2,3.2, 
see also 1.1.6. 


4.2.3 The vertical shear force, Qr, at the centreline of the 
cross-deck structure between the twin hulls is given by: 
Qy = G; A ay kN 
where 
G; = service group factor, see Pt 1, Ch 2,3.5.5 
= 1,25 for G1 and G2 
= 1,35 for G2A 
= 1,50 for G3 
= 2,00 for G4 
= 2,50 for GS and G6 
A = displacement, in tonnes, as defined in Ch 2,2.2.2 
a, = the vertical acceleration as defined in Ch 2,3.2, see 
also 1.1.6. 


4.3 Global loads for multi-hull craft with fully 
submerged hulls 


4.3.1 The design side force acting at mid-draught of the 
hull is given by: 
Fes = G,T A2/3 Yo kN 
where 
G; = service group factor, see Pt 1, Ch 2,3.5.5 
= 8,5 for G1 and G2 
= 9,4 for G2A 
= 10,2 for G3 
= 13,6 for G4 
= 17,0 for Gd and G6 
A = displacement, in tonnes, as defined in Ch 2,2.2.2 
YW, = 1,55 -—0,75tanh (A/1 1000) 
Wo = 0,75 + 0,35tanh (1,64L5 A-1/S — 6) 
Ls = strut length, in metres, at waterline. 


4.3.2 The lateral pressure acting on the outboard hull 
may be assumed to be constant and is given by: 


F, 
Pe = Ze kN/m2 


where Ags is the projected area, in m2, of the struts with 
length Lg at waterline at draught T. 


4.3.3 The design transverse bending moment, Mp, due 
to the side force is given as: 


Mp = Fes (F + 0,57) kNm 


where F is the distance, in metres, from the waterline to the 
top of cross structure. 


4.3.4 The twin hull torsional connecting moment, Mr, is 
given by: 
My = G;ALp ay kNm 
where 
G; = service group factor, see Pt 1, Ch 2,3.5.5 
= 0,63 for G1 and G2 
= 0,70 for G2A 
= 0,75 for G3 
= 1,00 for G4 
= 1,25 for Gd and G6 
A = displacement, in tonnes, as defined in Ch 2,2.2.2 
a, = the vertical acceleration as defined in Ch 2,3.2, see 
also 1.1.6 
LR = Rule length, in metres, as defined in Pt 3, Ch 1,6 
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4.3.5 The vertical shear force, Qy, at the centreline of the 
cross-deck structure between the twin hulls is given by: 
Qy = G; A ay kN 
where 
G; = service group factor, see Pt 1, Ch 2,3.5.5 
= 1,25 for G1 and G2 
= 1,35 for G2A 
= 1,50 for G3 
= 2,00 for G4 
= 2,50 for G5 and G6 
A = displacement, in tonnes, as defined in Ch 2,2.2.2 
a, = the vertical acceleration as defined in Ch 2,3.2, 
see also 1.1.6. 


O Section 5 
Design criteria and load 
combinations 


5.1 Hull girder design criteria for mono-hull craft 


Deibel The Rule bending moment, Mp, and associated 
shear forces, Qp, for non-displacement craft are to be 
determined as follows: 

(a) The Rule bending moment, Mp, is to be taken as the 
greater of (My + Msg), as defined in 2.2 and 2.3 and Mpw, 
as defined in 2.6, taking into account the hogging and 
sagging conditions. 

(b) The Rule shear forces, Qp, is to be taken as the greater 
of (Qy + Qs), as defined in 2.4 and 2.5 and Qpw, as 
defined in 2.6, taking into account of the hogging and 
sagging conditions. 


5.7.2 The Rule bending moment, Mp, and associated 
shear forces, Qp, for displacement craft are taken to be the 
greater of the following: 

(a) The Rule bending moment, Mp, is to be taken as 
(My + Msg), as defined in 2.2 and 2.3, taking into account 
the hogging and sagging conditions. 

(b) The Rule shear forces, Qr, are to be taken as (Qy, + Qs), 
as defined in 2.4 and 2.5, taking into account the 
hogging and sagging conditions. 


5.7.3 Lp and B are as defined in Pt 3, Ch 1,6. T and A are 
defined in Ch 2,2.1.17 and Ch 2,2.2.2 respectively. 


5.2 Hull girder design criteria for multi-hull craft 


5.2.1 The Rule bending moment, Mp, and associated 
shear forces, Qr, for non-displacement craft are to be deter- 
mined as follows: 

(a) The Rule bending moment, Mp, is to be taken as the 
greater of Myjyw, as defined in 3.2 and Mypw, as defined 
in 3.3, taking into account the hogging and sagging 
conditions. 

(b) The Rule shear forces, Qpr, are to be taken as the greater 
of Quw, as defined in 3.2 and Qypw, as defined in 3.3, 
taking into account the hogging and sagging conditions. 


5.2.2 The Rule bending moment, Mp, and associated 
shear forces, Qr, for displacement craft are taken to be the 
greater of the following: 

(a) The Rule bending moment, Mp, is to be taken as Myw, 
as defined in 3.2, taking into account the hogging and 
sagging conditions. 

(6) The Rule shear forces, Qp, are to be taken as Qh, as 
defined in 3.2, taking into account the hogging and 
sagging conditions. 


5.2.3 Lp and B are as defined in Pt 3, Ch 1,6. T and A are 
defined in Ch 2,2.1.17 and Ch 2,2.2.2 respectively. 


5.3 Primary load combinations applicable to the 
cross-deck structure of multi-hull craft 


5.3.1 If the global load criteria given in this Chapter are 
utilised to check cross-deck strength against ductile failure 
modes involving gross deformation, the following load 
combinations are to be considered depending on heading of 
the craft: 
(a) Head sea 
0,1Mp + Mp + 0,1M+ 
(b) Beam sea 

Mp + 0,1Mp + 0,2M-+ 
(c) Quartering sea 

0,1Mp + 0,4Mp + My 
Me, Mz and Mp are to be taken from 4.2.1, 4.2.3 and 5.2 for 
multi-hull craft with partially submerged hulls. 
Me, Mz and Mp are to be taken from 4.3.1, 4.3.3 and 5.2 for 
multi-hull craft with fully submerged hulls. 


5.3.2 The strength calculations are, in general, to be 
conducted using the finite element analysis techniques with a 
three dimensional model. 


a Section 6 
Loading guidance information 


6.1 General 


6.1.1 Sufficient information is to be supplied to every craft 
to enable the Master to arrange loading and ballasting in such 
a way as to avoid the creation of unacceptable stresses in the 
craft’s structure. 


6.1.2 This information is to be provided by means of a 
Loading Manual and in addition, where required, by means of 
an approved loading instrument. 


6.7.3 An Operational manual which contains the craft's 
assigned operational envelope is to be provided on board, see 
Pt 1, Ch 2,2 and Ch 1,1. 
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6.2 Loading Manuals 


6.2.1 A Loading Manual is to be supplied to all craft 
where longitudinal strength calculations have been required, 
see Ch 5,1. The Manual is to be submitted for approval in 
respect of strength aspects. Where both Loading Manual and 
loading instrument are supplied the Loading Manual must 
nevertheless be approved from the strength aspect. In this 
case the Manual is to be endorsed to the effect that any 
departures from these conditions in service are to be arranged 
on the basis of the loading instrument and the allowable local 
loadings shown in the Manual. 


6.2.2 The Loading Manual is to be based on the final data 
of the craft and is to include well-defined lightweight 
distribution and buoyancy data. 


6.2.3 Details of the loading conditions are to be included 
in the manual as applicable. 


6.2.4 The Loading Manual is also to contain the follow- 

ing: 

(a) Values of actual and permissible still water bending 
moments and shear forces and where applicable 
limitations due to torsional loads. 

(b) The allowable local loadings for the structure. 

(c) Details of cargo carriage constraints imposed by the use 
of an accepted coating in association with a system of 
corrosion control. 

(d) Anote saying: 

‘Scantlings approved for minimum draught forward of 
...m with ballast tanks No ... filled. In heavy weather 
conditions the forward draught is not to be less than this 
value. If, in the opinion of the Master, sea conditions are 
likely to cause regular slamming, then other appropriate 
measures such as change in speed, heading or an 
increase in draught forward may also need to be taken.’ 


6.2.5 Where alteration to structure, lightweight, cargo 
distribution or draught is proposed, revised information is to 
be submitted for approval. 


6.3 Loading instrument 


6.3.1 In addition to a Loading Manual, an approved type 
loading instrument is to be provided for craft when it is 
deemed necessary by Lloyd’s Register (hereinafter referred to 
as LR). 


6.3.2 The loading instrument is to be capable of 
calculating shear forces and bending moments, and where 
necessary cargo torque, in any load or ballast condition at 
specified readout points and is to indicate the permissible 
values. The instrument is to be certified in accordance with 
LR’s Approval of Longitudinal Strength and Stability 
Calculation Programs. 


6.3.3 The instrument readout points are usually selected 
at the position of the transverse bulkheads or other obvious 
boundaries. As many readout points as considered necessary 
by LR are to be included, e.g. between bulkheads. 


6.3.4 A notice is to be displayed on the loading 

instrument stating: 
‘Scantlings approved for minimum draught forward of ... 
m with ballast tanks No ... filled. In heavy weather 
conditions the forward draught is not be to less than this 
value. If, in the opinion of the Master, sea conditions are 
likely to cause regular slamming, then other appropriate 
measures such as change in speed, heading or an 
increase in draught forward may also need to be taken.’ 


6.3.5 Where alteration to structure, lightweight or cargo 
distribution is proposed, the loading instrument is to be 
modified accordingly and details submitted for approval. 


6.3.6 The operation of the loading instrument is to be 
verified by the Surveyor upon installation and at Annual and 
Periodical Surveys as required in Pt 1, Ch 3. An Operation 
Manual for the instrument is to be verified as being available 
on board. 


6.3.7 Where an onboard computer system having a 
longitudinal strength or a stability computation capability is 
provided as an Owner’s option, it is recommended that the 
system be certified in accordance with LR’s document 
entitled Approval of Longitudinal Strength and Stability 
Calculation Programs. For systems having a stability 
computation capability and installed on a new ship, see a/so 
Pt 1, Ch 2,1.1.10. For systems having a stability computa- 
tion capability and installed on an existing craft, it is 
recommended that the system be certified in accordance with 
LR's document entitled, Approval of Longitudinal Strength 
and Stability Calculation Programs. 
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a Section 7 
Application 


1.1 General 


hded The Rules apply to mono and multi-hull craft of 
normal form, proportions and speed. Although the Rules are, 
in general, for steel craft of all welded construction, other 
materials for use in hull construction will be specially 
considered on the basis of the Rules. 


1:2 Interpretation 


1.2.1 The interpretation of the Rules is the sole 
responsibility and at the sole discretion of Lloyd’s Register 
(hereinafter referred to as ‘LR’). Where there is any doubt 
regarding the interpretation of the Rules it is the Builders’ 
and/or designers’ responsibility to obtain clarification from LR 
prior to submission of plans and data for appraisal. 


1.2.2 Where applicable, the Rules take into account 
unified requirements and interpretations established by the 
International Association of Classification Societies (IACS). 


1.2.3 Attention is drawn to the fact that Codes of Practice 
issued by IMO contain requirements which are outside 
classification as defined in the Rules. 


1.3 Equivalents 


1.3.1 Alternative scantlings and arrangements may be 
accepted as equivalent to the Rule requirements. Details of 
such proposals are to be submitted for consideration in 
accordance with Pt 3, Ch 1,3. 


1.4 Symbols and definitions 
1.4.1 The symbols and definitions for use throughout this 


Part are as defined within the appropriate Chapters and 
Sections. 


Rules are indicated in the various Chapters for differing craft 
types. 


2.2 Aesthetics 


2.2.1 LR is not concerned with the general arrangement, 
layout and appearance of the craft; the responsibility for such 
matters remains with the Builders and/or designers to ensure 
that the agreed specification is complied with. LR is however 
concerned with the quality of workmanship, in this respect the 
acceptance criteria as required by Rules are to be complied 
with. 


2.3 Constructional configuration 


2.3.1 The Rules provide for the basic structural 
configurations for both single and multi-deck mono and 
multi-hull craft with multi-deck or a single deck hulls which 
include a double bottom, or a single bottom arrangement. The 
structural configuration may also include a single or multiple 
arrangement of cargo hatch openings, and side tanks. 


2.3.2 The Rules provide for longitudinal and transverse 
framing systems. 


2.3.3 Novel or other types of framing systems will be 
considered on the basis of the Rules. 


2.4 Plans to be submitted 


2.4.1 Plans covering the following items are to be 
submitted: 

e Midship sections showing longitudinal and transverse 
material. 

Profile and decks. 

Shell expansion. 

Oiltight and watertight bulkheads. 

Propeller brackets. 

Double bottom construction. 

Pillars and girders. 

Aft end construction. 

Engine room construction. 

Engine and thrust seatings. 

Fore end construction. 

Hatch cover construction. 

Deckhouses and superstructures. 

Sternframe. 

Rudder, stock and tiller. 

Equipment. 

Loading Manuals, preliminary and final (where 
applicable). 

Scheme of corrosion control (where applicable). 

Ice strengthening. 

Welding schedule. 
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e Hull penetration plans. 

° Support structure for masts, derrick posts or cranes. 

e Bilge keels showing material grades, welded connec- 
tions and detail design. 


2.4.2 The following supporting documents are to be 

submitted: 

e General arrangement. 

e Capacity plan. 

e Lines plan or equivalent. 

e — Dry-docking plan. 

e — Towing and mooring arrangements. 

e = Sail/rigging plan, indicating loadings (as applicable to 
sailing craft). 


2.4.3 The following supporting calculations are to be 

submitted: 

e Equipment Number. 

e Hull girder still water and dynamic bending moments and 
shear forces as applicable. 

e —_Midship section modulus. 

e Structural items in the aft end, midship and fore end 
regions of the craft. 

e Preliminary freeboard calculation. 


2.5 Novel features 


2:5, 1 Where the proposed construction of any part of the 
hull or machinery is of novel design, or involves the use of 
unusual material, or where experience, in the opinion of LR, 
has not sufficiently justified the principle or mode of 
application involved, special tests or examinations before and 
during service may be required. In such cases a suitable 
notation may be entered in the Register Book. 


2.6 Enhanced scantlings 


2.6.1 Where the Owner decides to increase the 
scantling of the bottom shell, side shell and deck plating of a 
newbuilding, then the craft will be eligible to be assigned the 
description note ES, see Pt 1, Ch 2,3.12. For example, the 
descriptive note ES+1 would indicate that an extra 1 mm of 
steel has been fitted to bottom shell, side shell and deck 
plating. 


2.7 Direct calculations 


2.7.1 Direct calculations may be specifically required by 
the Rules and may be required for craft having novel design 
features or in support of alternative arrangements and 
scantlings. LR may, when requested, undertake calculations 
on behalf of designers and make recommendations with 
regard to suitability of any required model tests. 


2.7.2 Where direct calculations are proposed then the 
requirements of Pt 3, Ch 1,2 are, in general, to be complied 
with. 


2.8 Exceptions 


2.8.1 Craft of unusual form, proportions or speed, 
intended for the carriage of special cargoes, or for special or 
restricted service, not covered specifically by the Rules, will 
receive individual consideration based on the general 
requirements of the Rules. 


2.9 Advisory services 


2.9.1 The Rules do not cover certain technical 
characteristics, such as stability, except as mentioned in Pt 1, 
Ch 2,1.1.11, 1.1.13 and 1.1.14, trim, vibration (other than 
local stiff end flat panels, see Ch 1,5), docking arrangements, 
etc. The Committee cannot assume responsibility for these 
matters but is willing to advise upon them on request. 
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| Section 7 
General 


1.1 Application 


1.4.1 The requirements of this Chapter are applicable to 
mono-hull and multi-hull craft of steel construction as defined 
in Pt 1, Ch 1,1. 


1.2 General 


2.4 This Chapter contains the general Rule require- 
ments for the construction of steel craft using electric arc 
welding processes. Where alternative methods of construc- 
tion are proposed, details are to be submitted for 
consideration by Lloyd’s Register (hereinafter referred to as 
‘LR’). 


1.3 Symbols and definitions 


7.3.1 The symbols and definitions used in this Chapter 
are defined in the appropriate Section. 


1.4 Builder’s facilities 


1.4.1 The buildings used for production and storage are 
to be of suitable construction and equipped to provide the 
required environment, and are also to comply with any local or 
National Authority requirements. 


1.4.2 The Surveyor is to be allowed unrestricted access 
during working hours to such parts of the Builder’s establish- 
ment as may be necessary to ensure that the requirements of 
the Rules are being complied with. 


1.5 Works inspection 


1.5.1 Prior to the commencement of construction, the 
facilities are to be inspected to the satisfaction of the 
attending Surveyor. This will include the minimum quality 
control arrangements outlined in 1.6. 


1o.2 The Surveyor is to be satisfied that the Builder has 
the organisation and capability to construct craft to the 
standards required by the Rules. 


7.5.3 The Builder is to be advised of the result of the 
inspection and all deficiencies are to be rectified prior to the 
commencement of production. 


1.5.4 Where structural components are to be assembled 
and welded by sub-contractors, the Surveyors are to inspect 
the sub-contractor’s works to ensure that compliance with the 
requirements of this Chapter can be achieved. 


1.6 Quality control 


7.6.1 For compliance with 1.5.2, LR’s methods of survey 
and inspection for hull construction and machinery installation 
are to include procedures involving the shipyard management, 
organisation and quality systems. 


1.6.2 The extent and complexity of the quality systems 
will vary considerably depending on the size and type of craft 
and production output. LR will consider certification of the 
Builder in accordance with the requirements of one of the 
following systems: 

(a) Quality Assurance System in accordance with an 
International or National Standard (i.e. ISO 9000 and BS 
ENISO 9001) with assessment and certification carried 
out by a nationally accredited body. 

(b) LR’s Quality Assurance Scheme for the Construction of 

Special Service Craft. 

(c) LR’s locally accepted Quality Control System — The 

Builder is implementing a documented Quality Control 

System which controls the following activities: 

(i) | Receipt storage and issue of materials, equipment, 

etc. 

i) Fabrication environment. 

i) Weld procedures and welder performance. 

iv) Production fabrication. 

v) Inspection of production processes. 

) Installation of machinery and essential systems. 

vii) Fitting-out. 

| 
) 


viii) Tests and trials. 
ix) Drawings and document control. 
x) Records. 


1.6.3 LR’s involvement is only in that part of the system 
which controls the standards required to meet the classifica- 
tion requirements. 


1.6.4 The ‘documented’ quality control system will in 
general require the Builder to have written procedures that 
describe clearly and unambiguously how each of the activi- 
ties specified in 1.6.2(c) is carried out, when it is carried out 
and by whom. These procedures will form part of the system 
manual which is also to contain a statement of management 
policy, organisation chart and statements of responsibilities. 
The manual is to be controlled in respect to the formal issue 
and revision. 


7.6.5 Further details of LR’s requirements are available on 
request from the local LR office. 
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1.7 Building environment 


1.74 The craft is to be suitably protected during the 
building period from adverse weather and climatic conditions. 


1.8 Storage areas 


1.8.1 All materials are to be stored safely and in 
accordance with the manufacturer’s requirements. Storage 
arrangements are to be such as to prevent deterioration 
through contact with heat, sunlight, damp, cold and poor 
handling. 


1.8.2 All storage spaces provided by the Builder for 
welding consumables are to be suitable for maintaining them 
in good condition and are to be in accordance with the 
manufacturer’s recommendations. 


7.8.3 All materials are to be fully identifiable in the 
storage areas, and identification is to be maintained during 
issue to production. 


1.8.4 Material suspected of being non-conforming is to 
be segregated from acceptable materials. 


1.9 Materials handling 


1.9.1 The Builder is to maintain purchasing documents 
containing a clear description of the materials ordered for use 
in hull construction and the standards to which the material 
must conform, together with the identification and certifica- 
tion requirements. 


Wore The Builder is to be responsible for ensuring that all 
incoming plates, sections, castings, components, fabrications 
and consumables and other materials used in the hull 
construction are inspected or otherwise verified as conforming 
to purchase order requirements. 


1.9.3 The Builder is to have procedures for the inspec- 
tion, storage and maintenance of Owner supplied materials 
and equipment. 


1.9.4 The Builder is to record, on receipt, the manufactur- 
ing date, or use-by date of critical materials. Any materials 
which have a shelf life are to be used in order of manufacturing 
date to ensure stock rotation. 


1.9.5 The Builder is to establish and maintain a procedure 
to ensure that materials and consumables used in the hull 
construction process are identified (by colour-coding and/or 
marking as appropriate) from arrival in the yard through to 
fabrication in such a way as to enable the type and grade to 
be readily recognised. 


1.9.6 Where materials are found to be defective they are 
to be rejected in accordance with the Builder’s quality control 
procedure. 


1.10 Faults 


7.10.1. All identified faults are to be recorded under the 
requirements of the quality control systems. Faults are to be 
classified according to their severity and are to be monitored 
during Periodical Survey. 


7.10.2 Production faults are to be discussed with the 
attending Surveyor and a rectification scheme agreed. 
Deviations from the approved plans are to be locally approved 
by the attending Surveyor and a copy forwarded to the plan 
approval office for record purpose. 


1.11 Inspection 


71.171.1 On acceptance of a ‘Request for Services’ the 
attending Surveyor is to inform the Builder of the key stages of 
the production that are to be inspected and the extent of the 
inspection to be carried out. 


7.17.2 — Itis the Builder’s responsibility to carry out required 
inspections in accordance with the accepted quality control 
system. 


7.77.3 It is the Surveyor’s responsibility to monitor the 
Builder’s quality control records and carry out inspections at 
key stages and during periodic visits. 


1.11.4 Adequate facilities are to be provided to enable the 
Surveyor to carry out a satisfactory inspection and to 
facilitate subsequent in-service maintenance. These are to 
include the provision of access holes in restricted spaces and 
removable deck head and shipside linings, cabin soles, etc. 


1.11.5 During inspections all deviations are to be dealt with 
in accordance with 1.6.4. 


1.12 Acceptance criteria 


1.12.1 Classification is dependent upon the work being 
carried out in accordance with the approved plans and the 
requirements of an accepted quality control system. 


1.12.2 The work is to be carried out to the satisfaction of 
the attending Surveyor. This will include the verification of the 
quality control documentation and the remedial action 
associated with all defects and deficiencies recorded. 


7.12.3 Proposed deviations from the approved plans are 
subject to LR approval and in the first instance are to be 
discussed with the attending Surveyor. Where applicable, an 
amended plan is to be submitted to the plan appraisal office. 
Such deviations will be recorded as endorsements to the 
classification unless specifically agreed otherwise with the 
plan appraisal office. 


1.12.4 Where the above requirements are met the 
attending Surveyor will arrange for the relevant certification to 
be issued. 
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1.13 Repair 


7.13.1 Minor repairs are to be agreed with the attending 
Surveyor and a rectification scheme agreed with the Builder. 
The Builder is to incorporate details of the agreed repair 
procedures in the quality control system in accordance with 
1.6.4. 


1.13.2 | Repairs which affect the structural integrity are to 
be discussed with the Builder and the Builder’s proposed 
rectification scheme is to be submitted to the plan appraisal 
office for consideration. 


oO Section 2 
Materials 


2.1 General 


2.1.1 The materials used in the construction of the craft 
are to be manufactured and tested in accordance with the 
appropriate requirements of Chapter 3 of the Rules for the 
Manufacture, Testing and Certification of Materials (hereinafter 
referred to as the Rules for Materials). 


2.1.2 All materials are to be manufactured at works which 
have been approved by LR for the type and, where 
appropriate, grade of steel which is being supplied and for the 
relevant steel production and processing route. 


2.2 Grade of steel 


2.2.1 The grade of steel, supply condition and its 
mechanical properties are to be indicated on the construction 
plans. 


2.2.2 When plate material, intended for welded construction, 
will be subject to significant strains in a direction perpendicular 
to the rolled surfaces, it is recommended that consideration 
be given to the use of special plate material with specified 
through thickness properties, and tested in accordance with 
Ch 3,8 of the Rules for Materials. 


2.3 Steel castings and forgings 


2.3.1 Where steel castings or forgings are used for stern- 
frames, rudder frames, rudder stocks, propeller shaft brackets 
and other major structural items, they are to comply with 
Chapter 4 or Chapter 5, as appropriate. 


2.4 Mechanical properties for design 
2.4.1 The scantlings determined within this Part of the 


Rules assume that mild steel has the following mechanical 
properties: 


N/mm2 
Yield strength (minimum) 235 
Tensile strength 400 — 490 
Modulus of elasticity 200 x 103 


2.4.2 Steel having a specified minimum yield stress of 
235 N/mm? (24 kgf/mm2) is regarded as mild steel. Steel 
having a higher specified minimum yield stress is regarded as 
higher tensile steel. 


2.4.3 The requirements for global strength considerations 
in craft incorporating higher tensile steel materials are to be 
based on a material efficiency factor, nuts, as given in 
Table 2.2.1. 


Table 2.2.1 Values of nuts 


Specified minimum yield 
stress in N/mm2 


235 
265 
315 
340 
355 
390 


NOTE 
Intermediate values by interpolation. 


2.4.4 The local scantling requirements of higher tensile 
steel plating, longitudinals, stiffeners and girders may be 
based on ak, factor determined as follows: 


235 
kK = i 
or 0,66 whichever is the greater 
where 
o, = specified minimum yield strength of material, 


in N/mm2. 


2.4.5 For the application of the requirements of 2.4.3 and 
2.4.4 special consideration will be given to steel where 
6, = 390 N/mm2. Where such steel grades are used in areas 
which are subject to fatigue loading the structural details are 
to be verified using fatigue design assessment methods. 


2.5 Corrosion protection 


2.5.1 All steelwork, except inside integral fuel tanks, is to 
be suitably protected against corrosion. This may be by 
coating or, where applicable, by a system of cathodic 
protection. 


2.5.2 Steelwork is to be suitably cleaned and cleared of 
millscale before the application of any coating. It is 
recommended that blast cleaning, or other equally effective 
means, be employed for this purpose. 


2.5.3 Where an impressed current cathodic protection 
system is fitted, plans showing the proposed layout of anodes 
and hull penetrations are to be submitted. 
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2.6 Paints and coatings 


2.6.1 The hull is to be protected against corrosion by a 
suitable protective coating. All coatings are to be in accor- 
dance with the requirements of this Section. 


2.6.2 Where a primer is used to coat steel after surface 
preparation and prior to fabrication, the composition of the 
coating is to be such that it will have no significant deleterious 
effect on subsequent welding work and that it is compatible 
with the paints or other coatings subsequently applied in 
association with an approved system of corrosion control. 


2.6.3 Paints or other coatings are to be suitable for the 
intended purpose in the locations where they are to be used. 
Coatings are to be of adequate film thickness, applied in 
accordance with the paint manufacturer’s specification. 


2.6.4 Integral fuel tanks are to be cleaned and dried, after 
testing, and then treated with a suitable coating, in accor- 
dance with the manufacturer’s recommendations. 


2.6.5 Paints, varnishes and similar preparations having a 
nitro-cellulous or other highly flammable base are not to be 
used in accommodation or machinery spaces. 


2.6.6 Protective coatings are generally to be hard coatings. 
Other coating systems (e.g. soft coatings) may be considered 
as alternatives provided they are applied and maintained in 
compliance with the manufacturer’s specification. 


2.6.7 The paint or coating is to be compatible with any 
previously applied primer, see 2.6. 


2.7 Galvanic action 


2A Where bimetallic connections are made, involving 
dissimilar metals, measures are to be incorporated to preclude 
galvanic corrosion. In order to prevent galvanic corrosion, 
special attention is to be given to the penetrations of, and 
connections to the hull, bulkheads and decks by piping and, 
equipment where dissimilar materials are involved. 


2.8 Bimetallic connections 


2.8.1 The design shall ensure that the location of all 
bimetallic connections allows for regular inspection and 
maintenance of the joints and penetrations during service. 


2.9 External immersed areas 


2.9.1 For the deferment of dry docking or where an IWS 
(In-water Survey) notation is to be assigned protection of the 
underwater portion of the hull is to be provided by means of a 
suitable high resistant paint applied in accordance with the 
manufacturer’s requirements. Details of the high resistant paint 
are to be submitted for information. 


2.10 External cathodic protection 


2.10.1 | Where an impressed current cathodic protection 
system is fitted, plans showing the proposed layout of 
anodes, reference cells, wiring diagram and the means of 
bonding-in of the rudder and propeller, are to be submitted. 


2.10.2 The arrangement for glands, where cables pass 
through the shell, are to include a small cofferdam. Cables to 
anodes are not to be led through tanks containing low flash 
point oils. 


2.11 Protection of ballast spaces 


2.11.1. Cathodic protection may be used in association 
with coatings for the protection of ballast spaces. 


2.11.2 The anodes are to be of approved design and 
sufficiently rigid to avoid resonance in the anode support. 
Steel cores are to be fitted, and these are to be so designed 
as to retain the anode even when the latter is wasted. 


2.11.3. Anodes are to be attached to the structure in such 

a way that they remain secure both initially and during service. 

The following methods of attachment would be acceptable: 

(a) Steel core connected to the structure by continuous 
welding of adequate section. 

(b) Steel core bolted to separate supports, provided that a 
minimum of two bolts with lock nuts are used at each 
support. The separate supports are to be connected to 
the structure by continuous welding of adequate section. 

(c) Approved means of mechanical clamping. 


2.11.4 Anodes are to be attached to stiffeners, or may be 
aligned in way of stiffeners on plane bulkhead plating, but they 
are not to be attached to the shell. The two ends are not to be 
attached to separate members which are capable of 
relative movement. 


2.11.5 | Where cores or supports are welded to the main 
structure, they are to be kept clear of the toes of brackets and 
similar stress raisers. Where they are welded to asymmetrical 
stiffeners, they are to be connected to the web with the 
welding kept at least 25 mm away from the edge of the web. 
In the case of stiffeners or girders with symmetrical face 
plates, the connection may be made to the web or to the 
centreline of the face plate but well clear of the free edges. 
However, it is recommended that anodes are not fitted to face 
plates of higher tensile steel longitudinals. 


2.12 Deck coverings 


2.12.1 Where plated decks are sheathed with wood, the 
sheathing is to be efficiently attached to the deck, caulked 
and sealed, to the satisfaction of the Surveyor in accordance 
with the approved drawings. 
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2.12.2 Deck coverings in the following positions are to be 

of a type which will not readily ignite when used on decks: 

(a) Forming the crown of machinery or cargo spaces within 
accommodation spaces of cargo craft. 

(ob) Within accommodation spaces, control stations, stair- 
ways and corridors of passenger craft. 


2.13 Corrosion margin 


2.13.1 The scantlings determined from the formulae 
provided in the Rules assume that the materials used are 
selected, manufactured and protected in such a way that 
there is negligible loss in strength by corrosion. 


2.13.2 Where steel is not protected against corrosion, by 
painting or other approved means, the scantlings may require 
to be further considered. 


2.14 Fracture control 


2.14.1 Construction procedures, materials and welding are 
to be in accordance with the requirements of this Chapter 
such that stress corrosion cracking is avoided. 


2.14.2 High local stresses are to be avoided by the use of 
suitable design detail. See also LR’s Guidance Notes for 
Structural Details. 


2.14.3 The resistance to fracture is controlled, in part, by 
the notch toughness of the steel used in the structure. Steels 
with different levels of notch toughness are specified in the 
Rules for Materials. The grade of steel to be used is, in 
general, related to the thickness of the material and the stress 
pattern associated with its location. 


2.14.4. Where tee or cruciform connections employ full 
penetration welds, and the plate material is subject to 
significant strains in a direction perpendicular to the rolled 
surfaces, it is recommended that consideration be given to 
the use of special plate material with specified through 
thickness properties, as detailed in Ch 3,8 of the Rules for 
Materials. 


2.14.5 For craft operating for long periods in low air 
temperature the material of exposed structures will, in general, 
be specially considered. 


LO Section 3 
Procedures for welded 
construction 


3.1 General 
3.1.1 All welded construction is to be conducted in 


accordance with the requirements specified in Chapter 13 of 
the Rules for Materials. 


3.2 Information to be submitted 


3.2.1 The plans and information submitted for approval 
are to clearly indicate details of the welded connections of the 
main structural members, including the type, disposition and 
size of welds. 


3.3 Defined practices and welding sequence 


3.3.1 Rudder, sterntubes, propeller brackets and jet 
units. The final boring out of propeller brackets and sterntubes 
and the fit-up and alignment of rudder bearings and jet units 
are to be carried out after the major part of the welding of the 
aft end of the craft is complete. The contacts between rudder 
stocks and propeller shafts with bearings are to be checked 
before the final mounting. 


3.4 Structural arrangements and access 


3.4.1 Ceilings, cabin sole, side and overhead linings are 
to be secured in such a manner as to be easily removed for 
the maintenance and inspection of the structure below. 


3.5 Inspection 


3.5.7 Inspection of welded construction is to be 
conducted in accordance with the requirements specified in 
Chapter 13 of the Rules for Materials. 


3.5.2 Checkpoints examined at the pre-fabrication stage 
are to include ultrasonic testing on examples of the stop/start 
points of automatic welding and magnetic particle inspections 
of weld ends. 


3.5.3 Typical locations for volumetric examination and 
number of checkpoints to be taken are shown in Table 2.3.1. 
A list of the proposed items to be examined is to be 
submitted for approval. 


3.6 Acceptance criteria 


3.6.1 All finished welds are to be sound and free from 
cracks and substantially free from lack of fusion, incomplete 
penetration, porosity and tungsten inclusions. The surfaces of 
welds are to be reasonably smooth and substantially free from 
undercut and overlap. Care is to be taken to ensure that the 
specified dimensions of welds have been achieved and that 
both excessive reinforcement and underfill of welds are 
avoided. 


LLOyD’s REGISTER 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRa fT, July 2012 


Construction Procedures 


Part 6, Chapter 2 


Sections 3 & 4 


Table 2.3.1 


Non-destructive examinations of welds 


Volumetric non-destructive examinations - Recommended extent of testing, see 3.5.3 


Item Location 


Checkpoints, see Note 1 


Intersections of butts and seams of 
fabrication and section welds 


Throughout: 
e hull envelope 


e longitudinal and transverse bulkheads 
e inner bottom and hopper bottom metres 


The summation of checkpoint lengths, see 
Note 2, examined at intersections is to be L, 
where L is the overall length of the ship in 


Butt welds in plating Throughout 


m in 25 m, see Note 3 


Seam welds in plating 


Throughout 


min 100 m 


Butts in longitudinals 


Hull envelope within 0,4L amidships 


Hull envelope outside 0,4L amidships 


in 10 welds 


1 in 20 welds 


Bilge keel butts Throughout 


in 10 welds 


Structural items when made with full 
penetration welding as follows: 
e connection of stool and bulkhead to lower 
stool shelf plating 
vertical corrugations to an inner bottom 
hopper knuckles 
sheerstrake to deck stringer 
hatchways coaming to deck 


Throughout 


min 20m 


NOTES 


1. The length of each checkpoint is to be between 0,3 m and 0,5 m. 


2. For checkpoints at intersections the measured dimension of length is to be in the direction of the butt weld. 
8. Checkpoints in butt welds and seam welds are in addition to those at intersections. 
4. Agreed locations are not to be indicated on the blocks prior to the welding taking place, nor is any special treatment to be given at these 


locations. 


5. Particular attention is to be given to repair rates in longitudinal butts. Additional welds are to be tested in the event that defects, such as 


lack of fusion or incomplete penetrations, are repeatedly observed. 


CO Section 4 
Joints and connections 


4.1 General 


4.1.1 Requirements are given in this Chapter for welding 
connection details, aluminium/steel transition joints, steel/ 
wood connection, riveting of light structure and chemical 
bonding. 


4.1.2 Welded joints are to be detailed such that crevices 
or inaccessible pockets capable of retaining dirt or moisture 
are avoided. Where cavities are unavoidable, they are to be 
sealed by welding or protective compounds or made 
accessible for inspection and maintenance. 


4.2 Weld symbols 


4.2.1 Weld symbols, where used, are to conform to a 
recognised National or International Standard. Details of such 
Standards are to be indicated on the welding schedule, which 
is to be submitted for appraisal. 


4.3 Welding schedule 


4.3.1 A welding schedule containing not less than the 
following information is to be submitted: 

(a) Weld throat thickness or leg lengths. 

(b) Grades, tempers, and thicknesses of materials to be 


welded. 

(c) Locations, types of joints and angles of abutting 
members. 

(d) Reference to welding procedures to be used. 


(e) Sequence of welding of assemblies and joining up of 
assemblies. 


4.4 Butt welds 


4.4.1 All structural butt joints are to be made by means 
of full penetration welds and, in general, the edges of plates to 
be joined by welding are to be bevelled on one or both sides 
of the plates. Full details of the proposed joint preparation are 
to be submitted for approval, see also 4.24. 


4.4.2 Where butt welds form a T-junction, the leg of the T 
is, where practicable, to be completed first including any back 
run. During the welding operation special attention is to be 
given to the completion of the weld at the junction, which is to 
be chipped back to remove crater cracks, etc., before the 
table is welded. 
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4.5 Fillet welds 


4.5.1 The throat thickness of fillet welds is to be deter- 
mined from: 


Throat thickness = th X weld factor x ( 2) mm 


where 
s = the length of correctly proportioned weld fillet, clear 
of end craters, in mm, and is to be 10 x plate 
thickness, tp, or 75 mm, whichever is the lesser, but 
in no case to be taken less than 40 mm 
d = the distance between successive weld fillet, in mm 
tp = plate thickness, in mm, on which weld fillet size is 
based, see 4.5.6 
Weld factors are contained in Table 2.4.1. 


NOTE 


For double continuous fillet welding (<) is to be taken as 1, 


see 4.8.1. 
4.5.2 For ease of welding, it is recommended that the 


ratio of the web height to the flange breadth is greater than or 
equal to 1,5, see Fig. 2.4.1. 


h/f 21,5 


4390/34 


Fig. 2.4.1 Web height/flange breadth ratio 


4.5.3 The leg length of the weld is to be not less than 
4/2. times the specified throat thickness. 


4.5.4 The plate thickness t, to be used in 4.5.2 is 
generally to be that of the thinner of the two parts being 
joined. Where the difference in thickness is considerable, the 
size of fillet weld will be specially considered. 


4.6 Throat thickness limits 
4.6.1 The throat thickness limits given in Table 2.4.2 are 
to be complied with. 


4.7 Double continuous fillet welding 


4.7.1 Where double continuous fillet welding is proposed 
the throat thickness is to be in accordance with 4.5.2 taking 


(¢)eaual to 1. 


4.7.2 Double continuous fillet welding is to be adopted in 

the following locations and may be used elsewhere if desired: 

a) Boundaries of weathertight decks and erections, including 

hatch coamings, companionways and other openings. 

b) Boundaries of tank and watertight compartments. 

c) Main engine seatings. 

d) Bottom framing structure in machinery spaces of high 
speed craft. 

e) The side and bottom shell structure in the impact area 
of high speed motor craft. 

f) | The underside of the cross-deck structure in the impact 
area of high speed multi-hull craft. 

g) Structure in way of ride control systems, stabilisers, 
thrusters, bilge keels, foundations and other areas 
subject to high stresses. 

h) The shell structure in the vicinity of the propeller blades. 

(ji) | Stiffening members to plating in way of end connections 
scallops and of end brackets to plating in the case of lap 
connections. 

(k) Primary and secondary members to plating in way of end 
connections, and end brackets to plating in the case of 
lap connections. 

() Face flats to webs of built-up/fabricated stiffening 
members in way of knees/end brackets and for a distance 
beyond such knees/end brackets of not less than the web 
depth of stiffener in way. 


4.8 Intermittent fillet welding (staggered) 


4.8.1 Staggered intermittent welding may be used, 
outside of the impact area in the bottom shell or crossdeck 
structure of high speed craft. 


4.9 Intermittent fillet welding (chain) 


4.9.1 Chain intermittent welding may be used, outside of 
the impact area in the bottom shell or crossdeck structure of 
high speed craft. 


4.10 Single sided fillet welding 


4.10.1 Continuous single sided fillet welding may be used 
in lieu of intermittent fillet welding (staggered and chain), 
outside of the impact area in the bottom shell or crossdeck 
structure of high speed craft. 


4.11 Connections of primary structure 


4.11.1 Depending on the structural design of the joint and 
design loads on the primary member, full penetration welding 
of flanges and web plates may be required to attain full 
section properties in the end connections of primary 
members. See also Ch 3,1.22. Otherwise weld factors for the 
connections of primary structure are given in Table 2.4.1. 
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Table 2.4.1 Weld factors (see continuation) 


Item Weld Factor Remarks 


(1) General application: 
Watertight plate boundaries 
on-tight plate boundaries 
Longitudinals,frames,beams, 
and other secondary members to shell, deck or 
bulkhead plating 


Panel stiffeners 


Overlap welds generally 


except as required below 


in tanks 
in way of end connections 


Bottom construction: 


on-tight centre girder: to keel 
to inner bottom 


on-tight boundaries of floors, girders and 
brackets 


nner bottom longitudinals, or face flat to floors 
reverse frames 


Connection of floors to inner bottom where 
bulkhead is supported on tank top. The 
supporting floors are to be continuously welded 
to the inner bottom 


no scallops 


in way of 0,2 x span at ends 
in way of brackets at lower end of main frame 


Weld size based on floor thickness 
Weld material compatible with floor material 


Hull framing: 

Webs of web frames and stringers: 

to shell 

to face plate 

Decks and supporting structure: 
Weather deck plating to shell 

Other decks to shell and bulkheads 
(except where forming tank boundaries) 


Webs of cantilevers to deck and to shell in 
way of root bracket 


Webs of cantilevers to face plate 
Girder webs to deck clear of end brackets 


Girder webs to deck in way of end brackets 


Web of girder to face plate 


Pillars: fabricated 
end connections 


end connections (tubular) full penetration 


Girder web connections and brackets in way 
of pillar heads and heels 


4.11.2 | The weld connection to shell, deck or bulkhead is 
to take account of the material lost in the notch where longi- 
tudinals or stiffeners pass through the member. Where the 
width of notch exceeds 15 per cent of the stiffener spacing, 
the weld factor is to be multiplied by: 
0,85 x stiffener spacing 
length of web plating between notches 


0,10 
0,34 


0,21 


generally continuous 


continuous 


4.11.3 Where direct calculation procedures have been 
adopted, the weld factors for the 0,2 x overall length at the 
ends of the members will be considered in relation to the 
calculated loads. 
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Table 2.4.1 Weld factors (continued) 


Item Weld Factor Remarks 


(5) Bulkheads and tank construction: 
Plane and corrugated watertight bulkhead 
boundary at bottom , bilge, inner bottom, deck weld size to be based on thickness of bulkhead 
and connection to shelf plate, where fitted plating 
weld material to be compatible with bulkhead 
plating material 
Secondary members, where acting as pillars 0,13 
Non-watertight pillar bulkhead boundaries 0,13 
Perforated flats and wash bulkhead boundaries 0,10 


Deep tank horizontal boundaries at vertical full penetration 
corrugations 


Structure in machinery space: 
Centre girder to keel and inner bottom 0,27 no scallops to inner bottom 


Floors to centre girder in way of engine thrust 0,27 
bearers 


Floors and girders to shell and inner bottom 0,21 
Main engine foundation girders: 
to top plate deep penetration to edge to be prepared with maximum root 0,33t, 
to hull structure depend on design deep penetration generally 


Floors to main engine foundation girders 0,27 


Brackets, etc., to main engine foundation girders 0,21 


Transverse and longitudinal framing to shell 0,13 


Superstructures and deckhouses: 


Connection of external bulkheads to deck 1st and 2nd tier erections 
elsewhere 


Internal bulkheads 


Steering control systems: 


Rudder: 
Fabricated mainpiece and mainpiece to 
side plates and webs 


Slot welds inside plates 
Remaining construction 


Fixed and steering nozzles: 
Main structure 
Elsewhere 


Fabricated housing and structure of thruster units, 
stabilisers, etc.: 

Main structure 

Elsewhere 
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Table 2.4.1 Weld factors (conclusion) 


Item 


Weld Factor 


Remarks 


(9) Miscellaneous fittings and equipment: 


Rings for manhole type covers, to deck or 
bulkhead 


Frames of shell and weathertight bulkhead doors 
Stiffening of doors 

Ventilator, air pipes, etc., coamings to deck 
Ventilator, etc., fittings 

Scuppers and discharges, to deck 

Masts, crane pedestals, etc., to deck 

Deck machinery seats to deck 


Mooring equipment seats 


Bulwark stays to deck 
Bulwark attachment to deck 
Guard rails, stanchions, etc., to deck 


Bilge keel ground bars to shell 


Bilge keels to ground bars 


Fabricated anchors 


Table 2.4.2 Throat thickness limits 


Throat thickness 
mm 


Minimum Maximum 


Double continuous welding 0,21t, 0,441, 


0,44t 


or 45 


Intermittent welding 0,27t, 


) Overriding minimum: 
Continuous welds 


Intermittent welds: 
Plate thickness t, < 7,5 mm 


2,5 


3,0 


Hand or automa ic welding 
Automatic deep penetration 
welding 


Plate thickness t,, => 7,5 mm 
Hand or automatic welding 


Automatic deep penetration 
welding 


NOTES 

1. In all cases the limiting value is to be taken as the greatest of the 
applicable values above. 

2. The maximum throat thicknesses shown are intended only as a 
design limit for the approval of fillet welded joints. Any welding in 
excess of these limits is to be to the Surveyor’s satisfaction. 


0,21 


full penetration 


Load Line Position 1 and 2 
elsewhere 


full penetration welding may be required 
generally 


generally, but increased or full penetration may be 
required 


continuous fillet weld, minimum throat thickness 
4mm 


light continuous or staggered intermittent fillet weld, 
minimum throat thickness 3 mm 


4.12 Primary and secondary member end 
connection welds 
4.12.1. Welding of end connections of primary members is 


to be such that the area of welding is not less than the cross- 
sectional area of the member, and the weld factor is to be not 
less than 0,34 in tanks or 0,27 elsewhere. 


4.12.2 The welding of secondary member end connec- 
tions is to be not less than as required by Table 2.4.3. Where 
two requirements are given the greater is to be complied with. 


4.12.3 The area of weld, Ay, is to be applied to each arm 
of the bracket or lapped connection. 


4.12.4 Where a longitudinal strength member is cut at a 
primary support and the continuity of strength is provided by 
brackets, the area of weld is to be not less than the cross- 
sectional area of the member. 


4.13 Weld connection of strength deck plating to 
sheerstrake 
4.13.1. The weld connection of strength deck plating to 


sheerstrake is to be by double continuous fillet welding with a 
weld factor of 0,44. The welding procedure, including joint 
preparation, is to be specified and the procedure qualified and 
approved for individual Builders. 
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Table 2.4.3 


Connection 


Secondary member end connection welds 


Weld factor 


Weld area, Ay, in cm? 


Stiffener welded direct to plating 


Bracketless connection of stiffeners or stiffener lapped to bracket or bracket lapped 


to stiffener: 
(a) in dry space 


(b) in tank 
(Cc) main frame to tank side bracket in 0,15Lp forward 


Bracket welded to face of stiffener and bracket connection to plating 


Stiffener to plating for 0,1 x span at ends, or in way of the end bracket if that be greater 


0,25A, or 6,5 cm? 0,34 
whichever is the greater 


12VzZ 
14VZ 


as (a) or (b) 


Symbols 


cross section area of the stiffener, in cm2 


the area of the weld, in cm?, and is calculated as total length of weld, in cm, x throat thickness, in cm 
the section modulus, in cm’, of the stiffener on which the scantlings of the end bracket are based 


NOTE 
For maximum and minimum weld fillet sizes, see Table 10.2.2. 


4.14 Air and drain holes 


4.14.1 Air and drain holes are to be kept clear of the toes 
of brackets, etc. Openings are to be well rounded with 
smooth edges. See also LR’s Guidance Notes for Structural 
Details. 


4.15 Notches and scallops 

4.15.1. Notches and scallops are to be kept clear of the 
toes of brackets, etc. Openings are to well rounded with 
smooth edges. 

4.15.2 Scallops are to be of such a size, and in such a 


position that a satisfactory weld can be made around the 
ends of openings. 


t = lug thickness 


r=20mm 


| 
20mm — 


min 20 mm 


20 mm 


4.16 Watertight collars 


4.16.1 Watertight collars are to be fitted, where stiffeners 
are continuous through watertight or oiltight boundaries. See 
also LR’s Guidance Notes for Structural Details. 


4.17 Lug connections 


4.17.1 The area of the weld connecting secondary 
stiffeners to primary structure in the bottoms of the hulls and 
cross-deck structure in areas subjected to impact pressures 
is to be not less than the shear area from the Rules. This area 
is to be obtained by fitting two lugs or by other equivalent 
arrangements. Some typical lug connections are shown in 
Fig. 2.4.2 and Fig. 3.1.7 in Chapter 3. 


3t 


—_— 


4390/35 


Fig. 2.4.2 Typical lug connections 
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4.17.2 Lugs or tripping brackets are to be fitted where shell 
longitudinals are continuous through web frames in way of highly 
stressed areas of the side shell (e.g. in way of fenders, etc.). 


4.17.3 Lugs or tripping brackets are also to be fitted where 
continuous secondary stiffeners are greater than half the 
depth of the primary stiffeners. 


4.18 Insert plates 


4.18.1 Where thick insert plates are butt welded to thin 
plates, the edge of the thick plate may require to be tapered. 
The slope of the taper is generally not to exceed one in three. 


4.18.2 The corners of insert plates are to be suitably 
radiused. 


4.19 Doubler plates 


4.19.1 Doubler plates are to be avoided in areas where 
corrosion may be a problem and access for inspection and 
maintenance is limited. 


4.19.2 Where doubler plates are fitted, they are to have well 
radiused corners and the perimeter is to be continuously 
welded. Large doubler plates are also to be suitably slot 
welded, the details of which are to be submitted for consider- 
ation. 


4.20 Joint preparation 


4.20.1 Typical butt joints are shown in LR’s Guidance 
Notes for Structural Details. 


4.21 Construction tolerances 


4.21.1. The minimum requirements for construction 
tolerances are to be in accordance with Pt 3, Ch 1,8. 


4.22 Riveting of light structure 


4.22.1. Where it is proposed to adopt riveted construction, 
full details of the rivets or similar fastenings, including 
mechanical test results, are to be indicated on the construc- 
tion plans submitted for approval or a separate riveting 
schedule is to be submitted. 


4.22.2 Samples may be required of typical riveted joints 
made by the Builder under representative construction 
conditions and tested to destruction in the presence of the 
Surveyor in shear, tension, compression or peel at LR’s 
discretion. 


4.22.3 Where riveting strength data sheets have been 
issued by a recognised Authority, the values quoted in these 
sheets will normally be accepted for design purposes. 


4.22.4 Where two dissimilar metals are to be joined by 
riveting, precautions are to be taken to eliminate electrolytic 
corrosion to LR’s satisfaction, and where practicable, the 
arrangements are to be such as to enable the joint to be kept 
under observation at each survey without undue removal of 
lining and other items. 


4.22.5 Where a sealing compound is used to obtain an 
airtight or watertight joint, details are to be submitted of its 
proposed use and of any tests made or experience gained in 
its use for similar applications. 


4.22.6 Sealing paints or compounds are not to be used 
with hot driven rivets. 


4.23 Chemical bonding of structure 


4.23.1 Where chemical bonding of any load-bearing 
structure is proposed, details of the materials and the 
processes to be used are to be submitted for approval. These 
details are to include test results of samples manufactured 
under LR survey under workshop conditions to verify the 
strength, ageing effects and moisture resistance. 


4.23.2 The adhesive manufacturer’s recommendations in 
respect of the specified jointing system, comprising prepara- 
tion of the surfaces to be adhered, the adhesive, bonding and 
curing processes, are to be strictly followed as variation of any 
step can severely affect the performance of the joint. 


4.23.3 Meticulous preparation is essential where the joint is 
to be made by chemical bonding. The method of producing 
bonded joints is to be documented so that the process is 
repeatable after the procedure has been properly established. 


4.23.4 Bonded joints are suitable for carrying shear loads, 
but are not, in general, to be used in tension or where the load 
causes peeling or other forces tending to open the joint. 
Loads are to be carried over as large an area as possible. 


4.23.5 Bonded joints are to be suitably supported after 
assembly for the period necessary to allow the optimum bond 
strength of the adhesive to be to be developed. Entrained air 
pockets are to be avoided. 


4.23.6 The use of adhesive for main structural joints is not 
to be contemplated unless considerable testing has 
established its validity, including environmental testing and 
fatigue testing where considered necessary by LR. 


4.24 Triaxial stress considerations 


4.24.1 Particular care is to be taken to avoid triaxial 
stresses which may result from poor joint design. Some 
recommendations in this respect are contained in LR’s 
Guidance Notes for Structural Details. 


I 
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4.25 Aluminium/Steel transition joints 


4.25.1 Provision is made in this Section for explosion 
bonded composite aluminium/steel transition joints used for 
connecting aluminium structures to steel plating. Such joints 
are to be used in accordance with the manufacturer’s require- 
ments, see also Ch 8,4 of the Rules for Materials. 


4.25.2 Transition joints are to be manufactured by an 
approved producer in accordance with an approved 
specification which is to include the maximum temperature 
allowable at the interface during welding. 


4.25.3 The steel material is to comply with the require- 
ments of Section 2 and the aluminium is to be of an 
appropriate grade complying with the requirements of 
Chapter 8 of the Rules for Materials. 


4.25.4 Alternative materials which comply with International, 
National or proprietary specifications may be accepted 
provided that they give equivalence to the requirements of 
4.24.3 or are approved for a specific application. 


4.25.5 — Intermediate layers between the aluminium and 
steel may be used, in which case the material of any such 
layer is to be specified by the manufacturer and is to be 
recorded in the approval certificate. Any such intermediate 
layer is then to be used in all production transition joints. 


4.25.6 — Bimetallic joints where exposed to seawater or 
used internally within wet spaces are to be suitably protected 
to prevent galvanic corrosion. 


4.26 Steel/Wood connection 


4.26.1. To minimise corrosion of steel when in contact with 
wood in a damp or marine environment the timber is to be 
primed and painted in accordance with good practice. 
Alternatively the surface of the steel in contact with the timber 
is to be coated with a substantial thickness of a suitable 
sealant. 
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Section 

1 General 

2 Minimum thickness requirements 

3 Shell envelope plating 

4 Shell envelope framing 

5 Single bottom structure and appendages 

6 Double bottom structure 

7 Bulkheads and deep tanks 

8 Deck structures 

9 Superstructures, deckhouses and bulwarks 


10 Pillars and pillar bulkheads 


O Section 7 
General 


1.1 Application 


7.7.1 The requirements of this Chapter are applicable to 
mono-hull craft of steel construction as defined in Pt 1, 
Ch 2,2. 


1.2 General 


eee The formulae contained within this Chapter are to 
be used in conjunction with the design loadings from Part 5 to 
determine the Rule scantling requirements. 


1.3 Direct calculations 


1.3.1 Where the craft is of unusual design, form or 
proportions, or where the speed of the craft exceeds 60 knots 
the scantlings are to be determined by direct calculation. 


1.3.2 The requirements of this Chapter may be modified 
where direct calculation procedures are adopted to analyse 
the stress distribution in the primary structure. 


1.4 Equivalents 


1.4.1 Lloyd’s Register (hereinafter referred to as ‘LR’) will 
consider direct calculations for the derivation of scantlings as 
an alternative and equivalent to those derived by Rule require- 
ments in accordance with Pt 3, Ch 1,3. 


1.5 Symbols and definitions 


1301 The symbols used in this Chapter are defined below 
and in the appropriate Section: 
La = Rule length of craft, in metres, as defined in 
Pt 3, Ch 1,6 
B= moulded breadth of craft, in metres, as defined in 
Pt 3, Ch 1,6 
Z = section modulus of stiffening member, in cm? 
I = moment of inertia, in cm4 
w= Shear area of stiffener web, in cm2 
1 = stiffener overall length, in metres 
1, = effective span length, in metres, as defined in 1.19 
= design pressure, in KN/m2 as given in Part 5 
Ss = Stiffener spacing, in mm 


tp = plating thickness, in mm 

6B = panel aspect ratio correction factor as defined in 
1.15 

y = convex curvature correction factor as defined in 
1.14 


k, = high tensile steel factor 
= 235/og, see also Ch 2,2.4 


6, = guaranteed minimum yield strength of the material, 
in N/mm2 
Os 
Tg = ick 


E = modulus of elasticity, in N/mm2. 


1.6 Rounding policy for Rule plating thickness 


1.6.1 Where plating thicknesses as determined by the 
Rules require to be rounded then this should be carried out 
to the nearest full or half millimetre, with thicknesses 0,75 and 
0,25 being rounded up. 


17 Dimensional tolerance 


1.7.1 Dimensional tolerances for materials are to be in 
accordance with Chapter 8 of the Rules for the Manufacture, 
Testing and Certification of Materials (hereinafter referred to 
as the Rules for Materials), or an acceptable National or 
International Standard. 


1.7.2 The under thickness tolerance acceptable for 
classification is to be considered as the lower limit of a range 
of thickness tolerance which could be found in the normal 
production of a conventional rolling mill manufacturing 
material, on average, to the nominal thickness. 


EES The Shipowner and Shipbuilder may agree in 
individual cases whether they wish to specify a more stringent 
under thickness tolerance than that given in 1.7.2. 


1.7.4 The minus tolerance on sections (except for wide 
flats) is to be in accordance with a National or International 
Standard. 


LLOyD’s REGISTER 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRafT, July 2012 


Scantling Determination for Mono-Hull Craft 


Part 6, Chapter 3 


Section 17 


Teo The thickness of plates and strip is to be measured at 
random locations whose distance from an edge is to be at least 
25 mm. Local surface depressions resulting from imperfections 
and ground areas resulting from the elimination of defects may 
be disregarded provided that they are in accordance with the 
requirements of a National or International Standard. 


1.7.6 The responsibility for maintaining the required 
tolerances and making the necessary measurements rests 
with the manufacturer/Builder. Occasional checking by the 
Surveyor does not absolve the manufacturer/Builder from the 
responsibility. 


1.8 Material properties 


1.8.1 The basic grade of steel used in the determination 
of the Rule scantling requirements is taken as mild steel with 
the following mechanical properties: 
N/mm2 
Yield strength (minimum) 285 
Tensile strength 400 — 490 
Modulus of elasticity 200 x 103. 


1.9 Higher tensile steels 


1.9.1 Steels having a yield stress not less than 
265 N/mm2 are regarded as higher tensile steels. 


1.9.2 Where higher tensile steels are to be used, due 
allowance is given in the determination of the Rule require- 
ment for plating thickness and stiffener section modulus, 
inertia and cross-sectional area by use of the following 
correction factors: 

(a) Plating thickness factor = [ks 


(b) Section modulus and cross-sectional area factor = k, 
where 
kg is as defined in 1.5.1. 


7.9.3 The minimum moment of inertia of higher tensile 
steel stiffening members is to be not less than that required 
for mild steel stiffening members. 


1.9.4 For determination of hull girder section modulus in 
craft incorporating higher tensile steel materials, see 
Ch 6,2.2.1, 2.2.2 and Ch 2,2.4.3. 


1.10 Effective width of attached plating 


1.10.1 The effective geometric properties of rolled or built 
sections are to be calculated directly from the dimensions of 
the section and associated effective area of attached plating. 
Where the web of the section is not normal to the actual 
plating, and the angle exceeds 20°, the properties of the 
section are to be determined about an axis parallel to the 
attached plating. 


7.10.2 For stiffening members, the geometric properties 
of rolled or built sections are to be calculated in association 
with an effective area of attached load bearing plating of thick- 
ness tp, in mm and a breadth b, in mm. bg is as defined in 
1.10.3 and 1.10.4. 


1.10.3 The effective width of attached plating to secondary 
members bg is to be taken as 2t, \/E/o, but not greater 


than s. o, is not to be taken as greater than 235 N/mm2 for 
mild steel or 340 N/mm2 for higher tensile steel. E, s and og 
are as defined in 1.5.1. 


1.10.4 The effective breadth of attached plating to primary 
support members (girders, transverses, webs etc.) 6, is to be 
taken as bf, where b and f are as defined in Pt 3, Ch 2, 3.2.1. 


1.11 Other materials 


1.11.1 Special consideration will be given to the use of 
materials other than steel. Details of the type of material, the 
specification to which it was manufactured and its mechanical 
properties are to be submitted for appraisal. 


1.12 Aluminium alloys 


7.12.1. |The use of aluminium alloys in construction is to be 
in accordance with Part 7. 


1.13 Fibre reinforced plastic (FRP) 


7.13.71. The use of FRP in construction is to be in accor- 
dance with Part 8. 


1.14 Convex curvature correction 


1.14.1. The thickness of plating as determined by the Rules 
may be reduced where significant curvature exists between 
the supporting members. In such cases a plate curvature 
correction factor may be applied: 

y = plate curvature factor 

1 -—h/s, and is not to be taken as less than 0,7, 

h = the distance, in mm, measured perpendicularly 
from the chord length, s, (i.e. spacing) to the 
highest point of the curved plating arc between the 
two supports, see Fig. 3.1.1. 


1.15 Aspect ratio correction 


1.15.1. The thickness of plating as determined by the Rules 
may be reduced when the panel aspect ratio is taken into 
consideration. In such cases a panel aspect ratio correction 
factor may be applied: 
6B = aspect ratio correction factor 
= Ar (1 = 0,25ApR) for Ap < 2 
= 1 forAR>2 
Ar = panel aspect ratio 
= panel length/panel breadth. 
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Fig. 3.1.1 Convex curvature 


1.16 Plating general 


1.16.1 The requirements for the thickness of plating, tp, is, 
in general, to be in accordance with the following: 


22,4878 ao x 10-3 mm 


7 o°Os 
where 
f, = limiting bending stress coefficient for the plating 
element under consideration given in Table 7.3.1 
in Chapter 7. 


S, 7, B, P, Gg are as defined in 1.5.1. 


1.17 Stiffening general 


1.17.1. The requirements for section modulus, inertia and 
web area of stiffening members are, in general, to be in 
accordance with the following: 

(a) Section modulus: 


where 
®z = section modulus coefficient dependent on the 
loading model assumption taken from Table 3.1.1 
f, = limiting bending stress coefficient for stiffening 
member given in Table 7.3.1 in Chapter 7. 
P, S, lg, and o, are as defined in 1.5.1. 
(b) Inertia: 


where 
®, = inertia coefficient dependent on the loading model 
assumption taken from Table 3.1.1 
fs = limiting deflection coefficient for stiffener member 
given in Table 7.2.1 in Chapter 7. 
P, S, lg, and E are as defined in 1.5.1. 


(c) Web area: 
Dsl, 
Ay = ®, ———* cm2 
: * 100 ft, 


@®, = web area coefficient dependent on the loading 
model assumption taken from Table 3.1.1 

f, = limiting shear stress coefficient for stiffener member 
given in Table 7.3.1 in Chapter 7 

P, S, l,, and t, are as defined in 1.5.1. 


1.18 Geometric properties and proportions of 
stiffener sections 


1.18.71 From structural stability and local buckling 
considerations, the proportions of stiffening members are, in 
general, to be in accordance with Table 3.1.2. 


1.19 Determination of span point 


1.19.1. The effective span length, /,, of a stiffening member 
is generally less than the overall length, 7, by an amount which 
depends on the design of the end connections. The span 
points, between which the value of /, is measured, are to be 
determined as follows: 

(a) For rolled or built-up secondary stiffening members: 
The span point is to be taken at the point where the 
depth of the end bracket, measured from the face of the 
secondary stiffening member, is equal to the depth of the 
member, see Fig. 3.1.2. Where there is no end bracket, 
the span point is to be measured between primary 
member webs. 

(b) For primary support members: 

The span point is to be taken at a point distant, be, from 
the end of the member 


d, 
by = by (1- 3) 


where 
Deg, Pp, Ay and a, are as shown in Fig. 3.1.2. 


1.19.2 Where the stiffening member is inclined to a vertical 
or horizontal axis and the inclination exceeds 10°, the span is 
to be measured along the member. 


1.19.3 Where the stiffening member is curved then the 
span is to be taken as the effective chord length between 
span points. 


1.19.4 | Where there is a pronounced turn of bilge, chine or 
the structure is significantly pitched, the span may be 
measured as in Fig. 3.1.2. 


1.19.5 It is assumed that the ends of stiffening members 
are substantially fixed against rotation and displacement. If the 
arrangement of supporting structure is such that this condition 
is not achieved, consideration will be given to the effective 
span to be used for the stiffener. 
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Table 3.1.1 


Position 
Position 


Web area 
coefficient 


Section modulus, inertia and web area coefficients 


Section Inertia 
modulus coefficient 
coefficient 


Application 


4390/33 7 


Primary and other 
members where the end 
fixity is considered 
encastre 


4390/33a ¢ 


Local, secondary and 
other members where 
the end fixity is 
considered to be partial 


4390/33¢ 


Various 


4390/33c 


Various 


4390/33d 


Table 3.1.2 


Type of stiffener Requirement 


(1) Flat bar 


Stiffener proportions 


Minimum web thickness: 
tw=)/18 22,5mm 


(2) Rolled or built sections (a) Minimum web thickness: 


tw=A)/65 22,5mm 


(b) Maximum unsupported face 


plate (or flange) width: 
bs = 16t; 


Symbols 


web thickness of stiffener with unstiffened webs, in mm 
web depth of stiffener, in mm 

face plate (or flange) unsupported width, in mm 

face plate (or flange) thickness, in mm 


Hatch covers, glazing 
and other members 
where the ends are 
simply supported 


1.20 Secondary member end connections 


1.20.1 | Secondary members, that is longitudinals, beams, 
frames and bulkhead stiffeners forming part of the hull 
structure, are to be effectively continuous and are to be 
suitably bracketed at their end connections. Where it is 
desired to adopt bracketless connections, the proposed 
arrangements will be individually considered, see also 
Ch 2,4.10 and Table 2.4.5 in Chapter 2. 


1.20.2 Where bracketed end connections are fitted in 
accordance with these requirements, they may be taken into 
account in determining the effective span of the member. 


1.20.3 The scantlings of secondary member end connec- 
tions are to be in accordance with 1.21. 


1.21 Scantlings of end brackets 


1.21.1. Where a longitudinal strength member is cut at a 
primary support and the continuity of strength is provided by 
brackets, the scantlings of the brackets are to be such that 
their section modulus and effective cross-sectional area are 
not less than those of the member. Care is to be taken to 
ensure correct alignment of the brackets on each side of the 
primary member. 
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Span points 


eee ee 


Span point 


Span point 


Span point 


Span point 


Span point 


4390/50 


Fig. 3.1.2 Span points 


1.21.2 In other cases the scantlings of the bracket are to 

be based on the modulus as follows: 

(a) Bracket connecting stiffener to primary member — 
modulus of the stiffener. 

(bo) Bracket at the head of a main transverse frame where 
frame terminates — modulus of the frame. 

(c) Brackets connecting lower deck beams or longitudinals to 
the main frame in the forward 0,5Lp — modulus of the frame. 

(d) Elsewhere — the lesser modulus of the members being 
connected by the bracket. 


1.21.3. The web thickness and face flat area of end 
brackets are not in general to be less than those of the 
connecting stiffeners. Additionally, the stiffener proportion 
requirements of 1.18 are to be satisfied. 


1.21.4. Typical arrangements of stiffener end brackets are 
shown diagrammatically in Fig. 3.1.3. 


1.21.5 The lengths, a and b, of the arms are to be 
measured from the plating to the toe of the bracket and are to 
be such that: 

(a) a+bD22,0/p 

(b) a 20,8/, 

(c) b20,8/,p 

where a and 6 are the actual lengths of the two arms of the 
bracket, in mm, measured from the plating to the toe of the 
bracket. 


Z 


=e) 


ly = 90 (2 mm 
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Fig. 3.1.3 Stiffener end brackets 


Z_ = thesection modulus of the secondary member, in cm? 
In no case is /, to be taken as less than twice the web depth of 
the stiffener on which the bracket scantlings are to be based. 


1.21.6 The free edge of the bracket is to be stiffened 

where any of the following apply: 

(a) The section modulus, Z, exceeds 500 cms. 

(b) The length of free edge exceeds 40 times the bracket 
thickness. 

(c) The bracket is fitted at the lower end of main transverse 
side framing. 


1.21.7 Where a face flat is fitted, its breadth, 6;, is to be 
not less than: 


by = 40(1+ Z ) mm 
1000 


but not less than 50 mm 


1.21.8 Where the edge is stiffened by a welded face flat, 
the cross-sectional area of the face flat is to be not less than: 
(a) 0,009k, 6; Tg cm? for offset edge stiffening. 
(0) 0,014k, b; Tg cm? for symmetrically placed stiffening 
where 

b; = breadth of face flat, in mm 

Tp = the thickness of the bracket, in mm 
kg is as defined in 1.5.1. 


1.21.9 Where the stiffening member is lapped on to the 
bracket, the length of overlap is to be adequate to provide for 
the required area of welding. In general, the length of overlap 
is not to be less than 10 (Z mm, or the depth of stiffener, 
whichever is the greater. 


1.21.10 Where the free edge of the bracket is hollowed out, 
it is to be stiffened or increased in size to ensure that the 
modulus of the bracket through the throat is not less than that 
of the required straight edged bracket. 


1.21.11 The arrangement of the connection between the 
stiffener and the bracket is to be such that at no point in the 
connection is the actual modulus reduced to less than that of 
the stiffener with associated plating. 


1.21.12 The design of end connections and their supporting 
structure is to be such as to provide adequate resistance to 
rotation and displacement of the joint. 
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1.22 Primary member end connections 


1.22.1. | The requirements for section modulus and inertia (if 
applicable) of primary members are given in the appropriate 
Chapter. The scantling requirements for primary member end 
connections in dry spaces and in tanks of all craft types are 
generally to comply with the requirements of 1.21, taking Z as 
the section modulus of the primary member. 


1.22.2. Primary members are to be so arranged as to 
ensure effective continuity of strength, and abrupt changes of 
depth or section are to be avoided. Where members abut on 
both sides of a bulkhead, or on other members, arrangements 
are to be made to ensure that they are in alignment. Primary 
members in tanks are to form a continuous line of support and 
wherever possible, a complete ring system. 


1.22.3 The members are to have adequate lateral stability 
and web stiffening and the structure is to be arranged to 
minimise hard spots and other sources of stress concentra- 
tion. Openings are to have well rounded corners and smooth 
edges and are to be located having regard to the stress 
distribution and buckling strength of the panel. 


1.22.4 Primary members are to be provided with adequate 
end fixity by end brackets or equivalent structure. The design 
of end connections and their supporting structure is to be 
such as to provide adequate resistance to rotation and 
displacement of the joint and effective distribution of the load 
from the member. 


1.22.5 Where the primary member is supported by 
structure which provides only a low degree of restraint against 
rotation, the member is generally to be extended beyond the 
point of support and thereafter tapered and/or scarfed into 
the adjacent structure over a distance generally not less than 
two frame spaces. 


1.22.6 Where primary members are subject to concen- 
trated loads, particularly if these are out of line with the 
member web, additional strengthening may be required. 


1.22.7. The thickness of the bracket is to be not less than 
that of the primary member web. The free edge of the bracket 
is to be stiffened. 


1.22.8 Where a deck girder or transverse is connected to 
a vertical member on the shell or bulkhead, the scantlings of 
the latter may be required to be increased to provide 
adequate stiffness to resist rotation of the joint. 


1.22.9 Where a member is continued over a point of 
support, such as a pillar or pillar bulkhead stiffener, the design 
of the end connection is to be such as to ensure the effective 
distribution of the load into the support. Proposals to fit 
brackets of reduced scantlings, or alternative arrangements, 
will be considered. 


1.22.10 Connections between primary members forming a 
ring system are to minimise stress concentrations at the 
junctions. Integral brackets are generally to be radiused or well 
rounded at their toes. The arm length of the bracket, 
measured from the face of the member, is to be not less than 
the depth of the smaller member forming the connection. 


1.23 Tank boundary penetrations 


1.23.1 Where structural members pass through the 
boundary of a tank, and leakage into the adjacent space 
could be hazardous or undesirable, full penetration welding is 
to be adopted for the members for at least 150 mm on each 
side of the boundary. Alternatively a small scallop of suitable 
shape may be cut in the member close to the boundary 
outside the compartment, and carefully welded all round. 


1.24 Web stability 


1.24.1 Primary members of asymmetrical section are to be 
supported by tripping brackets at alternate secondary 
members. If the section is symmetrical, the tripping brackets 
may be four spaces apart. 


1.24.2 Tripping brackets are in general required to be fitted 
at the toes of end brackets and in way of heavy or 
concentrated loads such as the heels of pillars. See also LR’s 
Guidance Notes for Structural Details. 


1.25 Openings in the web 


1.25.1. Where openings are cut in the web, the depth of 
opening is not to exceed 50 per cent of the web depth, and 
the opening is to be so located that the edges are not less 
than 25 per cent of the web depth from the face plate. The 
length of opening is not to exceed the web depth or 60 per 
cent of the secondary member spacing, whichever is the 
greater, and the ends of the openings are to be equidistant 
from the corners of cut-outs for secondary members. Where 
larger openings are proposed, the arrangements and 
compensation required will be specially considered. 


1.25.2. Openings are to have smooth edges and well 
rounded corners. 


1.26 Continuity and alignment 


1.26.1. The arrangement of material is to be such as will 
ensure structural continuity. Abrupt changes of shape or 
section, sharp corners and points of stress concentration are 
to be avoided. 


1.26.2 Where members abut on both sides of a bulkhead 
or similar structure, care is to be taken to ensure good 
alignment. 


1.26.3 Pillars and pillar bulkheads are to be fitted in the 
same vertical line wherever possible, and elsewhere 
arrangements are to be made to transmit the out of line forces 
satisfactorily. The load at head and heel of pillars is to be 
effectively distributed and arrangements are to be made to 
ensure the adequacy and lateral stability of the supporting 
members. 


1.26.4 Continuity is to be maintained where primary 
members intersect and where the members are of the same 
depth, a suitable gusset plate is to be fitted, see Fig. 3.1.4. 
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NOTE: may be single gusset plate 


4390/211 


Fig. 3.1.4 Primary member intersection 


7.26.5 End connections of structural members are to 
provide adequate end fixity and effective distribution of the 
load into the supporting structure. 


1.26.6 The toes of brackets, etc., are not to land on 
unstiffened panels of plating. Special care is to be taken to 
avoid notch effects at the toes of brackets, by making the toe 
concave or otherwise tapering it off. See also LR’s Guidance 
Notes for Structural Details. 


1.26.7 Particular care is to be paid to the design of the end 
bracket toes in order to minimise stress concentrations. 
Sniped face plates which are welded onto the edge of primary 
member brackets are to be carried well around the radiuses 
bracket toe and are to incorporate a taper not exceeding one 
in three. Where sniped face plates are welded adjacent to the 
edge of primary member brackets, adequate cross sectional 
area is to be provided through the bracket toe at the end of 
the snipe. In general, this area measured perpendicular to the 
face plate, is to be not less than 60 per cent of the full 
cross-sectional area of the face plate, see Fig. 3.1.5. 


Bracket toe area 


Faceplate area 


4390/52 


Fig. 3.1.5 Bracket toe construction 


1.27 Arrangement with offset stiffener 


1.27.1 Where the stiffeners of the double bottom floors and 
transverse bulkheads are unconnected to the secondary 
members and offset from them (see Fig. 3.1.6) the collar 
arrangement for the secondary members are to satisfy the 
requirements of 1.28. In addition, the fillet welds attaching the 
lugs to the secondary members are to be based on a weld 
factor of 0,44 for the throat thickness. To facilitate access for 
welding the offset stiffeners are to be located 50 mm from the 
slot edge furthest from the web of the secondary member. The 
ends of the offset stiffeners are to be suitably tapered and 
softened. 


Primary member 
stiffener offset 
from secondary 
member 
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Stiffener view 'A'-'A' 


Fig. 3.1.6 Arrangement with offset stiffener 


1.27.2 Alternative arrangements will be considered on the 
basis of their ability to transmit load with equivalent 
effectiveness. Details of the calculations made and testing 
procedures are to be submitted. 


1.28 Arrangements at intersection of continuous 
secondary and primary members 


1.28.1 Cut-outs for the passage of secondary members 
through the webs of primary members, and the related 
collaring arrangements, are to be designed to minimise stress 
concentrations around the perimeter of the opening and in the 
attached hull envelope or bulkhead plating. The critical shear 
buckling stress of the panel in which the cut-out is made is to 
be investigated. Cut-outs for longitudinals will be required to 
have double lugs in areas of high stress. 


1.28.2 The breadth of cut-outs is to be as small as 
practicable, with the top edge suitably radiused. Cut-outs are 
to have smooth edges, and the corner radii are to be as large 
as practicable, with a minimum of 20 per cent of the breadth 
of the cut-out or 25 mm, whichever is the greater. It is 
recommended that the web plate connection to the hull 
envelope, or bulkhead, end in a smooth tapered ‘soft toe’. 
Recommended shapes of cut-out are shown in Fig. 3.1.7, but 
consideration will be given to other shapes on the basis of 
maintaining equivalent strength and minimising stress concen- 
tration. See also LR’s Guidance Notes for Structural Details. 
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Primary 

member 
web plate 
stiffener 


a (max. 40 mm) 


y 


(min. 20 mm) 


Primary 

member 
web plate 
stiffener 


a (max. 40 mm) 
max. 
150 mm 


0,2W 
(min. 20 mm) 


by 
For direct connection 


For lug 
0,2W 
(min. 20 mm) 


(c) 


(min. 20 mm) 4390/54 


Fig. 3.1.7 Cut-outs and connections 


1.28.3 Consideration is to be given to the provision of 
adequate drainage and unimpeded flow of air and water when 
designing the cut-outs and connection details. 


1.28.4 Asymmetrical secondary members are to be 
connected on the heel side to the primary member web plate. 
Additional connection by lugs on the opposite side may be 
required. 


1.28.5 Symmetrical secondary members are to be 
connected by lugs on one or both sides, as necessary. 


1.28.6 | Where the primary member stiffener is connected 
to the secondary member it is to be aligned with the web of 
the secondary member, except where the face plate of the 
latter is offset and abutted to the web, in which case the 
stiffener connection is to be lapped. 


1.28.7 Fabricated longitudinals having the face plate welded 
to the underside of the web, leaving the edge of the web 
exposed, are not recommended for side shell and longitudinal 
bulkhead longitudinals. Where it is proposed to fit such sections, 
asymmetrical arrangement of connection to transverse members 
is to be incorporated. This can be achieved by fitting backing 
structure on the opposite side of the transverse web or bulkhead. 


1.28.8 Where a bracket is fitted to the primary member 
web plate in addition to a connected stiffener it is to be 
arranged on the opposite side to, and in alignment with, the 
stiffener. The arm length of the bracket is to be not less than 
the depth of the stiffener, and its cross-sectional area through 
the throat of the bracket is to be included in the calculation of 
the area of the primary web stiffener in way of the connection. 
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1.28.9 Alternative arrangements will be considered on the 
basis of their ability to transmit load with equivalent 
effectiveness. Details of the calculations made and testing 
procedures are to be submitted. 


1.29 Openings 


1.29.1. | Manholes, lightening holes and other cut-outs are 
to be avoided in way of concentrated loads and areas of high 
shear. In particular, manholes and similar openings are not to 
be cut in vertical or horizontal diaphragm plates in narrow 
cofferdams or in floors and double bottom girders close to 
their span ends, or below the heels of pillars, unless the 
stresses in the plating and the panel buckling characteristics 
have been calculated and found satisfactory. 


1.29.2 | Manholes, lightening holes and other openings are 
to be suitably framed and stiffened where necessary. 


1.29.3 Air and drain holes, notches and scallops are to be 
kept at least 200 mm clear of the toes of end brackets and 
other areas of high stress. Openings are to be well rounded with 
smooth edges. Closely spaced scallops are not permitted. 
Widely spaced air or drain holes may be accepted, provided 
that they are of elliptical shape, or equivalent, to minimise stress 
concentration and are, in general, cut clear of the weld 
connection. 


1.30 Fittings and attachments, general 


1.30.1. The quality of welding and general workmanship of 
fittings and attachments as given in 1.31 and 1.32 are to be in 
accordance with Chapter 13 of the Rules for Materials. 


1.31 Bilge keels and ground bars 


1.31.1. It is recommended that bilge keels are not fitted in 
the forward 0,3Lp region on ships intended to navigate in ice 
conditions. 


1.31.2 Bilge keels are to be attached to a continuous 
ground bar as shown in Fig. 3.1.8. Butt welds in shell plating, 
ground bar and bilge keels are to be staggered. 


1.31.3 The thickness of the ground bar is to be not less 
than the thickness of the bottom shell or 6 mm, whichever is 
the greater, but need not be taken as greater than 12 mm. 


1.31.4 The material class, grade and quality of the ground 
bar are to be similar to those of the adjacent shell plating. 


1.31.5 The ground bar is to be connected to the shell with 
a continuous fillet weld and the bilge keel to the ground bar 
with a light continuous fillet weld. 


1.31.6 Direct connection between ground bar butt welds 
and shell plating, and between bilge keel butt welds and 
ground bar is to be avoided. 


1.31.7 The end details of bilge keels and intermittent bilge 
keels, where adopted, are to be as shown in Fig. 3.1.9. 


Shell plating 


As close as 
practicable 


Hole diameter 
> 25mm and >W 

2) 
5 


A 


) 4390/5: 


Fig. 3.1.8 Bilge keel construction 


1.31.8 The ground bar and bilge keel ends are to be 
tapered or rounded. Where the ends are tapered, the tapers 
are to be gradual with ratios of at least 3:1, see Figs. 3.1.9(a) 
and (b). Where the ends are rounded, details are to be as 
shown in Fig. 3.1.9(c). Cut-outs on the bilge keel web within 
zone ‘A’ (see Fig. 3.1.9(b)) are not permitted. 


1.31.9 The end of the bilge keel web is to be between 
50 mm and 100 mm from the end of the ground bar, see 
Fig. 3.1.9(a). 


71.31.10 An internal transverse support is to be positioned 
as close as possible to halfway between the end of the bilge 
keel web and the end of the ground bar, see Fig. 3.1.9(b). 


1.31.17. Where an internal longitudinal stiffener is fitted in 
line with the bilge keel web, the longitudinal stiffener is to 
extend to at least the nearest transverse member outside 
zone ‘A’, see Fig. 3.1.9(b). In this case, the requirement of 
1.31.10 does not apply. 


1.81.12 For craft over 65 m in length, Lp, holes are to be 
drilled in the bilge keel butt welds. The size and position of 
these holes are to be as illustrated in Fig. 3.1.8. Where the 
butt weld has been subject to non-destructive examination 
the stop hole may be omitted. 


1.31.13 Bilge keels of a different design from that shown in 
Fig. 3.1.8 and Fig. 3.1.9 will be specially considered. 


1.31.14 Within zone ‘B’ (See Fig. 3.1.9(a)), welds at the ends 
of the ground bar and the bilge plating, and at the ends of the 
bilge keel web and ground bar, are to have weld factors of 
0,44 and 0,34 respectively. These welds are to be ground and 
to blend smoothly with the base materials. 


1.37.15 A plan of the bilge keels is to be submitted for 
approval of material grades, welded connections and detail 
design. 
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bilge keel web 


The width of flat ground bars is to be 
sufficiently small to facilitate good quality 
welding to the shell 


taper 3:1 (minimum) grounel Bat 


shell plating 


( 
rill — 
2r = ground bar width 7 : 


Alternative end detail of ground bar 


min. 50 mm 


max. 100 mm 


bilge keel web 
ground bar 


BOS NANA AINA NISNISISASA SSSA SSAA SAN SSSSSSSSAUSSSAS SSS SS SASSSSSASSSSSSSSSSS NSS ASS SNS 
\AZ LALLA LLP LLL LOLLY LLL LL LL LL LL LL LL LLL LA LLL TD LOLA ALLA ALLA LL LOL ILD 
1 


3H (minimum) 


internal longitudinal stiffener shell plating 
(if fitted) 


internal transverse internal transverse 
member member 


bilge keel web 
” ground bar 


3H (minimum) 


hell plati 
5794/01 Ree 


Fig. 3.1.9 Bilge keel end design 
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1.32 Other fittings and attachments 


7.32.1. Gutterway bars at the upper deck are to be so 
arranged that the effect of main hull stresses on them is 
minimised. 


1.32.2 Minor attachments, such as pipe clips, staging lugs 
and supports, are generally to be kept clear of toes of end 
brackets, corners of openings and similar areas of high stress. 
Where connected to asymmetrical stiffeners, the attachments 
may be in line with the web provided the fillet weld leg length is 
clear of the offset face plate or flange edge. Where this cannot 
be achieved the attachments are to be connected to the web, 
and in the case of flanged stiffeners they are to be kept at least 
25 mm clear of the flange edge. On symmetrical stiffeners, they 
may be connected to the web or to the centreline of the face 
plate in line with the web. 


7.82.3 Where necessary in the construction of the craft, 
lifting lugs may be welded to the hull plating but they are not 
to be slotted through. Where they are subsequently removed, 
this is to be carried out by mechanical cutting close to the 
plate surface, and the remaining material and welding ground 
off. After removal the area is to be carefully examined to 
ensure freedom from cracks or other defects in the plate 
surface. 


a Section 2 
Minimum thickness requirements 


2.1 General 


2.1.1 The thickness of plating and stiffeners determined 
from the Rule scantling requirements is in no case to be less 
than that given in Table 3.2.1 for the craft type. 


2.1.2 In addition, where plating contributes to the global 
strength of the craft, the thickness is to be not less than that 
required to satisfy the global strength requirements detailed 
in Chapter 6. 


2.2 Corrosion margin 


2.2.1 The minimum thicknesses given in Table 3.2.1 are 
based on the assumption that there is negligible loss in 
strength by corrosion. Where this is not the case the minimum 
thickness will be specially considered. 


2.3 Impact consideration 


2.3.1 Due consideration is to be given to the scantlings 
of all structure which may be subject to local impact loadings. 
Impact testing may be required to be carried out at the 
discretion of LR to demonstrate the suitability of the proposed 
scantlings for a particular application. 


2.4 Sheathing 


2.4.1 Areas of shell and deck which are subject to 
additional wear by abrasion, e.g. from passenger routes, 
working areas of fishing vessels, forefoot region, etc., are to 
be suitably protected by local reinforcement or sheathing. This 
sheathing may be of timber, rubber, steel, additional layers of 
reinforcement, etc., as appropriate. Details of such sheathing 
and the method of attachment are to be submitted for 
consideration. 


2.4.2 The attachment of sheathing by mechanical means 
such as bolting or other methods is not to impair the water- 
tight integrity of the craft. Through bolting of the hull is to be 
kept to a minimum and avoided where practicable. The 
design arrangements in way of any through bolting are to be 
such that damage to the sheathing will not impair the 
watertight integrity of the hull. 


2.5 Operation in ice 


2.5.1 The minimum plating thickness of craft intended for 
operation in ice conditions is to comply with Ch 5,7. 
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Table 3.2.1 


Item 


Minimum thickness requirements 


Minimum thickness (mm) 


Mono-hull 


Hydrofoil 


Rigid inflatable boat (RIB) 


Shell envelope 
Bottom shell plating 


okms (0.4 4LR + 2,0) = 3,50 


OKms (0,4 4 LR + 2,0) 2 3,50 


oO Kms (0,4 4 Lp + 2,0) 2 3,50 


Side shell plating 


ofkms 0,38 {LR + 1,2) > 3,00 


okms (0,38 VLR + 1,2) > 3,00 


ofkms 0,38 {LR + 1,2) > 3,00 


Single bottom structure 
Centre girder web 


oifkms (08 {LR + 1,0) > 4,00 


okms (0,8 LR + 1,0) > 4,00 


@ {kms (0,8 [LR + 1,0) = 4,00 


Floor webs 


OV Kg (0,6 4 LR + 0,8) 2 3,50 


OKs (0,6 Lp 4 


+ 0,8) = 3,5 


(0) Kms (0,6 Lp + 0,8) = 3,5@ 


Side girder webs 


of kms (0,6 {LR + 0,8) > 3,50 


onfkms 0,6 LR 4 


+ 0,8) = 3,5 


oKkms (0,6 {LR + 0,8) > 3,50 


Double bottom structure 
Centre girder 


(1) Within 0,4/p amidships 


(2) Outside 0,4LR amidships 


olfkns (0,8 4 LR 4 
orf kms 0,7 [Lp + 1,0) = 4,00 


offkns 0,8 Lp 4 
oifkms 0,7 LR 4 


+ 1,0) > 4,00 


oifkms (0,8 YLR + 1,0) = 4,00 
@ kms 0,7 {LR + 1,0) = 4,00 


Floors and side girders 


okms (0,6 {LR + 0,8) > 3,50 


ofkms (0,6 {Lp 4 


+ 0,8) = 3,5 


ofkms (0.6 4 LR + 0,8) > 3,50 


Inner bottom plating 


onkns 0.5 {Lp + 1,0) = 2,50 


ofkms 0,5 {LR 4 


+ 1,0) = 2,5 


(0) King (0,5 4/LR + 1,0) = 2,50 


Bulkheads 
Watertight bulkhead plating 


okms (0.33 [LR + 1,0) > 2,50 


okms (0,33 {LR 


+ 1,0) = 2,5@ 


oifkms (0:33 [Lp + 1,0) > 2,50 


Deep tank bulkhead plating 


OV kms (0,38 YLp + 1,2) 2 3,00 


oifkms 0,38 {LR + 1,2) > 3,00 


otkms (0,38 {LR + 1,2) > 3,00 


Deck plating and stiffeners 
Strength/Main deck plating 


okms (0,38 LR + 1,2) > 3,00 


oNkms (0.38 LR + 1,2) > 3,00 


okms (0,38 {LR + 1,2) > 3,00 


Lower deck/Inside deckhouse 


© kms (0,18 [LR + 1,7) > 2,00 


okns (0,18 (LR + 1,7) > 2,00 


onkms (0,18 4 LR + 1,7) 2 2,00 


Superstructures and deckhouses 
Superstructure side plating 


olkms 0.3 VLR + 1,0) > 2,00 


o kms (0.3 VLR + 1,0) > 2,00 


oVkms 0,3 VLR + 1,0) > 2,00 


Deckhouse front 1st tier 


4] kg (0,47 VLR + 1,5) = 3,0 


oO | Kg (0,47 / LR 


+ 1,5) = 3,0@ 


@fkms 0.474 LR + 1,5) > 3,00 


Deckhouse front upper tiers 


ofkme (0,42 {LR + 1,3) > 3,00 


ofkms (0,42 LR 


+ 1,3) 2 3,00 


0,424 LR + 1,3) > 3,00 


Deckhouse aft 


okms 0.2 {LR + 0,6) > 2,00 


@ V Kms (0,2 4) Lp + 0,6) = 2,00 


0,2 | Lp + 0,6) 2 2,00 


Pillars 
Wall thickness of tubular pillars 


o {kms 0,05, 


o {kms 0,050, 


o {kms 0,050, 


Wall thickness of rectangular pillars 


o [king 0,05bp 


© kms 0,05, 


(0) VKmsg 0,05d1, 


Symbols 


service type correction factor as determined from Table 3.2.2 


635/(6, + Gy) 


specified minimum yield strength of the material, in N/mm2 
specified minimum ultimate tensile strength of the material, in N/mm2 
minimum breadth of cross section of hollow rectangle pillar, in mm 

= outside diameter of tubular pillar, in mm 


p 
Lp is as defined in 1.5.1. 
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Table 3.2.2 Service type correction factor (o) 


Service type notation 


Cargo 


Passenger 
Patrol 
Pilot 


Yacht 


Workboat MFV 


ie Section 3 
Shell envelope plating 


3.1 General 


3.1.1 The requirements of this Section are applicable to 
longitudinally and transversely framed shell envelope plating. 


Ro fa ere The thickness of the shell envelope plating is in no 
case to be less than the appropriate minimum requirement 
given in Section 2. 


3.2 Plate keel 


3.2.1 The breadth, 6,, and thickness, t,, of the plate keel 
are not to be taken as less than: 


b, = 7,0LR3 +340 mm 
alk, 1,35LR°45 mm 


tk 
where 
Lp and k, are as defined in 1.5.1. 


3.2.2 In no case is the thickness of the plate keel to be 
less than that of the adjacent bottom shell plating. 


3.2.3 The width and thickness of the plate keel are to be 
maintained throughout the length of the craft from the 
transom to a point not less than 25 per cent of the freeboard 
(measured at the forward perpendicular) above the deepest 
load waterline on the stem. Thereafter the keel thickness may 
be reduced to that required by 3.3.1 for the stem. 


3.2.4 For large or novel craft and for yachts with 
externally attached ballast keels, the scantlings of the keel will 
be specially considered. 


3.2.5 For bar keels, see 5.2.2. 


3.3 Plate stem 


3.3.1 The thickness of plate stems, tg, is not to be taken 
as less than: 


ts = afk, (0,1Lp +3) mm 
where 
Lp and k, are as defined in 1.5.1. 


3.3.2 In no case is the thickness of the plate stem to be 
taken as less than the thickness of the adjacent shell plating. 


3.3.3 Plate stems are to be supported by horizontal 
diaphragms, and where the stem radius is large, a centreline 
stiffener or web may be required. Where this is impracticable 
due to fabrication access considerations, alternative 
supporting arrangements will be specially considered 


3.3.4 For large or novel craft the scantlings of the stem 
will be specially considered. 


3.3.5 The breadth of plate stems is to be not less than 
the width of keel as required by 3.2.1. 


3.4 Bottom shell plating 


3.4.1 The thickness of the bottom shell plating is to be 
determined from the general plating equation given in 1.16 
using the design pressure from Pt 5, Ch 3,3.1 or Pt 5, 
Ch 4,3.1 for non-displacement or displacement craft as 
appropriate. 


3.4.2 For all craft types the minimum thickness 
requirement for bottom shell plating, see Fig. 3.3.1, as 
detailed in Section 2, is to extend to the chine line or 150 mm 
above the static load waterline, whichever is the greater. 


Bottom shell carried up to chine or 150 mm 
above LWL whichever is the greater 


LWL 


4390/197 


Fig. 3.3.1 


Extent of bottom shell 


3.5 Side shell plating 


3.5.1 The thickness of the side shell plating is to be 
determined from the general plating equation given in 1.16 
using the design pressure from Pt 5, Ch 3,3.1 or Pt 5, 
Ch 4,3.1 for non-displacement or displacement craft as 
appropriate. 
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3.6 Sheerstrake 


3.6.1 The sheerstrake is generally to be taken as the side 
shell, locally reinforced in way of deck/hull connection and 
fender attachment. The amount of local reinforcement will be 
dependent upon the arrangement of structure and the 
proposed service. 


3.6.2 The fendering arrangements for all craft types are 
the responsibility of the designers/Builders and are outside 
the scope of classification. 


3.6.3 Where the pressure or impact loadings that a 
particular type of craft will experience in service are 
considered by the Builder, or subsequent Owner, to be not 
covered by or be greater than those indicated in Part 5 of the 
Rules, details of the loadings together with the calculations of 
how these will be satisfactorily distributed into the craft’s 
structure, are to be submitted for consideration with the 
relevant construction plans. 


3.6.4 The arrangements indicated in 3.6.5, 3.6.6, 4.18.2 
and 4.18.3 for pilot and fishing craft are for the guidance of 
the Builder and subsequent Owners/operators of the craft. 
Where the intended service for either of these types of craft, or 
other types of craft which may be subject to loadings resulting 
from contact with other craft, jetties or similar loading or 
boarding facilities, is such that the loadings are greater than 
those that can be satisfactorily distributed into the craft’s 
structure by the arrangements indicated, the strengthening 
arrangements are to be increased accordingly. 


3.6.5 For pilot craft which may be subject to repeated 
impact loadings from contact with other craft etc., the 
sheerstrake plating is to be increased locally by not less than 
50 per cent of the side shell thickness. The increased 
thickness is to extend from the bow aft over a distance of 
0,83LpR or 500 mm aft of the point at which the deckline 
reaches its greatest breadth, whichever is the greater and 
forward of the quarter and over the transom for a distance of 
0,075Lp or 1,0 m, whichever is the greater. It is in general to 
extend from the deck edge to below the first longitudinal stiff- 
ener, or a vertical distance equivalent to 1/3 the freeboard 
height whichever is the greater. The additional thickness is 
then to be tapered out to the side shell thickness in accor- 
dance with the Rules. 


3.6.6 Fishing craft are in general to have their shell 
plating scantlings as required to satisfy the Rule loadings, 
increased by 20 per cent. Additionally the side shell is not to 
be taken less than as bottom shell thickness, and where there 
are gallows, gantries, nets, or lines etc., the plating in way is 
to be further increased locally and/or suitably protected by 
sheathing or other means. 


3.6.7 Individual consideration will be given to lesser 
scantlings than those required by 3.6.3. for fishing craft used 
for pleasure, light duties, etc.; details of the service are to be 
submitted. 


3.6.8 Where a rounded sheerstrake is adopted the radius 
is, in general, to be not less than 15 times the thickness. 


3.6.9 The sheerstrake thickness is to be increased by 
20 per cent at the ends of a bridge superstructure extending 
out to the craft’s side. In the case of a bridge superstructure 
exceeding 0,15Lp, the side plating at the ends of the super- 
structure is also to be increased by 25 per cent and tapered 
gradually into the upper deck sheerstrake. 


3.6.10 — In general, compensation will not be required for 
openings in the sheerstrake which are clear of the gunwale or 
deck openings and whose depth does not exceed 20 per 
cent of the depth of the sheerstrake. Openings are not to be 
cut in a rounded gunwale. 


3.7 Chines 


3.7.1 The chine plate thickness is to be equivalent to the 
bottom shell thickness required to satisfy the Rule pressure 
loading, increased by 20 per cent, or 6 mm, whichever is the 
greater. 


3.7.2 Where tube is used in chine construction, the 
minimum wall thickness is to be not less than the thickness 
of the bottom shell plating increased by 20 per cent. 


3.7.3 Full penetration welding of shell plating in way of 
chines is always to be maintained. 


3.7.4 Chine details are to be such that the continuity of 
structural strength across the panel is maintained. Details of 
chines are to be submitted for consideration. See also LR’s 
Guidance Notes for Structural Details. 


3.8 Skegs 


3.8.1 The thickness of the skeg plating is to be not less 
than the thickness of the adjacent bottom shell and addition- 
ally is to satisfy the requirements for solepieces given in Pt 3, 
Ch 3,3. 


3.9 Transom 


3.9.1 The thickness of the stern or transom is to be not 
less than that required for the side or bottom shell as 
appropriate. Where water jet or sterndrive units are fitted, the 
scantlings of the plating in way of the nozzles and connec- 
tions will be specially considered. 


3.10 Fin and tuck 


3.10.1. The thickness of the plating is to be increased 
locally in way of the fin and tuck areas of yachts which have 
either internal fixed ballast or external attached ballast keels. 


3.10.2 The plating thickness is to be not less than 
1,25 times the thickness of the adjacent shell plating but need 
not be greater than the plate keel thickness as required by 
3.2. 
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3.11 Shell openings 


3.11.1. Sea-inlets, or other openings, are to have well 
rounded corners and, so far as is practicable, are to be kept 
clear of the bilge radius, chine or radiused sheerstrake. 
Arrangements are to be made to maintain the strength in way 
of the openings. 


3.11.2 Openings on or near the bilge radius may be 
accepted provided that they are of elliptical shape, or 
equivalent, to minimize stress concentrations and are, in 
general, to be cut clear of weld connections. 


3.12 Sea inlet boxes 


3.12.1. The thickness of the sea inlet box plating is to be 
2 mm thicker than the adjacent shell plating, or 6 mm, 
whichever is the greater. 


3.13 Local reinforcement/Insert plates 


3.13.1 The thickness of the shell envelope plating 
determined in accordance with 3.4 and 3.5 is to be increased 
locally, by generally not less than 50 per cent in way of 
sternframe, propeller brackets, rudder horn, stabilisers, hawse 
pipes, anchor recess, etc. Details of such reinforcement are 
to be submitted for approval. 


3.13.2 Insert plates are to extend outside the line of 
adjacent supporting structure and then be tapered over a 
distance of not less than three times the difference in 
thickness, see also Ch 2,4.22. 


3.14 Appendages 


3.14.1. The scantlings of appendages will be subject to 
special consideration on the basis of the Rules and the design 
loadings anticipated, but are, in no case, to be taken as less 
than that of the surrounding structure. 


3.15 Fender attachment 


3.15.1 | Wood belting and fenders are to be bolted to lugs 
welded to a ground bar attached to the shell and not 
through-bolted to the shell plating. 


3.16 Novel features 


3.16.1. Where the Rules do not specifically define the 
requirements for novel features then the scantlings and 
arrangements are to be determined by direct calculation. 
Such calculations are to be carried out on the basis of the 
Rules or recognised standards. Details are to be submitted 
for consideration. 


a Section 4 
Shell envelope framing 


4.1 General 


4.1.1 The requirements in this Section apply to 
longitudinally and transversely framed shell envelopes. 


4.1.2 For each stiffening member an assumed load 
model is stated. Where the proposed stiffener arrangement 
differs from that assumed, consideration will be given to an 
alternative load model. 


4.1.3 The geometric properties of stiffener sections are 
to be in accordance with 1.18. 


4.2 Bottom longitudinal stiffeners 


4.2.1 Bottom longitudinal stiffeners are to be supported 
by bottom transverse web frames, floors, bulkheads, or other 
primary structure, generally spaced not more than 2 m apart. 


4.2.2 Bottom longitudinals are to be continuous through 
the supporting structures. 


4.2.3 Where it is impracticable to comply with the 
requirements of 4.2.2, or where it is proposed to terminate the 
bottom longitudinals in way of the transom, bulkheads or 
integral tank boundaries, they are to be bracketed in way of 
their end connections to maintain the continuity of structural 
strength. Particular care is to be taken to ensure accurate 
alignment of the brackets. 


4.2.4 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in 1.17, using the design pressures from Pt 5, Ch 3,3.14 
or Pt 5, Ch 4,3.1 for non-displacement or displacement craft 
as appropriate, and the coefficients ®7, ®;, and ®, as 
detailed in Table 3.1.1 for the load model (b). 


4.3 Bottom longitudinal primary stiffeners 


4.3.1 Bottom longitudinal primary stiffeners are to be 
supported by bottom deep transverse web frames, floors, 
bulkheads, or other primary structure, generally spaced not 
more than 6 m apart. 


4.3.2 Bottom longitudinal primary stiffeners are to be 
continuous through transverse bulkheads and supporting 
structures. 


4.3.3 Where it is impracticable to comply with the 
requirements of 4.3.2, or where it is proposed to terminate the 
stiffeners in way of the transom, bulkheads or integral tank 
boundaries, they are to be bracketed in way of their end 
connections to maintain the continuity of structural strength. 
Particular care is to be taken to ensure accurate alignment of 
the brackets. All brackets are to be ‘soft toed’ and are to 
terminate on suitable supporting structure capable of carry- 
ing the transmitted bending moment. 
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4.3.4 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in 1.17, using the design pressures from Pt 5, Ch 3,3.1 
or Pt 5, Ch 4,3.1 for non-displacement or displacement craft 
as appropriate, and the coefficients ®7, ®;, and ®, as 
detailed in Table 3.1.1 for the load model (a). 


4.4 Bottom transverse stiffeners 


4.4.1 Bottom transverse stiffeners are defined as local 
stiffening members which support the bottom shell, and which 
may be continuous or intercostal. 


4.4.2 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in 1.17, using the design pressures from Pt 5, Ch 3,3.1 
or Pt 5, Ch 4,3.1 for non-displacement or displacement craft 
as appropriate, and the coefficients ®7, ®;, and ®, as 
detailed in Table 3.1.1 for the load model (b). 


4.5 Bottom transverse frames 


4.5.1 Bottom transverse frames are defined as stiffening 
members which support the bottom shell. They are to be 
effectively continuous and bracketed at their end connections 
to side frames and bottom floors as appropriate. 


4.5.2 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in 1.17, using the design pressures from Pt 5, Ch 3,3.14 
or Pt 5, Ch 4,3.1 for non-displacement or displacement craft 
as appropriate, and the coefficients ®z, ®;, and ®, as 
detailed in Table 3.1.1 for the load model (a). 


4.6 Bottom transverse web frames 


4.6.1 Bottom transverse web frames are defined as 
primary stiffening members which support bottom shell 
longitudinals. They are to be continuous and substantially 
bracketed at their end connections to side web frames and 
bottom floors. 


4.6.2 Where it is impracticable to comply with the 
requirements of 4.6.1, or where it is proposed to terminate the 
bottom transverse web frames in way of longitudinal primary 
girders, bulkheads or integral tank boundaries, they are to be 
bracketed in way of their end connections to maintain the 
continuity of structural strength. Particular care is to be taken 
to ensure accurate alignment of the brackets. All brackets are 
to be ‘soft toed’ and are to terminate on suitable supporting 
structure capable of carrying the transmitted bending 
moment. 


4.6.3 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in 1.17, using the design pressures from Pt 5, Ch 3,3.1 
or Pt 5, Ch 4,3.1 for non-displacement or displacement craft 
as appropriate, and the coefficients ®7, ®;, and ®, as 
detailed in Table 3.1.1 for the load model (a). 


4.7 Side longitudinal stiffeners 


4.7.1 The side longitudinal stiffeners are to be supported 
by side transverse web frames, bulkheads, or other primary 
structure, generally spaced not more than 2 m apart. 


4.7.2 Side longitudinals are to be continuous through the 
supporting structures. 


4.7.3 Where it is impracticable to comply with the 
requirements of 4.7.2, or where it is proposed to terminate the 
side longitudinal in way of the transom, bulkheads or integral 
tank boundaries, they are to be bracketed in way of their end 
connections to maintain the continuity of structural strength. 
Particular care is to be taken to ensure accurate alignment of 
the brackets. 


4.7.4 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in 1.17, using the design pressures from Pt 5, Ch 3,3.1 
or Pt 5, Ch 4,3.1 for non-displacement or displacement craft 
as appropriate, and the coefficients ®7, Bj, and M, as 
detailed in Table 3.1.1 for the load model (b). 


4.8 Side longitudinal primary stiffeners 


4.8.1 Side longitudinal primary stiffeners are to be 
supported by side transverse web frames, bulkheads, or other 
primary structure, generally spaced not more than 6 m apart. 


4.8.2 Side longitudinal primary stiffeners are to be 
continuous through transverse bulkheads and supporting 
structures. 


4.8.3 Where it is impracticable to comply with the 
requirements of 4.8.2, or where it is proposed to terminate the 
side longitudinal in way of the transom, bulkheads or integral 
tank boundaries, they are to be bracketed in way of their end 
connections to maintain the continuity of structural strength. 
Particular care is to be taken to ensure accurate alignment of 
the brackets. All brackets are to be ‘soft toed’ and are to 
terminate on suitable supporting structure capable of carry- 
ing the transmitted bending moment. 


4.8.4 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in 1.17, using the design pressures from Pt 5, Ch 3,3.1 
or Pt 5, Ch 4,3.1 for non-displacement or displacement craft 
as appropriate, and the coefficients ®7, ®;, and ®, as 
detailed in Table 3.1.1 for the load model (a). 


4.9 Side transverse stiffeners 
4.9.1 Side transverse stiffeners are defined as local 


stiffening members supporting the side shell and may be 
continuous or intercostal. 
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4.9.2 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in 1.17, using the design pressures from Pt 5, Ch 3,3.1 
or Pt 5, Ch 4,3.1 for non-displacement or displacement craft 
as appropriate, and the coefficients ®7, ®;, and ®, as 
detailed in Table 3.1.1 for the load model (b). 


4.10 Side transverse frames 


4.10.1 Side transverse frames are defined as stiffening 
members supporting the side shell and spanning continuously 
between bottom floors/frames and decks. They are to be 
effectively constrained against rotation at their end connec- 
tions. 


4.10.2 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in 1.17, using the design pressures from Pt 5, Ch 3,3.1 
or Pt 5, Ch 4,3.1 for non-displacement or displacement craft 
as appropriate, and the coefficients ®z, ®;, and ®, as 
detailed in Table 3.1.1 for the load model (a). 


4.11 Side transverse web frames 


4.11.1 Side transverse web frames are defined as primary 
stiffening members which support side shell longitudinals. 
They are to be continuous and substantially bracketed at their 
head and heel connections to deck transverses and bottom 
web frames respectively. 


4.11.2 Where it is impracticable to comply with the 
requirements of 4.11.1, or where it is proposed to terminate 
the web frames in way of side longitudinal primary stiffeners, 
bulkheads or integral tank boundaries, they are to be 
bracketed in way of their end connections to maintain the 
continuity of structural strength. Particular care is to be taken 
to ensure accurate alignment of the brackets. All brackets are 
to be ‘soft toed’ and are to terminate on suitable supporting 
structure capable of carrying the transmitted bending 
moment. 


4.11.3. The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in 1.17, using the design pressures from Pt 5, Ch 3,3.1 
or Pt 5, Ch 4,3.1 for non-displacement or displacement craft 
as appropriate, and the coefficients ®7, ®;, and ®, as 
detailed in Table 3.1.1 for the load model (a). 


4.12 Grouped frames 


4.12.1 For the purposes of satisfying Rule scantling 
requirements, frames may, subject to agreement by LR, be 
grouped. The number of frames in any group shall not in 
general exceed five. The summation of the section moduli and 
inertia for the group of frames is not to be less than the 
summation of the Rule requirement for the individual framing 
members. In addition, in no case is the proposed scantling of 
an individual framing member within the group to be less than 
ninety per cent of the Rule value for that member. 


4.13 Grillage structures 


4.13.1 For complex girder systems, a complete structural 
analysis using numerical methods may have to be performed 
to demonstrate that the stress levels are acceptable when 
subjected to the most severe and realistic combination of 
loading conditions intended. 


4.13.2 General or special purpose computer programs or 
any other analytical techniques may be used provided that the 
effects of bending, shear, axial and torsion are properly 
accounted for and the theory and idealisation used can be 
justified. 


4.13.3 In general, grillages consisting of slender girders 
may be idealised as frames based on beam theory provided 
proper account of the variations of geometric properties is 
taken. For cases where such an assumption is not applica- 
ble, finite element analysis or equivalent methods may have 
to be used. 


4.14 Combined framing systems 


4.14.1. Where longitudinal and transverse primary stiffen- 
ers form grillage structures the scantlings may be derived in 
accordance with 4.13. 


4.15 Floating framing systems 


4.15.1 Floating framing systems, where proposed, will be 
subject to special consideration. 


4.16 Frame struts 


4.16.1 Where struts are fitted to side shell transverse web 
frames or longitudinal primary stiffeners to carry axial loads, 
the strut cross-sectional area is to be derived as for pillars in 
Section 10. If fitted at the stiffener half span point, the stiff- 
ener section modulus may be taken as half the modulus 
derived above. 


4.16.2 Design of end connections is to be such that the 
area of the welding is to be not less than the minimum cross- 
sectional area of the strut derived in 4.16.1. To achieve this, 
full penetration welding may be required. The weld connec- 
tions between the face flats and webs of the pillar supporting 
structure are to be welded using double continuous welding 
of an equivalent area to that derived by 4.16.1. 


4.17 Arrangements and details 


4.17.1. The arrangement of the connection between the 
stiffener and the bracket is to be such that at no point in the 
connection are the section modulus and inertia reduced to 
less than that of the stiffener with associated plating. 


4.17.2 The web stability, openings in the web and 
continuity and alignment are to be in accordance with 1.24, 
1.25 and 1.26 respectively. 
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4.17.3. Secondary and primary end connections and 
arrangements at intersection of continuous secondary and 
primary members are to be in accordance with 1.20, 1.22 and 
1.28, respectively. 


4.17.4  Stiffeners in slamming areas are to be lugged or 
bracketed. 


4.18 Structure in way of fenders 


4.18.1 Forcraft, including pilot boats and fishing vessels, 
which may be subject to repeated impact loadings from 
contact with other craft whilst in service, due consideration is 
to be given to increasing the scantlings of stiffening members 
in way of fenders. Details of anticipated loadings and calcula- 
tions for the required increased scantlings are to be 
submitted, see a/so 3.6.3 and 3.6.4. 


4.18.2 Pilot craft are to be fitted with large knees in way of 
the sheerstrake in areas as indicated in 3.6. The knees are to 
be aligned between the transverse frames and the deck 
beams. In the case of longitudinally framed craft, intermediate 
knees are to be fitted with a spacing in general not greater 
than 500 mm. Where such intermediate brackets are fitted 
they are to terminate on a side longitudinal with a section 
modulus of, in general, twice that of the Rule longitudinal for 
the web frame spacing, and a deck longitudinal. The side 
longitudinal is to be positioned below any fendering to carry 
the heel of the knee. Consideration will be given to the 
termination of such brackets by use of a ‘soft-toe’ in way of 
the deck. The thickness of the webs for these knees is to be 
twice that required by 1.21. 


4.18.3 Fishing craft engaged in pair trawling and other 
modes of fishing, and which may be subject to repeated 
impact loading from contact with the other craft are to have 
additional stiffening fitted in way of the impact areas. This may 
be in the form of large knees, intermediate knees, substantial 
fendering/rubbing strakes. 


4.19 Novel features 
4.19.1 The scantlings are to be determined by direct 


calculation where the shell framing is of unusual design, form 
or proportions. 


| Section 5 
Single bottom structure and 
appendages 


5.1 General 
Obst The requirements of this Section provide for single 


bottom construction in association with transverse and 
longitudinal framing systems. 


5.1.2 All girders are to extend as far forward and aft as 
practicable and care is to be taken to avoid any abrupt 
discontinuity. Where girders are cut at bulkheads, their 
longitudinal strength is to be maintained. 


5.1.3 Particular care is to be taken to ensure that the 
continuity of structural strength in way of the intersection of 
transverse floors and longitudinal girders is maintained. The 
face flats of such stiffening members are to be effectively 
connected. 


5.1.4 The single bottom structure in way of the keel and 
girders is to be sufficient to withstand the forces imposed by 
dry-docking the craft. 


5.7.5 The scantlings of the single bottom structure are to 
comply with the appropriate minimum requirements given in 
Section 2. 


5.2 Keel 


5.2.1 The breadth, and thickness of plate keels are to 
comply with the requirements of 3.2. 


5.2.2 The cross-sectional area, A,, and thickness, t,, of 
bar keels are not, in general, be taken as less than: 


Ax = k (Lp + 1) cm? 


alk, (0,5LR +6) mm 


tk 
where 
Lp and k, are as defined in 1.5.1. 


5.3 Centre girder 


5.3.1 A centreline girder is, in general, to be fitted 
throughout the length of the hull in association with transverse 
frames, transverses supporting longitudinals or where the 
breadth of floors at the upper edge is greater than 1,5 m. 


5.3.2 Centreline girders are to be formed of intercostal or 
continuous plate webs with a face flat welded to the upper 
edge. In all cases the face flat is to be continuous. Where 
girder webs are intercostal, additional bracketing and local 
reinforcement will be required to maintain the continuity of 
structural strength. 


5.3.3 The web depth of the centre girder is in general to 
be equal to the depth of the floors at the centreline as 
specified in 5.5.3. 


5.3.4 The web thickness, ty, is to be taken not less than: 


ty = Afke (/L8 é 1) mm 
where 
Lp and k, are as defined in 1.5.1. 


5.3.5 The geometric properties of the centre girder are to 
be in accordance with 1.18. 
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5.3.6 The face flat area of the centre girder, A;, is to be 
not less than: 


A; = 0,3LR kg cm2 


where 
Lp and k, are as defined in 1.5.1. 


5.3.7 The face flat area of the centre girder outside 0,5Lp 
may be 80 per cent of the value given in 5.3.6. 


5.3.8 The face flat thickness is to be not less than the 
thickness of the web. 


5.3.9 The ratio of the width to thickness of the face flat is 
to be not less than 8 but is not to exceed 16. 


5.3.10 — Additionally, the requirements of 4.3 for bottom 
longitudinal primary stiffeners are to be complied with. 


5.4 Side girders 


5.4.1 Where the floor breadth at the upper edge exceeds 
6,0 m side girders are to be fitted at each side of the centre 
girder such that the spacing between the side and centre 
girders or between the side girders themselves is not greater 
than 3 metres. Side girders where fitted are to extend as far 
forward and aft as practicable and are, in general, to termi- 
nate in way of bulkheads, deep floors or other primary 
transverse structure. 


5.4.2 The web thickness of side girders is to be taken as 
not less than: 


ty = Af(kgLR) mm 


where 
Lp and k, are as defined in 1.5.1. 


5.4.3 The face flat area and thickness of side girders are 
to comply with the requirements for plate floors as defined in 
5.5.6 and 5.5.7. 


5.4.4 Watertight side girders and side girders forming the 
boundaries of tank spaces, are also to comply with the 
requirements for watertight bulkheads and deeptanks as 
detailed in 7.3 and 7.5 respectively. 


5.4.5 In the engineroom, additional side girders are 
generally to be fitted in way of main machinery seatings. 
Where fitted, they are to be integrated into the structure of the 
craft and extended forward and aft as far as practicable. 


5.4.6 Additionally, the requirements of 4.3 for bottom 
longitudinal primary stiffeners are to be complied with. 
5.5 Floors general 


5.5.1 In transversely framed craft, plate floors are gener- 
ally to be fitted at each frame. 


5.5.2 In longitudinally framed craft, plate floors are to be 
fitted at every transverse web frame and generally at a 
spacing not exceeding 2 m. Additional transverse floors or 
webs are in general to be fitted at half web-frame spacing in 
way of engine seatings and thrust bearings, pillars, skegs, 
ballast/bilge keels and the bottom of the craft forward. 


5.5.3 The overall depth, aj, of plate floors at the centreline 
is not to be taken as less than: 
when B < 10m dad; = 40 (8 + 0,85D) mm 
when B > 10m d; = 40 (1,58 + 0,85D) — 200 mm 
where 
Dis defined in Pt 3, Ch 1,6.2.6 
Bis as defined in 1.5.1. 


5.5.4 The web thickness, ty, of plate floors, is to be 
accordance with 1.18 and is to be taken as not less than: 


3,4d, )( 3 
t = a/k 2,25 0,5) mm 
w = V%s (Se . 7000” 


where 
d; is to be determined from 5.5.3 
k, and s are as defined in 1.5.1. 


5.5.5 If the side frames of the craft are attached to the 
floors by brackets, the depth of floor may be reduced by 
15 per cent and the floor thickness determined using the 
reduced depth. The brackets are to be flanged and have the 
same thickness as the floors, and their arm lengths clear of 
the frame are to be the same as the reduced floor depth given 
above. 


5:56 The face flat area of floors, A;, is not to be taken as 
less than: 


As = ks 0,15Lp cm? 


where 
kg and Lp are defined in 1.5.1. 


5:5.7 The face flat thickness is to be not less than the 
thickness of the web and the ratio of the web to the thickness 
of the face flat is to be not less than 8 but is not to exceed 16. 


5.5.8 Additionally the requirements of 4.6 for bottom 
transverse web frames are to be complied with. 


5:5:9 Floors are generally to be continuous from side to 
side. 


5.5.10 The tops of floors, in general, may be level from 
side to side. However, in craft having considerable rise of floor 
the depth of the floor plate may require to be increased to 
maintain the required section modulus. 


5.5.11. The floors in the aft peak are to extend over and 
provide effective support to the stern tube(s) where applicable. 


5.5.12 Watertight floors, or floors forming boundaries of 
tank spaces, are also to comply with the requirements for 
watertight bulkheads or deeptanks as detailed in 7.3 and 7.5. 
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5.6 Floors in machinery spaces 


5.6.1 The thickness, ty, of the floors in machinery spaces 
is to be 1 mm greater than that required by 5.5.4. 


5.6.2 The depth and section modulus of floors anywhere 
between engine or gearbox girders is to be not less than that 
required to maintain continuity of structural integrity or 50 per 
cent of the depth given in 5.5.3. The face flat area and web 
thickness for such reduced floor heights are to be increased 
appropriately in order to maintain continuity of structural 
strength, see also 4.12. 


5.7 Machinery seatings 


OLA The general requirements for machinery seatings 
are given in Pt 3, Ch 2,6.9, see also Pt 9, Ch 1,5. 


Dee Engine holding-down bolts are to be arranged as 
near as practicable to floors and longitudinal girders. When 
this cannot be achieved, bracket floors are to be fitted. 


5.7.3 Welding in way of machinery seatings is to be 
double continuous and/or full penetration where appropriate. 


5.8 Drainholes in bottom structure 


5.8.1 Sufficient limber holes are to be cut in the internal 
bottom structure to allow for the drainage of water from all 
parts of the bilge to the pump suctions. 


5.8.2 Particular care is to be given to the positioning of 
limber holes to ensure adequate drainage and to avoid stress 
concentrations. 


5.8.3 Suitable arrangements are to be made to provide 
free passage of air from all parts of tanks to the air pipes. 


5.9 Rudder horns 


5.9.1 The shell plating thickness in way of the rudder 
horn is to be increased locally, by generally not less than 
50 per cent, but need not be taken as greater than the keel 
thickness required by 3.2. 


5.9.2 The scantlings of the rudder horn are to be such 
that the section modulus against transverse bending, Z,, at 
any horisontal section XX (see Fig. 3.5.1) is not less than: 


Z, = 1,5k, Ry Ky (V+ 3)2 a2 +0,5b2 om 


where 
Ra = total rudder area, in m? 
V = maximum speed in the fully loaded condition, in 
knots 
Ky = 1,0 for displacement craft with V/4/Ly. < 3,0 


= (1,12 -0,005V)8 for planing and semi-planing craft 


with V/afLy_ = 3,0 
a,b = dimensions, in metres, as given in Fig. 3.5.1 
twee is as defined in Pt 3, Ch 1,6.2.5. 


Centroid of area 4390/36 


Fig. 3.5.1 Rudder horn 


5.9.3 Rudder horns are to be effectively integrated into 
the adjacent structure and their design is to be such as to 
facilitate this. 


5.10 Sternframes 


5.10.1 The scantlings of fabricated and forged/solid 
sternframes are to comply with the requirements of Pt 3, 
Ch 8,3 modified for appropriate grade of steel in accordance 
with Pt 3, Ch 3,1.2. 


5.11 Skeg construction 


5.11.1. Skegs are to be effectively integrated into the 
adjacent structure and their design is to be such as to 
facilitate this. 


5.17.2 The scantlings and arrangements for skegs 
(solepieces) are to be in accordance with Pt 3, Ch 3,3.14. 


5.11.3 The scantlings of skegs are to be sufficient to 
withstand any docking forces that they may be subjected to. 


5.12 Forefoot and stem 


5.12.1 The thickness of plate stems at the waterline is to 
comply with the requirements for plate keels as given in 3.2. 


5.12.2 The forefoot and stem is to be additionally 
reinforced with floors. 


5.12.3 The cross-sectional area of bar stems, Apg, is not 
to be taken as less than: 
Abs = 0,8k, Lp cm? 
where 
Lp and k, are as defined in 1.5.1. 
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5.13 Transom knee 


5.13.1 Centre and side girders are to be bracketed to the 
transom framing members by means of substantial knees. 
The face flat of the girders may be gradually reduced to that of 
the transom stiffening members in accordance with Fig. 3.5.2. 


5.13.2 Hard spots are to be avoided in way of the end 
connections and care is to be taken to ensure that the 
stiffening member to which the transom knee is bracketed 
can satisfactorily carry the transmitted loads. 


Transom framing 


Transom knee 


Centre or side girder 


4390/208 


Transom 
(b) Elevation 


Fig. 3.5.2 Transom knee 


w Section 6 
Double bottom structure 


6.1 General 


6.17.1 The requirements given in this Section provide for 
double bottom construction of steel mono-hull craft in 
association with either transverse or longitudinal framing. 


6.12 Double bottoms are generally to be fitted in 
accordance with Pt 3, Ch 2,6.6 and where fitted are to extend 
from the collision bulkhead to the after peak bulkhead, as far 
as this is practicable within the design and proper working of 
the craft. In addition, the inner bottom is to be continued to 
the craft’s side in such a manner as to protect the bottom to 
the turn of bilge or chine. 


6.1.3 The double bottom structure in way of girders and 
duct keels is to be sufficient to withstand the forces imposed 
by dry-docking the craft. 


6.1.4 The centreline girder and side girders are to extend 
as far forward and aft as practicable and care is to be taken to 
avoid any abrupt discontinuity. Where girders are cut at 
bulkheads, their longitudinal strength is to be maintained. 


61.5 The scantlings of the double bottom structure are 
to comply with the appropriate minimum requirements given 
in Section 2. 


6.2 Keel 


6.2.1 The scantlings of bar and plate keels are to comply 
with the requirements of 5.3. 


6.2.2 Duct keels, where arranged, are to have a side 
plate thickness not less than: 


tp = A/ks (0,008dpg +1) mm 
but need not be taken as greater than 90 per cent of the 
centre girder thickness given in 6.3. 
where 


App is the Rule centre girder depth given in 6.3.3 
k, as defined in 1.5.1. 


6.2.3 Where a duct keel forms the boundary of a tank, 
the requirements of 7.4 and 7.5 for deep tanks are to be 
complied with. 


6.2.4 The duct keel width is in general to be 15 per cent 
of the beam or 2 m, whichever is the lesser, but in no case is 
it to be taken as less than 630 mm. The inner bottom and 
bottom shell within the duct keel are to be suitably stiffened 
with primary stiffening in the transverse direction, whilst the 
continuity of the floors is maintained. Access to the duct keel 
is to be by means of watertight manholes or trunks. 


6.3 Centre girder 


6.3.1 A centre girder is to be fitted throughout the length 
of the craft. The web thickness, ty, is not to be less than that 
required by: 


ty = A/K, (0,1LR + 3) mm within 0,4L, amidships 


= /ks (0,1LR + 2) mm at ends. 


where 
k, and Lp as defined in 1.5.1. 


6.3.2 The geometric properties of the girder section are 
to be in accordance with 1.18. 


6.3.3 The overall depth of the centre girder, App, is to be 
taken as not less than 680 mm and is to be sufficient to give 
adequate access to all parts of the double bottom. 


6.3.4 Additionally, the requirements of 4.3 for bottom 
longitudinal primary stiffeners are to be complied with. 
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6.4 Side girders 


6.4.7 Where the floor breadth does not exceed 6,0 m, 
side girders are not required. Vertical stiffeners are to be fitted 
to the floors on each side, the number and positions of these 
stiffeners being dependent on the arrangement of the double 
bottom structure. 


6.4.2 Where the breadth of floor is greater than 6,0 m, 
additional side girders having the same thickness as the floors 
are to be fitted. The number of side girders is to be such that 
the distance between the side girders and centre girder and 
margin plate, or between the side girders themselves, does 
not exceed 3,0 m. 


6.4.3 Side girders where fitted are to extend as far 
forward and aft as practicable and are in general to terminate 
in way of bulkheads, deep floors or other primary transverse 
structure. 


6.4.4 Where additional side girders are fitted in way of 
main machinery seatings, they are to be integrated into the 
structure of the craft and extended forward and aft as far as 
practicable. 


6.4.5 Under the main engine, girders extending from the 
bottom shell to the top plate of the engine seating are to be 
fitted. The height of the girders is to be not less than the 
height of the floor. Engine holding-down bolts are to be 
arranged as near as practicable to the girders and floors. 
Where this cannot be achieved, bracket floors and/or hanging 
brackets are to be fitted. 


6.4.6 Additionally, the requirements of 4.3 for bottom 
longitudinal primary stiffeners are to be complied with. 


6.5 Plate floors 


6.5.1 The web thickness of non-watertight plate floors, 
ty, is to be not less than: 


tw = ks (0,05Lp + 3,5) mm 
where 
k, and Lp as defined in 1.5.1. 


6.5.2 Additionally, the requirements of 4.6 for bottom 
transverse web frames stiffeners are to be complied with. 


6.5.3 Plate floors are, in general, to be continuous 
between the centre girder and the margin plate. 


6.5.4 In longitudinally framed craft, plate floors or 

equivalent structure are, in general, to be fitted in the follow- 

ing positions: 

(a) At every half frame in way of the main engines, thrust 
bearings, and bottom of the craft forward. 

(b) Outboard of the engine seatings, at every frame within 
the engine room. 

(c) Underneath pillars and bulkheads. 

(d) Outside of the engine room at a spacing not exceeding 
2,0m. 


6.5.5 — Vertical flat bar stiffeners are to be fitted to all plate 
floors at each longitudinal. Each stiffener is to have a depth of 
not less than 10f,, and a thickness of not less than ty, 
where 
ty is the thickness of the plate floor as calculated in 
6.5.1. 


6.5.6 In transversely framed craft, plate floors are to be 
fitted at every frame in the engine room, under bulkheads, in 
way of change in depth of double bottom and elsewhere at a 
spacing not exceeding 2,0 m. 


6.6 Bracket floors 


6.6.1 Between plate floors, the shell and inner bottom 
plating is to be supported by bracket floors. The brackets are 
to have the same thickness as plate floors and are to be 
stiffened on the unsupported edge. 


6.6.2 In longitudinally framed craft, the brackets are to 
extend from the centre girder and margin plate to the adja- 
cent longitudinal, but in no case is the breadth of the bracket 
to be taken as not less than 75 per cent of the depth of the 
centre girder. They are to be fitted at every web frame at the 
margin plate, and those at the centre girder are to be spaced 
not more than 1,0 m apart. 


6.6.3 In transversely framed craft, the breadth of the 
brackets, attaching the bottom and inner bottom frames to 
the centre girder and margin plate, is to be not less than 
75 per cent of the depth of the centre girder. 


6.7 Watertight floors 


6.7.1 The scantlings of watertight floors are to comply 
with the requirements for plate floors as given in 6.5. 


6.7.2 Watertight floors, or floors forming boundaries of 
tank spaces, are also to comply with the requirements for 
watertight bulkheads or deep tanks as detailed in 7.3 or 7.5 
respectively. 


6.8 Tankside brackets 


6.8.1 The scantlings of tankside brackets are to comply 
with the requirements for plate floors given in 6.5. 


6.9 Inner bottom plating 


6.9.1 The thickness of the inner bottom plating is to be 
determined from the general plating equation given in 1.16 
using the design pressure from Pt 5, Ch 3,3.1 or Pt 5, 
Ch 4,3.1 for non-displacement or displacement craft as 
appropriate. 


6.9.2 Inner bottom plating forming the boundaries of tank 
spaces is, in addition, to comply with the requirements for water- 
tight bulkheads or deeptanks as detailed in 7.2 or 7.4 
respectively. Where the plating forms vehicle, passenger or other 
decks the requirements of Section 8 are to be complied with. 
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6.10 Inner bottom longitudinals 


6.10.1 Inner bottom longitudinals are to be supported by 
inner bottom transverse web frames, floors, bulkheads or 
other primary structure, generally spaced not more than 2 m 
apart. 


6.10.2 — The inner bottom longitudinals are to be continuous 
through the supporting structure and are to be satisfactorily 
stiffened against buckling. 


6.10.3. Where it is impracticable to comply with the 
requirements of 6.10.2, or where it is desired to terminate the 
inner bottom longitudinals in way of bulkheads or integral tank 
boundaries, they are to be bracketed in way of their end 
connections to maintain the continuity of structural strength. 
Particular care is to be taken to ensure accurate alignment of 
the brackets. 


6.10.4 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in 1.17, using the design pressures from Pt 5, Ch 3,3.1 
or Pt 5, Ch 4,3.1 for non-displacement or displacement craft 
as appropriate, and the coefficients ®7, ®;, and ®, as 
detailed in Table 3.1.1 for the load model (b). 


6.11 Inner bottom transverse web framing 


6.17.7 Inner bottom transverse web frames are defined as 
primary stiffening members which support inner bottom 
longitudinals. They are to be continuous and to be 
substantially bracketed at their end connections to bottom 
web frames, bottom floors and tankside brackets. 


6.11.2 Where it is impracticable to comply with the 
requirements of 6.11.1, or where it is desired to terminate the 
inner bottom transverse web frames in way of centre or side 
girders, bulkheads or integral tank boundaries, etc., they are 
to be bracketed in way of their end connections, to maintain 
the continuity of structural strength. Particular care is to be 
taken to ensure accurate alignment of the brackets. 


6.17.3 | The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in 1.17, using the design pressures from Pt 5, Ch 3,3.1 
or Pt 5, Ch 4,3.1 for non-displacement or displacement craft 
as appropriate, and the coefficients ®7, ®;, and ®, as 
detailed in Table 3.1.1 for the load model (a). 


6.12 Margin plates 


6.12.1 Amargin plate, if fitted, is to have a thickness as 
required for inner bottom plating. 


6.13 Wells 


6.73.7 Small wells constructed in the double bottom 
structure are not to extend in depth more than necessary. A 
well extending to the outer bottom may, however, be 
permitted at the after end of the shaft tunnel of the craft. Other 
well arrangements (e.g. for lubricating oil under main engines) 
may be considered provided they give protection equivalent 
to that afforded by the double bottom. 


6.14 Transmission of pillar loads 


6.14.1 In double bottoms under widely spaced pillars, the 
connections of the floors to the girders, and of the floors and 
girders to the inner bottom, are to be suitably increased. 
Where pillars are not directly above the intersection of plate 
floors and girders, partial floors and intercostals are to be 
fitted as necessary to support the pillars. Manholes are not to 
be cut in the floors and girders below the heels of pillars. 
Where longitudinal framing is adopted in the double bottom, 
equivalent stiffening under the heels of pillars is to be 
provided, and where the heels of pillars are carried on a 
tunnel, suitable arrangements are to be made to support the 
load. 


6.15 Manholes 


6.15.1 Sufficient manholes are to be cut in the inner 
bottom, floors and side girders to provide adequate access 
to, and ventilation of, all parts of the double bottom. The size 
of the manhole openings is not, in general, to exceed 50 per 
cent of the double bottom depth unless edge reinforcement is 
provided. Holes are not to be cut in the centre girder, except 
in tanks at the forward and after ends of the craft, and 
elsewhere where tank widths are reduced unless additional 
stiffening and/or compensation is fitted to maintain the 
structural integrity. 


6.16 Pressure testing 


6.16.1 Double bottoms are to be tested upon completion 
with a head of water representing the maximum internal 
pressure which could be experienced in service, but not less 
than a head of water equivalent to the level of the upper deck. 


6.17 Drainholes in bottom structure 


6.17.1 Sufficient limber holes are to be cut in the internal 
bottom structure to allow for the drainage of water from all 
parts of the bilge to the pump suctions. 


6.17.2 Particular care is to be given to the positioning of 
limber holes to ensure adequate drainage and to avoid stress 
concentrations. 


6.17.3 Suitable arrangements are to be made to provide 
free passage of air from all parts of tanks to the air pipes. 
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is Section 7 
Bulkheads and deep tanks 


7.1 General 


ded The requirements of this Section apply toa verti- 
cal system of stiffening on bulkheads. They may also be 
applied to a horizontal system of stiffening provided that 
equivalent support and alignment are provided. 


7.1.2 The number and disposition of transverse water- 
tight bulkheads are to be in accordance with Pt 3, Ch 2,4. 


7.1.3 Bulkheads, or part bulkheads, forming the boundary 
of tanks are to comply with the requirements of 7.5 and 7.6. 


7.1.4 For bulkheads in way of partially filled holds or 
tanks, sloshing forces may be required to be taken into 
account. Where such forces are likely to be significant, the 
scantlings will be required to be verified by additional 
calculations. 


7.1.5 A centreline bulkhead is, generally, to be fitted in 
deep tanks which extend from side to side. The bulkhead may 
be intact or perforated as desired. If intact, the scantlings are 
to comply with the requirements of 7.5 and 7.6 for tank 
boundary bulkheads. If perforated, they are to comply with 
the requirements of 7.13 for washplates. 


7.1.6 The minimum requirements in Section 2 are to be 
complied with. 


7.2 Watertight bulkhead plating 


7.2.1 The thickness of the watertight bulkhead plating is 
to be determined from the general plating equation given in 
1.16 using the design pressure from Pt 5, Ch 3,3.1 or Pt 5, 
Ch 4,3.1 for non-displacement or displacement craft as 
appropriate. 


7.3 Watertight bulkhead stiffening 


7.3.1 The Rule requirements for section modulus, inertia 
and web area are to be determined from the general 
equations given in 1.17, using the design pressure from Pt 5, 
Ch 8,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment craft as appropriate, and the coefficients ®7, By, and Dy 
as detailed in Table 3.1.1 using the appropriate load model. 


7.3.2 Bulkheads are to be suitably strengthened, if 
necessary, at the ends of deck girders and where subjected to 
concentrated loads. 


7.4 Deep tank plating 


7.4.1 The thickness of deep tank plating is to be 
determined from the general plating equation given in 1.16 
using the design pressure from Pt 5, Ch 3,3.1 or Pt 5, 
Ch 4,3.1 for non-displacement or displacement craft as 
appropriate. 


7.5 Deep tank stiffening 


7.5.1 Deep tank bulkhead stiffeners are to be bracketed 
at both ends. The thickness of the brackets is to be not less 
than the web thickness of the stiffener. 


7.5.2 The Rule requirements for section modulus, inertia 
and web area are to be determined from the general 
equations given in 1.17, using the design pressure from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4, 3.1 for non-displacement or displace- 
ment craft as appropriate, and the coefficients Bz, By, and Ba 
as detailed in Table 3.1.1 for load model (b). 


7.6 Double bottom tanks 


7.6.1 The scantlings of double bottom tanks are to 
comply with the requirements for deep tanks given in 7.4 and 
1:3) 


7.6.2 Where the crown of a double bottom tank forms a 
vehicle, passenger or other deck, the requirements of 
Section 8 are to be complied with. 


7.7 Collision bulkheads 


7.7.1 The scantlings of collision bulkheads are to comply 
with the requirements of 7.2 and 7.3 except that the thick- 
ness of plating and modulus of stiffeners are not to be less 
than 12 and 25 per cent greater respectively, than required by 
7.2 and 7.3. lf the collision bulkhead forms the boundary of a 
deep tank or cofferdam then the requirements of 7.4 and 7.5 
are also to be complied with. 


7.8 Gastight bulkheads 


7.8.1 Where gastight bulkheads are fitted, in accordance 
with Pt 3, Ch 2,4 the scantling requirements for watertight 
bulkheads are to be complied with. 


7.8.2 Gastight bulkheads are to be fitted to protect 
accommodation spaces from gases and vapour fumes from 
machinery exhaust and fuel systems. 


7.9 Non-watertight or partial bulkheads 


7.9.1 Where a bulkhead is structural but non-watertight 
the scantlings are in general to be as for watertight bulkheads 
or equivalent in strength to web frames in the same position. 
Partial bulkheads that are non-structural are outside the 
scope of LR classification. 


7.10 Transmission of pillar loads 
7.10.1 Bulkheads that are required to act as pillars in way 


of underdeck girders and other structures subject to heavy 
loads are to comply with the requirements of Section 10. 
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7.11 Corrugated bulkheads 


7.11.1. The plating thickness and section modulus for 
symmetrical corrugated bulkheads are to be in accordance 
with watertight bulkheads or deep tank bulkheads as 
appropriate. The spacing, s, is to be taken as s,, as defined in 
Fig. 2.3.1 in Pt 3, Ch 2. 


7.11.2 In addition, the section geometric properties of 1.18 
are to be complied with. 


7.11.3 The actual section modulus may be derived in 
accordance with Pt 3, Ch 2,3.2. 


7.12 Stiffeners passing through bulkheads 


7.12.1 Primary longitudinal stiffening members are to be 
continuous through transverse bulkheads. 


7.12.2 Pipe or cable runs through watertight bulkheads are 
to be fitted with suitable watertight glands. 


7.13 Wash plates 


7.13.1 Tanks are to be sub-divided as necessary by 
internal baffles or wash plates. Baffles or wash plates which 
support hull framing are to have scantlings equivalent to web 
frames in the same position. 


7.13.2 Wash plates and wash bulkheads are, in general, 
to have an area of perforation not less than 10 per cent of the 
total area of the bulkhead. The perforations are to be so 
arranged that the efficiency of the bulkhead as a support is 
not impaired. 


7.13.3 The plate thickness is to be not less than the 
structural element from which the wash bulkhead is formed. 


7.13.4 The general stiffener requirements are to be in 
accordance with 7.5. However, the section modulus may be 
50 per cent of that required by 7.5. 


7.14 Cofferdams 


7.14.1. Acofferdam is to be fitted between freshwater and 
oil fuel or sanitary tanks. The scantlings of cofferdams are to 
comply with the requirements of deep tank bulkheads or 
non-watertight bulkheads as appropriate. 


7.15 Coatings 


7.15.1 Integral freshwater and oil fuel tanks are to be 
cleaned and dried after testing and then treated with a 
suitable coating, in accordance with the manufacturer’s 
recommendations. 


7.16 Air pipes 


7.16.1 Air pipes of sufficient number and area are to be 
fitted to each tank in accordance with Pt 15, Ch 2,11. 


7.17 Fire protection 


7.17.1. Fire protection requirements given in Part 17 are to 
be complied with. 


7.18 Access 


7.18.1 | Compartments within the craft are to be sufficiently 
accessible to allow for maintenance and future structural 
surveys. Linings on craft sides, deckheads and bulkheads, 
etc., must be capable of being removed. Sufficient space is 
to be available below lower decks/soles to allow access to 
the bottom structure. An adequate number of manholes, 
removable panels, etc., are to provided. 


7.18.2 Doors and hatches fitted through watertight 
bulkheads are to be of equivalent construction to the bulk- 
head in which they are fitted, be permanently attached and 
capable of being closed watertight from both sides of the 
bulkhead. They are to be tested watertight. 


7.18.3 Doors and hatches are not to be fitted in collision 
bulkheads, except in craft of less than 21 metres Rule length, 
Lr, or in the case where it would be impracticable to arrange 
access to the forepeak other than through the collision 
bulkhead. Where fitted, the doors and hatches are to be 
watertight, as small as practicable and open into the forepeak 
compartment. Doors in collision bulkheads are to be kept 
closed at all times while the craft is at sea, see Pt 3, 
Ch 2,4.3.4. 


7.18.4 Particular care is to be given to the design and 
workmanship of the tanks, and adequate access manholes 
are to be fitted, see Pt 3, Ch 1,7. 


7.19 Testing 


7.19.1 Deep tanks are to be tested on completion, with a 
head of water to the top of the overflow, or 1,8 m above the 
crown of the tank, whichever is the greater. The pressure to 
which the tanks will be subjected to in service is to be 
indicated on the plans submitted. 


O Section 8 
Deck structures 


8.1 General 


8.1.1 The deck plating is to be supported by transverse 
beams with fore and aft girders or by longitudinals with deep 
transverse beams. The transverse and deep transverse 
beams are to align with side main frames and side web frames 
respectively. 
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8.1.2 Beams are to be fitted at every frame and 
bracketed to the frames. Strong beams and deep transverse 
beams are to align with and be effectively connected to the 
side web frames. They are also to be fitted at the ends of large 
openings in the deck. 


8.1.3 The deck plating and supporting structure are to be 
suitably reinforced in way of cranes, masts, derrick posts and 
deck machinery. 


8.1.4 Primary stiffening members are to be continuous 
and substantially bracketed at their end connections to 
maintain continuity of structural strength. 


8.1.5 Secondary stiffening members are to be effectively 
continuous and bracketed at their end connections as 
appropriate. 


8.1.6 Primary and secondary stiffener end connection 
arrangements are, in general, to be in accordance with 1.22 
and 1.20, respectively. 


8.1.7 The ends of beams, longitudinals, girders and 
transverses are to be effectively built into the adjacent 
structure, or equivalent arrangements provided. 


8.1.8 Tripping brackets are to be fitted on deep webs. 


8.1.9 Deck structures subject to concentrated loads, are 
to be suitably reinforced. Where concentrations of loading on 
one side of a stiffening member may occur, such as pillars out 
of line, the member is to be adequately stiffened against 
torsion. Additional reinforcements may be required in way of 
localised areas of high stress. 


8.1.70 — The thickness of the deck plating is in no case to 
be less than the appropriate minimum requirement given in 
Section 2. 


8.1.11 The geometric properties of stiffener sections are 
to be in accordance with 1.18. 


8.2 Strength/Weather deck plating 


8.2.1 The thickness of strength/weather deck plating is 
to be determined from the general plating equation given in 
1.16 using the design pressure head from Pt 5, Ch 3,3.1 or 
Pt 5, Ch 4,3.1 for non-displacement or displacement craft as 
appropriate. 


8.2.2 The scantlings of watertight cockpits are to be of 
equivalent strength to those of the strength/weather deck, see 
also Part 4. 


8.2.3 It is recommended that the working areas of the 
weather deck have an anti-slip surface. 


8.2.4 Where decks are sheathed with wood or other 
materials, details of the method of attachment are to be 
submitted, see also 2.4. 


8.3 Lower deck/Inside deckhouse plating 


8.3.1 The thickness of the lower deck/inside deckhouse 
plating is to be determined from the general plating equation 
given in 1.16 using the design pressure head from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment craft as appropriate. 


8.4 Accommodation deck plating 


8.4.1 Accommodation decks are in general to be treated 
as lower deck/inside deckhouse decks, with their plating 
requirements determined in accordance with 8.3. 


8.5 Cargo deck plating 


8.5.1 The thickness of cargo deck plating is to be deter- 
mined from the general plating equation given in 1.16 using 
the design pressure from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for 
non-displacement or displacement craft as appropriate. 


8.5.2 For vehicle decks, plating thickness requirements 
are to comply with the requirements of Ch 5,3. 


8.6 Decks forming crowns of tanks 


8.6.1 Decks forming the crown of tanks are to comply 
with the requirements for the appropriate deck, and are to be 
additionally examined for compliance with the requirements 
for deep tank plating given in 7.4. 


8.7 Strength/Weather deck stiffening 


8.7.1 The Rule requirements for section modulus, inertia 
and web area for the strength/weather deck primary 
stiffening are to be determined from the general equations 
given in 1.17, using the design pressure heads from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or dis- 
placement craft as appropriate, and the coefficients Bz, ®y, 
and ®, as detailed in Table 3.1.1 for the load model (a). 


8.7.2 The Rule requirements for section modulus, inertia 
and web area for the strength/weather deck secondary 
stiffening are to be determined from the general equations 
given in 1.17, using the design pressures from Pt 5, Ch 3,3.1 
or Pt 5, Ch 4,3.1 for non-displacement or displacement craft 
as appropriate, and the coefficients ®7, ®;, and Ma as 
detailed in Table 3.1.1 for the load model (b). Special 
consideration will be given to the application of other load 
models subject to the structural arrangement and degree of 
end fixity provided. 


8.7.3 Longitudinal framing is, in general, to be adopted 
at the strength deck outside line of openings, but special 
consideration will be given to proposals for transverse 
framing. 
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8.8 Lower deck/Inside deckhouse stiffening 


8.8.1 The Rule requirements for section modulus, inertia 
and web area for lower deck/inside deckhouse stiffening are 
to be determined from the general equations given in 1.17 
using the design pressure head from Pt 5, Ch 3,3.1 or Pt 5, 
Ch 4,3.1 for non-displacement or displacement craft as 
appropriate and the coefficients 7, ®;, and ®, as detailed in 
Table 3.1.1. Primary members are assumed to be load model 
(a) and secondary members load model (b). However, special 
consideration will be given to the application of other load 
models subject to the structural arrangement and degree of 
end fixity provided. 


8.9 Accommodation deck stiffening 


8.9.1 Accommodation decks are in general to be treated 
as lower deck/inside deckhouse decks, with their scantling 
requirements determined in accordance with 8.8. 


8.10 Cargo deck stiffening 


8.10.1 | The Rule requirements for section modulus, inertia 
and web area for cargo deck stiffening are to be determined 
from the general equations given in 1.17 using the design 
pressure head from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for non- 
displacement or displacement craft as appropriate and the 
coefficients Bz, B;, and By as detailed in Table 3.1.1. Primary 
members are assumed to be load model (a) and secondary 
members load model (b). However, special consideration will 
be given to the application of other load models subject to the 
structural arrangement and degree of end fixity provided. 


8.10.2 In addition, where the cargo comprises wheeled 
vehicles, the requirements of Ch 5,3 are to be complied with. 


8.11 Deck openings 


8.17.1 All openings are to be supported by an adequate 
framing system, pillars or cantilevers. When cantilevers are 
used scantlings may be derived from direct calculations. 


8.11.2 Where stiffening members terminate in way of an 
opening they are to be attached to carlings, girders, 
transverses or coaming plates. 


8.17.3. The corners of large hatchways in the strength/ 
weather deck within 0,5LR amidships are to be elliptical, 
parabolic or rounded, with a radius generally not less than 
1/24 of the breadth of the opening. 


8.11.4 | Where elliptical corners are arranged, the major axis 
is to be fore and aft, the ratio of the major to minor axis is to 
be not less than two to one nor greater than 2.5 to 1, and the 
minimum half-length of the major axis is to be defined by /, in 
Fig. 3.8.1. Where parabolic corners are arranged, the dimen- 
sions are also to be as shown in Fig. 3.8.1. 


8.11.5 Where the corners are parabolic or elliptical, insert 
plates are not required. 


1; not less than 2/5 


but is not less 
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nor need exceed 
610 mm 


Ip = B,/20 | 


By, breadth 
of hatchway 
4390/38 opening 


Fig. 3.8.1 Hatch opening geometry 


8.17.6 For other shapes of corner, insert plates of the size 
and extent shown in Fig. 3.8.2 will, in general, be required. 
The required thickness of the insert plate is to be not less than 
25 per cent greater than the adjacent deck thickness, outside 
line of openings. 


One frame space fore and aft 


|< |< =| 


minimum 


Butt of insert plate is to 
be kept well clear of butt 
in coaming 


an 
£2 
oO 
3 8 
i 
ae 
=a OG 
co 
EO 
eo 
£s 
= 0 
=A 


4390/39 


Fig. 3.8.2 Inserts in way of hatch opening 


8.11.7 For lower decks the corners of large openings are 
to be rounded, with a radius generally not less than 1/24 of 
the breadth of the opening. 


8.11.8 Insert plates will be required at lower decks in way 
of any rapid change in hull form to compensate for loss of 
deck cross-sectional area. Otherwise, insert plates will not 
normally be required. 


8.11.9 Adequate transverse strength is to be provided in 
the deck area between large hatch openings, subjected to 
transverse and buckling loads. 

8.11.10 The requirements for closing arrangements and 
outfit are given in Pt 3, Ch 4. 

8.12 Sheathing 


8.12.1 | The requirements for deck sheathing given in 2.4 
are to be complied with. 
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8.13 Novel features 


8.13.7 | Where large or novel hatch openings are proposed, 
detailed calculations are to be submitted to demonstrate that 
the scantlings and arrangements in way of the openings are 
adequate to maintain continuity of structural strength. 


J Section 9 
Superstructures, deckhouses and 
bulwarks 


9.1 General 


9.1.1 Where practicable, superstructures and deck- 
houses are to be designed with well cambered decks and well 
radiused corners to build rigidity into the structure. 


9.1.2 The plating and supporting structure are to be 
suitably reinforced in way of localised areas of high stress 
such as corners of openings, cranes, masts, derrick posts, 
machinery, fittings and other heavy or vibrating loads. 


9.7.3 Primary stiffening members are to be continuous 
and substantially bracketed at their end connections to 
maintain continuity of structural strength. 


9.1.4 Secondary stiffening members are to be effectively 
continuous and bracketed at their end connections as 
appropriate. 


9.1.5 Structures subject to concentrated loads are to be 
suitably reinforced. Where concentrations of loading on one 
side of a stiffener may occur, such as pillars out of line, the 
stiffener is to be adequately stiffened against torsion. 


9.1.6 The plating thickness of superstructures, deck- 
houses and bulwarks is no case to be less than the 
appropriate minimum requirement given in Section 2. 


9.1.7 Stiffener sections and geometric properties are to 
be in accordance with 1.18. 


9.2 Symbols and definitions 


9.2.1 The term ‘house’ is used in this Section to include 
both superstructures and deckhouses. 


9.2.2 The symbols applicable to this Section are defined 
in 1.5.1. 


9.3 House side plating 


9.3.1 The thickness of house side plating is to be 
determined from the general plating equation given in 1.16 
using the design pressure from Pt 5, Ch 3,3.1 or Pt 5, 
Ch 4,3.1 for non-displacement or displacement craft as 
appropriate. 


9.4 House front plating 


9.4.1 The thickness of the house front plating is to be 
determined from the general plating equation given in 1.16 
using the design pressure from Pt 5, Ch 3,3.1 or Pt 5, 
Ch 4,3.1 for non-displacement or displacement craft as 
appropriate. 


9.5 House end plating 


9.5.1 The thickness of the house end plating is to be 
determined from the general plating equation given in 1.16 
using the design pressure from Pt 5, Ch 3,3.1 or Pt 5, 
Ch 4,3.1 for non-displacement or displacement craft as 
appropriate. 


9.6 House top plating 


9.6.1 The thickness of the house top plating is to be 
determined from the general plating equation given in 1.16 
using the design pressure from Pt 5, Ch 3,3.1 or Pt 5, 
Ch 4,3.1 for non-displacement or displacement craft as 
appropriate. 


9.7 Coachroof plating 


9.7.1 The thickness of the coachroof plating is to be 
determined from the general plating equation given in 1.16 
using the design pressure from Pt 5, Ch 3,3.1 or Pt 5, 
Ch 4,3.1 for non-displacement or displacement craft as 
appropriate. 


9.8 Machinery casing plating 


9.8.1 The thickness of the plating of machinery casings 
is to be determined from the general plating equation given in 
1.16 using the design pressure from Pt 5, Ch 3,3.1 or Pt 5, 
Ch 4,3.1 for non-displacement or displacement craft as 
appropriate. 


9.9 Forecastle requirements 


9.9.1 The forecastle side plating may be a continuation 
of the hull side shell plating or fitted as a separate assembly. 
In both cases the plating thickness is to be the same as the 
side shell plating at deck edge. Where fitted as a separate 
assembly, suitable arrangements are to be made to ensure 
continuity of the effect of the sheerstrake at the break and at 
the upper edge of the forecastle side. Full penetration welding 
is to be used. 


9.9.2 The side plating is to be stiffened by side frames 
effectively connected to the deck structure. Deep webs are to 
be fitted to ensure overall rigidity. 
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9.9.3 The deck plating thickness is to be increased by 
20 per cent in way of the end of the forecastle if this occurs at 
a position aft of 0,25LR from the FP. No increase is required if 
the forecastle end bulkhead lies forward of 0,2L Rp from the FP. 
The increase at intermediate positions of end bulkhead is to 
be obtained by interpolation. 


9.10 House side stiffeners 


9.10.1. The Rule requirements for section modulus, inertia 
and web area for the house side primary stiffening are to 
be determined from the general equations given in 1.17, using 
the design pressures from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for 
non-displacement or displacement craft as appropriate, and 
the coefficients ®z, ®;, and M, as detailed in Table 3.1.1 for 
the load model (a). 


9.10.2 The Rule requirements for section modulus, inertia 
and web area for house side secondary stiffening are to be 
determined from the general equations given in 1.17, using 
the design pressures from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for 
non-displacement or displacement craft as appropriate, and 
the coefficients ®7, ®;, and M, as detailed in Table 3.1.1 for 
the load model (b). Special consideration will be given to the 
application of other load models subject to the structural 
arrangement and degree of end fixity provided. 


9.11 House front stiffeners 


9.11.1. The Rule requirements for section modulus, inertia 
and web area for house front primary stiffening are to be 
determined from the general equations given in 1.17, using 
the design pressures from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for 
non-displacement or displacement craft as appropriate, and 
the coefficients @7, ®;, and M, as detailed in Table 3.1.1 for 
the load model (a). 


9.11.2 The Rule requirements for section modulus, inertia 
and web area for house front secondary stiffening are to be 
determined from the general equations given in 1.17, using 
the design pressures from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for 
non-displacement or displacement craft as appropriate, and 
the coefficients ®z, B;, and M, as detailed in Table 3.1.1 for 
the load model (b). Special consideration will be given to the 
application of other load models subject to the structural 
arrangement and degree of end fixity provided. 


9.12 House aft end stiffeners 


9.12.1. The Rule requirements for section modulus, inertia 
and web area for house aft end primary stiffening are to be 
determined from the general equations given in 1.17, using 
the design pressures from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for 
non-displacement or displacement craft as appropriate, and 
the coefficients ®z, B;, and M, as detailed in Table 3.1.1 for 
the load model (a). 


9.12.2 The Rule requirements for section modulus, inertia 
and web area for house aft end secondary stiffening are to 
be determined from the general equations given in 1.17, using 
the design pressures from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for 
non-displacement or displacement craft as appropriate, and 
the coefficients ®7, ®;, and My, as detailed in Table 3.1.1 for 
the load model (b). Special consideration will be given to the 
application of other load models subject to the structural 
arrangement and degree of end fixity provided. 


9.13 House top stiffeners 


9.13.1 The house top is to be effectively supported by a 
system of transverse or longitudinal beams and girders. The 
span of the beams is in general not to exceed 2,4 m and the 
beams are to be effectively connected to the house upper 
coamings and girders. 


9.13.2 The Rule requirements for section modulus, inertia 
and web area for house top primary stiffening are to be 
determined from the general equations given in 1.17, using 
the design pressures from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for 
non-displacement or displacement craft as appropriate, and 
the coefficients ®7, ®;, and My, as detailed in Table 3.1.1 for 
the load model (a). 


9.13.3 The Rule requirements for section modulus, inertia 
and web area for house top secondary stiffening are to be 
determined from the general equations given in 1.17, using 
the design pressures from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for 
non-displacement or displacement craft as appropriate, and 
the coefficients Bz, ®}, and Py as detailed in Table 3.1.1 for 
the load model (b). Special consideration will be given to the 
application of other load models subject to the structural 
arrangement and degree of end fixity provided. 


9.14 Coachroof stiffeners 


9.14.1. The Rule requirements for section modulus, inertia 
and web area for coachroof primary stiffening are to be 
determined from the general equations given in 1.17, using 
the design pressures from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for 
non-displacement or displacement craft as appropriate, and 
the coefficients ®z, ®;, and Ma, as detailed in Table 3.1.1 for 
the load model (a). 


9.14.2 The Rule requirements for section modulus, inertia 
and web area for coachroof secondary stiffening are to be 
determined from the general equations given in 1.17, using 
the design pressures from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for 
non-displacement or displacement craft as appropriate, and 
the coefficients ®7, ®;, and My, as detailed in Table 3.1.1 for 
the load model (b). Special consideration will be given to the 
application of other load models subject to the structural 
arrangement and degree of end fixity provided. 
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9.15 Machinery casing stiffeners 


9.15.1 The Rule requirements for section modulus, inertia 
and web area for machinery casing primary stiffening are to 
be determined from the general equations given in 1.17, using 
the design pressures from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for 
non-displacement or displacement craft as appropriate, and 
the coefficients ®7, ®;, and M, as detailed in Table 3.1.1 for 
the load model (a). 


9.15.2 The Rule requirements for section modulus, inertia 
and web area for machinery casing secondary stiffening 
are to be determined from the general equations given in 1.17, 
using the design pressures from Pt 5, Ch 3,3.1 or Pt 5, 
Ch 4,3.1 for non-displacement or displacement craft as 
appropriate, and the coefficients Bz, By}, and ®, as detailed in 
Table 3.1.1 for the load model (b). Special consideration will 
be given to the application of other load models subject to the 
structural arrangement and degree of end fixity provided. 


9.15.3 Where casing sides act as girders supporting 
decks, care is to be taken that access openings do not seri- 
ously weaken the structure. Openings are to be effectively 
framed and reinforced if found necessary. Particular care is to 
be paid to stiffening where the casing supports the funnel or 
exhaust uptakes. 


9.15.4 Where casing stiffeners carry loads from deck 
transverses, girders, etc., or where they are in line with pillars 
below, they are to be suitably reinforced. 


9.16 Forecastle stiffeners 


9.16.1. The scantlings of forecastle primary and secondary 
stiffening members are to be equivalent to those for the side 
shell envelope framing at the deck edge as required by 
Section 4. 


9.17 Superstructures formed by extending side 
structures 


9.17.1 Superstructure first tier sides formed by extending 
the hull side structure are to be in accordance with the 
requirements for house fronts given in 9.4 and 9.11 for plating 
and stiffeners respectively, but need not be taken as greater 
than the side structure requirements at the deck edge at the 
same longitudinal position. 


9.18 Fire aspects 


9.18.1 | The requirements for fire detection, protection and 
extinction are given in Part 17. 


9.19 Openings 


9.19.1 All openings are to be substantially framed and 
have well rounded corners. Arrangements are to be made to 
minimise the effect of discontinuities in erections. Continuous 
coamings or girders are to be fitted below and above doors 
and similar openings. 


9.19.2 Particular care is to be paid to the effectiveness of 
end bulkheads, and the upper deck stiffening in way, when 
large openings for doors and windows are fitted. 


9.19.3 Special care is to be taken to minimise the size and 
number of openings in the side bulkheads in the region of the 
ends of erections within 0,5LpR amidships. Account is to be 
taken of the high vertical shear loading which can occur in 
these areas. 


9.19.4 For closing arrangements and outfit the require- 
ments are given in Pt 3, Ch 4. 


9.20 Mullions 


9.20.1 Window openings are to be suitably framed and 
mullions will in general be required. 


9.20.2 The scantlings of mullions are to be not less than 
as required for a stiffener in the same position. 


9.20.3. When determining the stiffener requirements, the 
width of effective plating is in no case to be taken as greater 
than the distance between adjacent window openings. 


9.20.4 Where significant shear forces are to be vertically 
transmitted by the window frames, adequate shear rigidity is 
to be verified by direct calculation. 


9.21 Global strength 


9.21.1 Transverse rigidity is to be maintained throughout 
the length of the erection by means of web frames, bulkheads 
or partial bulkheads. Particular care is to be paid when an 
upper tier is wider than its supporting tier and when 
significant loads are carried on the house top. 


9.21.2 Where practicable, web frames are to be arranged 
in line with bulkheads below. 


9.21.3 Internal bulkheads are to be fitted in line with 
bulkheads or deep primary stiffeners below. 


9,22 House/deck connection 


9.22.1 | Adequate support under the ends of erections is to 
be provided in the form of webs, pillars, diaphragms or bulk- 
heads in conjunction with reinforced deck beams. 


9.22.2 Special attention is to be given to the connection of 
the erection to the deck in order to provide an adequate load 
distribution and avoid stress concentrations. 


9.22.3 Connections between the erection and the deck by 
means of bimetallic joints are to comply with Ch 2,4.24. 


9.22.4 — Typical design details of house/deck connections 
are given in LR’s Guidance Notes for Structural Details. 
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9.23 Sheathing 


9.23.1 Sheathing arrangements are to comply with the 
requirements of 2.4. 


9.24 Erections contributing to longitudinal strength 


9.24.1 For craft above 40 m in length, Lp, or for designs 
where the superstructure is designed to absorb global loads 
the effectiveness of superstructures to carry these loads is to 
be determined. The effectiveness may be assessed in 
accordance with Ch 6,2.5. 


9.24.2 Where 9.17 applies and the first or second tier is 
regarded as the strength deck according to Ch 6,2.5, the hull 
upper deck scantlings at the forward and aft ends of the 
superstructure may need to be increased due to the lesser 
efficiency of the superstructure tiers at their ends. The 
scantlings of the side structure in way of these areas may also 
be required to be increased. 


9.24.3 When large openings or a large number of smaller 
openings are cut in the superstructure sides, reducing the 
capability to transmit shear force between decks, an 
assessment or structural efficiency may be required. 


9.25 Novel features 


9.25.1. Direct calculations may be required to determine 
the plating and stiffener requirements where the house is of 
unusual design, form or proportions. 


9.26 Bulwarks 


9.26.1 General requirements for bulwarks are given in 
Pt 3, Ch 4,8. 


9.26.2 — The thickness of the bulwark plating is to be deter- 
mined from the general plating equation given in 1.16 using 
the design pressure from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for 
non-displacement or displacement craft as appropriate. 


9.26.3 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in 1.17, using the design pressures from Pt 5, Ch 3,3.1 
or Pt 5, Ch 4,3.1 for non-displacement or displacement craft 
as appropriate, and the coefficients ®7, ®;, and ®, as 
detailed in Table 3.1.1 for the load model (d). 


9.26.4 Bulwarks are not to be cut for gangway or other 
openings near the breaks of superstructures. 


9.26.5 Attention is to be paid to avoid discontinuity of 
strength of the bulwark, particularly in way of local increases 
in stress and changes in height. 


9.26.6 Welding of bulwark to the top edge of sheer-strake 
within 0,5L_— amidship, is generally to be avoided. However, if 
this arrangement is not practicable welding to the sheerstrake 
may be accepted if care is taken to minimise any notch effects. 


9.26.7 Fishing craft are to have bulwarks fitted. The 
bulwark may be formed from a continuation of the side shell 
plating or connected as a separate assembly. Where the 
bulwark is considered to be stressed and contributing to the 
global strength of the craft, the plate thickness of the bulwark 
is not to be less than the sheer-strake thickness. In no case is 
the thickness of the bulwark plating to be taken as less than 
80 per cent of the side shell thickness. The bulwark is to be 
supported by suitable stiffening members which may be 
formed from a continuation of the side frames, or from flanged 
plate stays of the same thickness as the bulwark. In general 
these frames are to be spaced not more than two side frame 
spacings apart. 


9.26.8 In way of gantries, trawl gallows, mooring pipes 
etc., the plate thickness in way is to be increased by not less 
than 50 per cent. 

9.26.9 Pilot craft are to be fitted with sufficient hand rails 
adjacent to the exposed areas of the working decks and 
platforms. In addition these areas are to have non-skid 
surfaces. 

9.27 Freeing arrangements 

9.27.1 | Requirements for freeing arrangements are given in 
Pt 3, Ch 4,9. 

9.28 Free flow area 

9.28.1 The requirements for the free flow area are given in 
Pt 3, Ch 4,9.3. 

9.29 Guard rails 


9.29.1 The requirements for guard rails are given in Pt 3, 
Ch 4,8.4. 


| Section 10 
Pillars and pillar bulkheads 


10.1 Application 


10.1.1. Pillars are to be arranged to transmit loads from 
decks and superstructures into the bottom structure. Pillars 
are generally to be constructed from solid, tubular, or I beam 
section. A pillar may be a fabricated trunk or partial bulkhead. 


10.2 Determination of span length 


10.2.1 The effective span length of the pillar, lep: is in 
general the distance between the head and heel of the pillar. 
Where substantial brackets are fitted, lop May be reduced by 
2/3 the depth of the bracket at each end. 
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10.3 Head and heel connections 


10.3.1 Pillars are to be attached at their heads to plates 
supported by efficient brackets, in order to transmit the load 
effectively. Doubling or insert plates are to be fitted to decks 
under large pillars and to the inner bottom under the heels of 
tubular or hollow square pillars. The pillars are to have a 
bearing fit and are to be attached to the head and heel plates 
by continuous welding. At the heads and heels of pillars built 
of rolled sections, the load is to be well distributed by means 
of longitudinal and transverse brackets. 


10.4 Alignment and arrangement 


10.4.1. ‘Pillars are to be located on main structural 
members. They are in general to be fitted below windlasses, 
winches, capstans, the corners of deckhouses and elsewhere 
where considered necessary. 


10.4.2. Wherever possible, deck pillars are to be fitted in 
the same vertical line as pillars above and below, and effective 
arrangements are to be made to distribute the load at the 
heads and heels of all pillars. 


10.4.3. Where pillars support eccentric loads, or are 
subjected to lateral pressures, they are to be suitably 
strengthened for the additional bending moment imposed 
upon them. 


10.4.4 | Doublers are generally to be fitted on decks and 
inner bottoms, other than within tanks where doublers are not 
allowed. Brackets may be used instead of doublers. 

10.5 Minimum thickness 

10.5.1. = The minimum wall thickness of hollow pillars is to 
be taken as not less than 1/20 of the external dimension of 
the pillar. 


10.6 Design loads 


10.6.1 The design loading, Pp, to be used in the determi- 
nation of pillar scantlings is as follows: 


Poy = Sgt Ogt Po + Pa KN 
where 
Po = design load supported by the pillar, to be taken as 


not less than 5 KN 
P. = basic deck girder design pressure, as appropriate, 
plus any other loadings directly above the pillar, in 


kN/m2 

P, = load, in kN, from pillar or pillars above, assumed 
zero if there are no pillars over 

Sgt = Spacing, or mean spacing, of girders or trans- 
verses, in metres 

bgt = distance between centres of two adjacent spans of 


girders or transverses supported by the pillar, in metres. 


10.7 Scantlings determination 


10.7.1 The cross-sectional area of the pillar, Ap: is not to 
be less than: 


P. 
Ap = 10 —P cm2 
Op 
where 
Pp) = design load, in KN, supported by the pillar as 
determined from 10.6 
Sp = permissible compressive stress, in N/mm? 
fo 
7 — . N/mm2 
1 +0,00516, k (“=) 
where 
fp = Pillar location factor defined in Table 3.10.1 
Oo, = specified minimum yield strength of the material, in 


N/mm2 
ky = pillar end fixity factor 
= 0,25 for full fixed/bracketed 
= 0,50 for partially fixed 
= 1,0 for free ended 


r= least radius of gyration of pillar cross-section, in cm 
= \ 0 om 
Ap 
In = least moment of inertia of cross-section of pillar or 
stiffener/plate combination, in cm4 
lep = effective span of pillar, in metres, or bulkhead as 


defined in 10.2. 


Table 3.10.1 Pillar location factors 


Location 


Supporting weather deck 
Supporting vehicle deck 


Supporting passenger deck 
Supporting lower/inner deck 
Supporting coachroof 
Supporting deckhouse top 


10.8 Maximum slenderness ratio 


10.8.1 The slenderness ratio (/gp/r) of pillars is not to be 
taken greater than 1,1. Where /,, and r are as defined in 
10.7.1. Pillars with slenderness ratio in excess of 1,1 may be 
accepted subject to special consideration on a case by case 
basis and provided that the remaining requirements of the 
Rules are complied with. 


10.9 Pillars in tanks 


10.9.1 In no circumstances are pillars to pass through 
tanks. Where loads are to be transmitted through tanks, pillars 
within the tanks are to be carefully aligned with the external 
pillars. 
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10.9.2 Pillars within tanks are, in general, to be of solid 
cross section. Where it is proposed to use hollow section 
pillars each case will be subject to special consideration and 
the scantlings as determined from the Rules may require to 
be increased dependent upon the material to be used, the 
fluid contained and the arrangement of the pillars. Hollow 
pillars are to be adequately drained and vented. 


10.9.3. Where pillars within tanks may be subjected to 
tensile stresses due to hydrostatic pressure, the design is to 
provide sufficient welding to withstand the tensile load 
imposed. 


10.9.4 Doubling plates at ends of pillars within tanks are 
not acceptable. 


10.10 Pillar bulkheads 


10.10.17 The stiffener/plate combination used in the 
determination of pillar bulkhead scantlings is to be that of a 
stiffener with an effective width of attached plating as 
determined from 1.11. 


10.10.2 The cross-sectional area of the pillar bulkhead, A,p, 
is to be determined in accordance with 10.7 using the design 
loading, Ppp, as follows: 
Pob = Sbs Ppp Po + Pa KN 
where 
Pob = design load supported by the stiffener plate 
combination of the pillar bulkhead 
P. = basic deck girder design pressure, as appropriate, 
plus any other loadings directly above the pillar, in 
kN/m2 
Sps = Spacing, or mean spacing, of bulkheads or effec- 
tive transverses/longitudinal stiffeners, in metres 
b = distance between centres of two adjacent spans of 
girders or transverses supported by the pillar 
bulkhead, in metres, and can be taken as the 
distance between pillar bulkhead stiffeners where 
the stiffeners at the top of the bulkhead effectively 
distributes the load evenly into the stiffeners. 


10.10.3 The thickness of the bulkhead plating is in no case 
to be taken as less than 4 mm. 


10.11 Direct calculations 


10.11.1 As an alternative to 10.6, pillars may be designed 
on the basis of direct calculation. The method adopted and 
the stress levels proposed for the material of construction are 
to be submitted together with the calculations for considera- 
tion. 


10.12 Fire aspects 


10.12.17 Pillars and pillar bulkheads are to be suitably 
protected against fire, and, where necessary, be self- 
extinguishing or capable of resisting fire damage. All pillars are 
to comply with the requirements of Part 17. 


10.13 Novel features 


10.13.71 Where unusual or novel pillar designs are proposed 
that are unable to comply with the requirements of this 
Section, their design together with the direct calculations are 
to be submitted for special consideration. 
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Section 

1 General 

2 Minimum thickness requirements 

3 Shell envelope plating 

4 Shell envelope framing 

5 Single bottom structure and appendages 

6 Double bottom structure 

7 Bulkheads and deep tanks 

8 Deck structures 

9 Superstructures, deckhouses, pillars and 
bulwarks 


| Section 7 
General 


1.1 Application 


7.1.1 The requirements of this Chapter are applicable to 
multi-hull craft of steel construction as defined in Pt 1, 
Ch 1,1. 


1.2 General 


de2ed Except as otherwise specified within this Chapter, 
the scantlings and arrangements of multi-hull craft are to be 
determined in accordance with the procedures described in, 
or required by Chapter 3 for mono-hull craft, using the 
pressures from Part 5 appropriate to multi-hulls. 


1.3 Direct calculations 


1.3.1 Where the craft is of unusual design, form or 
proportions, or where the speed of the craft exceeds 60 knots 
the scantlings are to be determined by direct calculation. 


1.3.2 The requirements of this Chapter may be 
modified where direct calculation procedures are adopted to 
analyse the stress distribution in the primary structure. 


1.4 Equivalents 


1.4.1 Lloyd’s Register (hereinafter referred to as ‘LR’) will 
consider direct calculations for the derivation of scantlings as 
an alternative and equivalent to those derived by Rule require- 
ments in accordance with Pt 3, Ch 1,3. 


1.5 Symbols and definitions 


T9301 The symbols used in this Chapter are defined below 
and in the appropriate Section: 
LR = Rule length of craft, in metres 


Ss = Stiffener spacing, in mm 
to = plating thickness, in mm 
k, = high tensile steel factor 
= 2385/0, 
oO, = Specified minimum yield strength of the material, in 
N/mrr2. 


15:2 Bottom outboard. For high speed craft, where the 
scantlings of the bottom shell are governed by impact 
pressure considerations, the bottom outboard shell is defined 
as the area of the hull between the outboard edge of the keel 
and the outer bilge tangential point. For displacement and 
semi displacement type craft where the scantlings of the 
bottom shell are governed by either hydrostatic or pitching 
pressures the bottom outboard shell is to extend to the chine 
line or 150 mm above the static load waterline, whichever is 
the greater. 


7.5.3 Bottom inboard. For high speed craft, where the 
scantlings of the bottom shell are governed by impact 
pressure considerations, the bottom inboard shell is defined 
as the area of the hull between the inboard edge of the keel 
and the inner bilge tangential point. For displacement and 
semi displacement type craft where the scantlings of the 
bottom shell are governed by either hydrostatic or pitching 
pressures the bottom inboard shell is to extend to the chine 
line or 150 mm above the static load waterline, whichever is 
the greater. 


1.5.4 Cross-deck. The cross-deck is defined as the 
structure which forms the bridge connection between any two 
adjacent hulls. 


1.6.5 Haunch. The haunch is defined as the transition 
area between the cross-deck and the inboard side shell 
plating. 


1.5.6 Side inboard. The side inboard is defined as the 
area between the bottom inboard shell and the wet-deck (or 
lower edge of the haunches, where fitted). 


1.5.7 Side outboard. The side outboard is defined as the 
area between bottom outboard shell and the deck at side. 


1.5.8 Wet-deck. The wet-deck is defined as the area 
between the upper edges of the side inboard plating (or upper 
edges of the haunches, where fitted). 


a Section 2 
Minimum thickness requirements 


2.1 General 


2.1.1 Unless otherwise specified in this Section, the 
requirements of Ch 3,2 are to be complied with. 
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2.1.2 The thickness of plating and stiffeners determined 2.1.3 In addition, where plating contributes to the global 
from the Rule requirements is in no case to be less than the strength of the craft, the thickness is to be not less than that 
appropriate minimum requirement given in Table 4.2.1 for craft required to satisfy global strength requirements. 
type. 


Table 4.2.1 Minimum thickness requirements 


Minimum thickness (mm) 


Item 
Catamaran Multi-hull Swath 


Shell envelope 
Bottom shell plating @ kms (0,4 4 Lp + 2,0) 23,50 |o Kms (0,4 VLR + 2,0) 23,50 |o Kms (0,4 4 Lp + 2,0) = 3,50 


Side shell plating © Kms (0,38 [LR + 1,2) > 3,00 bo kms (0,38 LR + 1,2) > 3,00 fp kms (0,38 LR + 1,2) > 3,00 


Wet-deck plating © {kms (0,38 VLR + 1,2) > 3,00 fo fkms (0.38 [LR + 1,2) > 3,00 bo kms (0,38 f Le + 1,2) > 3,00 


Single bottom structure 
Centre girder web © kms (0,8 LR +1,0)>4,00 }o kms (0,8 {Lp +1,0)>4,00 Jo kms (0,8 4 LR + 1,0) = 4,0 


Floor webs o kms (0,6 4Lp + 0,8) >3,50 |o kms (0,6 [LR + 0,8) >3,50 Jo kms (0,6 Lp + 0,8) > 3,50 
Side girder webs o kms 0.6 {LR + 0,8) 23,50 |orfkms 0,6 {LR + 0,8) 23,50 |o kms 0,6 [LR + 0,8) > 3,50 


Double bottom structure 
Centre girder: 


(1) Within 0.4L. amidships o fkms (0.8 {Lp + 100 |o Kms (0.8 [LR + 00 |o Kms 0,8 LR + 1,0) > 4,00 
(2) Outside 0,4Lp amidships | @ kg (0,7 YER + 1,0) > 4,00 Jo kms (0,7 FER + 1,0) > 4,00 Jo kms (0,7 YER + 1,0) > 4,00 
Floors and side girders © kms (0,6 Lp + o kms (0.6 4Lp + © tkms (0,6 4Lp + 0,8) > 3,50 


Inner bottom plating o {kms (0,5 {Lp +1,0) 22,50 Jokps (0,5 {LR + 1,0) 22,50 Jo aks (0,5 [Lp + 1,0) = 2,50 


Bulkheads 
Watertight bulkhead plating o kms (0,33 4 LR + 1,0) = 2,5@ jo kms (0,33 4 LR + 1,0) = 2,5@ fo Vkmeg (0,33 4 LR + 1,0) = 2,5@ 


Deep tank bulkhead plating oifkms (0,38 {LR + 1,2) > 3,00 fo [kms (0,38 {LR + 1,2) > 3,00 fo Afkms (0,38 f LR + 1,2) > 3,00 


Deck plating and stiffeners 
Strength/Main deck plating 0) kms (0,38 Lp + 1,2) > 3,00 fo kms (0,38 4Lp + 1,2) > 3,00 f Vkms (0,38 4 Lp + 1,2) > 3,00 


Lower deck/Inside deckhouse @ kms (0,18 [Lp + 1,7) = 2,00 fo [kms (0,18 Lp + 1,7) 22,00 fp {kg (0,18 [Lp + 1,7) = 2,00 


Superstructures and deckhouses 
Superstructure side plating @ kms (0,3 Lp + 1,0) > 2,00 |@ kms (0,3 Lp + 1,0) >2,00 Jo kms (0,3 VLR + 1,0) > 2,00 


Deckhouse front 1st tier {kms (0,47 [LR + 1,5) = 3,00 fo {kms (0,47 [LR + 1,5) 23,00 fo qfkng (0,47 [Lp + 1,5) = 3,00 
Deckhouse front upper tiers (0) kms (0,42 LR + 1,3) 2 3,00 jo Vkms (0,42 VLR + 1,3) > 3,00 fp VAms (0,42 ¥LR t+ 1,3) > 3,0 


Deckhouse aft okms 0,2 YER + 0,6) > 2,00 Jo km (0,2 fLR + 0,6) > 2,00 Jo kms (0,2 [LR + 0,6) > 2,00 


Pillars 
Wall thickness of tubular pillars o VKms 0,05a1, (0) VKims 0,05a1, © VKmg 0,05, 


Wall thickness of rectangular pillars o Kms 0,056, o kms 0,05b,, 0) Kms 0,056, 


Symbols 


= service type factor as determined from Table 3.2.2 in Chapter 3 

= 635/(6, + oy) 

= specified minimum yield strength of the material, in N/mm? 
specified minimum ultimate tensile strength of the material, in N/mm2 
minimum breadth of cross section of hollow rectangular pillar, in mm 
outside diameter of tubular pillar, in mm 
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| Section 3 
Shell envelope plating 


3.1 General 


2 Va) Unless otherwise specified within this Section, the 
scantlings and arrangements for shell envelope plating are to 
be determined in accordance with the procedures described 
in, or as required by, Ch 3,3 for mono-hull craft using the 
pressures from Part 5 appropriate to multi-hulls. 


3.1.2 The thickness of the shell envelope plating is in no 
case to be less than the appropriate minimum requirement 
given in Section 2. 


3.2 Keel plates 


3.2.1 The breadth, by, and thickness, t,, of plate keels are 
not to be taken as less than: 


by. = 5,0LR +250 mm 


ty, =% Kg 1 ,35L R045 mm 
where 
Lp and k, are as defined in 1.5.1. 


3.2.2 In no case is the thickness of the keel to be less 
than that of the adjacent bottom shell plating. 


3.2.3 The width and thickness of plate keels are to be 
maintained throughout the length of the craft from the 
transom to a point not less than 25 per cent of the freeboard 
(measured at the forward perpendicular) above the deepest 
load waterline on the stem. Thereafter the keel thickness may 
be reduced to that required by Ch 3,3.3.1 for the stem. 


3.2.4 For large or novel craft and for yachts with 
externally attached ballast keels, the scantlings of the keel will 
be specially considered. 


3.3 Bottom outboard 


3.3.1 The thickness of the bottom outboard plating is to 
be determined from the general plating equation given in 
Ch 3,1.16 using the design pressure from Pt 5, Ch 3,3.1 or 
Pt 5, Ch 4,3.1 for non-displacement or displacement craft as 
appropriate. 


3.3.2 For all craft types, the minimum bottom outboard 
shell thickness requirement given in Section 2 is to extend to 
the chine line or 150 mm above the static load waterline, 
whichever is the greater. 


3.4 Bottom inboard 


3.4.1 The thickness of the bottom inboard plating is to be 
determined from the general plating equation given in 
Ch 3,1.16 using the design pressure from Pt 5, Ch 3,3.1 or 
Pt 5, Ch 4,3.1 for non-displacement or displacement craft as 
appropriate. 


3.4.2 For all craft types, the minimum bottom inboard 
shell thickness requirement given in Section 2 is to extend to 
the chine line or 150 mm above the static load waterline, 
whichever is the greater. 


3.5 Side outboard 


3.5.7 The thickness of the side outboard plating is to be 
determined from the general plating equation given in 
Ch 3,1.16 using the design pressure from Pt 5, Ch 3,3.1 or 
Pt 5, Ch 4,3.1 for non-displacement or displacement craft as 
appropriate. 


3.6 Side inboard 


3.6.7 The thickness of the side inboard plating is to be 
determined from the general plating equation given in 
Ch 3,1.16 using the design pressure from Pt 5, Ch 3,3.1 or 
Pt 5, Ch 4,3.1 for non-displacement or displacement craft as 
appropriate. 


3.7 Wet-deck 


3.7.1 The thickness of the wet-deck plating is to be 
determined from the general plating equation given in 
Ch 3,1.16 using the design pressure from Pt 5, Ch 3,3.1 or 
Pt 5, Ch 4,3.1 for non-displacement or displacement craft as 
appropriate. 


3.7.2 Additionally, the thickness of the wet-deck plating 
is inno case to be less than the thickness of the side inboard 
shell plating determined from 3.6. 


3.7.3 The wet-deck plating on the underside of the 
cross-deck structure may require to be additionally protected, 
particularly where the air gap is small and there is a high risk 
of localised impact due to collision with floating debris, ice, 
etc., in the service area. In such cases the sheathing 
requirements given in Ch 3,2.4 are to be complied with. 


3.8 Transom 


3.8.1 The scantlings and arrangements of the stern or 
transom are to be not less than that required for the adjacent 
bottom inboard or side outboard structure as appropriate. 
Where water jet or sterndrive units are fitted, the scantlings of 
the plating in way of the nozzles and connections will be 
specially considered. 


3.9 Haunch reinforcement (SWATH) 


3.9.1 For craft above 40 m in Rule length, Lp, the 
stresses in the haunch area are to be derived using a two 
dimensional fine mesh finite element analysis. The model is to 
extend horizontally into the box structure and vertically into 
the strut structure. All discontinuities and cut-outs are to be 
modelled in order to determine shear stresses at critical 
locations and stresses for the determination of fatigue 
strength. 
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3.9.2 Due consideration is to be given to shear lag when 
determining the effective breadth of the attached plating. 


3.10 Lower hull (SWATH) 


3.10.1 | Where the lower hull structure incorporates ring 
frames and attached shell plating fitted between bulkheads or 
diaphragms, the thickness of the lower hull shell plating may 
be derived from an established method for shell analysis or 
recognised standard for pressure vessels using the design 
pressure loading from Pt 5, Ch 3,3.1 or Ch 4,3.1 as appropri- 
ate. Other loads considered significant for the scantling 
determination are to be taken into account. Modes of failure to 
be considered are buckling, frame collapse, inter-frame shell 
collapse and overall frame shell collapse between bulkheads. 
A copy of the direct calculations are to be submitted for 
consideration. 


3.11 Novel features 


3.11.1. Where the Rules do not specifically define the 
requirements for plating elements with novel features then the 
scantlings and arrangements are to be determined by direct 
calculations. Such calculations are to be carried out on the 
basis of the Rules, Recognised Standards and good practice, 
and are to be submitted for consideration. 


& Section 4 
Shell envelope framing 


4.1 General 


4.1.1 Unless otherwise specified in this Section, the 
scantlings and arrangements for shell envelope framing are to 
be determined in accordance with the procedures described 
in, or as required by, Ch 3,3 for mono-hull craft using the 
pressures from Part 3 appropriate to multi-hulls. 


4.1.2 The requirements in this Section apply to longitudi- 
nally and transversely framed shell envelopes. 


4.2 Bottom outboard longitudinal stiffeners 


4.2.1 Bottom outboard longitudinal stiffeners are to be 
supported by transverse web frames, floors, bulkheads, or 
other primary structure, generally spaced not more than 
2m apart. 


4.2.2 Bottom outboard longitudinals are to be continuous 
through the supporting structures. 


4.2.3 Where it is impracticable to comply with the require- 
ments of 4.2.2, or where it is proposed to terminate the 
bottom outboard longitudinals in way of the transom, bulk- 
heads or integral tank boundaries, all longitudinals are to be 
bracketed in way of their end connections to maintain the 
continuity of structural strength. Particular attention is to be 
taken to ensure accurate alignment of the brackets. 


4.2.4 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in Ch 3,1.17, using the design pressures from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment craft as appropriate, and the coefficients Bz, B;, and Dy 
as detailed in Table 3.1.1 in Chapter 3 for the load model (b). 


4.3 Bottom outboard longitudinal primary 
stiffeners 
4.3.1 Bottom outboard longitudinal primary stiffeners are 


to be supported by deep transverse web frames, floors, bulk- 
heads, or other primary structures, generally spaced not more 
than 4 m apart. 


4.3.2 Bottom outboard longitudinal primary stiffeners are 
to be continuous through transverse bulkheads and 
supporting structures. 


4.3.3 Where it is impracticable to comply with the require- 
ments of 4.3.2, or where it is proposed to terminate the 
stiffeners in way of the transom, bulkheads or integral tank 
boundaries, they are to be bracketed in way of their end 
connections to maintain the continuity of structural strength. 
Particular care is to be taken to ensure accurate alignment of 
the brackets. All brackets are to be ‘soft toed’ and are to 
terminate on suitable supporting structure capable of carry- 
ing the transmitted bending moment. 


4.3.4 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in Ch 3,1.17, using the design pressures from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment craft as appropriate, and the coefficients Bz, B;, and Dy 
as detailed in Table 3.1.1 in Chapter 3 for the load model (a). 


4.4 Bottom outboard transverse stiffeners 


4.4.1 Bottom outboard transverse stiffeners are defined 
as local stiffening members which support the bottom shell 
and which may be continuous or intercostal. 


4.4.2 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in Ch 3,1.17, using the design pressures from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment craft as appropriate, and the coefficients Bz, ®;, and By 
as detailed in Table 3.1.1 in Chapter 3 for the load model (b). 


4.5 Bottom outboard transverse frames 


4.5.1 Bottom outboard transverse frames are defined as 
stiffening members which support the bottom shell. They are 
to be effectively continuous and bracketed at their end 
connections to side frames and bottom floors as appropriate. 
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4.5.2 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in Ch 3,1.17, using the design pressures from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment craft as appropriate, and the coefficients ®7, ®;, and Dy 
as detailed in Table 3.1.1 in Chapter 3 for the load model (a). 


4.6 Bottom outboard transverse web frames 


4.6.1 Bottom outboard transverse web frames are 
defined as primary stiffening members which support bottom 
shell longitudinals. They are to be continuous and substan- 
tially bracketed at their end connections to side web frames 
and bottom floors. 


4.6.2 Where it is impracticable to comply with the require- 
ments of 4.6.1, or where it is proposed to terminate the web 
frames in way of bulkheads or integral tank boundaries, they 
are to be bracketed in way of their end connections to 
maintain the continuity of structural strength. Particular 
attention is to be taken to ensure accurate alignment of the 
brackets. All brackets are to be ‘soft toed’ and are to 
terminate on suitable supporting structure capable of carry- 
ing the transmitted bending moment. 


4.6.3 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in Ch 3,1.17, using the design pressures from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment craft as appropriate, and the coefficients ®7, ®;, and Dy 
as detailed in Table 3.1.1 in Chapter 3 for the load model (a). 


4.7 Bottom inboard longitudinal stiffeners 


4.7.1 The scantlings and arrangements for bottom 
inboard longitudinal stiffeners are to be determined in 
accordance with the procedures described in 4.2 using the 
bottom inboard stiffening member design pressure from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment craft as appropriate. 


4.8 Bottom inboard longitudinal primary stiffeners 


4.8.1 The scantlings and arrangements for bottom 
inboard longitudinal primary stiffeners are to be determined in 
accordance with the procedures described in 4.3 using the 
bottom inboard stiffening member design pressure from Pt 5, 
Ch 8,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment craft as appropriate. 


4.9 Bottom inboard transverse stiffeners 


4.9.1 The scantlings and arrangements for bottom 
inboard transverse stiffeners are to be determined in 
accordance with the procedures described in 4.4 using the 
bottom inboard stiffening member design pressure from Pt 5, 
Ch 8,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment craft as appropriate. 


4.10 Bottom inboard transverse frames 


4.10.1 The scantlings and arrangements for bottom 
inboard transverse frames are to be determined in accordance 
with the procedures described in 4.5 using the bottom 
inboard stiffening member design pressure from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment craft as appropriate. 


4.11 Bottom inboard transverse web frames 


4.11.1. The scantlings and arrangements for bottom 
inboard transverse frames are to be determined in 
accordance with the procedures described in 4.6 using the 
bottom inboard stiffening design pressure from Pt 5, Ch 3,3.1 
or Pt 5, Ch 4,3.1 for non-displacement or displacement craft 
as appropriate. 


4.12 Side outboard longitudinal stiffeners 


4.12.1. The side outboard longitudinal stiffeners are to be 
supported by transverse web frames, bulkheads, or other 
primary structure, generally spaced not more than 2 m apart. 


4.12.2 Side outboard longitudinals are to be continuous 
through the supporting structures. 


4.12.3 Where itis impracticable to comply with the require- 
ments of 4.12.2, or where it is proposed to terminate the side 
outboard longitudinals in way of the transom, bulkheads or 
integral tank boundaries, they are to be bracketed in way of 
their end connections to maintain the continuity of structural 
strength. Particular attention is to be taken to ensure 
accurate alignment of the brackets. 


4.12.4 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in Ch 3,1.17, using the design pressures from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment craft as appropriate, and the coefficients Bz, ®;, and Dy 
as detailed in Table 3.1.1 in Chapter 3 for the load model (b). 


4.13 Side outboard longitudinal primary stiffeners 


4.13.1 Side outboard longitudinal primary stiffeners are to be 
supported by side transverse web frames, bulkheads, or other 
primary structure, generally spaced not more than 4 m apart. 


4.13.2 Side outboard longitudinal primary stiffeners are to 
be continuous through transverse bulkheads and supporting 
structures. 


4.13.3 Where it is impracticable to comply with the 
requirements of 4.13.2, or where it is proposed to terminate 
the side outboard longitudinals in way of the transom, bulk- 
heads or integral tank boundaries, they are to be bracketed 
in way of their end connections to maintain the continuity of 
structural strength. Particular care is to be taken to ensure 
accurate alignment of the brackets. All brackets are to be ‘soft 
toed’ and are to terminate on suitable supporting structure 
capable of carrying the transmitted bending moment. 
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4.13.4 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in Ch 3,1.17, using the design pressures from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment craft as appropriate, and the coefficients ®7, ®;, and Dy 
as detailed in Table 3.1.1 in Chapter 3 for the load model (a). 


4.14 Side outboard transverse stiffeners 


4.14.1 Side outboard transverse stiffeners are defined as 
local stiffening members supporting the side shell and may be 
continuous or intercostal. 


4.14.2 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in Ch 3,1.17, using the design pressures from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment craft as appropriate, and the coefficients ®7, B;, and Dy 
as detailed in Table 3.1.1 in Chapter 3 for the load model (b). 


4.15 Side outboard transverse frames 


4.15.1. Side outboard transverse frames are defined as 
stiffening members supporting the side shell and spanning 
continuously between bottom floors/frames and decks. They 
are to be effectively constrained against rotation at their end 
connections. 


4.15.2 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in Ch 3,1.17, using the design pressures from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment craft as appropriate, and the coefficients Bz, ®;, and Dy 
as detailed in Table 3.1.1 in Chapter 3 for the load model (a). 


4.16 Side outboard transverse web frames 


4.16.1 Side outboard transverse web frames are defined 
as primary stiffening members which support side shell 
longitudinals. They are to be continuous and substantially 
bracketed at their head and heel connections to deck beams 
and bottom web frames respectively. 


4.16.2 Where it is impracticable to comply with the require- 
ments of 4.16.1, or where it is proposed to terminate the side 
outboard longitudinals in way of bulkheads or integral tank 
boundaries, they are to be bracketed in way of their end 
connections to maintain the continuity of structural strength. 
Particular care is to be taken to ensure accurate alignment of 
the brackets. All brackets are to be ‘soft toed’ and are to 
terminate on suitable supporting structure capable of carry- 
ing the transmitted bending moment. 


4.16.3 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in Ch 3,1.17, using the design pressures from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment craft as appropriate, and the coefficients Bz, By, and Dy 
as detailed in Table 3.1.1 in Chapter 3 for the load model (a). 


4.17 Side inboard longitudinal stiffeners 


4.17.1. The scantlings and arrangements for side inboard 
longitudinal stiffeners are to be determined in accordance with 
the procedures described in 4.12 using the side inboard 
design pressure from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for non- 
displacement or displacement craft as appropriate. 


4.18 Side inboard longitudinal primary stiffeners 


4.18.1 | The scantlings and arrangements for side inboard 
longitudinal primary stiffeners are to be determined in 
accordance with the procedures described in 4.13 using the 
side inboard design pressure from Pt 5, Ch 3,3.1 or Pt 5, 
Ch 4,3.1 for non-displacement or displacement craft as 
appropriate. 


4.19 Side inboard transverse stiffeners 


4.19.1 The scantlings and arrangements for side inboard 
transverse stiffeners are to be determined in accordance with 
the procedures described in 4.14 using the side inboard 
design pressure from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for non- 
displacement or displacement craft as appropriate. 


4.20 Side inboard transverse frames 


4.20.1 The scantlings and arrangements for side inboard 
transverse frames are to be determined in accordance with 
the procedures described in 4.15 using the side inboard 
design pressure from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for non- 
displacement or displacement craft as appropriate. 


4.21 Side inboard transverse web frames 


4.21.1 The scantlings and arrangements for side inboard 
transverse web frames are to be determined in accordance 
with the procedures described in 4.16 using the side inboard 
design pressure from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for non- 
displacement or displacement craft as appropriate. 


4.22 Wet-deck longitudinal stiffeners 


4.22.1. The wet-deck longitudinal stiffeners are to be 
supported by transverse web frames, bulkheads, or other 
primary structure, generally spaced not more than 2 m apart. 


4.22.2 Wet-deck longitudinals are to be continuous 
through the supporting structures. 


4.22.3 Whereit is impracticable to comply with the require- 
ments of 4.22.2, or where it is proposed to terminate the 
wet-deck longitudinals in way of the transom, bulkheads or 
integral tank boundaries, they are to be bracketed in way of 
their end connections to maintain the continuity of structural 
strength. Particular care is to be taken to ensure accurate 
alignment of the brackets. 
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4.22.4 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in Ch 3,1.17, using the design pressures from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or 
displacement craft as appropriate, and the coefficients ® 7, 
®,, and ®, as detailed in Table 3.1.1 in Chapter 3 for the load 
model (b). 


4.22.5 Inno case are the scantlings and arrangements for 
the wet-deck longitudinal stiffeners to be taken as less than 
those required for the side inboard longitudinal stiffeners 
detailed in 4.17. 


4.23 Wet-deck longitudinal primary stiffeners 


4.23.1 | Wet-deck longitudinal primary stiffeners are to be 
supported by transverse web frames, bulkheads, or other 
primary structure, generally spaced not more than 4 m apart. 


4.23.2 | Wet-deck longitudinal primary stiffeners are to be 
continuous through transverse bulkheads and supporting 
structures. 


4.23.3 Where it is impracticable to comply with the 
requirements of 4.23.2, or where it is proposed to terminate 
the wet-deck longitudinals in way of the transom, bulkheads 
or integral tank boundaries, they are to be bracketed in way of 
their end connections to maintain the continuity of structural 
strength. Particular care is to be taken to ensure accurate 
alignment of the brackets. All brackets are to be ‘soft toed’ 
and are to terminate on suitable supporting structure capable 
of carrying the transmitted bending moment. 


4.23.4 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in Ch 3,1.17, using the design pressures from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment craft as appropriate, and the coefficients Bz, By, and By 
as detailed in Table 3.1.1 in Chapter 3 for the load model (a). 


4.23.5 Inno case are the scantlings and arrangements for 
the wet-deck longitudinal primary stiffeners to be taken as less 
than those required for the side inboard longitudinal primary 
stiffeners detailed in 4.18. 


4.23.6 Additionally the requirements of Chapter 6 relating 
to global strength are to be complied with. 


4.24 Wet-deck transverse stiffeners 


4.24.1 Wet-deck transverse stiffeners are defined as local 
stiffening members supporting the wet-deck and may be 
continuous or intercostal. 


4.24.2 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in Ch 3,1.17, using the design pressures from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or 
displacement craft as appropriate, and the coefficients ® 7, 
®,, and ®, as detailed in Table 3.1.1 in Chapter 3 for the load 
model (b). 


4.24.3 Innocase are the scantlings and arrangements for 
the wet-deck transverse stiffeners to be taken as less than 
those required for the side inboard transverse stiffeners 
detailed in 4.19. 


4.25 Wet-deck transverse frames 


4.25.1 Wet-deck transverse frames are defined as 
stiffening members which support the wet-deck. They are to 
be effectively continuous and bracketed at their end 
connections to side frames. 


4.25.2 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in Ch 3,1.17, using the design pressures from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment craft as appropriate, and the coefficients Bz, B;, and Dy 
as detailed in Table 3.1.1 in Chapter 3 for the load model (a). 


4.25.3 |Innocase are the scantlings and arrangements for 
the wet-deck transverse frames to be taken as less than those 
required for the side inboard transverse frames detailed in 
4.20. 


4.26 Wet-deck transverse web frames 


4.26.1 Wet-deck transverse web frames are defined as 
primary stiffening members which support wet-deck 
longitudinals. They are to be continuous and substantially 
bracketed at their end connections to side transverse web 
frames. 


4.26.2 Where it is impracticable to comply with the require- 
ments of 4.26.1, or where it is proposed to terminate the 
wet-deck longitudinals in way of the bulkheads or integral tank 
boundaries, they are to be bracketed in way of their end 
connections to maintain the continuity of structural strength. 
Particular care is to be taken to ensure accurate alignment of 
the brackets. All brackets are to be ‘soft toed’ and are to 
terminate on suitable supporting structure capable of carry- 
ing the transmitted bending moment. 


4.26.3 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in Ch 3,1.17, using the design pressures from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment craft as appropriate, and the coefficients Bz, ®;, and Dy 
as detailed in Table 3.1.1 in Chapter 3 for the load model (a). 


4.26.4. |Innocase are the scantlings and arrangements for 
the wet-deck transverse web frames to be taken as less than 
those required for the side inboard transverse web frames 
detailed in 4.21. 


4.26.5 Primary transverse web frames that link the 
strength deck to the wet-deck structure and which carry the 
transverse global loading are additionally to comply with 
Ch 6,3.4. 
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4.26.6 — Particular attention is to be taken to ensure that the 
continuity of transverse structural strength is maintained. All 
primary transverse members are to be continuous through the 
inboard side structure and integrated into transverse 
bulkheads or other primary structure within each hull (see 
Fig. 4.4.1). In the case of trimaran type craft the primary 
transverse members are to be continuous through the centre 
hull. Additionally the side inboard shell plating in way of the 
intersection is to be increased locally by not less than 
50 per cent. 


Continuous web 
—~—;—* Increased 
plating 

thicknesses 

Outboard 


web frame 


YN 


Inboard 
web frame 


4390/198 


Fig. 4.4.1 
End connection details, wet-deck structure 


4.27 Lower hull (SWATH) 


4.27.1 | Where the lower hull structure incorporates ring 
frames and attached shell plating fitted between bulkheads or 
diaphragms, the scantlings of the lower hull shell stiffening 
may be derived from an established method for stiffening 
analysis or Recognised Standard for pressure vessels using 
the design loading from Pt 5, Ch 4,4.1. Modes of failure to be 
considered are buckling, frame collapse, inter frame shell 
collapse and overall frame shell collapse between bulkheads. 
A copy of the direct calculations is to be submitted for 
consideration. 


4.28 Scantlings of end brackets 


4.28.1 | The scantlings of end brackets in way of transverse 
web frames/crossdeck primary structure which carry 
transverse global loading, are to be as large as practicable and 
be additionally reinforced as necessary. The webs of deep 
brackets are to be stiffened as necessary to resist buckling, 
see also Ch 6,3.5. 


a Section 5 
Single bottom structure and 


appendages 
5.1 General 
5.1.1 Unless otherwise specified in this Section, the 


scantlings and arrangements for single bottom structure and 
appendages are to be determined in accordance with the 
procedures described in, or as required by, Ch 3,5 for mono- 
hull craft using the pressures from Part 5 appropriate to 
multi-hulls. 


5.1.2 The thickness of single bottom structural members 
is inno case to be less than the appropriate minimum require- 
ment given in Section 2. 


5.2 Keel 


5.2.1 The scantlings and arrangements of plate keels are 
to be in accordance with 3.2. 


5.2.2 Where fitted, the cross-sectional area, Ap,, and 
thickness, t,,, of bar keels are not, in general, be taken as less 
than: 


Abk = 0,75Lp kg cm2 
tox = ks (0,5LR +2) mm 
where 
Lp and k, are as defined in 1.5.1. 
5.3 Centre girder 


5.3.1 Centreline girders are to be fitted throughout the 
length of each hull and are generally to be fitted in association 
with transverse frames, transverses supporting longitudinals 
or where the breadth of floors at the upper edge is greater 
than 1,5 m. 


5.3.2 Centreline girders may be formed with intercostal or 
continuous plate webs. In all cases the face flat is to be contin- 
uous. Where girder webs are intercostal, additional bracketing 
and local reinforcement are to be provided to maintain the 
continuity of structural strength. 


5.3.3 The web depth of the centre girder is, in general, to 
be equal to the depth of the floors at the centreline as 
specified in 5.5.3. 
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5.3.4 The web thickness, t,,, of the centre girder is to be 5.5 Floors 
taken not less than: 
ty = Vk, (0,8VL_ +1) mm 5.5.7 In transversely framed craft, floors are generally to 


where 
Lp and k, are as defined in 1.5.1. 


5.3.5 The face flat area, A;, of the centre girder is to be 
not less than: 


Ay = kg 0,221. p cm? 
where 
Lp and k, are as defined in 1.5.1. 


5.3.6 The geometric section properties of the centre 
girder are to be in accordance with Ch 3,1.18. 


5.3.7 The face flat area of the centre girder outside 0,5Lp 
may be 80 per cent of the value given in 5.3.5. 


5.3.8 The face flat thickness is to be not less than the 
thickness of the web, t,,, as determined from 5.3.4. 


5.3.9 The ratio of the width to thickness of the face flat is 
to be not less than eight but is not to exceed 16. 


5.3.10 Additionally, the requirements of 4.8 for bottom 
inboard longitudinal primary stiffeners are to be complied with. 


5.4 Side girders 


5.4.1 Where the floor breadth at the upper edge exceeds 
4,0 m, side girders are to be fitted at each side of the centre 
girder such that the spacing between the side and centre 
girders or between the side girders themselves is not greater 
than 2 metres. Side girders where fitted are to extend as far 
forward and aft as practicable and are, in general, to be 
scarfed into the bottom structure forward and aft of the 
support at which they terminate, i.e. in way of bulkheads, 
deep floors or other primary transverse structure. 


5.4.2 The web thickness, ty, of side girder webs is to be 
taken as not less than: 


ty = V(0,48k,L—) mm 


where 
Lp and k, are as defined in 1.5.1. 


5.4.3 The face flat area and thickness of side girders are 
to comply with the requirements for plate floors as defined in 
5.5.6 and 5.5.7. 


5.4.4 Additionally, the requirements of 4.8 for bottom 
inboard longitudinal primary stiffeners are to be complied with. 


5.4.5 Watertight side girders and side girders forming the 
boundaries of tank spaces, are also to comply with the 
requirements for watertight bulkheads and deep tanks as 
detailed in Ch 3,7.2 and Ch 8,7.4 respectively. 


5.4.6 In the engineroom, additional side girders are 
generally to be fitted in way of main machinery seatings. 
Where fitted they are to be integrated into the structure of the 
craft and extended forward and aft as far as practicable. 


be fitted at every frame and underneath each bulkhead. 


rood In longitudinally framed craft, floors are in general 
to be fitted at every transverse web frame and bulkhead and 
generally at a spacing not exceeding 2 m. Additional 
transverse floors or webs are to be fitted at half web-frame 
spacing in way of engine seatings and thrust bearings, pillars, 
skegs, ballast/bilge keels and the bottom of the craft in the 
forefoot region. 


5.5.3 The overall depth, a;, of floors at the centreline, is 
not to be taken as less than: 
d> = 6,2LR+50mm 


where 
Lp is as defined in 1.5.1. 


5.5.4 The web thickness of plate floors, ty, is to be in 
accordance with Ch 3,1.18 and not less than: 


=e (ih +22) (sg +09) 
ty = kg ( Sot + 2,26 co mm 


where 
d; is to be determined from 5.5.3 
k, and s are as defined in 1.5.1. 


19:9. If the side frames of the craft are attached to the floors 
by brackets, the depth of floor may be reduced by 
15 per cent and the floor thickness determined using the reduced 
depth. The brackets are to be flanged and have the same thick- 
ness as the floors, and their arm lengths clear of the frame are to 
be the same as the reduced floor depth given above. 


5.5.6 The face flat area, A;, of floors is not to be taken as 
less than: 


At _ 0,11k, Lp cm?2 
where 
Lp and k, are as defined in 1.5.1. 


5.5.7 The face flat thickness, t;, is to be not less than the 
thickness of the web and the ratio of the web to the 
thickness of the face flat is to be not less than eight but is not 
to exceed 16. 


5.5.8 Additionally, the requirements of 4.11 for bottom 
inboard transverse web frames are to be complied with. 


5.5.9 Floors are in general to be continuous from side 
to side. 


5.5.10 — The tops of floors, in general, may be level from 
side to side. However, in craft having considerable rise of floor 
the depth of the floor plate may require to be increased to 
maintain the required section modulus. 


5.5.11. The floors in the aft peak are to extend over and 
provide efficient support to the stern tube(s) where applicable. 


5.5.12 Watertight floors, or floors forming boundaries of 
tank spaces, are also to comply with the requirements for 
watertight bulkheads or deep tanks as detailed in Ch 3,7.3 
and Ch 3,7.5. 
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5.6 Floors in machinery space 


5.6.1 The web thickness, ty, of floors in machinery 
spaces is to be 1 mm greater than that required by 5.5.4. 


5.6.2 The depth and mechanical strength properties of 
floors between engine or gearbox girders is to be not less 
than that required to maintain continuity of structural integrity 
or 50 per cent of the depth given in 5.5.3. The face flat area 
and web thickness of such reduced height floors are to be 
increased appropriately in order to maintain the continuity of 
structural strength, see a/so Ch 3,4.12. 


5.7 Forefoot and stem 


5.7.1 The thickness of plate stems at the waterline is to 
comply with the requirements for plate keels as given in 3.2. 


5.7.2 The forefoot and stem is to be additionally 
reinforced with floors. 


5.7.3 The cross-sectional area of bar stems, Apg, is not 
to be taken as less than: 


Abs = 0,6k, Lp cm? 


where 
k, and Lp are as defined in 1.5.1. 


O Section 6 
Double bottom structure 


6.1 General 


6.1.1 Unless otherwise specified in this Section, the 
scantlings and arrangements for the double bottom structure 
are to be determined in accordance with the procedures 
described in, or as required by, Ch 3,6 for mono-hull craft 
using the pressures from Part 5 appropriate to multi-hulls. 


6.1.2 The thickness of double bottom structural 
members is in no case to be less than the appropriate 
minimum requirement given in Section 2. 


6.2 Keel 


6.2.1 The scantlings of plate and bar keels are to comply 
with the requirements of 5.2. 


6.3 Centreline girder 


6.3.1 A centre girder is to be fitted throughout the length 
of the craft. The web thickness, ty, is not to be less than that 
required by: 

ty = [kg (0,06LR +3) mm within 0,4L, amidships 


= ks (0,06LR + 2) mm at ends 


where 
k, and Lp are as defined in 1.5.1. 


6.3.2 The geometric properties of the girder section are 
to be in accordance with Ch 3,1.18. 


6.3.3 The overall web depth, a\,, of the centre girder is to 
be taken as not less than 630 mm and is to be sufficient to 
give adequate access to all parts of the double bottom. 


6.3.4 Additionally, the requirements of 4.8 for bottom 
inboard longitudinal primary stiffeners are to be complied with. 


6.4 Side girders 


6.4.1 Where the floor breadth does not exceed 4,0 m, 
side girders are not required. Vertical stiffeners are to be fitted 
to the floors on each side, the number and positions of these 
stiffeners being dependent on the arrangement of the double 
bottom structure. 


6.4.2 Where the breadth of floor is greater than 4,0 m, 
additional side girders having the same thickness as the floors 
are to be fitted. The number of side girders is to be such that 
the distance between the side girders and centre girder and 
margin plate, or between the side girders themselves, does 
not exceed 2,0 m. 


6.4.3 Side girders, where fitted, are to extend as far 
forward and aft as practicable and are in general to to be 
scarfed into the bottom structure forward and aft of the 
supporting bulkheads, deep floors or other primary transverse 
structure. 


6.4.4 Where additional side girders are fitted in way of 
main machinery seatings, they are to be integrated into the 
structure of the craft and extended forward and aft as far as 
practicable. 


6.4.5 Under the main engine, girders extending from the 
bottom shell to the top plate of the engine seating are to be 
fitted. The height of the girders is to be not less than the 
height of the floor. Engine holding-down bolts are to be 
arranged as near as practicable to the girders and floors. 
Where this cannot be achieved, bracket floors and/or hanging 
brackets are to be fitted. 


6.4.6 The geometric properties of the girder section are 
to be in accordance with Ch 3,1.18. 


6.4.7 Additionally, the requirements of 4.8 for bottom 
inboard longitudinal primary stiffeners are to be complied with. 


6.5 Plate floors 


6.5.17 The web thickness, t,, of non-watertight plate 
floors is to be not less than: 


ty = A{k, (0,03LR + 3,5) mm 
where 
k, and Lp are as defined in 1.5.1. 


6.5.2 The geometric properties of the floor section are to 
be in accordance with Ch 3,1.18. 
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6.5.3 Additionally, the requirements of 4.6 for bottom 
inboard transverse web frames are to be complied with. 


6.5.4 Plate floors are, in general, to be continuous 
between the centre girder and the margin plate. 


6.5.5 In longitudinally framed craft, plate floors are to be 

fitted in the following positions: 

(a) At every half frame in way of the main engines, thrust 
bearings, and bottom of the craft forward. 

(b) Outboard of the engine seatings, at every frame within 
the engineroom. 

(c) Underneath pillars and bulkheads. 

(d) Outside of the engine room at a spacing not exceeding 
2,0m. 


6.5.6 Vertical flat bar stiffeners are to be fitted to all plate 
floors at each longitudinal. Each stiffener is to have a depth of 
not less than 10t,, and a thickness of not less than t,,, where 
ty is thickness of the plate floor as calculated in 6.5.1. 


6.5.7 In transversely framed craft, plate floors are to be 
fitted at every frame in the engineroom, under bulkheads, in 
way of change in depth of double bottom and elsewhere at a 
spacing not exceeding 2,0 m. 


6.6 Additional requirements for watertight floors 


6.6.1 Watertight floors, or floors forming boundaries of 
tank spaces, are also to comply with the requirements for 
watertight bulkheads or deep tanks as detailed in Ch 3,7.2 or 
Ch 8,7.4 respectively. 


fe Section 7 
Bulkheads and deep tanks 


7.1 General 


7.1.1 Unless otherwise specified in this Section, the 
scantlings and arrangements for bulkheads and deep tanks 
are to be determined in accordance with the procedures 
described in, or as required by Ch 3,3 for mono-hull craft 
using the pressures from Part 5 appropriate to multi-hulls. 


7.2 Longitudinal bulkheads within the cross-deck 
structure 


| Longitudinal bulkheads are to be fitted within the 

cross-deck structure to prevent cross flooding and the spread 

of flame and smoke. The minimum number of such bulkheads 

is to be: 

e — one for catamarans of Rule length, Lp, less than or equal 
to 24 m; 

° two for catamarans of Rule length, Lp, greater than 
24 m; and 

e four for trimarans. 

Quadrimarans and other craft of novel configuration will be 

specially considered. 


7.2.2 The scantlings and arrangements for cross-deck 
longitudinal bulkheads are to be determined in accordance 
with the procedures described in Ch 3,7.2 and Ch 8,7.3 for 
bulkheads in mono-hull craft. 


7.2.3 In addition the requirements of 7.4 with regard to 
global strength are to be complied with. 


7.3 Transverse bulkheads within the cross-deck 
structure 


7.3.1 The scantlings of cross-deck transverse bulkheads 
are to be determined in accordance with the procedures 
described in Ch 3,7.2 and Ch 3,7.3 for bulkheads in mono- 
hull craft. 


7.3.2 In addition the requirements of 7.4 in respect of 
global strength are to be complied with. 


7.4 Additional strength required for global loading 


7.4.1 Where transverse bulkheads or deep tank bulk- 
heads within the cross-deck structure are to assist in resisting 
torsional or bending loads between the hulls, then the water- 
tight/deep tank bulkheads may be required to be additionally 
stiffened and the plating or skin thicknesses may require to 
be increased. For hull girder strength requirements, see Ch 
6,3. 


7.4.2 Longitudinal bulkheads within the cross-deck 
structure that are to assist in maintaining the longitudinal 
strength of the craft are to satisfy both bulkhead/deep tank 
and longitudinal strength requirements. This may require 
additional stiffening and increase in plate thickness require- 
ments. For hull girder strength requirements, see Ch 6,3. 


7.4.3 Where longitudinal or transverse cross-deck 
bulkheads/deep tanks are to carry global loads, detailed 
calculations are to be submitted. 


7.4.4 For longitudinal or transverse cross-deck members 
carrying global loads, consideration is to be given to stiffener 
arrangement, alignment, and continuity in order to maximise 
the rigidity and stiffness of the structure, in resisting the 
torsional/bending loads. Discontinuity of structural bulkheads 
is to be avoided. 


7.5 Access 


L931 Access through the cross-deck structure may be 
permitted, provided that the global strength requirements are 
satisfied. Cut outs through the bulkhead are not to exceed 
50 per cent of its depth, see a/so Ch 3,7.18. 


7.5.2 Where the cross-deck structure acts as a water- 
tight bulkhead pipe or cable runs through the watertight 
bulkheads are to be fitted with suitable watertight glands. 
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7.6 Local reinforcement 


7.6.1 Bulkheads forming the cross-deck structure are to 
be suitably strengthened, if necessary, in way of deck girders 
and where subjected to concentrated loads. 


7.7 Integral/deep tanks within cross-deck 
structure 


7.7.1 Where the cross-deck structure forms the 
boundaries of deep tanks, the scantlings of these boundaries 
are to satisfy both deep tank and global strength require- 
ments. For general and structural requirements for deep 
tanks, see Ch 3,7. For global considerations of strength, see 
Ch 6,3. 


O Section 8 
Deck structures 


8.1 General 


8.1.1 Unless otherwise specified in this Section, the 
scantlings and arrangements for deck structures are to be 
determined in accordance with the procedures described in, 
or as required by, Ch 3,8 for mono-hull craft using the 
pressures from Part 5 appropriate to multi-hulls. 


8.2 Arrangements 


8.2.1 Design loads to be applied for cross-deck scantling 
calculations are transverse vertical bending moment and 
shear force, twin hull torsional connecting moment, external 
pressure load and appropriate internal loads as defined in 
Part 3. 


8.2.2 For craft up to 50 m in Rule length, Lp, where the 
cross-deck is formed by transverse primary stiffeners or 
bulkheads, and subjected to global transverse loads in accor- 
dance with 8.2.1 the scantling requirements to satisfy the 
global loading condition are given in Ch 6,3.5. 


8.2.3 Superstructures fitted on the cross-deck structures, 
on craft up to 50 m in Rule length, Lp, will, in general, be 
considered as non load carrying and are not to be included in 
the strength of the cross-deck. For designs where the super- 
structure is designed to absorb global loads, the requirements 
are given in Ch 6,3.2. 


8.2.4 For craft more than 50 m in Rule length, Lp, global 
analysis is required to determine the response of the deck and 
superstructure as a system. Deck scantlings may then be 
derived for compliance with the requirements of Ch 6,3. 


8.3 Cross-deck plating 
8.3.1 The thickness of the cross-deck plating is to be 


determined from the general plating equation given in 
Ch 3,1.16 using the design pressure from Pt 5, Ch 3,3.1 or 


Pt 5, Ch 4,3.1 for non-displacement or displacement craft as 
appropriate. 


8.3.2 The thickness of the cross-deck plating is in no 
case to be less than the appropriate minimum requirement 
given in Section 2. 


8.3.3 The scantlings of watertight cockpits are to be of 
equivalent strength to those of the strength/weather deck, see 
also Part 4. 


8.3.4 It is recommended that the working areas of the 
weather deck have an anti-slip surface. 


8.3.5 Where decks are sheathed with wood or other 
materials, details of the method of attachment are to be 
submitted, see a/so Ch 8,2.4. 


8.4 Cross-deck stiffening 


8.4.1 The Rule requirements for section modulus, inertia 
and web area for the cross-deck primary stiffeners are to be 
determined from the general equations given in Ch 3,1.17, using 
the design pressures from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for 
non-displacement or displacement craft as appropriate, and 
the coefficients Bz, By}, and My, as detailed in Table 3.1.1 in 
Chapter 3 for the load model (a). 


8.4.2 The Rule requirements for section modulus, inertia 
and web area of the strength/weather deck secondary stiffen- 
ing are to be determined the general equations given in 
Ch 3,1.17, using the design pressures from Pt 5, Ch 3,3.1 or 
Pt 5, Ch 4,3.1 for non-displacement or displacement craft as 
appropriate, and the coefficients ®7, B;, and My as detailed in 
Table 3.1.1 in Chapter 3 for the load model (b). Special 
consideration will be given to the application of other load 
models subject to the structural arrangement and degree of 
end fixity provided. 


8.4.3 The geometric properties of stiffener sections are 
to be in accordance with Ch 3,1.18. 


8.4.4 For cases where there may be excessive rotations 
or deflections at supports or where the lateral pressure 
distribution is non-uniform, the above scantlings may require 
increasing appropriately. 


8.4.5 Where stiffeners are subject to concentrated loads 
such as pillars, the concentrated loads are to be super- 
imposed on the lateral pressure and strength calculations 
carried out to demonstrate compliance with the deflection and 
stress criteria given in Ch 7,2 and Ch 7,3. 


8.4.6 Where stiffening members support plating of the 
extruded plank type, or the floating frame system is used, the 
plating is not to be included in the scantling derivation of the 
supporting structure. 


8.4.7 Openings in the cross-deck for hatches, etc., are 
to comply with the requirements of Ch 3,8.11. 
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8.5 Novel features 


8.5.1 Where the cross-deck structure is of unusual 
design, form or proportions, the scantlings are to be 
determined by direct calculation and a copy submitted for 
consideration. 


Sj Section 9 
Superstructures, deckhouses, 
pillars and bulwarks 


9.1 General 


QA The scantlings and arrangements for superstruc- 
tures, deckhouses and bulwarks are to be determined in 
accordance with the procedures described in, or as required 
by, Ch 3,9 for mono-hull craft. 


9.1.2 The scantlings and arrangements for pillars and 
pillar bulkheads are to be determined in accordance with the 
procedures described in, or as required by, Ch 3,10 for 
mono-hull craft. 
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Section 
1 General 
2 Special features 


3 Vehicle decks 

4 Bow doors 

5 Movable decks 

6 Helicopter landing areas 


7 Strengthening requirements for navigation in 
ice conditions 


O Section 7 
General 


1.1 Application 

7.7.1 The requirements of this Chapter are applicable to 
mono-hull and multi-hull craft of steel construction as defined 
in Pt 1, Ch 1,1. 

1.2 Symbols and definitions 


12.4 The symbols and definitions used in this Chapter 
are defined below and in the appropriate Section: 


Ss = stiffener spacing, in mm 
k, = higher tensile steel factor 
= 285/o, 
6, = specified minimum yield strength of the material, in 
N/mm2. 


a Section 2 
Special features 


2.1 Water jet propulsion systems - Construction 


2.1.1 The requirements for the construction and 
installation of water jet units apply irrespective of rated power. 


2.1.2 Water jet ducts may be fabricated as an integral 
part of the hull structure, or as a bolted-in unit. In either case, 
detailed plans indicating dimensions, scantlings and materi- 
als of construction of the following are to be submitted in 
triplicate: 

(a) Arrangement of the system including intended method 
of attachment to the hull and building-in, geometry of 
tunnel, shell opening, method of stiffening, reinforce- 
ment, etc. 

(b) Shaft sealing arrangements. 

(c) Details of any shafting support or guide vanes used in 
the water jet system. 


(d) Details and arrangements of inspection ports, their 
closing appliances and sealing arrangement, etc. 

(e) Details and arrangements of protection gratings and their 
attachments. 


2.1.3 When submitting the plans requested in 2.1.2, 
details of the designers’ loadings and their positions of 
application in the hull are to be submitted. These are to 
include maximum applied thrust, moments and tunnel 
pressures for which approval is sought. 


2.1.4 All materials used in construction are to be 
manufactured and tested in accordance with the Rules for the 
Manufacture, Testing and Certification of Materials (hereinafter 
referred to as the Rules for Materials). 


21 Steels are to be of suitable grades in accordance 
with the requirements of Ch 2,2. 


2.426: Irrespective of the material used, the strength and 
supporting structure of all tunnels are to be examined by 
direct calculation procedures which are to be submitted. In no 
case are the scantlings to be taken as less than the Rule 
requirements for the surrounding structure. The strength of 
the hull structure in way of tunnels is to be maintained. The 
structure is to be adequately reinforced and compensated as 
necessary. All openings are to be suitably reinforced and have 
radiused corners. 


2.1.7 Consideration is to be given to providing the inlet to 
the tunnel with a suitable guard to prevent the ingress of large 
objects into the rotodynamic machinery. The dimensions of 
the guard are to strike a balance between undue efficiency 
loss due to flow restriction and viscous losses, the size of 
object allowed to pass and susceptibility to clog with weed 
and other flow restricting matter. 


2.1.8 The inlet profile of the tunnel is to be so designed 
as to provide a smooth uptake of water over the range of craft 
operating trims and avoid significant separation of the flow 
into the rotating machinery. 


Zuli@ Single or multiple water jet unit installations having 
a total rated power in excess of 500 kW are to be contained 
within their own watertight compartment. Other arrangements 
for maintaining watertight integrity may be _ specially 
considered depending on the size and installation layout. 


2.1.10 For details of machinery requirements, see Pt 12, 
Ch 2. 
2.2 Water jet propulsion systems - Installation 


221 Standard units built for ‘off the shelf’ supply and 
which include the duct are to be installed strictly in 
accordance with the manufacturer’s instructions, see also 
2.1.4. 


2.2.2 Integral water jet ducts are to be constructed in 
accordance with the manufacturer’s requirements and the 
relevant plans submitted as required by 2.1. 
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2.2.3 Where load is transmitted into the transom and/or 
bottom shell, the thickness of the plating adjacent to the jet 
unit is to be increased. The increase in thickness is to be not 
less than 50 per cent of the calculated transom and bottom 
plating thicknesses respectively or 8 mm, whichever is the 
greater. Such reinforcement is to extend beyond the 
surrounding stiffening structure. 


2.2.4 For ‘bolted in’ units, hull receiving rings are to be of 
a material compatible with the hull. Scantlings of the receiving 
rings are to be as required by the jet unit manufacturer and 
suitably edge prepared prior to welding in place. The receiving 
ring is to be installed using an approved welding procedure. 
Where a manufacturer’s specification is not provided, full 
details are to be submitted. 


2.2.5 Bolt sizes and spacings are to be specified by the 
manufacturer, and are to be of suitable marine grade, 
insulated as appropriate and locked by suitable means. 


2.2.6 Where studs are proposed for the receiving ring(s), 
the remaining thickness below the depth of blind tap is to be 
not less than the bottom shell plating thickness plus 2 mm. 
Bottoms of all blind taps are to be free of sharp corners. 


2.2.7 The use of approved alignment resins may be 
considered where accurate seating and faying surfaces are 
required. Details are to be submitted for consideration and 
approval. 


2.2.8 Where a water jet unit forms an integral part of the 
hull structure, such units are to be installed using an approved 
weld procedure and in accordance with the manufacturer’s 
instructions. Materials to be welded are to be of compatible 
specifications. 


2.2.9 Water jet units transmitting thrust into the transom 
structure are to be supported by a system of radial, 
athwartship and vertical stiffening. Drawings are to be accom- 
panied by a set of detailed structural calculations. Where 
complex installations are proposed, a finite element model 
may be submitted in lieu of direct calculations. 


2.2.10 Water jet units transmitting thrust to a bottom shell 
connection or intermediate tunnel connection are to be 
supported by additional stiffening, the details of which are to 
be submitted. 


2.3 Foil support arrangements 


2.3.1 The materials and construction of the lifting surface 
will be considered on a case by case basis. 


2.3.2 The design and performance of the lifting surface is 

outside the scope of classification. However, when submitting 

structural plans for the hull connection installation, the 

designer/Builder is to define: 

(a) Operating mode, i.e. fully submerged or surface pierc- 
ing. 

(b) Maximum operational speed for which approval is 
sought. 

(c) Maximum, direct, bending, shear and torque loads 
generated by the foil at the point of attachment(s). 


d) The type of profile or section used, e.g. N.A.C.A. 

e) Supply of lift/drag profile. 

f) — If the foil is fixed, movable or retractable. 

g) If the foil is fitted with control surfaces. 

h) If the vertical leg(s) act as a rudder‘(s). 

(j) f shaft liners are carried to the foils at which support 
arrangements are provided. 

k) If water intakes/scoops are fitted. 

!) If propulsion units are fitted. 


2.3.3 The scantlings and arrangements of foils and their 
supporting structure will require to be specially considered in 
the following cases where: 

(a) Propulsion units are incorporated within the foil. 

(b) Foils carry shaft support arrangements. 

(c) The foils are of novel design. 


2.3.4 Where fully submerged foils are ‘built-in’ to the hull, 
the attachment area is to be contained within a watertight 
compartment the structural arrangements of 2.4 are to be 
complied with as appropriate. 


2.3.5 Where foils are to be bolted to the structural 
foundation, calculations are to be submitted to demonstrate 
that the effect of loading arising from high speed impact, 
grounding, fouling, etc., is limited to failure of the bolted 
connection. In all cases the structural and watertight integrity 
of the craft is to be maintained. 


2.3.6 Attachment points of foils are in all cases to be 
contained within a watertight compartment. 


2.3.7 Foils attached by riveted means are in addition to 
comply with Ch 2,4.21. 


2.3.8 Bow fairing doors fitted on forward retracting bow 
foils are to be weathertight and comply with Pt 8, Ch 4. 


2.3.9 Aft bulkheads of bow foil compartments are to 
comply with the requirements for collision bulkheads as 
detailed in Ch 3,7.7. 


2.3.10  Hydraulically operated retracting systems are to be 
equipped with low pressure and are to include a manual 
system of operation in the event of system failure. 


2.3.11. | Amechanical locking system is to be provided on 
retracting systems when the system is in both the operational 
and ‘stowed’ conditions. 


2.4 Surface drive mountings 


2.4.1 Transoms through which surface drive systems 
pass and which are required to carry thrust, significant weight, 
torque, moment, etc., are to be adequately reinforced. 


2.4.2 The thickness of transom plating in way is to be not 
less than 1,5 times the thickness of the adjacent plating or as 
advised by the drive manufacturer, whichever is the greater. 


2.4.3 Steering rams are to be mounted on suitably 
reinforced areas of plating supported by additional internal stiff- 
ening, details of which are to be submitted for consideration. 
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2.5 Sea inlet scoops 


2.5.1 Sea inlet scoops may be integral with or an 
appendage to the hull. 


2.5.2 Scoops are to be suitably positioned to minimise 
ventilation. 


2.5.3 Suitable protective arrangements are to be 
provided to minimise the ingress of debris. The net area 
through the proposed arrangement is to be not less than 
twice that of the valves connected to the scoop. Provision is 
to be made for clearing the scoops by the use of suitable 
means and proposals are to be submitted. 


2.5.4 Scoops are to be contained within a watertight 
compartment. 


2.5.5 The plating thickness in way of integral scoops is to 
be not less than 1,5 times the thickness of the adjacent shell 
plating, with additional reinforcement at the leading edge. 


2.5.6 For craft navigating in ice, the arrangements will be 
specially considered on an individual basis. 


2.6 Crane support arrangements 


2.6.1 Crane pedestals are to be efficiently supported and 
in general, are to be carried through the deck and 
satisfactorily scarfed into the surrounding § structure. 
Alternatively, crane pedestals may comprise a foundation, in 
which case the foundation and its supporting structure are to 
be of substantial construction. Proposals for other support 
arrangements will be specially considered. 


2.6.2 The pedestal or proposed arrangement is to be 
designed with respect to the worst possible combinations of 
loads resulting from the crane self weight, live load, wind and 
crane accelerations together with those resulting from the 
craft’s heel and trim. 


2.6.3 Stowage arrangements are to be taken into 
account when calculating the loads applied to the pedestal. 


2.6.4 When submitting plans for the proposed 
foundation, the designer is to include design calculations 
covering the parameters indicated in 2.6.2. 


2.6.5 Insert plates are to be incorporated in the deck 
plating in way of crane foundations. The thickness of the insert 
plates is to be as required by the designer’s calculations but is 
in no case to be taken as less than 1,5 times the thickness of 
the adjacent attached plating. 


2.6.6 All inserts are to have well radiused corners and be 
suitably edge prepared prior to welding. All welding in way is 
to be double continuous and full penetration where necessary. 
Tapers are to be not less than three to one. 


2.7 Skirt attachment 


ae | The design and scantlings of the skirt are outside 

the scope of classification, however the designer/builder is to 

submit their proposals in respect of the attachment detail. The 
following supporting information is to be submitted: 

(a) cushion pressure, 

(b) calculations demonstrating that the effect of damage to 
the flexible membrane and/or the retaining section 
arising from high speed impact, grounding, fouling, etc., 
will not compromise the structural and watertight 
integrity of the craft. 


2.7.2 The skirt is to be securely attached around its 
periphery and is to be suitably reinforced by the use of 
backing plates. 


2.7.3 Where the skirt is retained by bolting, the retaining 
bars are to be as long as practicable with a fastener spacing 
of not more than 50 mm. 


2.7.4 Where the design of the skirt is such that the flexi- 
ble edge is retained by the use of a pre-formed channel, only 
the bolted hull connection of the preform to the hull structure 
is considered. 


2.8 Trim tab arrangements 


2.8.1 The shape, design and scantlings of the trim tabs 
are outside the scope of classification, however Lloyd’s 
Register (hereinafter referred to as ‘LR’) is concerned with 
their attachment to the hull structure. 


2.8.1 The designer/Builder is to submit the following: 

(a) Detailed calculations indicating the maximum lift force 
generated by the tab for which acceptance is sought 
together with the corresponding speed and displacement. 
Details and calculations of the hull attachment. 

Details and calculations of the local internal reinforcement 
in way of the attachment. 


Cos 


2.8.3 Bearing materials used are to be of an approved 
type. 


2.8.4 Fully submerged retractable trim tabs will be 
specially considered on a case by case basis. 


2.9 Spray rails 


2.9.1 Spray rails may be integrated into the hull structure 
or added in the form of an appendage on completion of the 
hull shell. 


2.9.2 Where spray rails are integrated, they are to have a 
plating thickness not less than the adjacent bottom shell and 
additionally have a section modulus and inertia equivalent to 
that required for a longitudinal stiffener in the same position. 
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2.9.3 Where spray rails are added as an appendage, they 
are to be attached by double continuous welding and are 
additionally to comply with the strength requirements of 2.9.2. 


2.9.4 Spray rails are to be supported by the internal stiff- 
ening arrangements and by additional local reinforcement as 
necessary. 


29:5 In no case are the toes of spray rails to terminate 
on unsupported plating. 


2.10 Other lifting surfaces 


2.10.1 Other lifting surfaces not specifically covered by the 
Rules will be individually considered on the basis of submit- 
ted direct calculations. 


2.10.2 — Structure or hull shapes above the running water- 
line designed to generate aerodynamic lift may be individually 
considered on a case by case basis. 


2.10.3 Aerodynamic, hydrodynamic and aero-hydro- 
dynamic stability are outside the scope of classification and 
are subject to the approval of the National Administration 
concerned. 


2.11 Propeller ducting 


2.11.1. Where propellers are fitted within ducts/tunnels the 
plating thickness in way of the blades is to be increased by 
50 per cent. 


2.11.2 The tunnel wall in way of the propeller blades is to 
be additionally stiffened. 


2.12 Ride control ducting and installation for 
Surface Effect Ships (SES) 


2.12.1 Ducts penetrating the side inboard shell plating are 
to comply with the scantling requirements for side inboard 
structures, over their entire length in the appropriate material. 


2.12.2 Ducts penetrating the wet-deck are to comply with 
the scantling requirements for wet-deck structures over their 
entire length in the appropriate material. 


2.12.3 Open ends of ducts are to be fitted with a suitable 
protective grille. 


2.12.4 The vent assembly, its design, construction and 
operation is outside the scope of classification and is the 
responsibility of the ride control system designer. 


2.12.5 Details of the installation and securing arrange- 
ments of the vent valve assembly into the duct are to be 
submitted for approval. 


| Section 3 
Vehicle decks 


3.1 General 


3.1.7 These requirements are applicable to longitudinally 
or transversely framed craft intended for the carriage of 
wheeled vehicles, or where wheeled vehicles are to be used 
for cargo handling. 


3.1.2 The deck and supporting structure are to be 
designed on the basis of the maximum loading to which they 
may be subjected in service. Where applicable, the hatch 
covers are to be similarly designed. In no case, however, are 
the scantlings to be less than would be required for a weather 
or cargo deck, or hatch cover, as applicable. 


3.1.3 Details of the deck loading resulting from the 
proposed stowage or operation of vehicles are to be supplied 
by the Builder. These details are to include axle and wheel 
spacing, the wheel load, type of tyre and tyre print dimensions 
for the vehicles. The vehicle types and wheel loads for which 
the vehicle decks, including hatch covers where applicable, 
have been approved are to be included in the craft's 
documentation and contained in a notice displayed on each 
deck. For design purpose, the wheel loading is to be taken as 
not less than 3,0 KN. 


3.1.4 The scantling requirements are based on 
structural strength and limitations on stress and deflection, 
with no allowance made for wear and tear. Local reinforce- 
ment is to be fitted as necessary, particularly in way of vehicle 
lanes and passenger routes. 


3.1.5 The webs of vehicle deck stiffening members are in 
no cases to be scalloped. 


3.2 Definitions 


3.2.1 Load Area. The load area is defined as the footprint 
area of an individual wheel or the area enclosing a group of 
wheels when the distance between footprints is less than the 
smaller dimension of the individual prints. 


3.3 Deck plating 
3.3.1 The thickness, t, of vehicle deck plating is to be 


taken as not less than: 
as 


to = 77 ~mm 
1000. k, 
where 
P, = corrected patch load, in tonnes, obtained from 
Table 5.3.1 


a = thickness coefficient obtained from Fig. 5.3.1 
Ss secondary stiffener spacing, in mm 
By tyre print coefficient used in Fig. 5.3.1 


P, k2 
0910 ( is x107) 
32 


s and k, are as defined in 1.2. 
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Table 5.3.1. Deck plate thickness calculation 


Symbols Expression 


a, S, u, and v as defined in Fig. 5.3.1 Ps = 64 $2 O34 Py 
tyre correction factor as detailed in Table 5.3.2 
P, corrected patch load, in tonnes 
dynamic magnification factor 


load, in tonnes, on the tyre print. For closely spaced 
wheels the shaded area shown in Fig. 5.3.1 may be taken for u < (a - s) 
as the combined print 


patch aspect ratio correction factor 0,3 fora 2u > (a-s) 
panel aspect ratio correction factor 
wide patch load factor 


2v;+1,1s v1=v, but<s 


= uy+1,18 
1 u;,=u, but<sa 


foru>a 


forv<s 
0,6 (s/v) + 0,4 for 1,5 > (v/s) > 1,0 


1,2 (s/v) for (V/s) => 1,5 


,25 for craft operating in G1 

+ 0,35n) for craft operating in G2 

+ 0,42n) for craft operating in G3 

+ 0,49n) for craft operating in G4 

+ 0,56n) for craft operating in G5 

+ 0,70n) for craft operating in G6 

G1, G2, G8, G4, G5 and G6 as defined in Pt 1, Ch 2,3.5.5. 


Ss 


s and a are panel dimensions, in mm 
u and v are print dimensions, in mm 


Ll, thickness coefficient 


For intermediate values of v/s linear 
interpolation may be used 


2,0 2,2 2,4 : 3 ‘ , 3,4 3,6 


B, tyre print coefficient 4390/63 


Fig. 5.3.1 Tyre print chart 
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3.4 Secondary stiffening 


3.4.1 The scantlings of vehicle deck stiffeners are to be 
as required to satisfy the most severe arrangement of print 
wheel loads in conjunction with the cargo/weather deck 
design head. 


3.4.2 The minimum requirements for section modulus, 
inertia and web area of vehicle deck secondary stiffeners 
subject to wheel loading are to be calculated in accordance 
with Table 5.3.3, see also Fig. 5.3.1 and Table 5.3.2. 


Table 5.3.2 Tyre correction factor, n 
Solid 
rubber tyres 
correction factor, n 


Pneumatic 
tyres 
correction factor, n 


Number of 
wheels in 
idealised patch 


1 0,6 0,8 
2 or more 0,75 0,9 


3.4.3 When two or more load areas are located 
simultaneously on the same stiffener span, the scantling 
requirements are to be specially considered on the basis of 
direct calculation. 


Table 5.3.3 Secondary stiffener requirements 


3.4.4 Where continuous secondary stiffeners pass 
through the webs of primary members, they are to be fully 
collared or lugged in way. The shear stresses at the 
connections are to be in compliance with Table 7.3.1 in 
Chapter 7. 


3.5 Primary stiffening 

3:5.1 The scantlings of vehicle deck primary girders and 
transverse web frames are to be determined on the basis of 
direct calculation in association with the limiting permissible 
stress and deflection criteria contained in Chapter 7. 


3.6 Securing arrangements 


3.6.1 Details of the connections to the hull of vehicle 
securing arrangements are to be submitted for approval. 


3.6.2 Deck fittings in way of vehicle lanes are to be 
recessed. 
36:3 The vehicle deck structure is to be of adequate 


strength for the upward forces imposed at fixed securing 
points. Local reinforcement is to be fitted as necessary. 


Load case 


Scantling requirement 


dsl 


eS 2 = 


103 +Z 
241 f, og ) x * dk 


Section modulus (Z) 
(cm) 


Inertia (/) 
(cm4) 


-( fs Pky (213 — 22 1 + d°) 


x 105 + 1, 
384E | dk 


tigets ay ‘i 10P ky, (m8 — 2m2 + 2) 
eb area = 
(om?) Ww Ww 2h, Ts. 


+ Adk 


where m = d/I 


Symbols 


maximum effective load per wheel or group of wheels, in KN 
overall secondary stiffener length, in metres 

stiffener spacing, in metres 

dimension of load area parallel to stiffener axis, in metres 

Young's Modulus of elasticity of material, in N/mm? 

dimension of load area perpendicular to stiffener axis, in metres 
lateral loading factor 

1 forw<s 

s/w forw>s 

limiting bending stress coefficient taken from Table 7.3.1 in Chapter 7 
limiting shear stress coefficient taken from Table 7.3.1 in Chapter 7 
limiting deflection coefficient taken from Table 7.2.1 in Chapter 7 
specified minimum yield strength of the material, in N/mm? 

shear stress of material, in N/mm? 


Ss 
V3 


stiffener requirements for weather/cargo decks to be determined in accordance with Ch 3,8.7 and Ch 3,8.10 using the 
appropriate design head for weather/cargo. In no case is the head to be taken as less than 2 kN/m2. 


Zak tak Adk = 
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3.7 Access 
BFi1 Bow doors are to comply with the requirements of 
Section 4. 


3.7.2 Where access to the vehicle deck is provided by 
side and stern doors, the doors are to have scantlings 
equivalent to the structure in which they are fitted, see also 
Pt 3, Ch 4,4. 


3.7.3 Doors providing pedestrian access between 
vehicle decks and accommodation spaces are to be gastight, 
have scantlings equivalent to the surrounding structure and 
where applicable are to comply with the requirements of 
Part 17. 


3.8 Hatch covers 


3.8.1 The scantlings and arrangements of hatches and 
hatch covers located within vehicle decks are to be not less 
than that required by the Rules for the supporting structure in 
which such hatches are fitted. In general the end fixity of 
primary stiffening members is to be taken as simply 
supported. Local and secondary stiffening members may be 
either partially or fully fixed at their end connections depen- 
dent upon the proposed arrangement. 


3.8.2 In no case, however, are the scantlings of plating 
and stiffeners to be less than would be required for a weather 
or cargo deck, or hatch cover, as applicable. 


3.8.3 Where unusual arrangements of hatch cover 
stiffening are proposed, the scantlings of plating and stiffeners 
may be determined by direct calculations using a 
two dimensional grillage model. Copies of calculations are to 
be submitted. 


3.9 Heavy and special loads 


3.9.1 Where heavy or special loads are proposed to be 
carried, the scantlings and arrangements of the deck struc- 
ture will be individually considered on the basis of submitted 
calculations. 


3.9.2 Due account is to be taken of the acceleration 
levels due to craft motion as applicable to particular items of 
heavy mass such as vehicles, containers, pallets, etc. 


3.10 Direct calculations 


3.10.1 LR will consider direct calculations for the deriva- 
tion of scantlings as an alternative to and equivalent to those 
derived by Rule requirements. The assumptions made and the 
calculation procedures used are to be submitted for appraisal 
in accordance with Pt 38, Ch 1,2. 


O Section 4 
Bow doors 


41 Application 


4.1.1 The requirements of this Section are applicable to 
the arrangement, strength and securing of bow doors, both 
the visor and the side opening type doors, and inner doors 
leading to a complete or long forward enclosed superstructure. 


4.1.2 Other types of bow door will be specially 
considered. 


4.2 General 


4.2.1 The attention of Owners and Builders is drawn to 
the additional statutory regulations for bow doors that may be 
imposed by the National Authority. 


4.2.2 Bow doors are to be situated above the freeboard 
deck. A watertight recess in the freeboard deck located 
forward of the collision bulkhead and above the deepest 
waterline fitted for arrangement of ramps or other related 
mechanical devices may be regarded as a part of the 
freeboard deck. 


4.2.3 An inner door is to be fitted. The inner door is to be 
part of the collision bulkhead. The inner door need not be 
fitted directly above the bulkhead below, provided it is located 
within the limits specified for the position of the collision 
bulkhead, see Pt 3, Ch 2,4. A vehicle ramp may be arranged 
for this purpose, provided its position complies with Pt 3, 
Ch 2,4 and the ramp is weathertight over its complete length. 
In this case the upper part of the ramp higher than 2,3 m 
above the freeboard deck may extend forward of the limit 
specified in Pt 3, Ch 2,4. If this is not possible a separate inner 
weathertight door is to be installed, as far as practicable within 
the limits specified for the position of the collision bulkhead. 


4.2.4 Bow doors are to be fitted as to ensure tightness 
consistent with operational conditions and to give effective 
protection to inner doors. Inner doors forming part of the 
collision bulkhead are to be weathertight over the full height 
of the cargo space and arranged with fixed sealing supports 
on the aft side of the doors. 


4.2.5 Bow doors and inner doors are to be arranged so 
as to preclude the possibility of the bow door causing 
structural damage to the inner door or to the collision 
bulkhead in the case of damage to or detachment of the bow 
door. If this is not possible, a separate inner weathertight door 
is to be installed, as indicated in 4.2.3. 


4.2.6 The requirements for inner doors are based on the 
assumption that vehicles are effectively lashed and secured 
against movement in the stowed position. 
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4.3 


4.3.1 
follows: 
As 

A 


x 


Aby 


4.3.2 


Symbols and definitions 
The symbols used in this Section are defined as 


area stiffener web, in cm2 

area, in m2, of the transverse vertical projection of 
the door between the levels of the bottom of the 
door and the upper deck or between the bottom of 
the door and the top of the door, whichever is the 
lesser, as shown in Fig. 5.4.2 

area, in m2, of the longitudinal vertical projection of 
the door between the levels of the bottom of the 
door and the upper deck or between the bottom of 
the door and the top of the door, whichever is the 
lesser 

area of the horizontal projection of the door 
between the levels of the bottom of the door and 
the upper deck or between the bottom of the door 
and the top of the door, in m2, whichever is the 
lesser, as shown in Fig. 5.4.2 

vertical distance, in metres, from visor pivot to the 
centroid of the transverse vertical projected area of 
the visor door, as shown in Fig. 5.4.2 

horizontal distance, in metres, from visor pivot to 
the centroid of the horizontal projected area of the 
visor door, as shown in Fig. 5.4.2 

horizontal distance, in metres, from visor pivot to 
the centre of gravity of visor mass, as shown in 
Fig. 5.4.2 

Vertical distance, in metres, from bow door pivot to 
the centre of gravity of the bow door, as shown in 
Fig. 5.4.2 

height of the door between the levels of the bottom 
of the door and the upper deck or between the 
bottom of the door and the top of the door, in 
metres, whichever is the lesser, as shown in 
Fig. 5.4.1 

higher tensile steel factor 

235/o¢ 

length of the door at a height h/2 above the bottom 
of the door, in metres, as shown in Fig. 5.4.2 
shear force, in kN, in the stiffener calculated by 
using uniformly distributed external pressure P, as 
given in 4.5.1 

mass of the visor door, in tonnes 

breadth of the door at a height h/2 above the 
bottom of the door, in metres, as shown in 
Fig. 5.4.2 

bending stress, in N/mm2 

equivalent stress, in N/mm2 


N o2 + 312 
specified minimum yield strength of the material, in 


N/mm2 
shear stress, in N/mm2. 


Locking device. A device that locks a securing 


device in the closed position. 


4.3.3 


Securing device. A device used to keep the door 


closed by preventing it from rotating about its hinges. 


Section A-A 


Section B-B 


4390/187 


A 


Fig. 5.4.1 Measurement of a; and B, 


4.3.4 Side-opening doors. Side-opening doors are 
opened either by rotating outwards about a vertical axis 
through two or more hinges located near the outboard edges 
or by horizontal translation by means of linking arms arranged 
with pivoted attachments to the door and the craft. It is 
anticipated that side-opening doors are arranged in pairs. 
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Upper deck line 


2V 


Elevation | Stem line Front view 


Upper deck line 


4390/189 
Plan view 


Fig. 5.4.2 Bow visor (upward hinging) 


4.3.5 Supporting device. A device used to transmit 
external or internal loads from the door to a securing device 
and from the securing device to the craft’s structure, or a 
device other than a securing device, such as a hinge, stop- 
per or other fixed device, that transmits loads from the door to 
the craft’s structure. 


4.3.6 Visor doors. Visor doors are opened by rotating 
upwards and outwards about a horizontal axis through two or 
more hinges located near the top of the door and connected 
to the primary structure of the door by longitudinally arranged 
lifting arms. 


4.4 Strength criteria 


4.4.1 Scantlings of the primary members, securing and 
supporting devices of bow doors and inner doors are to be 
able to withstand the design loads defined in 4.5. The shear, 
bending and equivalent stresses are not to exceed 
80/k, N/mm2, 120/k, N/mm?2 and 150/k, N/mm? respectively. 


4.4.2 The buckling strength of primary members is to be 
verified as being adequate, see Ch 7,4. 


4.4.3 For steel to steel bearings in securing and supporting 
devices, the nominal bearing pressure calculated by dividing 
the design force by the projected bearing area is not to 
exceed 80 per cent of the yield stress of the bearing 
material. For other bearing materials, the permissible bearing 
pressure is to be determined according to the manufacturer’s 
specification. 


4.4.4 The arrangement of securing and supporting 
devices is to be such that threaded bolts do not carry support 
forces. The maximum tension in way of threads of steel bolts 
not carrying support forces is not to exceed 125/k, N/mm2. 


4.5 Design loads 


4.5.1 The design external pressure, P., for the 
determination of scantlings for primary members, securing 
and supporting devices of bow doors is to be taken not less 
than the following: 

Py = 2,75AG Cy (0,22 + 0,15tan a) 


(0,4Vimax SIN Be + 0,6Lp°5)2 kN/m?2 


where 
Vinax = Maximum speed, in knots, as defined in Pt 1, Ch 2, 
2.2.10 
LR = Rule length of craft, in metres, as defined in Pt 3, 
Ch 1,6 
Xg = Service group factor for mono-hull craft, see Pt 1, 
Ch 2 


= 0,5 for Group 1 and Group 2 
= 0,6 for Group 3 
= 0,8 for Group 4 
= 1,0 for Group 5 and Group 6 
For multi-hull craft, Ag will be specially considered 
and may be reduced where the freeboard is 
significant 
Cy = 0,0125Lp for Lp < 80m 
= 1,0 forLpa=80m 
a; = flare angle, in degrees, at the point to be considered, 
defined as the angle between a vertical line and the 
tangent to the side shell plating, measured in a 
vertical plane normal to the horizontal tangent to 
the shell plating, see Fig. 5.4.1 
Be = entry angle, in degrees, at the point to be considered, 
defined as the angle between a longitudinal line 
parallel to the centreline and the tangent to the shell 
plating in a horizontal plane, see Fig. 5.4.1. 


4.5.2 The design external forces, Fy, Fy and F;, in kN, for 

the determination of scantlings of securing and supporting 

devices of bow doors are taken to be not less than P, Ay, Pe 

Ay and P, A, respectively: 

where 

P, is the external pressure, defined in 4.5.1, with the flare 
angle a,;, and the entry angle B,, measured at the point 
on the bow door 

14/2 aft of the stem line on the plane, and 

h/2 above the bottom of the door, as shown in Fig. 5.4.1 

Ay, Ay, Az and h as defined in 4.3.1. 


4.5.3 For bow doors, including bulwark, of unusual form 
or proportions, the areas used for the determination of the 
design values of external forces will be specially considered. 


4.5.4 For visor doors the closing moment, My, under 
external loads, is to be taken as: 

My = Fy Apy + TOW, Cry — Fz Opy kNm 
where 


Woy @by, Ppy aNd Cp, are as defined in 4.3.1, 
F, and F, are as defined in 4.5.2. 
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4.5.5 The lifting arms of a visor and its supports are to be 
dimensioned for the static and dynamic forces applied during 
the lifting and lowering operations, and a minimum wind 
pressure of 1,5 kN/mé? is to be taken. 


4.5.6 The design external pressure, in kKN/m2, for the 
determination of scantlings for primary members, securing 
and supporting devices and surrounding structure of inner 
doors is to be taken as the greater of 0,45Lp and 10hs, where 
ho is the distance, in m, from the load point to the top of the 
cargo space and Lp as defined in Pt 3, Ch 1,6.2.1. 


4.5.7 The design internal pressure for the determination 
of scantlings for securing devices of inner doors is not to be 
taken less than 25 kN/m2. 


4.6 Scantlings of bow doors 


4.6.1 The strength of bow doors is to be commensurate 
with that of the surrounding structure. 


4.6.2 Bow doors are to be adequately stiffened and 
means are to be provided to prevent lateral or vertical 
movement of the doors when closed. For visor doors 
adequate strength for the opening and closing operations is to 
be provided in the connections of the lifting arms to the door 
structure and to the craft structure. 


4.6.3 The thickness of the bow plating is not to be less 
than that required for the side shell plating, using bow door 
stiffener spacing, but in no case less than the minimum 
required thickness of fore end shell plating. 


4.6.4 The section modulus of horizontal or vertical 
stiffeners is not to be less than that required for end framing. 
Consideration is to be given, where necessary, to differences 
in fixity between the craft’s frames and bow doors stiffeners. 


4.6.5 The stiffener webs are to have a net sectional area 
Ag, not less than: 


23,5Qbq 
. =>. cm 
Os 
where 
As; Qbg and o, are as defined in 4.3.1. 


4.6.6 The bow door secondary stiffeners are to be 
supported by primary members constituting the main 
stiffening of the door. 


4.6.7 The primary members of the bow door and the hull 
structure in way are to have sufficient stiffness to ensure 
integrity of the boundary support of the door. 


4.6.8 Scantlings of the primary members are generally to 
be supported by direct calculations in association with the 
external pressure given in 4.5.1 and permissible stresses 
given in 4.4.2. 


4.7 Scantlings of inner doors 


4.7.1 Scantlings of the primary members are generally to 
be supported by direct calculations in association with the 
external pressure and permissible stresses given in 4.4.1. In 
general, formulae for simple beam theory may be applied. 


4.7.2 Where inner doors also serve as a vehicle ramps, 
the scantlings are not to be less than those required for 
vehicle decks. 


4.7.3 The distribution of forces acting on the securing 
and supporting devices is, in general, to be supported by 
direct calculations taking into account the flexibility of the 
structure and actual position and stiffness of the supports. 


4.8 Securing and supporting of bow doors 


4.8.1 Bow doors are to be fitted with adequate means of 
securing and supporting so as to be commensurate with the 
strength and stiffness of the surrounding structure. The hull 
supporting structure in way of the bow doors is to be 
suitable for the same design loads and design stresses as the 
securing and supporting devices. Where packing is required, 
the packing material is to be of a comparatively soft type, and 
the supporting forces are to be carried by the steel structure 
only. Other types of packing may be considered. Maximum 
design clearance between securing and supporting devices 
is, in general, not to exceed 3 mm. A means is to be provided 
for mechanically fixing the door in the open position. 


4.8.2 Only the active supporting and securing devices 
having an effective stiffness in the relevant direction are to be 
included and considered to calculate the reaction forces 
acting on the devices. Small and/or flexible devices such as 
cleats intended to provide load compression of the packing 
material are, in general, not to be included in the calculations 
called for in 4.8.8. The number of securing and supporting 
devices are, in general, to be the minimum practical whilst 
taking into account the requirements for redundant provision 
given in 4.8.9 and 4.8.10 and the available space for 
adequate support in the hull structure. 


4.8.3 For opening outwards visor doors, the pivot 
arrangement is generally to be such that the visor is self- 
closing under external loads, that is My > 0. Moreover, the 
closing moment, My, as given in 4.5.4 is to be not less than: 

My = 10Wpy Coy + 0,1 (Apy2 + Dpy2)05 (F2 ate F,2)0,5 
where 


Woy @by: Ppy aNd Cpy are as defined in 4.3.1, F, and F, 
are as defined in 4.5.2. 


4.8.4 Securing and supporting devices are to be 
adequately designed so that they can withstand the reaction 
forces within the permissible stresses given in 4.4.1. 
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4.8.5 For visor doors the reaction forces applied on the 
effective securing and supporting devices assuming the door 
as a rigid body are determined for the following combination 
of external loads acting simultaneously together with the self 
weight of the door. 


F, and F, 
0,7Fy acting on each side separately 
together with 0,7F, and 0,7F,. 


Case 1 
Case 2 


where 
F,, Fy and F, are to be determined as indicated in 4.5.2 
and applied at the centroid of projected areas. 


4.8.6 For side-opening doors the reaction forces 
applied on the effective securing and supporting devices 
assuming the door as a rigid body are determined for the 
following combination of external loads acting simultaneously 
together with the self weight of the door: 

Case 1 F, , Fy and F, acting on both doors. 

Case 2 0,7F, and 0,7F, acting on both doors and 

0,7Fy acting on each door separately. 

where 

F,, Fy and F, are to be determined as indicated in 4.5.2 

and applied at the centroid of projected areas. 


4.8.7 The support forces as determined according to 
4.8.5 and 4.8.6 are generally to give rise to a zero moment 
about the transverse axis through the centroid of the area A,. 
For visor doors, longitudinal reaction forces of pin and/or 
wedge supports at the door base contributing to this moment 
are not to be of the forward direction. 


4.8.8 The distribution of the reaction forces acting on the 
securing and supporting devices may require to be supported 
by direct calculations taking into account the flexibility of the 
hull structure and the actual position and stiffness of the 
supports. 


4.8.9 The arrangement of securing and supporting 
devices in way of these securing devices is to be designed 
with redundancy so that in the event of failure of any single 
securing or supporting device the remaining devices are 
capable to withstand the reaction forces without exceeding 
by more than 20 per cent the permissible stresses as given in 
4.4.1. 


4.8.10 For visor doors, two securing devices are to be 
provided at the lower part of the door, each capable of 
providing the full reaction force required to prevent opening of 
the door within the permissible stresses given in 4.4.1. The 
opening moment, Mu, to be balanced by this reaction force, is 
not to be taken less than: 


Mo, = 10Wpy Any + 5A, Aby kNm 
where 
Woy Ay: Apy and apy as defined in 4.3.1. 


4.8.11 For visor doors, the securing and supporting 
devices excluding the hinges should be capable of resisting 
the vertical design force (Fz — 10W,y), in KN, within the 
permissible stresses given in 4.4.1. 


4.8.12 All load transmitting elements in the design load 
path, from door through securing and supporting devices into 
the craft structure, including welded connections, are to be 
the same strength. 


4.8.13 For side-opening doors, thrust bearing has to be 
provided in way of girder ends at the closing of the two leaves 
to prevent one leaf to shift towards the other one under effect 
of unsymmetrical pressure, see Fig. 5.4.3. Each part of the 
thrust bearing has to be kept secured on the other part by 
means of securing devices. Any other arrangements serving 
the same purpose are to be submitted for appraisal. 


PN SSSA AAAASI 


4390/188 


4.9 Securing and locking arrangement 


4.9.1 Securing devices are to be simple to operate and 
easily accessible. Securing devices are to be equipped with 
mechanical locking arrangements (self locking or separate 
arrangement), or be of the gravity type. The opening and 
closing systems as well as securing and locking devices are to 
be interlocked in such a way that they can only operate in the 
proper sequence. 


4.9.2 Bow doors and inner doors giving access to 
vehicle decks are to be provided with an arrangement for 
remote control, from a position above the freeboard deck, of: 
(a) the closing and opening of the doors; and 

(b) associated securing and locking devices for every door. 
Indication of the open/closed position of every door and every 
securing and locking device is to be provided at the remote 
control stations. The operating panels for operation of doors 
are to be inaccessible to unauthorised persons. A notice 
plate, giving instructions to the effect that all securing devices 
are to be closed and locked before leaving harbour, is to be 
placed at each operating panel and is to be supplemented by 
warning indicator lights. 


4.9.3 Where hydraulic securing devices are applied, the 
system is to be mechanically lockable in closed position so 
that in the event of loss of the hydraulic fluid, the securing 
devices remain locked. The hydraulic system for securing and 
locking devices is to be isolated from other hydraulic circuits 
when in closed position. 
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4.9.4 Separate indicator lights and audible alarms are to 
be provided on the navigation bridge and on the operating 
panel to show that the bow door and inner door are closed 
and that their securing and locking devices are properly 
positioned. The indication panel is to be provided with a lamp 
test function. The indicator lights are to be provided with a 
permanent power supply, and arrangements are to be such 
that it is not possible to turn off these lights in service. 


4.9.5 The indicator system is to be designed on the 
fail-safe principle and is to show by visual alarms if the door is 
not fully closed and not fully locked and by audible alarms if 
securing devices become open or locking devices become 
unsecured. The power supply for the indicator system is to 
be independent of the power supply for operating and closing 
the doors. The sensors of the indicator system are to be 
protected from water, ice formation and mechanical damage. 


4.9.6 The indication panel on the navigation bridge is to 
be equipped with a mode selection function ‘harbour/sea 
voyage’, So arranged that audible alarm is given if the craft 
leaves harbour with the bow door or inner door not closed 
and with any of the securing devices not in the correct 
position. 


4.9.7 A water leakage detection system with audible 
alarm and television surveillance is to be arranged to provide 
an indication to the navigation bridge and to the engine 
control room of leakage through the inner door. 


4.9.8 Between the bow door and the inner door a 
television surveillance system is to be fitted with a monitor on 
the navigation bridge and in the engine control room. The 
system is to be able to monitor the position of doors and a 
sufficient number of their securing devices. Special 
consideration is to be given for lighting and contrasting colour 
of objects under surveillance. 


4.9.9 A drainage system is to be arranged in the area 
between bow door and ramp, as well as in the area between 
the ramp and inner door where fitted. The system is to be 
equipped with an audible alarm function to the navigation 
bridge for water level in these areas exceeding 0,5 m above 
the car deck level. 


4.10 Operating and Maintenance Manual 


4.10.1 | An Operating and Maintenance Manual for the bow 

door and inner door is to be provided on board and contain 

necessary information on: 

(a) main particulars and design drawings; 

(ob) service conditions, e.g. service area restrictions and 
acceptable clearances for supports; 

(c) maintenance and function testing; 

(d) register of inspections and repairs. 

This manual is to be submitted for approval. 


4.10.2 Documented operating procedures for closing and 
securing the bow door and inner door are to be kept on board 
and posted at an appropriate place. 


| Section 5 
Movable decks 


5.1 Classification 


5.4.1 Movable decks other than those described in 5.1.2 
are not a classification item, although consideration must be 
given to associated supporting structure. Where movable 
decks are fitted, it is recommended that they be based on the 
requirements of this Section. 


5.1.2 At the Owner’s or Builder’s request, however, 
movable decks will be included as a classification item, and 
the class notation Movable decks will be entered in the 
Register Book. In such cases, all movable decks on board the 
ship are to comply with the requirements of this Section. 


5.2 Arrangements and designs 


5.2.1 Movable decks are generally to be constructed as 
pontoons comprising a web structure with top decking. Other 
forms of construction will be individually considered. 


5.2.2 Positive means of control are to be provided to 
secure decks in the lowered position. 


5.2.3 The decks are to be efficiently supported, and 
hinges, pillars, chains or other means (or a combination of 
these) are to be designed on the basis of the imposed loads. 
Where supporting chains and fittings are required, they are to 
have a factor of safety of at least two on the proof load. 


5.2.4 Plans showing the proposed scantlings and 
arrangements of the system are to be submitted. 


5.2.5 Where it is proposed to stow the pontoons on 
deck, when not in use, details of the proposals for racks, 
fittings, etc., are to be submitted for consideration. 


5.3 Loading 


5.3.1 Details of the deck loading resulting from the 
proposed stowage arrangements of vehicles are to be 
supplied by the Shipbuilder. These details are to include the 
axle and wheel spacing, the wheel load, type of tyre and tyre 
print dimensions for the vehicles. For design purposes the 
wheel loading is to be taken as not less than 3,0 KN, see 
Section 3. 


5.3.2 Where it is proposed also to use the decks for 
general cargo, the design loadings are to be submitted for 
consideration. 
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5.4 Scantling requirements 


5.4.1 The scantlings and arrangements of removable 
decks are to be not less than those required by the Rules for 
the supporting structure in which the movable decks are 
fitted. In general the end fixity of primary stiffening members 
is to be taken as simply supported. Local and secondary 
stiffening members may be either partially or fully fixed at their 
end connections dependent upon the proposed arrangement. 


5.5 Deflection 


5.5.1 Where wheeled vehicles are to be used, the 
supporting arrangements are to be such that the movement 
at the edge of one pontoon relative to the next does not 
exceed 50 mm during loading or unloading operations. 


| Section 6 
Helicopter landing areas 


6.1 General 


6.1.1 The landing area may be located on an appropriate 
area of the weather deck or on a platform specifically 
designed for this purpose and permanently connected to the 
craft structure. 


6.1.2 The structure is to be designed to accommodate 
the largest helicopter type which it is intended to use. In 
general, the diameter of the landing area is to be not less than 
1,25 times the rotor diameter. 


6.1.3 Attention is drawn to the requirements of National 
and other Authorities concerning the construction of 
helicopter landing platforms and the operation of helicopters 
as they affect the craft. 


6.1.4 Plans are to be submitted showing the proposed 
scantlings and arrangements of the structure. The type, size 
and weight of helicopters to be used are also to be indicated. 
Details of the helicopter types to be used are to be included in 
the craft’s documentation, and be contained in a notice 
displayed on the helicopter landing deck. 


6.7.5 Where the landing area forms part of a weather or 
erection deck, the scantlings are to be not less than those 
required for decks in the same position. 


6.7.6 The requirements for fire protection, detection and 
extinction for yachts are to comply with Part 17. The 
requirements for other types of craft are outside the scope of 
classification and are therefore to comply with the 
requirements of the National Authority. Special consideration 
is to be given to the insulation standard if the space below the 
helicopter deck is a high fire-risk space. 


6.2 Arrangements 


6.2.1 The landing area is to be sufficiently large to allow 
for the landing and manoeuvring of the helicopter, and is to 
be approached by a clear landing and take-off sector comply- 
ing in extent with the applicable regulations. 


6.2.2 The landing area is to be free of any projections 
above the level of the deck. Projections in the zone surrounding 
the landing area are to be kept below the heights permitted 
by the regulations. 


6.2.3 Suitable arrangements are to be made to minimise 
the risk of personnel or machinery sliding off the landing area. 
A non-slip surface and anchoring devices, and in the case of 
independent platforms, safety nets, are to be provided. 


6.2.4 Arrangements are to be made for drainage of the 
platform, including drainage of spilt fuel. 


6.2.5 Details of arrangements for securing the helicopter 
to the deck are to be submitted for approval. 


6.3 Landing area plating 


6.3.1 The deck plate thickness, t,, within the landing area 
is to be not less than: 


as 
tt = —-— 
1000 kg 


a = thickness coefficient obtained from Fig. 5.3.1 
Bo = tyre print coefficient used in Fig. 5.3.1 


P, ke2 
10940 | x 107) 


where 
s and kg are defined in 1.2. 
The plating is to be designed for the emergency landing case 
taking 
P, = 2,504 6003fy Py tonnes 
where 
1, do, b3 are to be determined from Table 5.3.1 
= 1,15 for landing decks over manned spaces, e.g. 
deckhouses, bridges, control rooms, etc. 
= 1,0 elsewhere 
P, = the maximum all up weight of the helicopter, in 
tonnes 
Py = landing load on the tyre print, in tonnes; 
For helicopters with a single main rotor, Py, is to be 
taken as P,, divided equally between the two main 
undercarriage wheels. 
For helicopters with tandem main rotors, Py is to 
be taken as P,, distributed between all main under- 
carriage wheels in proportion to the static loads 
they carry. 
For helicopters fitted with landing gear consisting 
of skids, Py is to be taken as P, distributed in 
accordance with the actual load distribution given 
by the airframe manufacturer. If this is unknown, Py, 
is to be taken as 1/6P,, for each of the two forward 
contact points and 1/3P,, for each of the two aft 
contact points. The load may be assumed to act as 
a 300 mm x 10 mm line load at each end of each 
skid when applying Fig. 5.3.1. 
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y = alocation factor given in Table 5.6.1 

For wheeled undercarriages, the tyre print dimensions speci- 
fied by the manufacturer are to be used for the calculation. 
Where these are unknown it may be assumed that the print 
area is 8300 mm x 300 mm and this assumption is to be indi- 
cated on the submitted plan. 

For skids and tyres with an asymmetric print, the print is to be 
considered oriented both parallel and perpendicular to the 
longest edge of the plate panel and the greatest 
corresponding value of a taken from Fig. 5.3.1. 


Table 5.6.1 Location factor, y 


Location 


On decks forming part of the 
hull girder: 


0,71 Values for intermediate 
locations are to be 
determined by 
interpolation 


(a) within 0,4LR amidships 


(b) at the FP. or AP. 0,6 


Elsewhere 


6.4 Deck stiffening and supporting structure 

6.4.1 The helicopter deck stiffening and the supporting 
structure are to be designed for the load cases given in Table 
5.6.2, with the helicopter being positioned so as to produce 
the most severe loading condition for each structural member 
under consideration. 


6.4.2 The minimum requirements for section modulus, 


inertia and web area of secondary stiffeners are to be in 
accordance with Table 5.3.3. 


Table 5.6.2 


6.4.3 For primary stiffening, and where a grillage 
arrangement is adopted, it is recommended that direct 
calculation procedures be used to determine the scantling 
requirements, in association with the limiting permissible 
stress criteria given in Chapter 7. A copy of the calculations is 
to be submitted for consideration. 


4 Section 7 
Strengthening requirements for 
navigation in ice conditions 

7.1 General 

feted Where an ice class notation is to be included in the 


class of a craft, the scantlings will require special 
consideration, see Pt 3, Ch 2,9. 


| 7.2 Shell plating 


| 7.2.1 Changes in plating thicknesses in the longitudinal 
direction are to take place gradually. 


| 7.2.2 In general, all welded seams and butts in way of the 
main ice belt are to be dressed smooth. 


Design load cases for deck stiffening and supporting structure 


Loads (tonnes) 


Loadcase 


Landing area 


Supporting structure, see Note 1 


| UDL, in kKN/m? 


Horizontal load 
see Note 2 


Helicopter patch load 
see Note 2 


Self weight 


(1) Overall distributed loading 


(2) Helicopter emergency landing 


(3) Normal Usage 


2,5Py f 0,5Pp 


1,5Py 0,5P, + 0,5W, 


Symbols 


Ph: Py and f are as defined in 6.3.1. 


UDL 


W, = structural self-weight of helicopter platform, in tonnes 


= Uniformly distributed vertical load over entire landing area 


NOTES 


1. For the design of the supporting structure for helicopter platforms applicable self weight and horizontal loads are to be added to the land- 


ing area loads. 


2. The helicopter is to be so positioned as to produce the most severe loading condition for each structural member under consideration. 
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Section 

1 General 

2 Hull girder strength for mono-hull craft 

3 Additional hull girder strength requirements for 


multi-hull craft 


& Section 1 
General 


1.1 Application 


tod The requirements for longitudinal and transverse 
global strength for mono-hull and multi-hull craft of steel 
construction, are contained within this Chapter. Due 
consideration is taken of the dynamic effects, where appro- 
priate, in both the crest and trough wave landing conditions. 


1:2 Symbols and definitions 


1.2.1 The symbols and definitions applicable to this 
Chapter are defined below or in the appropriate sub-Section. 
LR = Rule length of the craft, in metres 
B= moulded breadth of craft, see Pt 3, Ch 1,6.2.1, in 
metres (to be taken as the breadth of a single hull 
for multi-hull craft) 
1 = overall span length of stiffening member, in metres 
I, = effective span length of stiffening member, in metres 
Pp = design pressure as appropriately given in Part 3, in 
kN/m2 
S = spacing of stiffener, in mm 
tp = thickness of plating, in mm 
6, = specified minimum yield strength of the material, in 


N/mm2 

6B = panel aspect ratio correction, see Ch 3,1.15 
Ss 

Tg = 13 


122 The strength deck is to be taken as follows: 

(a) Where there is a complete upper deck the strength deck 
is the upper deck. 

(bo) Where the upper deck is stepped, as in the case of 
raised quarterdeck craft, the strength deck is stepped 
as shown in Fig. 6.1.1. 


1.3 General 


1.3.1 The additional pressures arising from the influence 
of the global loading are considered in the determination of 
the longitudinal strength requirements for local and secondary 
stiffening and bottom shell plating. 


1.3.2 In general, the effective sectional area of continu- 
ous longitudinal strength members, after deduction of 
openings, is to be used for the calculation of midship section 
modulus. 


4390/2083 


Fig. 6.1.1 Strength deck 


7.3.3 Structural members which contribute to the 
overall hull girder strength are to be carefully aligned so as to 
avoid discontinuities resulting in abrupt variations of stresses 
and are to be kept clear of any form of openings which may 
affect their structural performances. 


1.3.4 In general, superstructures or deckhouses will not 
be accepted as contributing to the global longitudinal or 
transverse strength of the craft. However, where it is proposed 
to include substantial, continuous stiffening members, special 
consideration will be given to their inclusion on submission of 
the designer’s/Builder’s calculations. 


7.3.5 Where continuous deck longitudinals or deck 
girders are arranged above the strength deck, special 
consideration may be given to the inclusion of their sectional 
area in the calculation of the hull section modulus (Z). The 
lever is to be taken to a position corresponding to the depth 
of the longitudinal member above the moulded deckline at 
side amidships. Each such case will be individually 
considered. 


1.3.6 Adequate transition brackets are to be fitted at the 
ends of effective continuous longitudinal strength members in 
the deck and bottom structures. 


1.3.7 Scantlings of all continuous longitudinal members 
of the hull girder based on the minimum section stiffness 
requirements determined from 2.2 are to be maintained within 
0,4LR amidships. However, in special cases, based on 
consideration of type of ship, hull form and loading conditions, 
the scantlings may be gradually reduced towards the ends of 
the 0,4Lp part, bearing in mind the desire not to inhibit the 
craft’s loading and operational flexibility. 


1.4 Openings 


1.4.1 Deck openings having a length in the fore and aft 
directions exceeding 0,1B m or a breadth exceeding 0,05B 
m are in all cases to be deducted from the sectional areas 
used in the section modulus calculation. 
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1.4.2 Deck openings smaller than stated in 1.4.1, 
including manholes, need not be deducted provided they are 
isolated and the sum of their breadths or shadow area 
breadths (see 1.4.3) in one transverse section does not 
exceed 0,06 (B, — = ba). 
where 

By = breadth of craft, in metres, at section considered 
x6, = sum ofbreadths, in metres, of deductible openings 
Where a large number of deck openings are proposed in any 
transverse space, special consideration will be required. 


1.4.3 Where calculating deduction-free openings, the 
openings are assumed to have longitudinal extensions as 
shown by the shaded areas in Fig. 6.1.2. The shadow area is 
obtained by drawing two tangent lines to an opening angle of 
30°. The section to be considered is to be perpendicular to 
the centreline of the ship and is to result in the maximum 
deduction in each transverse space. 


Transverse 


Transverse 


4390/205 


Total equivalent breadth of small openings 
at xx =b, + bo + bg 


Fig. 6.1.2 Isolated openings 


1.4.4 Isolated openings in longitudinals or longitudinal 
girders need not be deducted if their depth does not exceed 
25 per cent of the web depth or 75 mm, whichever is 
the lesser. 


1.4.5 Openings are considered isolated if they are spaced 
not less than 1 m apart. 


1.4.6 A reduction for drainage holes and scallops in 
beams and girders, etc., is not necessary so long as the 
original section stiffness at deck or keel is reduced by no more 
than 3,0 per cent. 


1.5 Direct calculation procedure 


1.5.1 In direct calculation procedures capable of deriving 
the wave induced loads on the craft, and hence the required 
modulus, account is to be taken of the craft’s actual form and 
weight distribution. 


1.5.2 Lloyd’s Register’s (hereinafter referred to as ‘LR’) 
direct calculation method involves derivation of response to 
regular waves by strip theory, short-term response to irregu- 
lar waves using the sea spectrum concept, and long-term 
response predictions using statistical distributions of sea 
states. Other direct calculation methods submitted for 
approval are normally to contain these three elements and 
produce similar and consistent results when compared with 
LR’s methods. 


1.6 Approved calculation systems 


1.6.1 Where the assumptions, method and procedures 
of a longitudinal strength calculation system have received 
general approval from LR, calculations using the system for a 
particular craft may be submitted. 


1.7 Information required 


1.7.1 In order that an assessment of the longitudinal 
strength requirements can be made, the following information 
is to be submitted, in LR’s standard format where appropri- 
ate: 

a) General arrangement and capacity plan or list, showing 
details of the volume and position of centre of gravity of 
all tanks and compartments. 

b) Bonjean data, in the form of tables or curves, for at least 

21 equally spaced stations along the hull. A lines plan 

and/or tables of offsets may also be required. 

c) Details of the calculated lightweight and its distribution. 

d) Details of the weights and centres of gravity of all 
deadweight items for each of the main loading 
conditions. It is recommended that this information be 
submitted in the form of a preliminary Loading Manual, to 
include the calculated still water and dynamic bending 
moments and shear forces. 


1.8 Loading guidance information 


1.8.1 Sufficient information is to be supplied to the 
Master of every craft to enable him to arrange loading in such 
a way as to avoid the creation of unacceptable stresses in the 
craft’s structure. 
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a Section 2 
Hull girder strength for mono-hull 


craft 
2.1 General 
2.1.1 Longitudinal strength calculations are to be 


submitted for all craft with a Rule length, Lp, exceeding 50 m 
covering the range of load and ballast conditions proposed, in 
order to determine the required hull girder strength. Still water, 
static wave and dynamic bending moments and shear forces 
are to be calculated for both departure and arrival conditions. 


2.1.2 For craft of ordinary hull form with a Rule length, Lp, 
less than 50 m, the minimum hull girder strength requirements 
are generally satisfied by scantlings obtained from local 
strength requirements. However longitudinal strength 
calculations may be required at LR’s discretion, dependent 
upon the form, constructional arrangement and proposed 
loading. 


2.1.3 Where the Rule length, Lp, of the craft exceeds 
75 m, or for new designs of large, structurally complicated 
craft, the design loads and scantling determination formulae in 
this Chapter are to be supplemented by direct calculation and 
structural analysis by 3-D finite element methods. These 
supplementary calculations are to include the results of model 
tests and full scale measurement where available or required 
by LR. Full details of such methods and all assumptions and 
calculations, which are to be based on generally accepted 
theories, are to be submitted for appraisal. 


2.2 Bending strength 


2.2.1 The effective geometric properties of the midship 
section are to be calculated directly from the dimensions of 
the section using only the effective material elements which 
contribute to the global longitudinal strength irrespective of 
the grades of steel incorporated in the construction. For the 
purposes of this analysis an element may be of deck plating, 
longitudinal girder, inner bottom, etc., or other continuous 
member. 


2.2.2 The contribution that higher tensile steel makes to 
the global strength is based upon the strain in that material in 
relation to the allowable strain in mild steel. Therefore, the 
maximum permissible hull vertical bending stress, op, for the 
design analysis is not to be taken greater than that 
determined from the following: 


. 7 YTS) 
HTS) = Ms) > 
p (HTS) p (MS) Yims) 
where 
Sp is as defined in 2.2.3 
Y(uTs) = the maximum distance, in metres, above or below 


the neutral axis of the hull cross-section to any 
effective higher tensile steel element contributing to 
global longitudinal strength 

ys) = the maximum distance, in metres, above or below 
the neutral axis of the hull cross-section to any 
effective mild steel element contributing to global 
longitudinal strength. 


2.2.3 The longitudinal strength of craft with 23,0 


V 
Ew 
is to satisfy both the following criteria: 

OK, +0, +0;4< 1,20p and 
Oq<Op 
where 
Sop 


maximum permissible hull vertical bending stress, 
in N/mm? and is not to be taken greater than that 
determined from 2.2.2 
= fog Ss Or the value determined from 2.2.2, 
whichever is the lesser 
fogH = limiting hull bending stress coefficient taken from 
Table 7.3.2 in Chapter 7 
Lw is as defined in Pt 3, Ch 1,6.2.5 
O,, O}, 6; aNd og are given in Table 6.2.4 
6, is as defined in 1.2.1. 


Table 6.2.1 Longitudinal component stresses 


Component stress type Nominal stress (N/mm?) 


Hull girder bending stress at 
strength deck amidships od 


Hull girder bending stress at 
keel amidships 


Actual stress in bottom 
longitudinals amidships due to 
design pressure load 


Actual stress in bottom plating 
amidships due to design 
pressure load 


Symbols and definitions 


Mr design longitudinal midship bending moment, in kKNm, 

given in Pt 5, Ch 5,5 
additional effective pressure loading, in kN/m2, on 
bottom longitudinals from global dynamic load model, 
given in Pt 5, Ch 5,2.6.3 
additional effective pressure loading, in kN/m2, on 
bottom plating from global dynamic load model, given 
in Pt 5, Ch 5,2.6.4 
actual section modulus at deck, in m3 
actual section modulus at keel, in m3 
maximum section modulus of bottom longitudinal 
stiffener, associated with plating, amidships, in cm® 

S, lg, B and t, are as defined in 1.2. 


2.2.4 The longitudinal strength of craft with < 3,0 
tw 
is to satisfy both the following criteria: 
OO, <Op 
Og <Op 
where 
Gp is as defined in 2.2.3 
6, and og are given in Table 6.2.1 
Ly, is as defined in Pt 83, Ch 1,6.2.5. 
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2.3 Minimum hull section modulus 


2.3.1 For patrol craft in Service Group G6, the hull 
midship modulus about the transverse neutral axis, at the 
deck or the keel, is to be not less than: 


Zmin = NHTs L¢LR? Bw (Cp + 0,7) x 10-6 m8 
where 


Nuts _ is as defined in Ch 2,2.4.3 
Lp and Cy are as given in Pt 5, Ch 2,2.2.2 


Cy to be taken not less than 0,6 
Ly is as given in Pt 5, Ch 5,2.2.2 
Bw = maximum breadth at the design waterline, in 
metres. 
2.4 Shear strength 


2.4.1 The shear strength of the craft at any position along 
its length is to satisfy the following criterion: 


i 
A 


where 

Qk = design hull shear force at any section along the 
Rule length, Lp, in kN determined from Pt 5, Ch 5,5 

A, = shear area of transverse section, in m2, is to be taken 
as the effective net sectional area of the shell plating 
and longitudinal bulkheads after deductions for open- 
ings. For longitudinal strength members which are 
inclined to the vertical, the area of the member to be 
included in the calculation is to be based on the area 
projected onto the vertical plane, see Fig. 6.2.1 


103< Tp 


T 


Tp = maximum permissible mean shear stress, in N/mm? 
= trois = 
f.gH = limiting hull shear stress coefficient taken from 


Table 7.3.2 in Chapter 7 
Tt, is as defined in 1.2.1. 


2.5 Torsional strength 


2.5.1 Torsional stresses are typically small for mono hulls 
of ordinary form of Rule length, Lr, less than 75 m and can 
generally be ignored. 


2.5.2 The calculation of torsional stresses and/or 
deflections may be required when considering craft with large 
deck openings, unusual form or proportions. Calculations may 
in general be required to be carried out using a direct 
calculation procedure. Such calculations are to be submitted 
in accordance with 1.5. 


2.6 Superstructures global strength 


2.6.1 The effectiveness of the superstructure in absorbing 
hull girder bending loads is to be established where the first tier 
of the superstructure extends within 0,4L amidships and where: 


F >b, + 3hy 


~ 
= 
| 


= length of first tier, in metres 
breadth of first tier, in metres 
h, = ‘tween deck height of first tier, in metres. 


= 
i 


Actual Calculation 


—>||<—_ t 


Transform 


Transform 


Fig 6.2.1 Effective shear area 


2.6.2 For superstructures with one or two tiers extending 
outboard to the craft’s side shell, the effectiveness in absorbing 
hull girder bending loads in the uppermost effective tier may 
be assessed by the following factor: 


ns = 7 [le-5) 74+ 94 (6-8) y% + 2800 ( — 5,8) y2 + 
27660 (9 -&) y] f (A, N) x 10-7 


F(A, N=1) =1 
F(A, N=2) = 0,9003 - 2,1722 + 1,732 + 0,50 


N = 1ifl<0,7/; 


= 2iflh 20,71, 
I 
a = = or 1, whichever is less 
R 
by 
€ = 7 Or 5, whichever is less 
1 
ie = uy or 25, whichever is less 
7 
ly = 4,forN=1 
2l, +1 
a 7 2 for =2 


LR = as defined in 1.2.1, in metres 
1,,b4,h4 = as defined in 2.5.1, in metres 
ly = length of second tier, in metres. 
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2.6.3 The hull girder compressive bending stress o,, in 

the uppermost effective tier at side may be derived according 

to the following formula: 
Mr 


———— _ N/mm? 
1000265 


SOL = Ns 


Mp = hull girder bending moment at midships due to 
sagging as determined in Pt 5, Ch 5,5, in kNm 
Z199 = section modulus at uppermost effective tier of hull 
and effective tiers, assuming tiers to be 100 per 
cent effective, in m3 
Ns = as defined in 2.6.2. 


2.6.4 The compressive stress, o,, in the uppermost 
effective tier at side is to be checked against buckling in 
accordance with Ch 7,4. 


2.6.5 The uppermost effective tier may need to fulfil the 
requirements for strength deck when the following applies: 


Zh \-1 
Ns >(1+ a ) 


Ns = as defined in 2.6.2 
Zo = section modulus of hull only at hull upper deck, 
in ms 
L499 = moment of inertia of hull and effective tiers, assuming 
tiers to be 100 per cent effective, in m4 
h = height from hull upper deck to uppermost effective 
tier, in metres. 


| Section 3 
Additional hull girder strength 
requirements for multi-hull craft 


3.1 General 


3.17.1 Except as otherwise specified within this Section, 
the global strength requirements for multi-hull craft are to 
comply with Section 2. 


3.1.2 Longitudinal strength calculations are to be 
submitted for all craft with a length, Lp, exceeding 40 m 
covering the range of load and ballast conditions proposed, in 
order to determine the required hull girder strength. Still water, 
static wave and dynamic bending moments and shear forces 
are to be calculated for both departure and arrival conditions. 


3.1.3 For craft of ordinary hull form length with a Rule 
length, Lp, less than 40 m, the minimum hull girder strength 
requirements are generally satisfied by scantlings obtained 
from local strength requirements. However longitudinal 
strength calculations may be required at LR’s discretion, 
dependent upon the proposed loading. 


3.1.4 Where the length, Lp, of the craft exceeds 60 m, or 
for new designs of large, structurally complicated craft, the 
design loads and scantling determination formulae in this 
Chapter are to be supplemented by direct calculation and 
structural analysis by 3-D finite element methods. These 


supplementary calculations are to include the results of model 
tests and full scale measurement where available or required 
by LR. Full details of such methods and all assumptions and 
calculations, which are to be based on generally accepted 
theories, are to be submitted for appraisal. 


bo Fe re) The strength deck plating in way of the cross-deck 
structure, the wet-deck plating, longitudinal bulkheads and 
girders, and other continuous members may be included in 
the determination of the midship section stiffness. 


3.1.6 Special consideration will be given to the global 
strength requirements for craft with more than two hulls linked 
by cross-deck structure. 


3.2 Hull longitudinal bending strength 


3.2.1 The requirements of 2.2 are in general to be 
complied with, using the appropriate design bending moment 
and effective pressure loadings applicable to multi-hull craft, 
as determined from Pt 5, Ch 5,5. 


3.3 Hull shear strength 


3.3.1 The requirements of 2.3 are to be complied with so 
far as they are applicable. 


3.4 Torsional strength 


3.4.1 Where a craft is of unusual form or novel construc- 
tion, or at the discretion of LR, the torsional stress is to be 
determined by direct calculation methods using the twin hull 
torsional connecting moment as defined in Pt 5, Ch 5,5. Such 
calculations are to be submitted in accordance with 1.5. 


3.5 Strength of cross-deck structures 


3.5.1 Design loads to be applied for scantling 
calculations are transverse vertical bending moment and 
shear force, twin hull torsional connecting moment, external 
pressure load and appropriate internal loads as defined 
in Part 5. 


3.5.2 The primary stiffening members of the cross-deck 
structure are to provide sufficient strength to satisfy the stress 
criteria given in Table 6.3.1. 


3.5.3 The component nominal stresses may be 

determined in accordance with Table 6.3.2 in the case where 

the cross-deck is formed by transverse primary stiffeners or 

bulkheads and the following assumptions are taken: 

(a) The cross-deck is symmetrical forward and aft of a 
transverse axis at its half length. 

(b) Primary stiffeners having the same scantlings and 
spacing. 


3.5.4 Other cross-deck designs subjected to global 
transverse loads will require a two-dimensional grillage 
analysis to be performed to demonstrate compliance with 
3.5.2. 
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Table 6.3.1 Primary member stress criteria 


Stress type Component stresses Allowable stress level (N/mm2) 


Total direct stress, op op = Ove t OmtTt Sd fogv Os 


Total shear stress, tp Tp = TT + TyBtT + TMT frgv ts 


Equivalent stress, oq Seq = 9% + 3% 1,2fgeg Ss 


Symbols and definitions 


OMB: OMT TT: TMBT Od and thy are component stresses, in N/mm?, to be taken from Table 6.3.2 
fog frgv and feeg are limiting stress coefficients for cross-deck structures to be taken from Table 7.3.2 in Chapter 7 
Gg and tg are defined in 1.2 


Table 6.3.2 Cross-deck component stresses for designs complying with 3.5.3 


Component stress type Nominal stress (N/mm?) 


Mr 
"MR 10002, 


Hull girder bending stress at strength deck amidships, see Table 6.2.1 


Stress induced by the transverse bending moment Mp, as defined in Pt 5, Ch 5,5 


Stress induced by the torsional moment My, as defined in Pt 5, Ch 5,5 


Shear stress induced by the vertical shear force Qy, as defined in Pt 5, Ch 5,5 


Bending shear stress induced by the torsional moment My, as defined in Pt 5, Ch 5,5 


103 


Shear stress induced by the torsional moment My, as defined in Pt 5, Ch 5,5 T n+ is2h 
p “y 


Symbols and definitions 


vertical shear force, in KN, as determined from Pt 5, Ch 5,5 

transverse bending moment in KNm, as determined from Pt 5, Ch 5,5 

torsional moment in kNm, as determined from Pt 5, Ch 5,5 

total number of transverse primary stiffeners or bulkheads 

stiffener web area, cm? 

primary stiffeners section modulus, in cm? 

stiffener spacing, in metres 

moment of inertia of stiffener, cm4 

transverse distance between the centre of the two hulls, in metres 

ts, for symmetrical I|-section, in mm 

by h/(Opy + h), for constant thickness box sections, in mm 

stress induced by the transverse bending moment Mp, as defined in Pt 5, Ch 5,5, in N/mm2 

stress induced by the torsional moment My, as defined in Pt 5, Ch 5,5, in N/mm2 

shear stress induced by the vertical shear force Qy, as defined in Pt 5, Ch 5,5, in N/mm? 

bending shear stress induced by the torsional moment Mr, as defined in Pt 5, Ch 5,5, in N/mm? 

shear stress induced by the torsional moment My, as defined in Pt 5, Ch 5,5, in N/mm2 

face plate thickness, in mm 

breadth of box section, in mm 

b height of box section, in mm 

R: fp and fy are load combination factors reflecting the portions of each component global design load, Mp, Qy7, Mp and Mr, 
corresponding to the most severe load combinations, The most severe load combinations are the combinations of loads resulting in the 
maximum bending, shear and effective stress, respectively. The assessment of these load combinations need to take due consideration for 
the component load magnitude variation with wave heading and also the phasing in time between them. Generally, fr, fp, and fryz are to 
be taken as indicated in Table 6.3.3. 
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Table 6.3.3 Load combination factors 


Factors 


Heading 


fr 


Head sea 1,0 
Beam sea 0,1 


Quartering sea 0,4 


3.5.5 Section properties are to be calculated using an 
effective breadth of plating to be determined in accordance 
with Ch 3,1.11. 


3.5.6 Where primary stiffening members support areas of 
plating of the extruded plank type, or the floating frame 
system is used, the effect of the plating attached to the 
secondary stiffening members is to be ignored when 
determining the global section modulus requirements. 


3.6 Grillage structures 


3.6.17 For complex girder systems, a complete structural 
analysis using numerical methods may be required to be 
performed to demonstrate that the stress levels are accept- 
able when subjected to the most severe and realistic 
combination of loading conditions intended. 


3.6.2 In general, the transverse and vertical girders, 
bottom and side structures, bridge structure, deck structures 
and any other parts of the craft which LR considers critical to 
the craft’s structural integrity are to be included in the 
numerical modelling of the craft. 


3.7 Analysis techniques 


3.7.1 General or special purpose computer programs or any 
other analytical techniques may be used provided that the effects 
of bending, shear, axial and torsion are properly accounted for 
and the theory and idealisation used can be justified. 


3.7.2 In general, grillages consisting of slender girders 
may be idealised as frames based on beam theory provided 
proper account of the variations of geometric properties is 
taken. For cases where such an assumption is not applica- 
ble, finite element analysis or equivalent methods may have 
to be used. 


3.7.3 Analysis of the cross-deck structures with regard to 
impact loads due to slamming may have to be carried out 
using advanced structural analysis techniques. 
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oO Section 1 
General 


1.1 Application 


doh The requirements of this Chapter are applicable to 
mono-hull and multi-hull craft of steel construction as defined 
in Ch 1,1.1. 


1.2 General 


7.2.1 The failure modes criteria contained within this 
Chapter are to be used in the formulae from the preceding 
Chapters to determine the scantling requirements. In addition, 
they are to be used when direct calculation methods are 
proposed as an alternative. 


1.3 Symbols and definitions 
1.3.1 The symbols and definitions applicable to this 
Chapter are defined below or in the appropriate Section. 


1.4 Direct calculations 


1.4.1 Where direct calculations are proposed, the 
requirements of Pt 3, Ch 1,2 are to be complied with. 


1.4.2 In addition, with the agreement of Lloyd’s Register 
(hereinafter referred to as ‘LR’), tests may be conducted to 
demonstrate the actual response of the structure and the 
results verified against the failure mode criteria in this Chapter. 


a Section 2 
Deflection control 


2.1 General 


2.1.1 The limiting deflection requirements for plate panels 
and stiffening members are given in terms of limiting deflection 
coefficient, see Table 7.2.1. The coefficient equates to a 
span/deflection ratio, fs, in consistent units. 


Table 7.2.1 Limiting deflection ratio 


Deflection 


Item ratio, fs 


Bottom structure: 
secondary stiffening 800 
primary girders and web 1000 
frames 


Side structure: 
secondary stiffening 
primary girders and web 
frames 


Main/strength deck structures: 
e secondary stiffening 
e primary girders and web 
frames 
e hatch covers 


Superstructures/deckhouses stiffeners: 
a) Generally: ® secondary 
e primary 


b) Coachroct: secondary 


primary 


c) House top: secondary 


primary 


Lower/inner decks and house top subject to 
personnel loading: 

secondary members 800 
e primary members 1000 


Deep tank stiffeners: 
secondary members 1000 
e primary members 1250 


Watertight bulkhead stiffeners: 
® secondary members 600 
e primary members 750 


Multi-hull cross-deck stiffeners: 
® secondary members 800 
e primary members 1000 


Vehicle deck stiffeners: 
® secondary members 1000 
e primary members 1250 


Helicopter/flight decks stiffeners: 
® secondary members 1000 
e primary members 1250 


NOTE 

Where significant curvature exists over the span of the stiffener or 
breadth of the panel, the allowable deflections will be specially 
considered. 


O Section 3 
Stress control 


3.1 General 


3.1.1 The nominal limiting stress requirements for 
plating and primary and secondary stiffening members 
subject to local loading conditions are given in terms of limit- 
ing stress coefficients, see Table 7.3.1. The coefficients are 
expressed as a proportion of the yield stress of the material. 
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3.1.2 The limiting stress coefficients for structural 
elements subject to global loading conditions are given in 


where 
Bier 22 0, = direct stress in the x direction 


direct stress in the y direction 
shear stress in the xy plane 


Seq = ‘0,2 + 0,2 - 0, oy + 812 


[e) 
4 
ll 


3.1.3 In the determination of the magnitude of the equiva- 
lent stress, gq, it is assumed that the stresses are combined 
using the following formula: 


a 
ll 


Table 7.3.1. Limiting stress coefficients for local loading (see continuation) 


Limiting stress coefficie 


Bending Shear Equivalent 
f 


Tt 


Shell envelope: 
a) Bottom shell plating: slamming zone 
elsewhere 


b) Side shell plating: slamming zone 
elsewhere 


c) Keel 


Bottom structure: 

a) Secondary stiffening: slamming zone 
elsewhere 

b) Primary girders and web frames 


c) Engine girders 


Side structure: 
a) Secondary stiffening: slamming zone 
elsewhere 


b) Primary girders and web frames 


Bow doors: 
Plating 


Secondary stiffening 


Primary stiffening 


Main/strength deck plating and stiffeners: 
Plating 


b) Secondary stiffening 


c) Primary girders and web frame 

d) Hatch covers 

Superstructures/deckhouses: 

a) Deckhouse front, 1st tier: plating 
stiffening 


b) Deckhouse front upper tiers: plating 
stiffening 


c) Deckhouse aft and sides: plating 
stiffening 


d) Coachroof: plating 
stiffening 


e) House top: plating 
s 


iffening 


f) Lower/inner decks and house top subject to personnel loading: 
ep i 
e sti 
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Table 7.3.1. Limiting stress coefficients for local loading (conclusion) 


Limiting stress coefficient 


Bending Shear Equivalent 


Bulkheads: 
(a) Watertight bulkhead: e plating 
e secondary stiffening 
e primary stiffening 
(b) Watertight bulkhead doors 


(c) Structure supporting watertight doors 


(d) Minor bulkheads: plating 
secondary stiffening 
primary stiffening 


(e) Deep tank bulkheads: plating 
secondary stiffening 
primary stiffening 


Multi-hull cross-deck structure: 
(a) Plating: slamming zone 
elsewhere 


(b) Secondary stiffening: slamming zone 
elsewhere 


(c) Primary stiffening 


Vehicle deck: 
(a) Plating 


(b) Secondary stiffening 


(c) Primary stiffening 


Helicopter/flight decks: 

(a) Normal usage: plating 

secondary stiffening 
primary stiffening 


(b) Emergency landing: plating 
secondary stiffening 
primary stiffening 


(c) Crane pedestal/foundation structural elements 


Lioyp’s REGISTER 3 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Failure Modes Control 


Part 6, Chapter 7 


Sections 3 & 4 


Table 7.3.2 


Limiting stress coefficients for global loading 


Limiting stress coefficient 


Operational 
mode of craft 


Hull girder 


Cross-deck 


Bending Shear 
fogH fogH 


Equivalent Shear 


Equivalent 
f tQV foeg 


I >3,0or 


A<0,04(Lp B)15 ecole 


0,80 nHTS 


T < 38,0 and 
A> 0,04(Lp B)': 


0,72 nHTS 0,72 nT: 


0,825 nHTS 


0,75 HTS 


0,80 nHTS 0,825 nHTS 


0,72 NHTS 0,75 NHTS 


NOTES 


f, 


og limiting hull bending stress coefficient 


limiting hull shear stress coefficient 

fggv = limiting cross-deck bending stress coefficient 
figv = limiting cross-deck shear stress coefficient 
limiting equivalent stress coefficient 


lee 
Ais the displacement as defined in Pt 5, Ch 2,2 
T is the Taylor Quotient as defined in Pt 5, Ch 2,2.1.16 
Lp and B are as defined in Pt 3, Ch 1,6.2 
Nuts is as defined in Ch 2,2.4.3 


a Section 4 
Buckling control 


4.1 General 


4.1.1 This Section contains the requirements for buckling 
control of plate panels subject to in-plane compressive and/or 
shear stresses and buckling control of primary and secondary 
stiffening members subject to axial compressive and shear 
stresses. 


4.1.2 The requirements for buckling control of plate 
panels are contained in 4.3 to 4.6. The requirements for 
secondary stiffening members are contained in 4.7 to 4.8. The 
requirements for primary members are contained in 4.9 and 
4.10. 


4.1.3 In general all areas of the structure are to meet the 

buckling strength requirements for the design stresses. The 

design stresses are to be taken as follows: 

(a) Global hull girder bending and shear stresses given in 
Chapter 6, but not including stresses o) and o; as defined 
in Table 6.2.1 in Chapter 6. 

(b) Stresses from local compressive loads. 


4.1.4 The buckling requirements are to be met using the 
net scantlings, hence any additional thickness for corrosion 
margin or Owners extra is not included in scantlings used to 
assess the buckling performance. 


4.2 Symbols 


4.2.1 The symbols used in this Section are defined below 
and in the appropriate sub-Section: 
t thickness of plating, in mm 


= 
Ar = panel aspect ratio 
sees 
a) 


a = panel length, i.e. parallel to direction of compressive 
stress being considered, in mm 

b = panel breadth, i.e. perpendicular to direction of 
compressive stress being considered, in mm 


Sp = span of primary members, in metres 

69 = specified minimum yield strength of the material, in 
N/mm2 

Ge = elastic compressive buckling stress, in N/mm? 


6, = Critical compressive buckling stress, including the 
effects of plasticity where appropriate, in N/mm? 

T> = specified minimum yield shear stress of the 
material, in N/mm2 


So 
(3 
E = modulus of elasticity of material in N/mm?2 


T, = elastic shear buckling stress, in N/mm?2 
T> = Critical shear buckling stress, in N/mm2 


| E 
Dep = lesser of 1,9¢, = or 0,86 mm 
ie) 


Ate = cross-sectional area of secondary stiffener, in cm2, 
including an effective breadth of attached plating, bey 


N/mm2 


S = length of shorter edge of plate panel, in mm 
(typically the spacing of secondary stiffeners) 

1 = length of longer edge of plate panel, in metres. 

S = spacing of primary member, in metres (measured in 


direction of compression). 
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4.3 Plate panel buckling requirements 


4.3.1 This Section gives methods for evaluating the 
buckling strength of plate panels subjected to the following 
load fields: 

(a) — uni-axial compressive loads; 

shear loads; 

bi-axial compressive loads; 

uni-axial compressive loads and shear loads; 

bi-axial compressive loads and shear loads. 


4.3.2 The plate panel buckling requirements will be 
satisfied if the buckling interaction equations given in 
Table 7.4.2 for the above load fields are complied with. 


4.3.3 The critical compressive buckling stresses and 
critical shear buckling stresses required for Table 7.4.2 are to 
be derived in accordance with 4.4. 


4.3.4 The buckling factors of safety 7, and 2, required by 
Table 7.4.2 are given in Table 7.4.4 for the structural member 
concerned. 


4.3.5 For all structural members which contribute to the 
hull girder strength, the plate panel buckling requirements for 
uni-axial compressive loads, Table 7.4.2(a), and shear loads, 
Table 7.4.2(b) are to be complied with. 


4.3.6 In addition to 4.3.5, structural members which are 
subjected to local compressive loads and/or shear loads are 
to be verified using the plate panel buckling requirements in 
Table 7.4.2(c) to (e). 


4.3.7 However, where some members of the structure 
have been designed such that elastic buckling of the plate 
panel between the stiffeners is allowable, then the require- 
ments of 4.5 must be applied to the buckling analysis of the 
stiffeners supporting the plating. In addition, panels which do 
not satisfy the panel buckling requirements must be indicated 
on the appropriate drawing and the effect of these panels not 
being effective in transmitting compressive loads taken into 
account for the hull girder strength calculation. 


4.3.8 In general the plate panel buckling requirements for 
more complex load fields, see 4.3.1(c), (d) and (e), are to be 
complied with. Where this is not possible, due to elastic 
buckling of the panel, then the critical buckling stress, o,, May 
be based on the ultimate collapse strength of the plating, o,, 
from 4.5.4, instead of the elastic buckling stress, o,, derived 
in 4.3.5. In addition, the requirements of 4.5 are to be met for 
the supporting secondary stiffeners and primary members. 


4.4 Derivation of the buckling stress for plate 
panels 


4.4.1 The critical compressive buckling stress, o,, for a 
plate panel subjected to uni-axial in-plane compressive loads 
is to be derived in accordance with Table 7.4.1 (a). 


4.4.2 The critical shear buckling stress, t,, for a plate 
panel subjected to pure in-plane shear load is to be derived in 
accordance with Table 7.4.1 (b). 


4.4.3 For welded plate panels with plating thicknesses 
below 8 mm the critical compressive buckling stress is to be 
reduced to account for the presence of residual welding 
stresses. The critical buckling stress is to be taken as the 
minimum of: 


Sor = GOe— Or 
Or Og as derived using 4.4.1 
where 
6, = reduction in compressive buckling stress due to 
residual welding stresses 
_ Brg oo 
bit, 


Bas = residual stress coefficient dependent on type of 
weld (average value Of Brs to be taken as 3) 
b, ty and og are defined in 4.2.1. 


4.4.4 In general the effect of lateral loading on plate 
panels (for example hydrostatic pressure on bottom shell 
plating) may be neglected and the critical buckling stresses 
calculated considering the in-plane stresses only. 


4.4.5 Unless indicated otherwise, the effect of initial 
deflection on the buckling strength of plate panels may be 
ignored. 


4.5 Additional requirements for plate panels 
which buckle elastically 


4.5.1 Elastic buckling of plate panels between stiffeners 

occurs when both the following conditions are satisfied: 

(a) | The design compressive stress, og, is greater than the 
elastic buckling stress of the plating, og, 


Og>Se 
(b) The elastic buckling stress is less than half the yield 
stress 


4.5.2 Elastic buckling of local plating between stiffeners, 
including girders or floors, etc., may be allowed if all of the 
following conditions are satisfied: 

(a) The critical buckling stress of the stiffeners in all 
buckling modes is greater than the axial stress in the 
stiffeners after redistribution of the load from the 
elastically buckled plating into the stiffeners, hence 

Sde < as 
So (i Ng 


(b) Maximum predicted loadings are used in the calcula- 


tions. 
(c) Functional requirements will allow a degree of plating 
deformation. 
where 
Sue is the stiffener axial stress given in 4.5.5 
So (i is given by Table 7.4.3 
where 


i= a, t, wor f depending on the mode of buckling. 
2X, is the buckling factor of safety 
= "1,26: 


oO 
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Table 7.4.1. Buckling stress of plate panels 


Mode Elastic buckling stress, N/mm2, see Note 1 


(a) Uni-axial compression: 
(i) Long narrow panels, Ap21 


loaded on the narrow edge t.\2 
Sq = 3,620 E (2) 


(ii) | Short broad panels, Ap <1 
loaded on the broad edge 


b 


2 ty \2 
on o0ce( 248) (8) 


lt 
\ stiffeners for C factor 


(b) Pure shear: 


See Note 2 


Te = 3,62 (1 1335 + (4)*) E(2) 
Vv 


NOTES 


1. The critical buckling stresses, in N/mm2, are to be derived from the elastic buckling stresses as follows: 


= ley 
So =Sg wheno,g< 20 


Gg Is defined in 4.2.1 
Gq Is defined in 4.2.1 


u is to be the minimum dimension 


T, 
= ie) 
To =Te WHEN Te < ss 


= ty foe when te = To. 
Ato Dy 


T is defined in 4.2.1 
To is defined in 4.2.1 


Symbols and definitions 


Ar = panel aspect ratio, see 4.2.1 
Sg elastic compressive buckling stress, in N/mm2 
T, = élastic shear buckling stress, in N/mm2 
aand b are the panel dimensions in mm, see figures above 
= thickness of plating, in mm 
stress distribution factor for linearly varying compressive 
stress across plate width 
0,472 — 1,4 + 1,93 for p >0 
1 for constant stress 


fo) 
—2 where 6q4 and ogo are the smaller and larger 
Og2 


average compressive stresses respectively 


4.5.3 The effective breadth of attached plating for 
stiffeners, girder or beams that is to be used for the 
determination of the critical buckling stress of the stiffeners 
attached to plating which buckles elastically is to be taken as 
follows: 


boy 
be, = mm 
So 
where 
oy = ultimate buckling strength of plating as given in 
4.5.4 
be, = effective panel breadth perpendicular to direction of 


compressive stress being considered 
b is given in 4.2.1. 


E = Young’s Modulus of elasticity of material, in N/mm? 

C_ = stiffener influence factor for panels with stiffeners 
perpendicular to compressive stress 
1,3 when plating stiffened by floors or deep girders 
1,21 when stiffeners are built up profiles or rolled angles 
1,10 when stiffeners are bulb flats 
1,05 when stiffeners are flat bars 
are the design compressive and design shear stresses 
in the direction illustrated in the figures. With linearly 
varying stress across the plate panel, og is to be taken 
as Oqo 


4.5.4 The ultimate buckling strength of plating, o,, which 
buckles elastically, may be determined as follows: 
(a) shortest edge loaded, i.e. Ap = 1: 


1,9 0,8 
a1. = él - ra Nike 


(b) longest edge loaded, i.e. Ap < 1: 
_ 1,7709 Ag®78 


oy = N/mm2 
Q 
where 
és at Sale 
th E 


Ar and s are defined in 4.2.1. 
tp, E and o4 are defined in 4.2.1. 
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Table 7.4.2 Plate panel buckling requirements 


Stress field Buckling interaction formula 


uni-axial compressive loads 


shear loads 


bi-axial compressive loads for AR = 1,0 


Sox 4 Ody <4 

cx cy 

for other aspect ratios, i.e. Ap # 1,0 
Sox , Sdy <G 


cx cy 
where G is taken from Fig. 7.4.3 


uni-axial compressive loads forAR>1 


2 
(24 (=) a 
oF) Te 


plus shear load 


for Ap <1 


14+ 0,6AR og 
ie fe. 


bi-axial compressive loads ce) (221) 
plus shear loads Poy 


Symbols 


design compressive stress, see 4.1.3 
= Critical compressive buckling stress, in N/mm2, for uniaxial compressive load acting independently, see 4.3.5 
= design compressive stress in x direction 
= design compressive stress in the y direction 

critical compressive buckling stress in x direction, see 4.3.5 

critical compressive buckling stress in y direction, see 4.3.5 

buckling factor of safety for compressive stresses, see 4.3.4 

buckling factor of safety for shear stresses, see 4.3.4 

design shear stress, in N/mm2 

critical shear buckling stress, in N/mm2, acting independently, see 4.3.5 
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Table 7.4.3. Buckling stress of secondary stiffeners (see continuation) 


Critical buckling stress, N/mm? 


Mode Elastic buckling stress, N/mm? 
see Note 1 


Overall buckling (perpendicular to plane of 
plating without rotation of cross-section) 


I 
Sela) = C; 0,001 E Ie 


0,001E I, I 
Torsional buckling Se) = ——5 (v2 + 3) + 0,385E — 
ie m i, 


d 


t 2 
Web buckling (excluding flat bar stiffeners) Sa see ( 2) 
Ww 


t, 2 
Flange buckling Seip = 0,39 E (=) 


Symbols 


web depth, in mm, (excluding flange thickness for rolled sections), see Fig. 7.4.4 
web thickness, in mm 
flange width, in mm (including web thickness) 
= flange thickness, in mm. For bulb plates, the mean thickness of the bulb may be used, see Fig. 7.4.4 
= effective span length of stiffener, in metres 
end constraint factor 
1 where both ends are pinned 
2 where one end is pinned and the other end is fixed 
4 where both ends are fixed 
Young’s Modulus of elasticity of the material, in N/mm? 
= moment of inertia, in cm4, of longitudinal, including attached plating of effective width Dep, see Note 2 
tp and Gg are given in 4.2.1 
Ate and bep are given in 4.2.1 
J, = St.Venant’s moment of inertia, in cm4, of longitudinal (without attached plating) 


Ay ty? 
WW 10-4 for flat bars 


1 0,63 t; 
—|d tu byt (1 - SH 
>| Ww ‘Ww Tf by 


polar moment of inertia, in cmn4, of profile about connection of stiffener to plating 


)] 10-4 for built up profiles, rolled angles and bulb plates 


dst 
YW 40-4 for flat bars 


dy t 
(SS + dy? by ‘) 10-4 for built up profiles, rolled angles and bulb plates 


sectorial moment of inertia, in cm®, of profile and connection of stiffener to plating 
dy ty? 


Zi a 10-6 for flat bars 


tbe dy? 


a 10-6 for ‘Tee’ profiles 


bs dy? 
12 (by + Ay)? 
spring stiffness exerted by supporting plate panel 
3 
Kp E to 
3 
1,33kp Ay tp ) 


(ty (by? + 2b; Ay + 4dy2) + Sty bf Ay) 10-6 for ‘L’ profiles, rolled angles and bulb plates 


ao(1 + 
3 


tw 

fe Np and is not to be taken as less than zero. For built up profiles, rolled angles and bulb plates, kp need not be taken less than 0,1 
Sq 

Sep 

elastic critical buckling stress, in N/mm2, of the supporting plate derived from Table 7.4.1 
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Table 7.4.3. Buckling stress of secondary stiffeners (conclusion) 


m is determined as follows; e.g. m = 2 for K = 25 


K 0to4 4 to 36 36 to 144 | 144to 400 | 400 to 900 | 900to 1764 | (m-1)2 m2 to m2 (m + 1/2 


1 2 3 4 5 6 m 


K = 1,038CS4 104 
Bly 


oq is the design stress, in N/mm? 
all other symbols are as defined in 4.2.1. 


NOTES 
1. The critical buckling stresses are to be derived from the elastic buckling stresses as follows: 


Sg = 


For stiffeners attached to plating which buckles elastically, see 4.5, the effective width of plating is to be taken as bey: 


4.5.5 The axial stress in stiffeners attached to plating Table 7.4.4 Buckling factor of safety 
which is likely to buckle elastically is to be derived as follows: 
At Buckling Buckling 
Ode = 9g A. factor of factor of 
tb Structural item safety (2) safety (9) 
where Compressive Shear 
Og is the axial stress in the stiffener when the plating SURSSRS Ng: | SHRROER A 
can be considered fully effective Bottom shell plating 1,0 
A, =A, + ees cm2 nner bottom plating 1,0 
Deck plating 1,0 
A st eut cm2 Side shell plating 1,0 
Longitudinal bulkhead plating 1,0 
where ; 
b and bg, are given in 4.5.3 Double bottom girders 1,0 
t is the plating thickness, in mm Longitudinal girders 
i 2 
As Is the stiffener area in cm°. Superstructures/deckhouses 
partially longitudinally effective) 
Longitudinal secondary stiffeners 


4.6 Shear buckling of stiffened panels 


Girder and floor web plating subject 
4.6.1 The shear buckling capability of longitudinally to local loads 


stiffened panels between primary members is to satisfy the 


f iv NOTES 
following condition: . The buckling factor of safety for stiffeners attached to plating 
Tq 1 which is allowed to buckle in the elastic mode due to the 
—s a applied loads is to be taken as 1,25, see also 4.5. 
Te © . Buckling factor of safety to be applied to the compressive stress 
where due to global longitudinal stresses. 


To is derived from 4.6.3 . Buckling factor of safety to be applied to the shear stress. 


tq is the design shear stress 
X, is given in Table 7.4.4. 
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4.6.2 The elastic shear buckling stress of longitudinally 
stiffened panels between primary members may be taken as: 


t \2 
= KE (=) for Ap 2 1 


K, = 4,5 lean ae 
1000/ N2 


N= number of subpanels 


_ 1000S, 
Ss 
105, 
Oo § “Tt8 


a 
0) 
| 


(Me VF85))) 


Tz_ = Moment of inertia of a section, in cm, consisting of 
the longitudinal stiffener and a plate flange of 
effective width s/2 


r= 0.75 ( S ) 
10001 


s, l, E and S, are as defined in 4.2.1, see also Fig. 7.4.1. 


Fig. 7.4.1 Shear buckling of stiffened panels 


4.6.3 The critical shear buckling stress, t,, may be deter- 
mined from t,, see Note 2 in Table 7.4.1. 
4.7 Secondary stiffening in direction of compression 


4.7.1 The buckling performance of stiffeners will be 
considered satisfactory if the following conditions are satisfied: 


Od ot Oi 
Sea) Ag Sct) Ag 
So | Sd gt 
Sow) de Sci) he 


where 
Sela) Sct)» Sew) AN gy are the critical buckling stress of the 
stiffener for each mode of failure, see 4.7.2 
rom is the design compressive stress, see also 4.5 and 4.1.3 
Xr is the buckling factor of safety given in Table 7.4.4. 
The value of A, to be chosen depends on the 
buckling assessment of the attached plating, see 
Note 1, Table 7.4.4. 


oO 


4.7.2 The critical buckling stresses for the overall, 
torsional, web and flange buckling modes of longitudinals and 
secondary stiffening members under axial compressive loads 
are to be determined in accordance with Table 7.4.3. 


4.7.3 To prevent torsional buckling of secondary stiffen- 
ers from occurring before buckling of the plating, the critical 
torsional buckling stress, ogi), is to be greater than the critical 
buckling stress of the attached plating as detailed in 4.4.1. 


4.7.4 The critical buckling stresses of the stiffener web, 
Sow) and flange, oi), are to be greater than the critical 
torsional buckling stress, hence: 

So(w) > Scit) 

Oct) > S(t) 


4.7.5 To ensure that overall buckling of the stiffened panel 
cannot occur before local buckling of the secondary stiffener, 
the critical overall buckling stress og), is to be greater than 
the critical torsional buckling stress, hence: 


S¢(a) > Sc(t) 


4.8 Secondary stiffening perpendicular to 
direction of compression 


4.8.1 Where a stiffened panel of plating is subjected to a 
compressive load perpendicular to the direction of the 
stiffeners, see Fig. 7.4.2, e.g. a transversely stiffened panel 
subject to longitudinal compressive load, the requirements of 
this Section are to be applied. 


fds & 


Fig. 7.4.2 
Secondary stiffening perpendicular to 
direction of compression 
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0,5 ‘ : ; : 1,0 


Odx 4390/65 


Sex 


Fig. 7.4.3 
Interaction limiting stress curves of G for plate panels subject to bi-axial compression, see Table 7.4.2(c) 


4.8.2 The minimum area moment of inertia of each stiff- s 
ener including attached plating of width, s, to ensure that = 
baa 1000/ 
overall panel buckling does not precede plate buckling is to 
be taken as: Tt = s 
Ds (4N,2 = 1)(N.2=1)2-2(N24+1)K+K2) l 
is. = ont N, = number of plate panel 
2 (6N,24+1-«)TI4E L number of plate panels 
N_-1 = number of stiffeners 
where os 208 
Ei s, land S are defined in 4.2.1 and shown in Fig. 7.4.2. 
D- = 49 A 3%) tp and E are defined in 4.2.1. 
K = Apr? Ti? 


Ar = Plate panel aspect ratio 
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Flat bar 


Rolled angle 


= aa 
al 


Fig. 7.4.4 Dimensions of longitudinals 


4.9 Buckling of primary members 


4.9.1 Where primary girders are subject to axial 
compressive loading, the buckling requirements for lateral, 
torsional, web and flange buckling modes detailed in 4.7 are to 
be satisfied. 


4.9.2 To prevent global buckling from occurring before 
local panel buckling, transverse primary girders supporting 
axially loaded longitudinal stiffeners are to have a sectional 
moment of inertia, including attached plating, of not less than 


the following: 
4 
Ig = se ee 's x 103 om4 
Is 


Sp and s are as defined in 4.2.1, see also Fig. 7.4.1 
Ig = sectional moment of inertia including attached plating 
I, moment of inertia of secondary stiffeners, in cm4, 
required to satisfy the overall elastic column 
buckling mode requirement specified in Table 7.4.3 
_ Sep Ate 16° 
0,001E 


where 


=] 20g N/mm2 for Sea) So 


2 
So oO 
= ("0 __ org. > So 
4(69-1,269 > 


Built up 
to ‘Tee’ profile ty 


Built up 
‘L’ profile 


A = area of bulb plate, in mm2 
by =Ct+ ty 


A-hty 
Cc 


ty = 


dy =h-t; 


3563/01 


Gq is design stress, in N/mm? 

6, and A;, are as defined in 4.2.1 

Sea) is the elastic column buckling stress, see 4.7.2 
E is defined in 4.2.1. 

[, iS defined in Table 7.4.3. 


4.10 Shear buckling of girder webs 


4.10.1. Local panels in girder webs subject to in-plane 
shear loads are to satisfy the shear buckling requirements in 
Table 7.4.2, item (b). 


4.10.2 The critical shear buckling stress, t,, is to be 


determined using the following formula for tg and Note 1 in 
Table 7.4.1. 


Ay 2 WwW. y Be) 
3,62(1 335 + (<a z) ) E ( dy N/mm 


Te = 
where 
dy = web height, in mm 
ty = web thickness, in mm 
/, = unsupported length of web, in metres 


p 
E is defined in 4.2.1. 


4.11 Pillars and pillar bulkheads 


4.17.1 Pillars and pillar bulkheads are to comply with the 
requirements of Ch 3,10. 


I 
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O Section 5 
Vibration control 


5.1 General 


S217 Natural frequencies are to be investigated for local 
unstiffened and stiffened panels expected to be exposed to 
excessive structural vibrations being induced from machinery, 
propulsion unit or other potential excitation sources. 


5.1.2 Where the structural configurations are such that 
basic structural elements may be modelled individually the 
natural frequencies may be derived in accordance with 5.3, 
5.4 and 5.5, as appropriate. Under other circumstances finite 
element analysis is to be employed to evaluate the vibration 
characteristics of the structure considered. 


5.2 Frequency band 

5.2.1 The natural frequency of panels is generally not to 
lie within a band of +20 per cent of a significant excitation 
frequency. 

5.3 Natural frequency of plate 


5.34 The natural frequency of a clamped plate in air is 
given by the following: 


t 
fi, = 5,544 a \( - y r ( ; y + 0,6045 Hz 


a = panel length, in metres 
6b = panel breadth, in metres 
to = panel thickness, in mm 
5.4 Natural frequency of plate stiffener 


5.4.1 The natural frequency of a plate stiffener in air is 
given by the following: 


K, ET 
f oe = | 
air,i On Ly? - (1 7 nm2ETI ) ie 
Ly2 GA 
where 


EI = flexural rigidity of plate stiffener combination, in Nm2 
GA = shear rigidity of plate stiffener combination, in N 
Lp = beam length, in metres 
m= mass per unit length of the stiffener and associated 
plating, in kg/m 
kK, = constant where i refers to the mode of vibration as 
given in Table 7.5.1. 


Table 7.5.1 


Vibration mode constant K; 


5.5 Effect of submergence 


5.5.1 To obtain the frequency, fyater, Of a plate with one 
side exposed to air and the other side exposed to a liquid, the 
frequency calculated in air, f,i,, may be modified by the 
following formula: 


Iwater = W fair 


where 


WwW = 


p; = density of the liquid, in kg/m8 
Pp = density of the plate, in kg/m 


t 
= — tf 524 p2 
— a++b 
*p 1000a b 


where 
a, b and ty are as defined in 5.3.1. 
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[2 

a 

x 
x 
y 
z Zi 
x 
vi 
DISPLACEMENT CRAFT SURFACE EFFECT SHIP 
V-shape 
: NZ 
x 
> 
Hard chine 
y 
Zz 
x 
U-shape y 
SMALL WATERPLANE AREA TWIN HULL (SWATH) CATAMARAN 
¥ 
Z 
x x 
= 
es Zi 


Vx 
Vx 


DIFFERENT TYPES OF CRAFT COVERED BY THE SPECIAL SERVICE CRAFT RULES 


YES 


Amphibious air cushion vehicle, RIB, wooden craft, 
foil-assisted craft, hydrofoil, other special types 


Y 


High speed craft? 
As defined in SSC Rules 


NO 


Y 


Light craft? 
As defined in SSC Rules 


Y 


Multi-hull craft? 
As defined in SSC Rules 


snlNO, 


— YES > 


— YES > 


— YES > 


Y Special types 


Special considerations 


High speed craft 
IMO HSC Code compliance 
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Category A passenger craft 


Unassisted craft 
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Service craft 


high speed craft, light craft 
multi-hulls 


Light craft SS 


Multi-hull craft >| 


ee ene 


Racing yacht? 


Y 


Yacht < 24 m? 


NO 


Y 


High speed, light or multi-hull yacht? 


As defined in SSC Rules 


Y 


Conventional yacht? 


NO 


— YES > 


— YES > 


YES > 


Rules for International 
Rating Class Yachts 


EC or other National legislation 


Yacht 


High speed yacht, 
light yacht, multi-hull yacht 


Conventional yacht 


[ae ca 


Composite construction? 


NO 


Y 


Ship types covered by the Rules for 
Ships? (as per Part 4 of the Rules) 


Y 


T/D < 0,55 


Y 


Rule Length < 24 m 


NO 
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General Part 7, Chapter 1 
Sections 1 & 2 

Section 2.2 Aesthetics 
1 Application Ziel LR is not concerned with the general arrangement, 
layout and appearance of the craft; the responsibility for such 
2 General requirements matters remains with the Builders and/or designers to ensure 


a Section 7 
Application 


1.1 General 


Lat The Rules apply to mono and multi-hull craft of 
normal form, proportions and speed. Although the Rules are, 
in general, for aluminium craft of all welded construction, other 
materials for use in hull construction will be specially 
considered on the basis of the Rules. 


1:2 Interpretation 


L207 The interpretation of the Rules is the sole 
responsibility and at the sole discretion of Lloyd’s Register 
(hereinafter referred to as ‘LR’). Where there is any doubt, 
regarding the interpretation of the Rules it is the Builder’s 
and/or designer’s responsibility to obtain clarification from LR 
prior to submission of plans and data for appraisal. 


1.2.2 Where applicable, the Rules take into account 
unified requirements and interpretations established by the 
International Association of Classification Societies (IACS). 


1.2.3 Attention is drawn to the fact that Codes of Practice 
issued by IMO contain requirements which are outside 
classification as defined in the Rules. 


1.3 Equivalents 


1.3.1 Alternative scantlings and arrangements may be 
accepted as equivalent to the Rule requirements. Details of 
such proposals are to be submitted for consideration in 
accordance with Pt 3, Ch 1,3. 


1.4 Symbols and definitions 
1.4.1 The symbols and definitions for use throughout this 


Part are as defined within the appropriate Chapters and 
Sections. 


a Section 2 
General requirements 


2.1 General 
2.1.1 Limitations with regard to the application of these 


Rules are indicated in the various Chapters for differing craft 
types. 


that the agreed specification is complied with. LR is however 
concerned with the quality of workmanship, in this respect the 
acceptance criteria as required by the Rules are to be 
complied with. 


2.3 Constructional configuration 


2.3.1 The Rules provide for the basic structural 
configurations for both single and multi-deck mono and 
multi-hull craft with multi-deck or single deck hulls which 
include a double bottom, or a single bottom arrangement. The 
structural configuration may also include a single or multiple 
arrangement of cargo hatch openings and side tanks. 


2.312 The Rules provide for longitudinal and transverse 
framing systems. 


2.3.3 Novel or other types of framing systems will be 
considered on the basis of the Rules. 


2.4 Plans to be submitted 


2.4.1 Plans covering the following items are to be 
submitted: 

e Midship sections showing longitudinal and transverse 
material. 

Profile and decks. 

Shell expansion. 

Oiltight and watertight bulkheads. 

Propeller brackets. 

Double bottom construction. 

Pillars and girders. 

Aft end construction. 

Engine room construction. 

Engine and thrust seatings. 

Fore end construction. 

Hatch cover construction. 

Deckhouses and superstructures. 

Sternframe. 

Rudder, stock and tiller. 

Equipment. 

Loading Manuals, preliminary and final (where applicable). 
Scheme of corrosion control (where applicable). 

Ice strengthening. 

Welding schedule. 

Hull penetration plans. 

Support structure for masts, derrick posts or cranes. 
Bilge keels showing material grades, welded connections 
and detail design. 
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General 


Part 7, Chapter 1 


Section 2 


2.4.2 The following supporting documents are to be 

submitted: 

e General arrangement. 

e Capacity plan. 

e Lines plan or equivalent. 

e — Dry-docking plan. 

e = Towing and mooring arrangements. 

e = Sail/rigging plan, indicating loadings (as applicable to 
sailing craft). 


2.4.3 The following supporting calculations are to be 

submitted: 

e Equipment Number. 

e Hull girder still water and dynamic bending moments and 
shear forces as applicable. 

e — Midship section modulus. 

e Structural items in the aft end, midship and fore end 
regions of the craft. 

e Preliminary freeboard calculation. 


2.5 Novel features 


2.5.1 Where the proposed construction of any part of the 
hull or machinery is of novel design, or involves the use of 
unusual material, or where experience, in the opinion of LR, 
has not sufficiently justified the principle or mode of 
application involved, special tests or examinations before and 
during service may be required. In such cases a suitable 
notation may be entered in the Register Book. 


2.6 Enhanced scantlings 


2.6.1 Where the Owner decides to increase the scantling 
of the bottom shell, side shell and deck plating of a 
newbuilding, then the craft will be eligible to be assigned the 
description note ES, see Pt 1, Ch 2,3.12. For example, the 
descriptive note ES+1 would indicate that an extra 1 mm of 
aluminium has been fitted to bottom shell, side shell and deck 
plating. 


2.7 Direct calculations 


2.7.1 Direct calculations may be specifically required by 
the Rules and may be required for craft having novel design 
features or in support of alternative arrangements and 
scantlings. LR may, when requested, undertake calculations 
on behalf of designers and make recommendations with 
regard to suitability of any required model tests. 


2.7.2 Where direct calculations are proposed then the 
requirements of Pt 3, Ch 1,2 of the Rules are, in general, to 
be complied with. 


2.8 Exceptions 


2.8.1 Craft of unusual form, proportions or speed, 
intended for the carriage of special cargoes, or for special or 
restricted service, not covered specifically by the Rules, will 
receive individual consideration based on the general 
requirements of the Rules. 


2.9 Advisory services 


2.9.1 The Rules do not cover certain technical charac- 
teristics, such as stability except as mentioned in Pt 1, 
Ch 2,1.1.11, 1.1.13 and 1.1.14, trim, vibration (other than 
local stiffened flat panels, see Ch 7,5), docking arrangements, 
etc. The Committee cannot assume responsibility for these 
matters but is willing to advise upon them on request. 
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Construction Procedures 


Part 7, Chapter 2 


Section 1 


Section 

1 General 

2 Materials 

3 Procedures for welded construction 
4 Joints and connections 


| Section 7 
General 


1.1 Application 


1.1.1 The requirements of this Chapter are applicable to 
mono-hull and multi-hull craft of aluminium construction as 
defined in Pt 1, Ch 1,1. 


1.2 General 


1.2.1 This Chapter contains the general Rule require- 
ments for the construction of aluminium craft using the metal 
inert gas (MIG) and tungsten inert gas (TIG) welding 
processes. Where alternative methods of construction are 
proposed, details are to be submitted for consideration by 
Lloyd’s Register (hereinafter referred to as ‘LR’). 


1.3 Symbols and definitions 


7.3.1 The symbols and definitions used in this Chapter 
are defined in the appropriate Section. 


1.4 Builder’s facilities 


1.4.1 The buildings used for production and storage are 
to be of suitable construction and equipped to provide the 
required environment, and also to comply with any local or 
National Authority requirements. 


1.4.2 The Surveyor is to be allowed unrestricted access 
during working hours to such parts of the Builder’s establish- 
ment as may be necessary to ensure that the requirements of 
the Rules are being complied with. 


1.5 Works inspection 


1.5.1 Prior to the commencement of construction, the 
facilities are to be inspected to the satisfaction of the 
attending Surveyor. This will include the minimum quality 
control arrangements outlined in 1.6. 


1o.2 The Surveyor is to be satisfied that the Builder has 
the organisation and capability to construct craft to the 
standards required by the Rules. 


7.5.3 The Builder is to be advised of the result of the 
inspection and all deficiencies are to be rectified prior to the 
commencement of production. 


1.5.4 Where structural components are to be assembled 
and welded by sub-contractors, the Surveyors are to inspect 
the sub-contractor’s works to ensure that compliance with the 
requirements of this Chapter can be achieved. 


1.6 Quality control 


7.6.1 For compliance with 1.5.2, LR’s methods of survey 
and inspection for hull construction and machinery installation 
are to include procedures involving the shipyard management, 
organisation and quality systems. 


1.6.2 The extent and complexity of the quality systems, 
will vary considerably depending on the size and type of craft 
and production output. LR will consider certification of the 
Builder in accordance with the requirements of one of the 
following systems: 

(a) Quality Assurance System in accordance with an 
International or National Standard (i.e. ISO 9000 and BS 
ENISO 9001) with assessment and certification carried 
out by a nationally accredited body. 

(b) LR’s Quality Assurance Scheme for the Construction of 

Special Service Craft. 

(c) LR’s locally accepted Quality Control System — The 

Builder is required to implement a documented Quality 

Control System which controls the following activities: 

i) Receipt storage and issue of materials, 
equipment, etc. 

ii) Fabrication environment. 

iii) | Weld procedures and welder performance. 

iv) — Production fabrication. 

v) Inspection of production processes. 

vi) Installation of machinery and essential systems. 

vii) Fitting-out. 

viii) Tests and trials. 

ix) Drawings and document control. 

x) Records. 


7.6.3 LR’s involvement is only in that part of the system 
which controls the standards required to meet the 
classification requirements. 


1.6.4 The ‘documented’ quality control system will in 
general require the Builder to have written procedures that 
describe clearly and unambiguously how each of the 
activities specified in 1.6.2(c) is carried out, when it is carried 
out and by whom. These procedures will form part of the 
system manual which is also to contain a statement of 
management policy, organisation chart and statements of 
responsibilities. The manual is to be controlled in respect to 
the formal issue and revision. 


7.6.5 Further details of LR’s requirements are available on 
request from the local LR office. 
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Section 7 


1.7 Building environment 


1A The craft is to be suitably protected during the 
building period from adverse weather and climatic conditions. 


1.8 Storage areas 


1.8.1 All materials are to be stored safely and in accor- 
dance with the manufacturer’s requirements. Storage 
arrangements are to be such as to prevent deterioration 
through contact with heat, sunlight, damp, cold and poor 
handling. 


1.8.2 Aluminium is to be stored in dry places, clear of the 
ground. Contact with other metals and with materials such as 
cement and damp timber is to be avoided. Aluminium sheet 
and plate are to be stacked, in general, on end in racks to 
avoid distortion. 


1.8.3 All storage spaces provided by the Builder for 
welding consumables are to be suitable for maintaining them 
in good condition and are to be in accordance with the 
manufacturer’s recommendations. 


1.8.4 All materials are to be fully identifiable in the 
storage areas, and identification is to be maintained during 
issue to production. 


1.8.5 Material suspected of being non-conforming is to 
be segregated from acceptable materials. 


1.9 Materials handling 


1.9.1 The Builder is to maintain purchasing documents 
containing a clear description of the materials ordered for use 
in hull construction and the standards to which the material 
must conform, together with the identification and certifica- 
tion requirements. 


1.9.2 The Builder is to be responsible for ensuring that all 
incoming plates, sections, castings, components, fabrications 
and consumables and other materials used in the hull 
construction are inspected or otherwise verified as conforming 
to purchase order requirements. 


1.9.3 The Builder is to have procedures for the inspection, 
storage and maintenance of Owner supplied materials and 
equipment. 


1.9.4 The Builder is to record on receipt the manufacturing 
date, or use-by date of critical materials. Any materials which 
have a shelf life are to be used in order of manufacturing date to 
ensure stock rotation. 


1.9.5 The Builder is to establish and maintain a procedure 
to ensure that materials and consumables used in the hull 
construction process are identified (by colour-coding and/or 
marking as appropriate) from arrival in the yard through to 
fabrication in such a way as to enable the type and grade to 
be readily recognised. 


1.9.6 Where materials are found to be defective they are 
to be rejected in accordance with the Builder’s quality control 
procedure. 


1.10 Faults 


7.10.1 All identified faults are to be recorded under the 
requirements of the quality control systems. Faults are to be 
classified according to their severity and are to be monitored 
during periodical survey. 


7.10.2 Production faults are to be discussed with the 
attending Surveyor and a rectification scheme agreed. 
Deviations from the approved plans are to be locally approved 
by the attending Surveyor and a copy forwarded to the plan 
approval office for record purpose. 


1.11 Inspection 


7.11.1 On acceptance of a ‘Request for Services’ the 
attending Surveyor is to inform the Builder of the key stages of 
the production that are to be inspected and the extent of the 
inspection to be carried out. 


7.17.2 — Itis the Builder’s responsibility to carry out required 
inspections in accordance with the accepted quality control 
system. 


7.77.3 It is the Surveyor’s responsibility to monitor the 
Builder’s quality control records and carry out inspections at 
key stages and during periodic visits. 


1.11.4 | Adequate facilities are to be provided to enable the 
Surveyor to carry out a satisfactory inspection and to 
facilitate subsequent in-service maintenance. These are to 
include the provision of access holes in restricted spaces and 
removable deckhead and shipside linings, cabin soles, etc. 


1.11.5 During inspections all deviations are to be dealt with 
in accordance with 1.6.4. 


1.12 Acceptance criteria 


1.12.1 Classification is dependent upon the work being 
carried out in accordance with the approved plans and the 
requirements of an accepted quality control system. 


1.12.2 The work is to be carried out to the satisfaction of 
the attending Surveyor. This will include the verification of the 
quality control documentation and the remedial action 
associated with all defects and deficiencies recorded. 


1.12.3 Proposed deviations from the approved plans are 
subject to LR approval and in the first instance are to be 
discussed with the attending Surveyor. Where applicable, an 
amended plan is to be submitted to the plan appraisal office. 
Such deviations will be recorded as endorsements to the 
certification unless specifically agreed otherwise with the plan 
appraisal office. 
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Part 7, Chapter 2 


Sections 1 & 2 


1.12.4 Where the above requirements are met the 
attending Surveyor will arrange for the relevant certification to 
be issued. 


1.13 Repair 


1.13.1 Minor repairs are to be agreed with the attending 
Surveyor and a rectification scheme agreed with the Builder. 
The Builder is to incorporate details of the agreed repair 
procedures in the quality control system in accordance with 
1.6.4. 


1.13.2 | Repairs which affect the structural integrity are to 
be discussed with the Builder and the Builder’s proposed 
rectification scheme is to be submitted to the plan appraisal 
office for consideration. 


a Section 2 
Materials 


2.1 General 


2.1.1 The materials used in the construction of the craft 
are to be manufactured and tested in accordance with the 
appropriate requirements of Chapter 8 of the Rules for the 
Manufacture, Testing and Certification of Materials (hereinafter 
referred to as the Rules for Materials). 


2.1.2 As an alternative to 2.1.1, materials may be 
accepted for specific applications, provided they are 
manufactured and tested in accordance with the requirements 
of national or proprietary specifications which give reasonable 
equivalence to the requirements of the Rules for Materials. 
Additional tests may be required to prove that the materials 
are suitable for the intended purpose in respect of mechanical 
properties, weldability and corrosion resistance. 


2.1.3 All materials are to be manufactured at works which 
have been approved by LR for the type and, where 
appropriate, grade of aluminium which is being supplied and 
for the relevant aluminium production and processing route. 


2.2 Aluminium alloy plates, bars and sections 


2.2.1 Materials are, in general, to be limited to the supply 
conditions detailed in Ch 8,1.6 of the Rules for Materials. 
Other supply conditions may be accepted but, as materials in 
a condition other than annealed are subject to a loss of 
mechanical strength in the vicinity of welded joints, the 
strength used in design calculations are to be as given in 2.4. 


2.2.2 For applications where the material will be subject 
to high local stresses, it is recommended that the scantlings, 
when using higher strength materials, be determined on the 
basis of the mechanical properties of the material in the 
as-welded annealed condition. 


2.3 Aluminium alloy castings 


2.3.1 All structural castings are to be manufactured and 
tested in accordance with the appropriate requirements of 
Ch 8,3 of the Rules for Materials. 


2.4 Mechanical properties for design 


2.4.1 The minimum tensile strength properties of 
aluminium alloys approved for structural use are given in 
Ch 13,8.3.2 of the Rules for Materials. Other alloys and condi- 
tions of temper may be accepted in accordance with 2.1.3. 


2.4.2 In general, for welded structure, the maximum value 
for the strength of the material, o,, to be used in the scant- 
ling derivation is that of the aluminium alloy in the welded 
condition, where o, is defined as the 0,2 per cent butt welded 
proof stress or 70 per cent of the ultimate strength of the 
material in the welded condition in N/mm2, whichever is the 
lesser. 


2.4.3 The tensile modulus of elasticity to be used in 
scantling calculations is 69 x 103 N/mm2 for all aluminium 
alloy materials. 


2.4.4 The type of material, specification to which it is 
manufactured (including grade and temper) and minimum 
guaranteed mechanical properties are to be indicated on the 
construction drawings. 


2.5 Cathodic protection 


Z20e4 The potential of the aluminium-magnesium 
(5000 Series) and the aluminium-magnesium-silicon 
(6000 Series) alloys is generally in the range -0,7 to —0,9 Volts 
with reference to a silver/silver chloride sea-water reference 
electrode. A negative potential swing of at least 0,1 Volts from 
the corrosion potential is necessary to provide cathodic 
protection in sea-water (i.e. -0,8 to -—1,0 Volts). The limit of 
negative potential is, however, not to exceed —1,1 Volts with 
reference to a silver/silver chloride sea-water reference 
electrode. Zinc or aluminium-zinc-indium or aluminium-zinc- 
tin anodes may be used for cathodic protection but aluminium 
anodes containing mercury are not acceptable. 


2.5.2 Where an impressed current cathodic protection 
system is fitted, plans showing the proposed layout of anodes 
and hull penetrations are to be submitted. 


2.6 Paints and coatings 


2.6.1 The hull, deck, deckhouse and superstructure and 
other structure which is exposed to the marine environment 
is to be protected against corrosion by a suitable protective 
coating. All coatings are to be in accordance with the 
requirements of this Section. Internal structure need not in 
general be coated provided that they are built of aluminium 
alloy grades shown in Chapter 8 of the Rules for Materials. 
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2.6.2 Aluminium alloy is to be suitably cleaned, cleared of 
oxide and degreased before the application of any protective 
coating. 


2.6.3 Paints or other coatings are to be suitable for the 
intended purpose in the locations where they are to be used. 
Coatings are to be of adequate film thickness, applied in 
accordance with the paint manufacturer’s specification. The 
paint or coating is to be compatible with any previously 
applied primer. 


2.6.4 Paints containing lead, mercury or copper are not 
to be used in conjunction with aluminium alloys. 


2.6.5 Paints, varnishes and similar preparations having a 
nitro-cellulose or other highly flammable base are not to be 
used in accommodation or machinery spaces. 


2.7 Galvanic action 


2.7.1 Where bimetallic connections are made, involving 
dissimilar metals, measures are to be incorporated to 
preclude galvanic corrosion. In order to prevent galvanic 
corrosion, special attention is to be given to the penetrations 
of and connections to the hull, bulkheads and decks by piping 
and equipment where dissimilar materials are involved. 


2.8 Bimetallic connections 


2.8.1 The design is to ensure that the location of all 
bimetallic connections allows for regular inspection and 
maintenance of the joints and penetrations during service. 


2.9 Deck coverings 


2.9.1 Where plated decks are sheathed with wood, the 
sheathing is to be efficiently attached to the deck, caulked 
and sealed, to the satisfaction of the Surveyor in accordance 
with the approved drawings. 


2.9.2 Deck coverings in the following positions are to be 

of a type which will not readily ignite where used on decks: 

(a) Forming the crown of machinery or cargo spaces within 
accommodation spaces of cargo craft. 

(bo) Within accommodation spaces, control stations, 
stairways and corridors of passenger craft. 


2.10 Corrosion margin 


2.10.1 The scantlings determined from the formulae 
provided in the Rules assume that the materials used are 
selected, manufactured and protected in such a way that 
there is negligible loss in strength by corrosion. 


2.10.2 Where aluminium alloy is not protected against 
corrosion, by painting or other approved means, the scantlings 
may require to be further considered. 


2.11 Fracture control 


2.11.1. Aluminium alloys in commercial use are in general 
not subject to unstable crack growth in an elastic stress field 
because fracture toughness is high. However, for alloys with 
higher strength and/or temper, special tests may be required 
to provide information on fracture toughness. 


2.11.2 Construction procedures, materials and welding are 
to be in accordance with the requirements of this Chapter 
such that stress corrosion cracking is avoided. 


2.11.3 High local stresses are to be avoided by the use of 
suitable design detail, see also LR’s Guidance Notes for 
Structural Details. 


| Section 3 
Procedures for welded 


construction 
3.1 General 
3.1.7 Except as otherwise indicated below, all welded 


construction is to be conducted in accordance with the 
requirements specified in Chapter 13 of the Rules for 
Materials. 


3.1.2 The requirements of this Section are applicable to 
aluminium alloys welded using the metal inert gas (MIG) or 
tungsten inert gas (TIG) processes. Where it is proposed to 
use alternative welding processes, details are to be submitted 
for approval, prior to the start of fabrication. 


3.2 Information to be submitted 


3.2.1 The plans and information submitted for approval 
are to clearly indicate details of the welded connections of the 
main structural members, including the type, disposition and 
size of welds. 


3.3 Welding consumables 


3.3.1 All welding consumables are to be approved by LR 
and are to be suitable for the type of joint and grade of 
material, see Ch 11,9 of the Rules for Materials. 


3.3.2 The 5083 and 5086 alloys are normally welded 
using the 5356, 5556 or 5183 consumables and the 6061 
and 6082 alloys are normally welded using the 4043 
consumables. 


CGE! Only approved filler wires are to be used. Testing 
requirements for welding consumables are contained in 
the Rules for Materials. 


3.3.4 Cast aluminium alloys are not in general to be 
welded directly to wrought high magnesium alloys unless the 
welding is carried out in accordance with an agreed 
procedure. 
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3.3.5 Special care is to be taken in the distribution, 
storage and handling of all welding consumables. Aluminium 
filler metals are to be kept in a heated dry storage area with a 
relatively uniform temperature. Condensation on the metal 
surface during storage and use is to be avoided. Other 
welding consumables such as bare wire and welding studs 
are to be stored under dry conditions to prevent corrosion. 
Effective facilities for protecting consumables are to be 
provided close to working areas. 


3.4 Defined practices and welding sequence 


3.4.1 Details of the welding procedures and the 
sequence of welding assemblies and joining up of assemblies 
are to be submitted. 


3.4.2 The proposed sequence of welding is to be agreed 
with the Surveyor prior to construction. 


3.4.3 The type and disposition of connections and 
sequences of welding are to be so planned that any restraint 
during welding operations is reduced to a minimum. 


3.4.4 Special attention is to be given to the examination 
of plating in way of all lifting eye plate positions to ensure 
freedom from cracks. This examination is not restricted to the 
positions where eye plates have been removed but includes 
the positions where lifting eye plates are permanent fixtures. 


3.4.5 Careful consideration is to be given to assembly 
sequence and overall shrinkage of plate panels, assemblies, 
etc., resulting from welding processes employed. Welding is 
to proceed systematically with each welded joint being 
completed in correct sequence without undue interruption. 
Where practicable, welding is to commence at the centre of a 
joint and proceed outwards or at the centre of an assembly 
and progress outwards towards the perimeter so that each 
part has freedom to move in one or more directions. 
Generally, the welding of stiffener members including 
transverses, frames, girders, etc., to welded plate panels by 
automatic processes is to be carried out in such a way as to 
minimise angular distortion of the stiffener. 


3.4.6 Butt welds are to be finished full at the ends and 
cut back before welding the seams. Seams are generally not 
to be welded within 300 mm of an unwelded butt weld or 
welded across an unwelded butt joint. 


3.4.7 The final boring out of propeller brackets and 
sterntubes and the fit-up and alignment of rudder bearings 
and jet units are to be carried out after the major part of the 
welding of the aft end of the craft is complete. The contacts 
between rudder stocks and propeller shafts with bearings are 
to be checked before the final mounting. 


3.4.8 Precautions are to be taken to screen and 
pre-warm the general and local weld areas as necessary. 
Surfaces are to be dry. 


3.5 Structural arrangements and access 


3.5.1 Ceilings, cabin sole, side and overhead linings are 
to be secured in such a manner as to be easily removed for 
the maintenance and inspection of the structure below. 


3.5.2 Structural arrangements are to be such as will allow 
adequate ventilation and access for preheating, where 
required, and for the satisfactory completion of all welding 
operations. Welded joints are to be so arranged as to 
facilitate the use of downhand welding wherever possible. 


3.6 Heat treatment 


3.6.1 Pre-heating is to be applied in accordance with the 
requirements specified in Chapter 13 of the Rules for Materials. 


3.6.2 For aluminium-magnesium alloys, the preheating 
temperature is to be limited to 60°C to avoid the risk of stress 
corrosion cracking. 


3.6.3 With the 6000 series heat-treatable alloys, it is 
sometimes beneficial to apply a post-weld heat treatment in 
the form of artificial ageing. The procedure to be used 
depends on the alloy and, in order to quantify the benefits, 
tests are required using representative specimens which 
accurately simulate the true situation in terms of metal 
thickness, geometry, filler metal and welding parameters, as 
well as the post-weld treatment employed. 


3.7 Testing 


3.7.1 Inspection of welded construction is to be 
conducted in accordance with the requirements specified in 
Chapter 13 of the Rules for Materials. 


3.7.2 Checkpoints for volumetric examination are to be 
selected so that a representative sample of welding is 
examined. 


3.7.3 Typical locations for volumetric examination and 
number of checkpoints to be taken are shown in Table 2.3.1. 
A list of the proposed items to be examined is to be submit- 
ted for approval. 


3.8 Acceptance criteria 


3.8.1 All finished welds are to be sound and free from 
cracks and substantially free from lack of fusion, incomplete 
penetration, porosity and tungsten inclusions. The surfaces of 
welds are to be reasonably smooth and substantially free from 
undercut and overlap. Care is to be taken to ensure that the 
specified dimensions of welds have been achieved and that 
both excessive reinforcement and underfill of welds are 
avoided. 


3.8.2 The quality and workmanship of welding of all 
fittings and attachments to main structure, both permanent 
and temporary, are to be equivalent to those of the main hull 
structure. 
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Non-destructive examinations of welds 


Volumetric non-destructive examinations - Recommended extent of testing, see 3.7.3 


Item 


Location 


Checkpoints, see Note 1 


Intersections of butts and seams of 
fabrication and section welds 


Throughout: 
hull envelope 


longitudinal and transverse bulkheads 


The summation of checkpoint lengths (see 
Note 2) examined at intersections is to be L, 
where L is the overall length of the ship in 


inner bottom and hopper bottom metres 


Butt welds in plating Throughout 


min 25 m, see Note 3 


Seam welds in plating Throughout 


min 100 m 


Butts in longitudinals 


Hull envelope within 0,4L amidships 


Hull envelope outside 0,4 amidships 


in 10 welds 


in 20 welds 


Bilge keel butts Throughout 


in 10 welds 


Structural items when made with full 
penetration welding as follows: 
connection of stool and bulkhead to lower 
stool shelf plating 
vertical corrugations to an inner bottom 
hopper knuckles 
sheerstrake to deck stringer 
hatchways coaming to deck 


Throughout 


min 20m 


NOTES 


The length of each checkpoint is to be between 0,3 m and 0,5 m. 


For checkpoints at intersections the measured dimension of length is to be in the direction of the butt weld. 
Checkpoints in butt welds and seam welds are in addition to those at intersections. 
Agreed locations are not to be indicated on the blocks prior to the welding taking place, nor is any special treatment to be given at these 


locations. 


Particular attention is to be given to repair rates in longitudinal butts. Additional welds are to be tested in the event that defects, such as 


lack of fusion or incomplete penetrations, are repeatedly observed. 


3.8.3 Visual examination of all welds is to be supple- 
mented by non-destructive testing as considered necessary 
by the Surveyor. 


3.8.4 Fairing, by linear or spot heating, to correct 
distortions due to welding is, in general, not to be carried out 
unless procedures have been approved to ensure that the 
properties of the material are not adversely affected. Visual 
examination of all heat affected areas and welds in the 
vicinity is to be carried out to ensure freedom from defects. 


al Section 4 
Joints and connections 


4.1 General 


4.1.1 Requirements are given in this Chapter for 
welding connection details, aluminium/steel transition joints, 
aluminium/wood connection, riveting of light structure and 
chemical bonding. 


4.1.2 Welded joints are to be detailed such that crevices 
or inaccessible pockets capable of retaining dirt or moisture 
are avoided. Where cavities are unavoidable, they are to be 


sealed by welding or protective compounds or made 
accessible for inspection and maintenance. 


4.2 Weld symbols 


4.2.1 Weld symbols, where used, are to conform to a 
recognised National or International Standard. Details of such 
Standards are to be indicated on the welding schedule, which 
is to be submitted for appraisal. 


4.3 Welding schedule 


4.3.1 A welding schedule containing not less than the 
following information is to be submitted: 

(a) Weld throat thickness or leg lengths. 

(b) Grades, tempers, and thicknesses of materials to be 


welded. 

(c) Locations, types of joints and angles of abutting 
members. 

(d) Reference to welding procedures to be used. 


(e) Sequence of welding of assemblies and joining up of 
assemblies. 
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4.4 Butt welds 


4.4.1 All structural butt joints are to be made by means 
of full penetration welds and, in general, the edges of plates to 
be joined by welding are to be bevelled on one or both sides 
of the plates. Full details of the proposed joint preparation are 
to be submitted for approval, see also 4.20. 


4.4.2 Where butt welds form a T-junction, the leg of the T 
is, where practicable, to be completed first including any back 
run. During the welding operation special attention is to be 
given to the completion of the weld at the junction, which is to 
be chipped back to remove crater cracks, etc., before the 
table is welded. 


4.4.3 For guidance purposes, a number of typical joint 
preparations for TIG and MIG welding are shown in 
Tables 2.4.1 and 2.4.2 respectively. 


4.5 Fillet welds 


4.5.1 The throat thickness of fillet welds is to be 
determined from: 


Throat thickness = to x Weld factor x ( a) mm 


where 
s = the length of correctly proportioned weld fillet, clear 
of end craters, in mm, and is to be 10 x plate 
thickness, to, or 75 mm, whichever is the lesser, but 
in no case to be taken less than 40 mm 
d = the distance between successive weld fillets, in mm 
tb = plate thickness, in mm, on which weld fillet size is 
based, see 4.5.4. 
Weld factors are contained in Table 2.4.3. 


NOTE: 

for double continuous fillet welding is to be taken as 1 
S 

(see 4.8.1). 


4.5.2 For ease of welding, it is recommended that the 
ratio of the web height to the flange breadth be greater than or 
equal to 1,5, see Fig. 2.4.1. 


h/f> 1,5 


4390/41 


Fig. 2.4.1 Web height/flange breadth ratio 


4.5.3 The leg length of the weld is to be not less than 
[2 times the specified throat thickness. 


4.5.4 The plate thickness ¢, to be used in 4.5.1 is 
generally to be that of the thinner of the two parts being 
joined. Where the difference in thickness is considerable, the 
size of fillet will be specially considered. 


4.6 Throat thickness limits 


4.6.1 The throat thickness limits given in Table 2.4.4 are 
to be complied with. 


4.7 Single sided welding 


4.7.1 Temporary backing bars for single sided welding 
may be austenitic stainless steel, glass tape, ceramic, or 
anodised aluminium of the same material as the base metal. 
Backing bars are not to be made of copper to avoid weld 
contamination and corrosion problems. 


4.7.2 Temporary backing bars are to be suitably grooved 
in way of the weld to ensure full penetration. 


4.8 Double continuous welding 


4.8.1 Where double continuous fillet welding is proposed 
the throat thickness is to be in accordance with 4.5.1 
taking (<) equal to 1. 

iS 


4.8.2 Double continuous welding is to be adopted in the 

following locations and may be used elsewhere if desired: 

a) Boundaries of weathertight decks and erections, 

including hatch coamings, companionways and other 

openings. 

b) Boundaries of tank and watertight compartments. 

c) Main engine seatings. 

d) Bottom framing structure of high speed craft in way of 
machinery and jet room spaces as appropriate. 

e) The side and bottom shell structure in the impact area 
of high speed motor craft. 

f) | The underside of the cross-deck structure in the impact 
area of high speed multi-hull craft. 

g) Structure in way of ride control systems, stabilisers, 
thrusters, bilge keels, foundations and other areas 
subject to high stresses. 

h) The shell structure in the vicinity of the propeller blades. 

(j)  Stiffening members to plating in way of end connections 
scallops and of end brackets to plating in the case of lap 
connections. 

(k) Primary and secondary members to plating in way of end 
connections, and end brackets to plating in the case of 
lap connections. 

() Face flats to webs of built-up/fabricated stiffening 
members in way of knees/end brackets and for a 
distance beyond such knees/end brackets of not less 
than the web depth of stiffener in way. 
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Table 2.4.1 Typical joint preparations for TIG welding of aluminium alloys 


Thickness (mm) Joint design Welding position/comments 


Flat 
Horizontal 
Vertical 
Overhead 


4390/91 


Flat and Vertical 

V = 60° 

Horizontal and Overhead 
V =90°- 110° 


1,5-3,0 mm 
9w=0-3mm__ 4390/92 


Symbols and definitions 


weld gap, in mm 
weld preparation angle, in degrees 


Table 2.4.2 Typical joint preparations for semi-automatic MIG welding 


Thickness (mm) Joint design Welding position/comments 


4390/93 


Flat 

Horizontal 

Vertical 

7,0- 15,0 - Overhead 

One sided welding with 
temporary backing 


4390/94 


60° + 10° 


, i 
12,0 - 25,0 +») ae, All positions 


1,5-3,0 mm 
Iw = 0-5 mm 4390/95 


Symbols and definitions 


plate thickness, in mm 
weld gap, in mm 
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Table 2.4.3 Weld factors (see continuation) 


Item 


Weld Factor 


Remarks 


(1) General application: 

a) Watertight plate boundaries 

b) Non-tight plate boundaries 

c) Longitudinals, frames, beams, and 
other secondary members to shell, deck, or 
bulkhead plating 


d) Panel stiffeners 


e) Overlap welds generally 


f) Longitudinals of the flat-bar 
ype to plating 


except as required below 


in tanks 
in way of end connections 


see 4.8.2 


Bottom construction: 


a) Non-tight centre girder: 
e to keel 
e to inner bottom 


b) Non-tight boundaries of: 
e floors, girders and 
¢ brackets 


c) Inner bottom longitudinals, or face flat to floors 
reverse frames 


d) Connection of floors to inner bottom where 
bulkhead supported on tank top. The supporting 
floors are to be continuously welded to the inner 
bottom 


no scallops 
in way of 0,2 x span at ends 


in way of brackets at lower end of main frame 


Weld size based on floor thickness 
Weld material compatible with floor material 


Hull framing: 


a) Webs of web frames and stringers: 
e to shell 
e to face plate 


Decks and supporting structure: 
Weather deck plating to shell 
Other decks to shell and bulkheads 
(except where forming tank boundaries) 


Webs of cantilevers to deck and to shell in 
way of root bracket 


Webs of cantilevers to face plate 
Girder webs to deck clear of end brackets 
Girder webs to deck in way of end brackets 


Web of girder to face plate 


Pillars: 

e fabricated 

e end connections 

e end connections (tubular) 


Girder web connections and brackets in way 
of pillar heads and heels 


0,10 
0,34 
full penetration 


0,21 


generally continuous 


continuous 
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Table 2.4.3 Weld factors (see continuation) 


Item Weld Factor 


Remarks 


(5) Bulkheads and tank construction: 
Plane and corrugated watertight bulkhead 
boundary at bottom, bilge, inner bottom, deck 
and connection to shelf plate, where fitted 
Secondary members where acting as pillars 0,13 
Non-watertight pillar bulkhead boundaries 0,13 


Perforated flats and wash bulkhead boundaries 0,10 


Deep tank horizontal boundaries at vertical full penetration 
corrugations 


Weld size to be based on thickness of bulkhead 
plating 

Weld material to be compatible with bulkhead plating 
material 


Structure in machinery space: 
Centre girder to keel and inner bottom 0,27 


oors to centre girder in way of engine thrust 0,27 
earers 


oors and girders to shell and inner bottom 0,21 
ain engine foundation girders: 


to top plate deep penetration to 
to hull structure depend on design 


Floors to main engine foundation girders 0,27 


Brackets, etc., to main engine foundation girders 0,21 


Transverse and longitudinal framing to shell 0,13 


no scallops to inner bottom 


{ edge to be prepared with maximum root 0,33¢, 
deep penetration, generally 


Superstructures and deckhouses: 


a) Connection of external bulkheads to deck 


b) Internal bulkheads 


1st and 2nd tier erections 
elsewhere 


(8) Steering control systems: 

Rudder: 

e Fabricated mainpiece and 

® mainpiece to side plates and webs 
Slot welds inside plates 

Remaining construction 

Fixed and steering nozzles: 


e Main structure 
¢ Elsewhere 


Fabricated housing and structure of thruster units, 
stabilisers, etc.: 

e Main structure 

e Elsewhere 
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Table 2.4.3 Weld factors (conclusion) 


Item Weld Factor Remarks 


Miscellaneous fittings and equipment: 


Rings for manhole type covers, to deck or 
bulkhead 


Frames of shell and weathertight bulkhead doors 
Stiffening of doors 


Ventilator, air pipes, etc., coamings to deck Load Line Positions 1 and 2 
elsewhere 


Ventilator, etc., fittings 

Scuppers and discharges, to deck 
Masts, crane pedestals, etc., to deck | full penetration welding may be required 
Deck machinery seats to deck generally 


Mooring equipment seats generally, but increased or full penetration may be 
required 


Bulwark stays to deck 
Bulwark attachment to deck 


Guard rails, stanchions, etc., to deck 


Bilge keel ground bars to shell 34 continuous fillet weld, minimum throat thickness 
4mm 


Bilge keels to ground bars light continuous or staggered intermittent fillet weld, 
minimum throat thickness 3 mm 


Fabricated anchors full penetration 
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Table 2.4.4 Throat thickness limits 


Throat thickness 
mm 


Minimum Maximum 


Double continuous welding 0,21t, 0,44t, 


Intermittent welding 0,27t, 0,44t, 


or 4,5 


Overriding minimum: 
(a) Continuous welds 
(b) Intermittent welds: 


(i) Plate thickness t, < 7,5 mm 
Hand or automatic welding 


Automatic deep penetration 
welding 


(ii) Plate thickness t, = 7,5 mm 
Hand or automatic welding 


Automatic deep penetration 
welding 3,0 


NOTES 

1. In all cases the limiting maximum value is to be taken as the 
greatest of the applicable values above. 

2. The maximum throat thicknesses shown are intended only as 
a design limit for the approval of fillet welded joints. Any welding 
in excess of these limits is to be to the Surveyor’s satisfaction. 


4.9 Intermittent welding (staggered) 


4.9.1 Staggered intermittent welding may be used, 
outside of the impact area in the bottom shell or crossdeck 
structure of high speed craft. 


4.10 Intermittent welding (chain) 


4.10.1. — Chain intermittent welding may be used, outside of 
the impact area in the bottom shell or crossdeck structure of 
high speed craft. 


4.11 Connections of primary structure 


4.11.1. Depending on the structural design of the joint and 
design loads on the primary member, full penetration welding 
of flanges and web plates may be required to attain full 
section properties in the end connections of primary 
members. See a/so Pt 6, Ch 3,1.22. Otherwise weld factors 
for the connections of primary structure are given in 
Table 2.4.3. 


4.11.2 |The weld connection to shell, deck or bulkhead is 
to take account of the material lost in the notch where 
longitudinals or stiffeners pass through the member. Where 
the width of notch exceeds 15 per cent of the stiffener 
spacing, the weld factor is to be multiplied by: 
0,85 x stiffener spacing 
length of web plating between notches 


4.11.3 Where direct calculation procedures have been 
adopted, the weld factors for the 0,2 x overall length at the 
ends of the members will be considered in relation to the 
calculated loads. 


4.12 Primary and secondary member end 
connection welds 


4.12.1. Welding of end connections of primary members is 
to be such that the area of welding is not less than the cross- 
sectional area of the member, and the weld factor is to be not 
less than 0,34 in tanks or 0,27 elsewhere. 


4.12.2 The welding of secondary member end connec- 
tions is to be not less than as required by Table 2.4.5. Where 
two requirements are given the greater is to be complied with. 


4.12.3 The area of weld, Ay, is to be applied to each arm 
of the bracket or lapped connection. 


4.12.4 Where a longitudinal strength member is cut at a 
primary support and the continuity of strength is provided by 
brackets, the area of weld is to be not less than the cross- 
sectional area of the member. 


4.13 Weld connection of strength deck plating to 
sheerstrake 


4.13.1 The weld connection of strength deck plating to 
sheerstrake is to be by double continuous fillet welding with a 
weld factor of 0,44. The welding procedure, including joint 
preparation, is to be specified and the procedure qualified and 
approved for individual Builders. 


4.14 Air and drain holes 


4.14.1 Air and drain holes are to be kept clear of the toes 
of brackets, etc. Openings are to be well rounded with 
smooth edges, see a/so LR’s Guidance Notes for Structural 
Details. 


4.15 Notches and scallops 


4.15.1. Notches and scallops are to be kept clear of the 
toes of brackets, etc. Openings are to be well rounded with 
smooth edges. Details of scallops are shown in Fig. 13.2.1 in 
Chapter 13 of the Rules for Materials. 


4.15.2 Scallops are to be of such a size, and in such a 
position that a satisfactory weld can be made around the 
ends of openings. 
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Table 2.4.5 


Connection 


Secondary member end connection welds 


Weld factor 


Weld area, Av, in cm? 


Stiffener welded direct to plating 


Bracketless connection of stiffeners or stiffener lapped to bracket or bracket lapped 


to stiffener: 

(a) in dry space 

(b) in tank 

(Cc) main frame to tank side bracket in 0,15Lp forward 


Bracket welded to face of stiffener and bracket connection to plating 


Stiffener to plating for 0,1 x span at ends, or in way of the end bracket if that be greater 


0,25A, or 6,5 cm? 0,34 
whichever is the greater 


1,24Z 
144Z 


as (a) or (b) 


Symbols 


cross section area of the stiffener, in cm 


the area of the weld, in cm2, and is calculated as total length of weld, in cm, x throat thickness, in cm 


the section modulus, in cm®, of the stiffener on which the scantlings of the end bracket are based. 


NOTE 
For maximum and minimum weld fillet sizes, see Table 2.4.4. 


4.16 Watertight collars 


4.16.1 Watertight collars are to be fitted, where stiffeners 
are continuous through watertight or oiltight boundaries, see 
also LR’s Guidance Notes for Structural Details. 


4.17 Lug connections 


4.17.1 The area of the weld connecting secondary 
stiffeners to primary structure in the bottoms of the hulls and 
cross-deck structure in areas Subjected to impact pressures 
is to be not less than the shear area from the Rules. This area 
is to be obtained by fitting two lugs or by other equivalent 
arrangements. Some typical lug connections are shown in 
Fig. 2.4.2 and Fig. 3.1.7 in Chapter 3. 


4.17.2 Lugs or tripping brackets are to be fitted where 
shell longitudinals are continuous through web frames in way 
of highly stressed areas of the side shell (e.g. in way of 
fenders, etc.). 


4.17.3 Lugs or tripping brackets are also to be fitted where 
continuous secondary stiffeners are greater than half the 
depth of the primary stiffeners. 


4.18 Insert plates 
4.18.1. Where thick insert plates are butt welded to thin 
plates, the edge of the thick plate may require to be tapered. 


The slope of the taper is generally not to exceed one in three. 


4.18.2 The corners of insert plates are to be suitably 
radiused. 


4.19 Doubler plates 


4.19.1 Doubler plates are to be avoided in areas where 
corrosion may be a problem and access for inspection and 
maintenance is limited. 


4.19.2 Where doubler plates are fitted, they are to have 
well radiused corners and the perimeter is to be continuously 
welded. Large doubler plates are also to be suitably slot 
welded, the details of which are to be submitted for 
consideration. 


4.20 Joint preparation 


4.20.1 Typical butt joints are shown in Tables 2.4.1 and 
2.4.2, see also LR’s Guidance Notes for Structural Details. 


4.21 Construction tolerances 


4.21.1 | Theminimum requirements for construction tolerances 
are to be in accordance with Pt 3, Ch 1,8. 


4.22 Riveting of light structure 


4.22.1. Where it is proposed to adopt riveted construction, 
full details of the rivets or similar fastenings, including 
mechanical test results, are to be indicated on the 
construction plans submitted for approval or a separate 
riveting schedule is to be submitted. 


4.22.2 Samples may be required of typical riveted joints 
made by the Builder under representative construction 
conditions and tested to destruction in the presence of the 
Surveyor in shear, tension, compression or peel at LR’s 
discretion. 
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> 


20 mm 


4309/42 


Fig. 2.4.2 Typical lug connections 


4.22.3 Where riveting strength data sheets have been 
issued by a recognised Authority, the values quoted in these 
sheets will normally be accepted for design purposes. 


4.22.4 Where two dissimilar metals are to be joined by 
riveting, precautions are to be taken to eliminate electrolytic 
corrosion to LR’s satisfaction, and where practicable, the 
arrangements should be such as to enable the joint to be kept 
under observation at each survey without undue removal of 
lining and other items. 


4.22.5 Where a sealing compound is used to obtain an 
airtight or watertight joint, details are to be submitted of its 
proposed use and of any tests made or experience gained in 
its use for similar applications. 


4.22.6 — Aluminium alloy rivets in accordance with Ch 8,2 of 
the Rules for Materials are to be used where practicable. 
However, in the case of composite structures, including steel 
and GRP, consideration will be given to the use of steel rivets. 
In such cases, the mating surfaces are to be coated with a 
sealing paint. 


4.22.7 — Sealing paints or compounds are not to be used 
with hot driven rivets. 


4.23 Chemical bonding of structure 


4.23.1. | Where chemical bonding of aluminium alloy of any 
load-bearing structure is proposed, details of the materials 
and the processes to be used are to be submitted for 
approval. These details are to include test results of samples 
manufactured under LR survey under workshop conditions to 
verify the strength, ageing effects and moisture resistance. 


4.23.2 The adhesive manufacturer’s recommendations in 
respect of the specified jointing system, comprising prepara- 
tion of the surfaces to be adhered, the adhesive, bonding and 
curing processes, are to be strictly followed as variation of any 
step can severely affect the performance of the joint. 


4.23.3 Meticulous preparation is essential where the joint is 
to be made by chemical bonding. The method of producing 
bonded joints is to be documented so that the process is 
repeatable after the procedure has been properly established. 


4.23.4 Bonded joints are suitable for carrying shear loads, 
but are not in general to be used in tension or where the load 
causes peeling or other forces tending to open the joint. 
Loads are to be carried over as large an area as possible. 


4.23.5 Bonded joints are to be suitably supported after 
assembly for the period necessary to allow the optimum bond 
strength of the adhesive to be to be developed. Entrained air 
pockets are to be avoided. 


4.23.6 The use of adhesives for main structural joints is not 
to be contemplated unless considerable testing has 
established its validity, including environmental testing and 
fatigue testing where considered necessary by LR. 


4.24 Triaxial stress considerations 


4.24.1 Particular care is to be taken to avoid triaxial 
stresses which may result from poor joint design. Detailed 
joint design is of particular importance in aluminium structures 
more so than many other materials. Some recommendations 
in this respect are contained in LR’s Guidance Notes for 
Structural Details. 


4.25 Butt straps 


4.25.1. In general, the scantling derivation of welded 
structures are to be determined using the mechanical 
properties of the aluminium alloy in the welded condition in 
accordance with 2.4. However, where stiffeners are butt 
welded, special consideration will be given to the use of 
suitable butt straps on the flanges which sufficiently reinforce 
the area of the weld to allow the scantlings to be determined 
using the unwelded mechanical properties. The butt weld is 
to be completed and generally made flush with the flange of 
the stiffening member before the butt strap is fitted and the 
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butt strap weld is to be continuous. Where this jointing 
method is proposed, the scantlings, arrangements and 
locations of all joints and butt straps are to be submitted. 
Additionally, LR may require mechanical tests to be carried 
out to demonstrate the effectiveness of such arrangements. 


4.26 Extruded ‘planking’ 


4.26.1 Joints between adjacent extruded aluminium alloy 
planking, and the attachment of the planking to the supporting 
structure is in general to be by means of continuous welding. 


4.26.2 The planking is generally not to be included in the 
determination of the section properties for both section 
modulus and inertia. However, special consideration will be 
given to the inclusion of such materials on the basis of the 
efficiency of the connection to the supporting structure. 


4.27 Aluminium/steel transition joints 


4.27.1 Provision is made in this Section for explosion 
bonded composite aluminium/steel transition joints used for 
connecting aluminium structures to steel plating. Such joints 
are to be used in accordance with the manufacturer’s require- 
ments, see also Ch 8,4 of the Rules for Materials. 


4.27.2 Transition joints are to be manufactured by an 
approved producer in accordance with an approved 
specification which is to include the maximum temperature 
allowable at the interface during welding. 


4.27.38. The aluminium material is to comply with the 
requirements of Section 2 and the steel is to be of an 
appropriate grade complying with the requirements of 
Ch 3,2 of the Rules for Materials. 


4.27.4 Alternative materials which comply with Inter- 
national, National or proprietary specifications may be 
accepted provided that they give equivalence to the require- 
ments of 4.31.3 or are approved for a specific application. 


4.27.5 — \|ntermediate layers between the aluminium and 
steel may be used, in which case the material of any such 
layer is to be specified by the manufacturer and is to be 
recorded in the approval certificate. Any such intermediate 
layer is then to be used in all production transition joints. 


4.27.6 — Bimetallic joints where exposed to seawater or 
used internally within wet spaces are to be suitably protected 
to prevent galvanic corrosion. 


4.28 Aluminium/wood connection 


4.28.1. | Tominimise corrosion of aluminium when in contact 
with wood in a damp or marine environment the timber is to 
be primed and painted in accordance with good practice. 
Alternatively the surface of the aluminium in contact with the 
timber is to be coated with a substantial thickness of a 
suitable sealant. 


4.28.2 Timbers such as western red cedar, oak and 
chestnut are not, unless well seasoned, to be directly in 
contact with aluminium. 


4.28.3 Timber preservatives of the following types should 
be avoided: copper napthanate, copper-chrome-arsenate, 
borax-boric acid. 
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Section 

1 General 

2 Minimum thickness requirements 

3 Shell envelope plating 

4 Shell envelope framing 

5 Single bottom structure and appendages 
6 Double bottom structure 


7 Bulkheads 
8 Deck structures 
9 Superstructures, deckhouses and bulwarks 


10 Pillars and pillar bulkheads 


O Section 7 
General 


1.1 Application 


7.1.1 The requirements of this Chapter are applicable to 
mono-hull craft of aluminium construction as defined in 
Pt 1, Ch 2,2. 


1.2 General 


eee The formulae contained within this Chapter are to 
be used in conjunction with the design loadings from Part 5 to 
determine the Rule scantling requirements. 


1.3 Direct calculations 


1.3.1 Where the craft is of unusual design, form or 
proportions, or where the speed of the craft exceeds 60 knots 
the scantlings are to be determined by direct calculation. 


1.3.2 The requirements of this Chapter may be modified 
where direct calculation procedures are adopted to analyse 
the stress distribution in the primary structure. 


1.4 Equivalents 


1.4.1 Lloyd’s Register (hereinafter referred to as ‘LR’) will 
consider direct calculations for the derivation of scantlings as 
an alternative and equivalent to those derived by Rule require- 
ments in accordance with Pt 3, Ch 1,3. 


1.5 Symbols and definitions 


1.5.1 The symbols used in this Chapter are defined below 
and in the appropriate Section: 
k, = alloy factor 
= 125/o, 
1 = stiffener overall length, in metres 
1, = effective span length, in metres, as defined in 1.19 
— = design pressure, in KN/m2, as given in Part 5 
S = Stiffener spacing, in mm 
t, = plating thickness, in mm 
Ay = shear area of stiffener web, in cm? 
= moulded breadth of craft, in metres, as defined in 
Pt 3, Ch 1,6 
E = modulus of elasticity, in N/mm? 
I = moment of inertia, in cm4 
LR = Rule length of craft, in metres, as defined in Pt 3, 


Ch 1,6 
Z_ = section modulus of the stiffening member, in cm® 
6B = panel aspect ratio correction factor as defined in 
1.15 
y = convex curvature correction factor as defined in 
1.14 
Og = guaranteed minimum 0,2 per cent proof stress of 


the alloy in the welded condition, in N/mm2, see 
also Ch 2,2.4.2 


Sa 


(3 


1.6 Rounding policy for Rule plating thickness 


1.6.1 Where plating thicknesses as determined by the 
Rules require to be rounded then this is to be carried out to 
the nearest full or half millimetre, with thicknesses 0,75 and 
0,25 being rounded up. 


1.7 Dimensional tolerance 


Tefed Dimensional tolerances for materials are to be in 
accordance with Chapter 8 of the Rules for the Manufacture, 
Testing and Certification of Materials (hereinafter referred to 
as the Rules for Materials), or an acceptable National or 
International Standard. 


1.7.2 The under thickness tolerance acceptable for 
classification is to be considered as the lower limit of a range 
of thickness tolerance which could be found in the normal 
production of a conventional rolling mill manufacturing 
material, on average, to the nominal thickness. 


1.7.3 The Owners and Builders may agree in individual 
cases whether they wish to specify a more stringent under 
thickness tolerance than that given in 1.7.2. 


1.7.4 The minus tolerance on sections (except for wide 
flats) is to be in accordance with a National or International 
Standard. 


LLOyD’s REGISTER 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRafT, July 2012 


Scantling Determination for Mono-Hull Craft 


Part 7, Chapter 3 


Section 17 


LPS The thickness of plates and strip is to be measured 
at random locations whose distance from an edge is to be at 
least 25 mm. Local surface depressions resulting from 
imperfections and ground areas resulting from the elimination 
of defects may be disregarded provided that they are in 
accordance with the requirements of a National or 
International Standard. 


1.7.6 The responsibility for maintaining the required 
tolerances and making the necessary measurements rests 
with the manufacturer/Builder. Occasional checking by the 
Surveyor does not absolve the manufacturer/Builder from the 
responsibility. 


1.8 Material properties 


1.8.1 The basic grade of aluminium alloy is taken as 
marine grade 5083-0 with the following mechanical properties: 


N/mm2 
0,2 per cent proof stress (minimum) 125 
Tensile strength 260 
Modulus of elasticity 69 x 108 


1.8.2 Where other alloy grades with differing mechanical 
properties are to be used, due allowance is given in the 
determination of the Rule requirement for plating thickness, 
section modulus, inertia and cross-sectional area by use of 
the following correction factors: 


(a) Plating thickness factor = ka 


(b) Section modulus and cross section area factor = k, 
where k, is as defined in 1.5.1. 


1.9 High strength sheet and plate 


1.9.1 Particular attention is to be given to the welding 
procedures for the welding of high strength sheet and plate. 
The 0,2 per cent yield strength values in the welded condition 
will, in general, be significantly less than in the unwelded 
condition. These reduced values are to be used in the 
determination of the Rule scantlings. 


1.10 High strength extrusions 


7.10.1 The requirements of 1.9 are to be complied with. 
However, special consideration will be given to the use of 
un-welded strength properties for use in the determination of 
the Rule scantlings provided that suitable compensation is 
provided in way of welding on the face of the stiffener. This 
compensation can be provided by butt-straps or other 
acceptable arrangements, see also Ch 2,4.28. 


1.10.2 The application of high strength extrusions is in 
general limited to superstructures, deckhouses, decks and 
bulkheads. Special consideration will be given to their use in 
other areas. 


7.70.3 Butt welds and seams are to be carefully 
positioned clear of areas of high stress and where practicable 
are to be orientated parallel to the direction of the main 
stresses. 


1.11 Effective width of attached plating 


1.11.1 The effective geometric properties of rolled or built 
sections are to be calculated directly from the dimensions of 
the section and associated effective area of attached 
plating. Where the web of the section is not normal to the 
actual plating, and the angle exceeds 20°, the properties of 
the section are to be determined about an axis parallel to the 
attached plating. 


1.11.2. For stiffening members, the geometric properties of 
rolled or built sections are to be calculated in association with 
an effective area of attached load bearing plating of thickness 
tp, inmm and a breadth bg, in mm, bgis as defined in 1.11.3 
and 1.11.4. 


1.11.3 The effective width of attached plating to secondary 
members bg is to be taken as 2t, \E/c,, but not greater than 


Ss. 6, is not to be taken as greater than 169 N/mm? for 
aluminium alloy. E, s and o, are as defined in 1.5.1. 


1.11.4 The effective breadth of attached plating to primary 
support members (girders, transverses, webs, etc.) bg is to 
be taken as bf, where b and f are as defined in Pt 3, 
Ch 2,3.2.1. 


7.11.5 | Where primary stiffening members support areas of 
plating of the extruded plank type, or the floating frame 
system is used, the effect of the plating attached to the 
secondary stiffening members is to be ignored when 
calculating the actual section modulus and inertia of the 
primary stiffening members, i.e. the full section modulus and 
inertia are to be provided by the primary stiffening member 
only, see also Ch 2,4.27. 


1.12 Other materials 

1.12.1. Special consideration will be given to the use of 
materials other than aluminium alloy. Details of the type of 
material, the specification to which it was manufactured and 
its mechanical properties are to be submitted for appraisal. 
1.13 Fibre reinforced plastic (FRP) 


TAS The use of FRP in construction is to be in 
accordance with Part 8. 
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1.14 Convex curvature correction 


1.14.1 The thickness of plating as determined by the Rules 
may be reduced where significant curvature exists between 
the supporting members. In such cases a plate curvature 
correction factor may be applied: 

y = plate curvature factor 
1 —h/s, and is not to be taken as less than 0,7 
the distance, in mm, measured perpendicularly from 
the chord length s (i.e. spacing) to the highest point 
of the curved plating arc between the two supports 
See Fig. 3.1.1. 


h 


4390/200 


Fig. 3.1.1 Convex curvature 


1.15 Aspect ratio correction 


1.15.1. The thickness of plating as determined by the Rules 
may be reduced when the panel aspect ratio is taken into 
consideration. In such cases a panel aspect ratio correction 
factor may be applied: 


6B = aspect ratio correction factor 
= Ar (1 = 0,25ApR) for Ap < 2 
= 1forAR>2 
where 


Ar = panel aspect ratio 
= panel length/panel breadth. 


1.16 Plating general 


1.16.1 The requirements for the thickness of plating, tp, is, 
in general, to be in accordance with the following: 


+ 
I 


22,45 ¥p.\|-2&— x10-3 mm 


Y {64 
where 
f, = limiting bending stress coefficient for the plating 
element under consideration is given in Table 7.3.1 
in Chapter 7. 


S, y, B, P, og are as defined in 1.5.1. 


1.17 Stiffening general 


1.17.1 The requirements for section modulus, inertia and 
web area of stiffening members are in general to be in 
accordance with the following: 

(a) Section modulus: 


Dsl? 


Z = 7 cms 


I, Sa 
where 
®, = section modulus coefficient dependent on the 
loading model assumption taken from Table 3.1.1 
f, = limiting bending stress coefficient for stiffening 
member given in Table 7.3.1 in Chapter 7. 
PD, S, lg and og are as defined in 1.5. 
(b) — Inertia: 


psig 


I = Oyfs x 100 cm4 
where 
®, = inertia coefficient dependent on the loading 
model assumption taken from Table 3.1.1 
fs = limiting deflection coefficient for stiffener member 
given in Table 7.2.1 in Chapter 7. 
Pp, S, l, and E are as defined in 1.5.1. 
(c) Web area: 


@®, = web area coefficient dependent on the loading 
model assumption taken from Table 3.1.1 
limiting shear stress coefficient for stiffener 
member given in Table 7.3.1 in Chapter 7 

p, 8, l, and t, are as defined in 1.5.1. 


iad 
Il 


1.18 Geometric properties and proportions of 
stiffener sections 


1.18.71. From structural stability and local buckling 
considerations, the proportions of stiffening members are, in 
general, to be in accordance with Table 3.1.2. 
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Table 3.1.1 Section modulus, inertia and web area coefficients 


Section Inertia 
modulus coefficient 


Web area 


Position coefficient 


Position 


coefficient Application 


4390/33a Aa 


Primary and other 
members where the end 
fixity is considered 
encastre 


4390/33b 


Local, secondary and 
other members where 
the end fixity is 
considered to be partial 


4390/33c 


Various 


Various 


4390/33e 


Table 3.1.2 Stiffener proportions 


Type of stiffener Requirement 


(1) Flat bar Minimum web thickness: 


tw = Ay/15 23mm 


(a) Minimum web thickness: 
tw = Ay/50 23mm 


(2) Rolled or built sections 


(b) Maximum unsupported face 


plate (or flange) width: 
bs = 16 ty 


Symbols 


web thickness of stiffener with unstiffened webs, in mm 
web depth of stiffener, in mm 

face plate (or flange) unsupported width, in mm 

face plate (or flange) thickness, in mm 


Hatch covers, glazing 
and other members 
where the ends are 
simply supported 


1.19 Determination of span point 


1.19.1 The effective length of span, /,, of a stiffening 
member is generally less than the overall length, 7, by an 
amount which depends on the design of the end connections. 
The span points, between which the value of /, is measured, 
are to be determined as follows: 

(a) For rolled or built-up secondary stiffening members: 
The span point is to be taken at the point where the 
depth of the end bracket, measured from the face of the 
secondary stiffening member, is equal to the depth of the 
member, see Fig. 3.1.2. Where there is no end bracket, 
the span point is to be measured between primary 
member webs. 

(b) For primary support members: 

The span point is to be taken at a point distant, b, from 
the end of the member, where 


d 
bs = bo( - a) 


where be, bp, Ay and dp are as shown in Fig. 3.1.2. 


7.19.2 Where the stiffener member is inclined to a 
vertical or horizontal axis and the inclination exceeds 10°, the 
span is to be measured along the member. 


1.19.3. Where the stiffening member is curved then the 
span is to be taken as the effective chord length between 
span points. 
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Span points 


Span point 


Span point 


Span point 


Span point 


Span point 


4390/50 


Fig. 3.1.2 Span points 


1.19.4 Where there is a pronounced turn of bilge, chine or 
the structure is significantly pitched, the span may be 
measured as in Fig. 3.1.2. 


7.19.5 It is assumed that the ends of stiffening members 
are substantially fixed against rotation and displacement. If the 
arrangement of supporting structure is such that this condition 
is not achieved, consideration will be given to the effective 
span to be used for the stiffener. 


1.20 Secondary member end connections 


1.20.1 | Secondary members, that is longitudinals, beams, 
frames and bulkhead stiffeners forming part of the hull 
structure, are to be effectively continuous and are to be 
suitably bracketed at their end connections. Where it is 
desired to adopt bracketless connections, the proposed 
arrangements will be individually considered, see also 
Ch 2,4.15 and Table 2.4.5 in Chapter 2. 


1.20.2 Where bracketed end connections are fitted in 
accordance with these requirements, they may be taken into 
account in determining the effective span of the member. 
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1.20.3. The scantlings of secondary member end 
connections are to be in accordance with 1.21. 


1.21 Scantlings of end brackets 


1.21.1 Where a longitudinal strength member is cut at a 
primary support and the continuity of strength is provided by 
brackets, the scantlings of the end brackets are to be such 
that their section modulus and effective cross-sectional area 
are not less than those of the member. Care is to be taken to 
ensure correct alignment of the brackets on each side of the 
primary member. 


1.21.2 In other cases the scantlings of the bracket are to 

be based on the modulus as follows: 

(a) Bracket connecting stiffener to primary member — 
modulus of the stiffener. 

(b) Bracket at the head of a main transverse frame where 
frame terminates — modulus of the frame. 

(c) Brackets connecting lower deck beams or longitudinals 
to the main frame in the forward 0,5L— — modulus of the 
frame. 

(d) Elsewhere — the lesser modulus of the members being 
connected by the bracket. 


1.21.3. The web thickness and face flat area of end 
brackets are not in general to be less than those of the 
connecting stiffeners. Additionally, the stiffener proportion 
requirements of 1.18 are to be satisfied. 


1.21.4. Typical arrangements of stiffener end brackets are 
shown diagrammatically in Fig. 3.1.3. 


1.21.5 The lengths, a and b of the arms are to be 
measured from the plating to the toe of the bracket and are to 
be such that: 

(a) a+b22,0/, 

(b) a20,8h, 

(c) b20,8/, 

where a and b are the actual lengths of the two arms of the 
bracket, in mm, measured from the plating to the toe of the 


bracket. 
Zz 
ly = 90(2 -1) mm 
: ( \i44{z 
Z = the section modulus of the secondary member, in 


cms 
In no case is /, to be taken as less than twice the web depth 
of the stiffener on which the bracket scantlings are to be 
based. 


4390/71 


Fig. 3.1.3 Stiffener end brackets 
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1.21.6 The free edge of the bracket is to be stiffened 

where any of the following apply: 

(a) The section modulus, Z, exceeds 500 cms. 

(bo) The length of free edge exceeds 40 times the bracket 
thickness. 

(c) The bracket is fitted at the lower end of main transverse 
side framing. 


1.21.7. Where a face flat is fitted, its breadth, by, is to be 
not less than: 


but not less than 40 mm. 


1.21.8 Where the edge is stiffened by a welded face flat, 
the cross-sectional area of the face flat is to be not less than: 
(a) 0,017k,b; Tg cm? for offset edge stiffening. 
(6) 0,014k, 5; Tg cm? for symmetrically placed stiffening. 
b; = breadth of face flat, in mm 
Tg = the thickness of the bracket, in mm 
k, is as defined in 1.5.1. 


1.21.9 Where the stiffening member is lapped onto the 
bracket, the length of overlap is to be adequate to provide for 
the required area of welding. In general, the length of overlap 
is not to be less than 10 UZ, or the depth of stiffener, 
whichever is the greater. 


1.21.10 Where the free edge of the bracket is hollowed out, 
it is to be stiffened or increased in size to ensure that the 
modulus of the bracket through the throat is not less than that 
of the required straight edged bracket. 


71.21.11 The arrangement of the connection between the 
stiffener and the bracket is to be such that at no point in the 
connection is the actual modulus reduced to less than that of 
the stiffener with associated plating. 


1.21.12 The design of end connections and their supporting 
structure is to be such as to provide adequate resistance to 
rotation and displacement of the joint. 


1.22 Primary member end connections 


1.22.1. The requirements for section modulus and inertia (if 
applicable) of primary members are given in the appropriate 
Chapter. The scantling requirements for primary member end 
connections in dry spaces and in tanks of all craft types are 
generally to comply with the requirements of 1.21, taking Z as 
the section modulus of the primary member. 


1.22.2. Primary members are to be so arranged as to 
ensure effective continuity of strength, and abrupt changes of 
depth or section are to be avoided. Where members abut on 
both sides of a bulkhead, or on other members, arrangements 
are to be made to ensure that they are in alignment. Primary 
members in tanks are to form a continuous line of support and 
wherever possible, a complete ring system. 


1.22.3. The members are to have adequate lateral 
stability and web stiffening and the structure is to be arranged 
to minimise hard spots and other sources of stress concen- 
tration. Openings are to have well rounded corners and 
smooth edges and are to be located having regard to the 
stress distribution and buckling strength of the panel. 


1.22.4 Primary members are to be provided with adequate 
end fixity by end brackets or equivalent structure. The design 
of end connections and their supporting structure is to be 
such as to provide adequate resistance to rotation and 
displacement of the joint and effective distribution of the load 
from the member. 


1.22.5 Where the primary member is supported by 
structure which provides only a low degree of restraint against 
rotation, the member is generally to be extended beyond the 
point of support and thereafter tapered and/or scarfed into 
the adjacent structure over a distance generally not less than 
two frame spaces. 


1.22.6 Where primary members are subject to concen- 
trated loads, particularly if these are out of line with the 
member web, additional strengthening may be required. 


1.22.7. The thickness of the bracket is to be not less than 
that of the primary member web. The free edge of the bracket 
is to be stiffened. 


1.22.8 Where a deck girder or transverse is connected to 
a vertical member on the shell or bulkhead, the scantlings of 
the latter may be required to be increased to provide 
adequate stiffness to resist rotation of the joint. 


1.22.9 Where a member is continued over a point of 
support, such as a pillar or pillar bulkhead stiffener, the design 
of the end connection is to be such as to ensure the effective 
distribution of the load into the support. Proposals to fit 
brackets of reduced scantlings, or alternative arrangements, 
will be considered. 


1.22.10 Connections between primary members forming a 
ring system are to minimise stress concentrations at the 
junctions. Integral brackets are generally to be radiused or well 
rounded at their toes. The arm length of the bracket, measured 
from the face of the member, is to be not less than the depth 
of the smaller member forming the connection. 


1.23 Tank boundary penetrations 


1.23.1 Where structural members pass through the 
boundary of a tank, and leakage into the adjacent space 
could be hazardous or undesirable, full penetration welding is 
to be adopted for the members for at least 150 mm on each 
side of the boundary. Alternatively a small scallop of suitable 
shape may be cut in the member close to the boundary 
outside the compartment, and carefully welded all round. 
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1.24 Web stability 


1.24.1 Primary members of asymmetrical section are to be 
supported by tripping brackets at alternate secondary 
members. If the section is symmetrical, the tripping brackets 
may be four spaces apart. 


1.24.2 Tripping brackets are in general required to be fitted 
at the toes of end brackets and in way of heavy or 
concentrated loads such as the heels of pillars. See also LR’s 
Guidance Notes for Structural Details. 


1.25 Openings in the web 


1.25.1. Where openings are cut in the web, the depth of 
opening is not to exceed 50 per cent of the web depth, and 
the opening is to be so located that the edges are not less 
than 25 per cent of the web depth from the face plate. The 
length of opening is not to exceed the web depth or 60 per 
cent of the secondary member spacing, whichever is the 
greater, and the ends of the openings are to be equidistant 
from the corners of cut-outs for secondary members. Where 
larger openings are proposed, the arrangements and 
compensation required will be specially considered. 


1.25.2 Openings are to have smooth edges and well 
rounded corners. 


1.26 Continuity and alignment 


1.26.1. The arrangement of material is to be such as will 
ensure structural continuity. Abrupt changes of shape or 
section, sharp corners and points of stress concentration are 
to be avoided. 


1.26.2 Where members abut on both sides of a bulkhead 
or similar structure, care is to be taken to ensure good 
alignment. 


1.26.3 Pillars and pillar bulkheads are to be fitted in the 
same vertical line wherever possible, and elsewhere arrange- 
ments are to be made to transmit the out of line forces 
satisfactorily. The load at head and heel of pillars is to be 
effectively distributed and arrangements are to be made to 
ensure the adequacy and lateral stability of the supporting 
members. 


1.26.4 Continuity is to be maintained where primary 
members intersect and where the members are of the same 
depth, a suitable gusset plate is to be fitted, see Fig. 3.1.4. 


7.26.5 End connections of structural members are to 
provide adequate end fixity and effective distribution of the 
load into the supporting structure. 


1.26.6 The toes of brackets, etc., are not to land on 
unstiffened panels of plating. Special care is to be taken to 
avoid notch effects at the toes of brackets, by making the toe 
concave or otherwise tapering it off, see also LR’s Guidance 
Notes for Structural Details. 


NOTE: may be single gusset plate 


4390/210 


Fig. 3.1.4 Primary member intersection 


1.26.7 Particular attention is to be paid to the design of the 
end bracket toes in order to minimise stress concentrations. 
Sniped face plates which are welded onto the edge of primary 
member brackets are to be carried well around the radiused 
part of the bracket toe and are to incorporate a taper not 
exceeding one in three. Where sniped face plates are welded 
adjacent to the edge of primary member brackets, adequate 
cross sectional area is to be provided through the bracket toe 
at the end of the snipe. In general, this area measured perpen- 
dicular to the face plate, is to be not less than 60 per cent of 
the full cross-sectional area of the face plate, see Fig. 3.1.5. 


Bracket toe area 


Faceplate area 


4390/72 


Fig. 3.1.5 Bracket toe construction 
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1.27 Arrangement with offset stiffener 


1.27.1. Where the stiffeners of the double bottom floors 
and transverse bulkheads are unconnected to the secondary 
members and offset from them, see Fig. 3.1.6, the collar 
arrangement for the secondary members are to satisfy the 
requirements of 1.28. In addition, the fillet welds attaching the 
lugs to the secondary members are to be based on a weld 
factor of 0,44 for the throat thickness. To facilitate access for 
welding the offset stiffeners are to be located 50 mm from the 
slot edge furthest from the web of the secondary member. 
The ends of the offset stiffeners are to be suitably tapered and 
softened. 


Primary member 
stiffener offset 
from secondary 
member 


2932/73 


Stiffener view 'A'-'A' 


Fig. 3.1.6 Arrangement with offset stiffener 


1.27.2 Alternative arrangements will be considered on the 
basis of their ability to transmit load with equivalent 
effectiveness. Details of the calculations made and testing 
procedures are to be submitted. 


1.28 Arrangements at intersection of continuous 
secondary and primary members 


1.28.1 Cut-outs for the passage of secondary members 
through the webs of primary members, and the related 
collaring arrangements, are to be designed to minimise stress 
concentrations around the perimeter of the opening and in the 
attached hull envelope or bulkhead plating. The critical shear 
buckling stress of the panel in which the cut-out is made is to 
be investigated. Cut-outs for longitudinals will be required to 
have double lugs in areas of high stress. 


7.28.2 The breadth of cut-outs is to be as small as 
practicable, with the top edge suitably radiused. Cut-outs are 
to have smooth edges, and the corner radii are to be as large 
as practicable, with a minimum of 20 per cent of the breadth 
of the cut-out or 25 mm, whichever is the greater. It is recom- 
mended that the web plate connection to the hull envelope, or 
bulkhead, end in a smooth tapered ‘soft toe’. Recommended 
shapes of cut-out are shown in Fig. 3.1.7, but consideration 
will be given to other shapes on the basis of maintaining 
equivalent strength and minimising stress concentration, see 
also LR’s Guidance Notes for Structural Details. 


1.28.3 Consideration is to be given to the provision of 
adequate drainage and unimpeded flow of air and water when 
designing the cut-outs and connection details. 


1.28.4 Asymmetrical secondary members are to be 
connected on the heel side to the primary member web plate. 
Additional connection by lugs on the opposite side may be 
required. 


1.28.5 Symmetrical secondary members are to be 
connected by lugs on one or both sides, as necessary. 


1.28.6 | Where the primary member stiffener is connected 
to the secondary member it is to be aligned with the web of 
the secondary member, except where the face plate of the 
latter is offset and abutted to the web, in which case the 
stiffener connection is to be lapped. 


1.28.7. Fabricated longitudinals having the face plate 
welded to the underside of the web, leaving the edge of the 
web exposed, are not recommended for side shell and 
longitudinal bulkhead longitudinals. Where it is proposed to fit 
such sections, a symmetrical arrangement of connection to 
transverse members is to be incorporated. This can be 
achieved by fitting backing structure on the opposite side of 
the transverse web or bulkhead. 


1.28.8 | Where a bracket is fitted to the primary member 
web plate in addition to a connected stiffener it is to be 
arranged on the opposite side to, and in alignment with the 
stiffener. The arm length of the bracket is to be not less than 
the depth of the stiffener, and its cross-sectional area through 
the throat of the bracket is to be included in the calculation of 
the area of the primary web stiffener in way of the connection. 


1.28.9 Alternative arrangements will be considered on the 
basis of their ability to transmit load with equivalent 
effectiveness. Details of the calculations made and testing 
procedures are to be submitted. 


1.29 Openings 


1.29.1. Manholes, lightening holes and other cut-outs are 
to be avoided in way of concentrated loads and areas of high 
shear. In particular, manholes and similar openings are not to 
be cut in vertical or horizontal diaphragm plates in narrow 
cofferdams or in floors and double bottom girders close to 
their span ends, or below the heels of pillars, unless the 
stresses in the plating and the panel buckling characteristics 
have been calculated and found satisfactory. 


1.29.2 — Manholes, lightening holes and other openings are 
to be suitably framed and stiffened where necessary. 


1.29.3 Air and drain holes, notches and scallops are to be 
kept at least 200 mm clear of the toes of end brackets and 
other areas of high stress. Openings are to be well rounded 
with smooth edges. Closely spaced scallops are not permitted. 
Widely spaced air or drain holes may be accepted, provided 
that they are of elliptical shape, or equivalent, to minimise 
stress concentration and are, in general, cut clear of the weld 
connection. 
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Primary 

member 
web plate 
stiffener 


a (max. 40 mm) 


y 


Primary 

member 
web plate 
stiffener 


a (max. 40 mm) 
max. 
150 mm 


by 
For direct connection 


4390/74 


Fig. 3.1.7 Cut-outs and connections 


1.30 Fittings and attachments, general 


7.30.1 The quality of welding and general workmanship of 
fittings and attachments as given in 1.31 and 1.32 are to be in 
accordance with Ch 2,3.8. 


1.31 Bilge keels and ground bars 


1.31.1 It is recommended that bilge keels are not to be 
fitted in the forward 0,3L, region on ships intended to 
navigate in ice conditions. 


1.31.2 Bilge keels are to be attached to a continuous 
ground bar as shown in Fig. 3.1.8. Butt welds in shell plating, 
ground bar and bilge keels are to be staggered. 


1.31.3 The thickness of the ground bar is to be not less 
than the thickness of the bottom shell or 8 mm, whichever is 
the greater, but need not be taken as greater than 15 mm. 


1.31.4 The material class, grade and quality of the ground 
bar are to be similar to those of the adjacent shell plating. 


1.31.5 | The ground bar is to be connected to the shell with 
a continuous fillet weld and the bilge keel to the ground bar 
with a light continuous fillet weld. 


1.31.6 Direct connection between ground bar butt welds 
and shell plating, and between bilge keel butt welds and 
ground bar is to be avoided. 
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Shell plating 


As close as 
practicable 


Hole diameter 
425 mm and > W 


Bilge keel 


Fig. 3.1.8 Bilge keel construction 


1.31.7 The end details of bilge keels and intermittent bilge 
keels, where adopted, are to be as shown in Fig. 3.1.9. 


7.37.8 | The ground bar and bilge keel ends are to be 
tapered or rounded. Where the ends are tapered, the tapers 
are to be gradual with ratios of at least 3:1, see Figs. 3.1.9(a) 
and (b). Where the ends are rounded, details are to be as 
shown in Fig. 3.1.9(c). Cut-outs on the bilge keel web within 
zone ‘A’ (see Fig. 3.1.9(b)) are not permitted. 


1.31.9 The end of the bilge keel web is to be between 
50 mm and 100 mm from the end of the ground bar, see 
Fig. 3.1.9(a). 


7.31.10 An internal transverse support is to be positioned as 
close as possible to halfway between the end of the bilge keel 
web and the end of the ground bar, see Fig. 3.1.9(b). 


1.37.11 Where an internal longitudinal stiffener is fitted in line 
with the bilge keel web, the longitudinal stiffener is to extend 
to at least the nearest transverse member outside zone ‘A, 
see Fig. 3.1.9(b). In this case, the requirement of 1.31.10 does 
not apply. 


1.87.12 For craft over 65 m in length, Lp, holes are to be 
drilled in the bilge keel butt welds. The size and position of 
these holes are to be as illustrated in Fig. 3.1.8. Where the 
butt weld has been subject to non-destructive examination 
the stop hole may be omitted. 


1.31.13 Bilge keels of a different design from that shown in 
Fig. 3.1.8 and Fig. 3.1.9 will be specially considered. 


1.31.14 Within zone ‘B’ (see Fig. 3.1.9(a)), welds at the ends 
of the ground bar and the bilge plating, and at the ends of the 
bilge keel web and ground bar, are to have weld factors of 
0,44 and 0,34 respectively. These welds are to be ground and 
to blend smoothly with the base materials. 


71.31.15 A plan of the bilge keels is to be submitted for 
approval of material grades, welded connections and detail 
design. 


1.32 Other fittings and attachments 


1.32.1. Gutterway bars at the upper deck are to be so 
arranged that the effect of main hull stresses on them is 
minimised. 


1.32.2 Minor attachments, such as pipe clips, staging lugs 
and supports, are generally to be kept clear of toes of end 
brackets, corners of openings and similar areas of high stress. 
Where connected to asymmetrical stiffeners, the attachments 
may be in line with the web providing the fillet weld leg length 
is clear of the offset face plate or flange edge. Where this 
cannot be achieved the attachments are to be connected to 
the web, and in the case of flanged stiffeners they are to be 
kept at least 25 mm clear of the flange edge. On symmetrical 
stiffeners, they may be connected to the web or to the centre- 
line of the face plate in line with the web. 


1.32.3 Where necessary in the construction of the craft, 
lifting lugs may be welded to the hull plating but they are not 
to be slotted through. Where they are subsequently removed, 
this is to be carried out by mechanical cutting close to the 
plate surface, and the remaining material and welding ground 
off. After removal the area is to be carefully examined to 
ensure freedom from cracks or other defects in the plate 
surface. 
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bilge keel web 


The width of flat ground bars is to be 
sufficiently small to facilitate good quality 
welding to the shell 


taper 3:1 (minimum) ground bar 


shell plating 


2r = ground bar width 41 


Alternative end detail of ground bar 


Zone 'A' 


bilge keel web 


"i internal longitudinal stiffener shell plating 
(if fitted) 


internal transverse internal transverse 
member member 


bilge keel web: 
: ground bar 


shntehnihstiuntengits 


3H (minimum) 


5794/01 shell plating 


Fig. 3.1.9 Bilge keel end design 
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im Section 2 242 In addition, where plating contributes to the global 
Pa . . strength of the craft, the thickness is to be not less than that 
Minimum thickness requirements required to satisfy the global strength requirements detailed 


2.1 General in Chapter 6. 


2.1.1 The thickness of plating and stiffeners determined 22 
from the Rule scantling requirements is in no case to be less , 
than that given in Table 3.2.1 for the craft type. 


Corrosion margin 
2.2.1 The minimum thicknesses given in Table 3.2.1 are 
based on the assumption that there is negligible loss in 


strength by corrosion. Where this is not the case the minimum 
thickness will be specially considered. 


Table 3.2.1 Minimum thickness requirements 


Minimum thickness (mm) 


Item 
Mono-hu Hydrofoil Rigid inflatable boat (RIB) 


Shell envelope 
Bottom shell plating © Vk O,7V¥ LR + © Vkp 0.7V¥ LR + 1,0) 24,00 |o Vk (0,74 LR + 1,0) > 4,00 


Side shell plating o kp 0,5 LR + © Vkm 0,5 4LR+1,4)23,50 |o Vk O05 VLR +14) 23,50 


Single bottom structure 
Centre girder web © Vk (1,14 LR + © Vk» (1,14 Lp + 1,4) 25,00 Vk (1,14 Lp + 1,4) 25,00 


Floor webs © Vkm (0,8 LR + © km O.8VLR + 1,1)>4,00 |o km 0,8VLR + 1,1)> 4,00 
Side girder webs © Km (0,8 LR + © km 0,8 4ER + 1,1)>4,00 |o km 0,8 TR + 1,1) > 4,00 


Double bottom structure 
Centre girder 


(1) Within 0,4LR amidships o Vkm 11yLR + 1,4) 25,00 km (1.14LR + 1,4)>5,00 |o km (1,1¥LR + 1,4) 25,00 


(2) Outside 0,4, amidships © Vkm (0,95 Via + 1,4)25,00]o kp 0,95VLR + 1,4) > 5,00] 0 Vkp 0,95 LR + 1,4) 25,00 


Floors and side girders © km (0,8VLR + 1,1) > 4,0 0 Vk (0,8V¥LR+1,1)24,00 |o Vkpy O08 LR + 1,1) 24,00 


Inner bottom plating o km (0,7 VL + 1,3) >3,50 Vkm (0.7¥LR+1,3)23,50 |o km (0,7 LR +1,3)2>3,5@ 


Bulkheads 
Watertight bulkhead plating o Vk (0,434 L_ + 1,2) >3,0@ Vk (0,434 Lat+1,2)23,00]o V kp 0,434 Lp + 1,2) 23,00 


Deep tank bulkhead plating o km 0,54Lp +1,4)>3,50@ ay 0,5LR+1,4)23,50 |o km (0,5/LR + 1,4)23,50 


Deck plating and stiffeners 


Ky 
Strength/Main deck plating © Vky 0,5VLR + 1,4)>3,50 Vkm O.5VLR +1,4)>350 |o Vky (O,5VLR+ 1,4)23,50 
Lower deck/Inside deckhouse ® VK 0,3yLp + 1,3) 23,0 Vkm (0,34 LR + 1,3)23,0@ |o km (0,34LR + 1,3) 23,00 


Superstructures and deckhouses 

Superstructure side plating © Vkp 0,4VLp + 1,1) 23,00 Vkm O4¥LR+1,1)23,00 |o Vky 0.44 Lp + 1,1) 23,00 
kr (0,62 VLp+1,8)>3,50]o0% ky (0,624 LRt+1,8)23,50 
Deckhouse front upper tiers o km (0,55 Lp + 1,5)>3,00@ kr (0,554 Lp + 1,5) 23,0 | @ V Km (0,554 Lp + 1,5) = 3,0 @ 


Deckhouse aft © Vk (0,25 VER + 0,7) > 2,500 Vk 0,25LR + 0,7) > 2,50] 04 kp (0,25 LR + 0,7) 22,50 


Deckhouse front 1st tier o km (0,624 Lp + 1,8) > 3,5 


(0) 
oo 


Pillars 
Wall thickness of tubular pillars © 4 kp 0,075 oN Km 0,07d,, oN km 0,07d,, 


Wall thickness of rectangular pillars © V Km 0,076, o V km 0,076, o Vm 0,07b, 


Symbols 


service type correction factor as determined from Table 3.2.2 

385/(6, + Sy) 

specified minimum yield stress or 0,2% proof stress of the alloy in unwelded condition, in N/mm2 
specified minimum ultimate tensile strength of the alloy in unwelded condition, in N/mm2 
minimum breadth of cross section of hollow rectangle pillar, in mm 

p= outside diameter of tubular pillar, in mm 

Lp is as defined in 1.5.1. 
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Table 3.2.2 Service type correction factors (w) 


Service type notation 


Cargo 


Passenger 
Patrol 
Pilot 


Yacht 


Workboat MFV 


2.3 Impact considerations 


2.3.1 Due consideration is to be given to the scantlings 
of all structure which may be subject to local impact loadings. 
Impact testing may be required to be carried out at the 
discretion of LR to demonstrate the suitability of the proposed 
scantlings for a particular application. 


2.4 Sheathing 


2.4.1 Areas of shell and deck which are subject to 
additional wear by abrasion e.g. passenger routes, working 
areas of fishing craft, forefoot region etc, are to suitably 
protected by local reinforcement or sheathing. This sheathing 
may be of timber, rubber, steel, additional layers of reinforce- 
ment, etc., aS appropriate. Details of such sheathing and the 
method of attachment are to be submitted for consideration. 


2.4.2 The attachment of sheathing by mechanical means 
such as bolting or other methods is not to impair the water- 
tight integrity of the craft. Through bolting of the hull is to be 
kept to a minimum and avoided where practicable. The 
design arrangements in way of any through bolting are to be 
such that damage to the sheathing will not impair the water- 
tight integrity of the hull. 


2.5 Operation in ice 


2.5.1 The minimum plating thickness of craft intended for 
operation in ice conditions is to comply with Ch 5,7. 


a Section 3 
Shell envelope plating 


3.1 General 


3.1.1 The requirements of this Section are applicable to 
longitudinally and transversely framed shell envelopes. 


3.1.2 The thickness of the shell envelope plating is in no 
case to be less than the appropriate minimum requirement 
given in Section 2. 


3.2 Plate keel 


3.2.1 The breadth, b,, and thickness, t,, of the plate keel 
are not to be taken as less than: 


b, = 7,0LR +340 mm 
t, = 1,85 kz Lp?45 mm 
where Lp and k, are as defined in 1.5.1. 


3.2.2 In no case is the thickness of the plate keel to be 
less than that of the adjacent bottom shell plating. 


3.2.3 The width and thickness of the plate keel are to be 
maintained throughout the length of the craft from the 
transom to a point not less than 25 per cent of the freeboard 
(measured at the forward perpendicular) above the deepest 
load waterline on the stem. Thereafter the keel thickness may 
be reduced to that required by 3.3.1 for the stem. 


3.2.4 For large or novel craft and for yachts with 
externally attached ballast keels, the scantlings of the keel will 
be specially considered. 


3.2.5 For bar keels, see 5.2.2. 


3.3 Plate stem 


3.3.1 The thickness of plate stems, t,, is not to be taken 
as less than: 


ts; = k, (0,14L_,+4) mm 
Lp and k, are as defined in 1.5.1. 


3.3.2 In no case is the thickness of the plate stem to be 
taken as less than the thickness of the adjacent shell plating. 


3.3.3 Plate stems are to be supported by horizontal 
diaphragms, and where the stem radius is large, a centreline 
stiffener or web may be required. Where this is impracticable 
due to fabrication access considerations, alternative supporting 
arrangements will be specially considered 


3.3.4 For large or novel craft the scantlings of the stem 
will be specially considered. 


3.3:5 The breadth of plate stems is to be not less than 
the width of keel as required by 3.2.1. 


3.4 Bottom shell plating 


3.4.1 The thickness of the bottom shell plating is to be 
determined from the general plating equation given in 1.16 
using the design pressure from Pt 5, Ch 3,3.1 or Pt 5, 
Ch 4,3.1 for non-displacement or displacement craft as 
appropriate. 


3.4.2 For all craft types the minimum thickness require- 
ment for bottom shell plating as, detailed in Section 2, is to 
extend to the chine line or 150 mm above the static load 
waterline, whichever is the greater. See Fig. 3.3.1. 
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Bottom shell carried up to chine or 150 mm 
above LWL whichever is the greater 


—xF 
SSSA 


4390/201 


Fig. 3.3.1 Extent of bottom shell 


3.5 Side shell plating 


3.5.1 The thickness of the side shell plating is to be 
determined from the general plating equation given in 1.16 
using the design pressure from Pt 5, Ch 3,3.1 or Pt 5, 
Ch 4,3.1 for non-displacement or displacement craft as 
appropriate. 


3.6 Sheerstrake 


3.6.1 The sheerstrake is generally to be taken as the side 
shell, locally reinforced in way of deck/hull connection and 
fender attachment. The amount of local reinforcement will be 
dependent upon the arrangement of structure and the 
proposed service. 


3.6.2 The fendering arrangements for all craft types are 
the responsibility of the designers/Builders and are outside 
the scope of classification. 


3.6.3 Where the pressure or impact loadings that a 
particular type of craft will experience in service are 
considered by the Builder, or subsequent Owner, to be not 
covered by or be greater than those indicated in Part 5 of the 
Rules, details of the loadings together with the calculations of 
how these will be satisfactorily distributed into the craft’s 
structure, are to be submitted for consideration with the 
relevant construction plans. 


3.6.4 The arrangements indicated in 3.6.5, 3.6.6, 4.18.2 
and 4.18.3 for pilot and fishing craft are for the guidance of 
the Builder and subsequent Owners/operators of the craft. 
Where the intended service for either of these types of craft, or 
other types of craft which may be subject to loadings resulting 
from contact with other craft, jetties or similar loading or 
boarding facilities, is such that the loadings are greater than 
those that can be satisfactorily distributed into the craft’s 
structure by the arrangements indicated, then the strengthening 
arrangements are to be increased accordingly. 


3.6.5 For pilot craft which may be subject to repeated 
impact loadings from contact with other craft etc., the sheer- 
strake plating is to be increased locally by not less than 
50 per cent of the side shell thickness. The increased thick- 
ness is to extend from the bow aft over a distance of 0,33LR 
or 500 mm aft of the point which the deckline reaches its 
greatest breadth whichever is the greater and forward of the 
quarter and over the transom for a distance of 0,075 or 
1,0 m, whichever is the greater. It is in general to extend from 
the deck edge to below the first longitudinal stiffener, or a 
vertical distance equivalent to 1/3 the freeboard height 
whichever is the greater. The additional thickness is then to 
be tapered out to the side shell thickness in accordance with 
the Rules. 


3.6.6 Fishing craft are in general to have their shell 
plating scantling as required to satisfy the Rule loadings, 
increased by 20 per cent. Additionally the side shell is not to 
be taken less than as bottom shell thickness, and where there 
are gallows, gantries, nets, or lines etc. the plating in way is to 
be further increased locally and/or suitably protected by 
sheathing or other means. 


3.6.7 Individual consideration will be given to lesser 
scantlings than those required by 3.6.3. for fishing craft used 
for pleasure, light duties, etc. Details of the service are to be 
submitted. 


3.6.8 Where a rounded sheerstrake is adopted the 
radius, in general, is to be not less than 15 times the 
thickness. 


3.6.9 The sheerstrake thickness is to be increased by 
20 per cent at the ends of a bridge superstructure extending 
out to the craft’s side. In the case of a bridge superstructure 
exceeding 0,15Lp, the side plating at the ends of the super- 
structure is also to be increased by 25 per cent and tapered 
gradually into the upper deck sheerstrake. 


3.6.10 — In general, compensation will not be required for 
openings in the sheerstrake which are clear of the gunwale or 
deck openings and whose depth does not exceed 20 per 
cent of the depth of the sheerstrake. Openings are not to be 
cut in a rounded gunwale. 


3.7 Chines 


3.7.1 The chine plate thickness is to be equivalent to the 
bottom shell thickness required to satisfy the Rule pressure 
loading, increased by 20 per cent, or 6 mm, whichever is the 
greater. 


3.7.2 Where tube is used in chine construction, the 
minimum wall thickness is to be not less than the thickness 
of the bottom shell plating increased by 20 per cent. 


3.7.3 Full penetration welding of shell plating in way of 
chines is always to be maintained. 


3.7.4 Chine details are to be such that the continuity of 
structural strength across the panel is maintained. Details of 
chines are to be submitted for consideration. See also LR’s 
Guidance Notes for Structural Details. 
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3.8 Skegs 


3.8.1 The thickness of the skeg plating is to be not less 
than the thickness of the adjacent bottom shell and 
additionally is to satisfy the requirements for sole pieces given 
in Ch 3,3 of the Rules for Materials. 


3.9 Transom 


3.9.1 The thickness of the stern or transom is to be not 
less than that required for the side or bottom shell as 
appropriate. Where water jet or sterndrive units are fitted, the 
scantlings of the plating in way of the nozzles and connec- 
tions will be specially considered. 


3.10 Fin and tuck 


3.10.1. The thickness of the plating is to be increased 
locally in way of the fin and tuck areas of yachts which have 
either internal fixed ballast or external attached ballast keels. 


3.10.2 The plating thickness is to be not less than 
1,25 times the thickness of the adjacent shell plating but need 
not be greater than the plate keel thickness as required by 
3.2. 


3.11 Shell openings 


3.11.1 Sea-inlets, or other openings, are to have well 
rounded corners and, so far as is practicable, are to be kept 
clear of the bilge radius, chine or radiused sheerstrake. 
Arrangements are to be made to maintain the strength in way 
of the openings. 


3.11.2 Openings on or near the bilge radius may be 
accepted provided that they are of elliptical shape, or 
equivalent, to minimise stress concentrations and are, in 
general, to be cut clear of weld connections. 


3.12 Sea inlet boxes 


3.12.1. The thickness of the sea inlet box plating is to be 
1 mm thicker than the adjacent shell plating, or 8 mm, 
whichever is the greater. 


3.13 Local reinforcement/insert plates 


3.13.1. The thickness of the shell envelope plating 
determined in accordance with 3.4 and 3.5 is to be increased 
locally, by generally not less than 50 per cent in way of stern- 
frame, propeller brackets, rudder horn, stabilisers, hawse 
pipes and anchor recess. Details of such reinforcement are to 
be submitted for approval. 


3.13.2 Insert plates are to extend outside the line of 
adjacent supporting structure and then be tapered over a 
distance of not less than three times the difference in 
thickness, see also Ch 2,4.21. 


3.14 Appendages 


3.14.1. The scantlings of appendages will be subject to 
special consideration on the basis of the Rules and the design 
loadings anticipated, but in no case are to be taken as less 
than that of the surrounding structure. 


3.15 Fender attachment 


3.15.1 Wood belting and fenders are to be bolted to lugs 
welded to a ground bar attached to the shell and not through- 
bolted to the shell plating. 


3.16 Novel features 


3.16.1 Where the Rules do not specifically define the 
requirements for novel features then the scantlings and 
arrangements are to be determined by direct calculation. 
Such calculations are to be carried out on the basis of the 
Rules or recognised standards. Details are to be submitted 
for consideration. 


a Section 4 
Shell envelope framing 


4.1 General 


4.1.1 The requirements in this Section apply to longitudinally 
and transversely framed shell envelopes. 


4.1.2 For each stiffening member an assumed load 
model is stated. Where the proposed stiffener arrangement 
differs from that assumed, consideration will be given to an 
alternative load model. 


4.1.3 The geometric properties of stiffener sections are 
to be in accordance with 1.18. 


4.2 Bottom longitudinal stiffeners 


4.2.1 Bottom longitudinal stiffeners are to be supported 
by bottom transverse web frames, floors, bulkheads, or other 
primary structure, generally spaced not more than 2 m apart. 


4.2.2 Bottom longitudinals are to be continuous through 
the supporting structures. 


4.2.3 Where it is impracticable to comply with the require- 
ments of 4.2.2, or where it is proposed to terminate the 
bottom longitudinals in way of the transom, bulkheads or 
integral tank boundaries, they are to be bracketed in way of 
their end connections to maintain the continuity of structural 
strength. Particular attention is to be taken to ensure accu- 
rate alignment of the brackets. 
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4.2.4 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in 1.17, using the design pressures from Pt 5, Ch 3,3.1 
or Pt 5, Ch 4,3.1 for non-displacement or displacement craft 
as appropriate, and the coefficients ®7, ®), and ®, as detailed 
in Table 3.1.1 for the load model (b). 


4.3 Bottom longitudinal primary stiffeners 


4.3.1 Bottom longitudinal primary stiffeners are to be 
supported by bottom deep transverse web frames, floors, 
bulkheads, or other primary structure, generally spaced not 
more than 6 m apart. 


4.3.2 Bottom longitudinal primary stiffeners are to be 
continuous through transverse bulkheads and supporting 
structures. 


4.3.3 Where it is impracticable to comply with the require- 
ments of 4.3.2, or where it is proposed to terminate the 
stiffeners in way of the transom, bulkheads or integral tank 
boundaries, they are to be bracketed in way of their end 
connections to maintain the continuity of structural strength. 
Particular care is to be taken to ensure accurate alignment of 
the brackets. All brackets are to be ‘soft toed’ and are to 
terminate on suitable supporting structure capable of carrying 
the transmitted bending moment. 


4.3.4 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in 1.17, using the design pressures from Pt 5, Ch 3,3.1 
or Pt 5, Ch 4,3.1 for non-displacement or displacement craft 
as appropriate, and the coefficients 7, ©), and MB, as detailed 
in Table 3.1.1 for the load model (a). 


4.4 Bottom transverse stiffeners 


4.4.1 Bottom transverse stiffeners are defined as local 
stiffening members which support the bottom shell, and which 
may be continuous or intercostal. 


4.4.2 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in 1.17, using the design pressures from Pt 5, Ch 3,3.1 
or Pt 5, Ch 4,3.1 for non-displacement or displacement craft 
as appropriate, and the coefficients ®7, ®,, and ®, as detailed 
in Table 3.1.1 for the load model (b). 


4.5 Bottom transverse frames 


4.5.1 Bottom transverse frames are defined as stiffening 
members which support the bottom shell. They are to be 
effectively continuous and bracketed at their end connections 
to side frames and bottom floors as appropriate. 


4.5.2 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in 1.17, using the design pressures from Pt 5, Ch 3,3.1 
or Pt 5, Ch 4,3.1 for non-displacement or displacement craft 
as appropriate, and the coefficients 7, ©), and MB, as detailed 
in Table 3.1.1 for the load model (a). 


4.6 Bottom transverse web frames 


4.6.1 Bottom transverse web frames are defined as 
primary stiffening members which support bottom shell 
longitudinals. They are to be continuous and substantially 
bracketed at their end connections to side web frames and 
bottom floors. 


4.6.2 Where it is impracticable to comply with the require- 
ments of 4.6.1, or where it is proposed to terminate the 
bottom transverse web frames in way of longitudinal primary 
girders bulkheads or integral tank boundaries, they are to be 
bracketed in way of their end connections to maintain the 
continuity of structural strength. Particular care is to be taken 
to ensure accurate alignment of the brackets. All brackets are 
to be ‘soft toed’ and are to terminate on suitable supporting 
structure capable of carrying the transmitted bending 
moment. 


4.6.3 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in 1.17, using the design pressures from Pt 5, Ch 3,3.1 
or Pt 5, Ch 4,3.1 for non-displacement or displacement craft 
as appropriate, and the coefficients Bz, ®,, and ®, as detailed 
in Table 3.1.1 for the load model (a). 


4.7 Side longitudinal stiffeners 


4.7.1 The side longitudinal stiffeners are to be supported 
by side transverse web frames, bulkheads, or other primary 
structure, generally spaced not more than 2 m apart. 


4.7.2 Side longitudinals are to be continuous through the 
supporting structures. 


4.7.3 Where it is impracticable to comply with the require- 
ments of 4.7.2, or where it is proposed to terminate the side 
longitudinal in way of the transom, bulkheads or integral tank 
boundaries, they are to be bracketed in way of their end 
connections to maintain the continuity of structural strength. 
Particular care is to be taken to ensure accurate alignment of 
the brackets. 


4.7.4 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in 1.17, using the design pressures from Pt 5, Ch 3,3.1 
or Pt 5, Ch 4,3.1 for non-displacement or displacement craft 
as appropriate, and the coefficients Bz, ®,, and ®, as detailed 
in Table 3.1.1 for the load model (b). 


4.8 Side longitudinal primary stiffeners 


4.8.1 Side longitudinal primary stiffeners are to be 
supported by side transverse web frames, bulkheads, or other 
primary structure, generally spaced not more than 6 m apart. 


4.8.2 Side longitudinal primary stiffeners are to be 
continuous through transverse bulkheads and supporting 
structures. 
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4.8.3 Where it is impracticable to comply with the require- 
ments of 4.8.2, or where it is proposed to terminate the side 
longitudinally in way of the transom, bulkheads or integral tank 
boundaries, they are to be bracketed in way of their end 
connections to maintain the continuity of structural strength. 
Particular care is to be taken to ensure accurate alignment of 
the brackets. All brackets are to be ‘soft toed’ and are to 
terminate on suitable supporting structure capable of carrying 
the transmitted bending moment. 


4.8.4 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in 1.17, using the design pressures from Pt 5, Ch 3,3.1 
or Pt 5, Ch 4,3.1 for non-displacement or displacement craft 
as appropriate, and the coefficients 7, ®), and MB, as detailed 
in Table 3.1.1 for the load model (a). 


4.9 Side transverse stiffeners 


4.9.1 Side transverse stiffeners are defined as local 
stiffening members supporting the side shell and may be 
continuous or intercostal. 


4.9.2 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in 1.17, using the design pressures from Pt 5, Ch 3,3.1 
or Pt 5, Ch 4,3.1 for non-displacement or displacement craft 
as appropriate, and the coefficients ®7, ®), and ®, as detailed 
in Table 3.1.1 for the load model (b). 


4.10 Side transverse frames 


4.10.1 Side transverse frames are defined as stiffening 
members supporting the side shell and spanning continuously 
between bottom floors/frames and decks. They are to be 
effectively constrained against rotation at their end connections. 


4.10.2 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in 1.17, using the design pressures from Pt 5, Ch 3,3.1 
or Pt 5, Ch 4,3.1 for non-displacement or displacement craft 
as appropriate, and the coefficients ®7, ®), and ®, as detailed 
in Table 3.1.1 for the load model (a). 


4.11 Side transverse web frames 


4.11.1 Side transverse web frames are defined as primary 
stiffening members which support side shell longitudinally. 
They are to be continuous and substantially bracketed at their 
head and heel connections to deck transverses and bottom 
web frames respectively. 


4.11.2 Where it is impracticable to comply with the require- 
ments of 4.11.1, or where it is proposed to terminate the web 
frames in way of side longitudinal primary stiffeners bulkheads 
or integral tank boundaries, they are to be bracketed in way of 
their end connections to maintain the continuity of structural 
strength. Particular attention is to be taken to ensure accurate 
alignment of the brackets. All brackets are to be ‘soft toed’ 
and are to terminate on suitable supporting structure capable 
of carrying the transmitted bending moment. 


4.11.3 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in 1.17, using the design pressures from Pt 5, Ch 3,3.1 
or Pt 5, Ch 4,3.1 for non-displacement or displacement craft 
as appropriate, and the coefficients Bz, ®,, and ®, as detailed 
in Table 3.1.1 for the load model (a). 


4.12 Grouped frames 


4.12.1 For the purposes of satisfying Rule scantling 
requirements, frames may, subject to agreement by LR, be 
grouped. The number of frames in any group shall not in 
general exceed five. The summation of the section moduli and 
inertia for the group of frames is not to be less than the 
summation of the Rule requirement for the individual framing 
members. In addition, in no case is the proposed scantling of 
an individual framing member within the group to be less than 
ninety per cent of the Rule value for that member. 


4.13 Grillage structures 


4.13.1 For complex girder systems, a complete structural 
analysis using numerical methods may have to be performed 
to demonstrate that the stress levels are acceptable when 
subjected to the most severe and realistic combination of 
loading conditions intended. 


4.13.2 General or special purpose computer programs or 
any other analytical techniques may be used provided that the 
effects of bending, shear, axial and torsion are properly 
accounted for and the theory and idealisation used can be 
justified. 


4.13.3 In general, grillages consisting of slender girders 
may be idealised as frames based on beam theory provided 
proper account of the variations of geometric properties is 
taken. For cases where such an assumption is not applica- 
ble, finite element analysis or equivalent methods may have 
to be used. 


4.14 Combined framing systems 


4.14.1. Where longitudinal and transverse primary stiffen- 
ers form grillage structures the scantlings may be derived in 
accordance with 4.13. 


4.15 Floating framing systems 


4.15.1 Floating framing systems, where proposed, will be 
subject to special consideration. 


4.16 Frame struts 


4.16.1 Where struts are fitted to side shell transverse web 
frames or longitudinal primary stiffeners to carry axial loads, 
the strut cross-sectional area is to be derived as for pillars in 
Section 10. If fitted at the stiffener half span point the stiffener 
section modulus may be taken as half the modulus derived 
above. 
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4.16.2 Design of end connections is to be such that the 
area of the welding is to be not less than the minimum cross- 
sectional area of the strut derived in 4.16.1. To achieve this 
full penetration welding may be required. The weld connec- 
tions between the face flats and webs of the pillar supporting 
structure are to be welded using double continuous welding 
of an equivalent area to that derived by 4.16.1. 


4.17 Arrangements and details 


4.17.1. The arrangement of the connection between the 
stiffener and the bracket is to be such that at no point in the 
connection are the section modulus and inertia reduced to 
less than that of the stiffener with associated plating. 


4.17.2 The web stability, openings in the web and 
continuity and alignment are to be in accordance with 1.24, 
1.25 and 1.26 respectively. 


4.17.3. Secondary and primary end connections and 
arrangements at intersection of continuous secondary and 
primary members are to be in accordance with 1.20, 1.22 and 
1.28 respectively. 


4.17.4  Stiffeners in slamming areas are to be lugged or 
bracketed. 


4.18 Structure in way of fenders 


4.18.1 For craft, including pilot craft and fishing craft, 
which may be subject to repeated impact loadings from 
contact with other craft whilst in service, due consideration is 
to be given to increasing the scantlings of stiffening members 
in way of fenders. Details of anticipated loadings and 
calculations for the required increased scantlings are to be 
submitted, see a/so 3.6.3 and 3.6.4. 


4.18.2 Pilot craft are to be fitted with large knees in way of 
the sheerstrake in areas as indicated in 3.6. The knees are to 
be aligned between the transverse frames and the deck 
beams. In the case of longitudinally framed craft, intermedi- 
ate knees are to be fitted with a spacing in general not greater 
than 500 mm. Where such intermediate brackets are fitted 
they are to terminate on a side longitudinal with a section 
modulus of, in general, twice that of the Rule longitudinal for 
the web frame spacing, and a deck longitudinal. The side 
longitudinal is to be positioned below any fendering to carry 
the heel of the knee. Consideration will given to the 
termination of such brackets by use of a ‘soft-toe’ in way of 
the deck. The thickness of the webs for these knees is to be 
twice that required by 1.21. 


4.18.3 Fishing craft engaged in pair trawling and other 
modes of fishing, and which may be subject to repeated 
impact loading from contact with the other craft are to have 
additional stiffening fitted in way of the impact areas. This may 
be in the form of large knees, intermediate knees, substantial 
fendering/ rubbing strakes. 


4.19 Novel features 


4.19.1 The scantlings are to be determined by direct 
calculation where the shell framing is of unusual design, form 
or proportions. 


a Section 5 
Single bottom structure and 
appendages 


5.1 General 


5.1.1 The requirements of this Section provide for single 
bottom construction in association with transverse and 
longitudinal framing systems. 


5.1.2 All girders are to extend as far forward and aft as 
practicable and care is to be taken to avoid any abrupt 
discontinuity. Where girders are cut at bulkheads, their 
longitudinal strength is to be maintained. 


5.1.3 Particular attention is to be taken to ensure that the 
continuity of structural strength in way of the intersection of 
transverse floors and longitudinal girders is maintained. The 
face flats of such stiffening members are to be effectively 
connected. 


5.1.4 The single bottom structure in way of the keel and 
girders is to be sufficient to withstand the forces imposed by 
dry-docking the craft. 


5.7.5 The scantlings of the single bottom structure are to 
comply with the appropriate minimum requirements given in 
Section 2. 


5.2 Keel 


5.2.1 The breadth, and thickness of plate keels are to 
comply with the requirements of 3.2. 


5.2.2 The cross-sectional area, A,, and thickness, t,, of 
bar keels are not, in general, be taken as less than: 
Ax = ka (1,85Lp + 2) cm2 
t, = Vk, (0,7LR + 8,25) mm 
where 
Lp and k, are as defined in 1.5.1. 


5.3 Centre girder 


5.3.1 A centreline girder is, in general, to be fitted 
throughout the length of the hull in association with transverse 
frames, transverses supporting longitudinals or where the 
breadth of floors at the upper edge is greater than 1,5 m. 
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5.3.2 Centreline girders are to be formed of intercostal or 
continuous plate webs with a face flat welded to the upper 
edge. In all cases the face flat is to be continuous. Where 
girder webs are intercostal, additional bracketing and local 
reinforcement will be required to maintain the continuity of 
structural strength. 


5.3.3 The web depth of the centre girder is, in general, to 
be equal to the depth of the floors at the centreline as 
specified in 5.5.3. 


5.3.4 The web thickness, fy, is to be taken not less than: 
ty = 1,4Vk, (VLR +1) mm 


where 
Lp and k, are as defined in 1.5.1. 


5.3.5 The geometric properties of the centre girder are to 
be in accordance with 1.18. 


5.3.6 The face flat area of the centre girder, A;, is to be 
not less than: 


At = 0,56LRk, cm?. 


5.3.7 The face flat area of the centre girder outside 0,5Lp 
amidships may be 80 per cent of the value given in 5.3.6. 


5.3.8 The face flat thickness is to be not less than the 
thickness of the web. 


5.3.9 The ratio of the width to thickness of the face flat is 
to be not less than eight but should not exceed 16. 


5.3.10 — Additionally, the requirements of 4.3 for bottom 
longitudinal primary stiffeners are to be complied with. 


5.4 Side girders 


5.4.1 Where the floor breadth at the upper edge exceeds 
6,0 m side girders are to be fitted at each side of the centre 
girder such that the spacing between the side and centre 
girders or between the side girders themselves is not greater 
than 3 m. Side girders where fitted are to extend as far 
forward and aft as practicable and are, in general, to 
terminate in way of bulkheads, deep floors or other primary 
transverse structure. 


5.4.2 The web thickness of side girders is to be taken as 
not less than: 


ty = 1,4 4/k,L_R mm 
where 
Lp and k, are as defined in 1.5.1. 


5.4.3 The face flat area and thickness of side girders are 
to comply with the requirements for plate floors as defined in 
5.5.6 and 5.5.7. 


5.4.4 Watertight side girders, and side girders forming the 
boundaries of tank spaces, are also to comply with the 
requirements for watertight bulkheads and deeptanks as 
detailed in 7.3 and 7.5 respectively. 


5.4.5 In the engineroom, additional side girders are 
generally to be fitted in way of main machinery seatings. 
Where fitted, they are to be integrated into the structure of the 
craft and extended forward and aft as far as practicable. 


5.4.6 Additionally, the requirements of 4.3 for bottom 
longitudinal primary stiffeners are to be complied with. 


5.5 Floors general 


oper In transversely framed craft, plate floors are 
generally to be fitted at each frame. 


5:5.2 In longitudinally framed craft, plate floors are to be 
fitted at every transverse web and generally at a spacing not 
exceeding 2 m. Additional transverse floors or webs are in 
general to be fitted at half web-frame spacing in way of engine 
seatings and thrust bearings, pillars, skegs, ballast/bilge keels 
and the bottom of the craft forward. 


0.053 The overall depth, a, of plate floors at the centreline 
is not to be taken as less than: 


when B < 10m d; = 40(8 + 0,85D) mm 
when B>10m d; = 40(1,58 + 0,85D) — 200 mm 
where 


D is defined in Pt 3, Ch 1,6.2.8. 


5.5.4 The web thickness, ty, of plate floors, is to be 
accordance with 1.18 and is to be taken as not less than: 


4,70; s 
i. = {k 
w a oe +3,1)/ 1000 +05) mm 


where 
d; is to be determined from 5.5.3 
k, and s are as defined in 1.5.1. 


§.5.5 If the side frames of the craft are attached to the 
floors by brackets, the depth of floor may be reduced by 
15 per cent and the floor thickness determined using the 
reduced depth. The brackets are to be flanged and have the 
same thickness as the floors, and their arm lengths clear of 
the frame are to be the same as the reduced floor depth given 
above. 


5.5.6 The face flat area of floors, A;, is not to be taken as 
less than: 


As — 0,28k, Lp cm? 
where 
k, and Lp are defined in 1.5.1. 


5:5. The face flat thickness is to be not less than the 
thickness of the web and the ratio of the web to the thickness 
of the face flat is to be not less than eight but is not to 
exceed 16. 


5.5.8 Additionally the requirements of 4.6 for bottom 
transverse web frames are to be complied with. 


5.5.9 Floors are generally to be continuous from side to 
side. 
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5.5.10 — The tops of floors, in general, may be level from 
side to side. However, in craft having considerable rise of floor 
the depth of the floor plate may require to be increased to 
maintain the required section modulus. 


5.5.11. The floors in the aft peak are to extend over and 
provide effective support to the stern tube(s) where 
applicable. 


5.5.12 Watertight floors, or floors forming boundaries of 
tank spaces, are also to comply with the requirements for 
watertight bulkheads or deeptanks as detailed in 7.3 and 7.5. 


5.6 Floors in machinery spaces 


5.6.1 The thickness, t,,, of the floors in machinery spaces 
is to be 1 mm greater than that required by 5.5.4. 


5.6.2 The depth and section modulus of floors anywhere 
between engine or gearbox girders is to be not less than that 
required to maintain continuity of structural integrity or 50 per 
cent of the depth given in 5.5.3. The face flat area and web 
thickness for such reduced floor heights are to be increased 
appropriately in order to maintain continuity of structural 
strength, see also 4.12. 


5.7 Machinery seatings 


oy fet The general requirements for machinery seatings 
are given in Pt 3, Ch 2,6.9, see also Pt 9, Ch 1,5. 


5.7.2 Engine holding-down bolts are to be arranged as 
near as practicable to floors and longitudinal girders. When 
this cannot be achieved, bracket floors are to be fitted. 


5.7.3 Welding in way of machinery seatings is to be 
double continuous and/or full penetration where appropriate. 


5.8 Drainholes in bottom structure 


5.8.1 Sufficient limber holes are to be cut in the internal 
bottom structure to allow for the drainage of water from all 
parts of the bilge to the pump suctions. 


5.8.2 Particular attention is to be given to the positioning 
of limber holes to ensure adequate drainage and to avoid 
stress concentrations. 


5.8.3 Suitable arrangements are to be made to provide 
free passage of air from all parts of tanks to the air pipes. 


5.9 Rudder horns 


5.9.1 The shell plating thickness in way of the rudder 
horn is to be increased locally, by generally not less than 
50 per cent but need not to be taken as greater than the keel 
thickness required by 3.2. 


5.9.2 The scantlings of the rudder horn are to be such 
that the section modulus against transverse bending at any 
horizontal section XX (See Fig. 3.5.1) is not less than: 


Z = 2,8k, Ry Ky (V+ 3)2 Va2 +0,5b2 cm 


where 
Ry = total rudder area, in m? 
V = Maximum speed in the fully loaded condition, in 
knots 


Ky = 1,0 for displacement craft with 
= (1,12 - 0,005V)8 for planing and semi-planing 

V 
NV Lwe 


a,b = dimensions, in metres, as given in Fig. 3.5.1 
Lw_ = waterline length as defined in Pt 3, Ch 1,6.2.5. 


craft with > 3,0 


Centroid of area 4390/76 


Fig. 3.5.1 Rudder horn 


5.9.3 Rudder horns are to be effectively integrated into 
the adjacent structure and their design is to be such as to 
facilitate this. 


5.10 Sternframes 


5.10.1 The scantlings of fabricated and forged/solid stern- 
frames are to comply with the requirements of Pt 3, 
Ch 3,3 modified for appropriate grade of aluminium in 
accordance with Pt 3, Ch 3,1.2. 


5.11 Skeg construction 
5.11.1. Skegs are to be effectively integrated into the 
adjacent structure and their design is to be such as to 


facilitate this. 


5.11.2 The scantlings and arrangements for skegs 
(solepieces) are to be in accordance with Pt 3, Ch 3,3.14. 


5.11.3 The scantlings of skegs are to be sufficient to with- 
stand any docking forces that they may be subjected to. 
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5.12 Forefoot and stem 


5.12.1 The thickness of plate stems at the waterline is to 
comply with the requirements for plate keels as given in 3.2. 


5.12.2. The forefoot and stem is to be additionally 
reinforced with floors. 


5.12.3 The cross-sectional area of bar stems, Apg, is not 
to be taken as less than: 
Abs = 1,5kabR cm? 
where 
Lp and k, are as defined in 1.5.1. 


5.13 Transom knee 


5.13.1 Centre and side girders are to be bracketed to the 
transom framing members by means of substantial knees. 
The face flat of the girders may be gradually reduced to that of 
the transom stiffening members in accordance with Fig. 3.5.2. 


Transom framing 


Transom knee 


Centre or side girder 


4390/209 


Transom 
(b) Elevation 


Fig. 3.5.2 Transom knee 


5.13.2 Hard spots are to be avoided in way of the end 
connections and care is to be taken to ensure that the 
stiffening member to which the transom knee is bracketed 
can satisfactorily carry the transmitted loads. 


| Section 6 
Double bottom structure 


6.1 General 


Obl The requirements given in this Section provide for 
double bottom construction of aluminium mono-hull craft in 
association with either transverse or longitudinal framing. 


6.1.2 Double bottoms are generally to be fitted in 
accordance with Pt 3, Ch 2,6.6 and where fitted are to extend 
from the collision bulkhead to the after peak bulkhead, as far 
as this is practicable within the design and proper working of 
the craft. In addition, the inner bottom is to be continued to 
the craft’s side in such a manner as to protect the bottom to 
the turn of bilge or chine. 


6.1.3 The double bottom structure in way of girders and 
duct keels is to be sufficient to withstand the forces imposed 
by dry-docking the craft. 


6.1.4 The centreline girder and side girders are to extend 
as far forward and aft as practicable and care is to be taken to 
avoid any abrupt discontinuity. Where girders are cut at bulk- 
heads, their longitudinal strength is to be maintained. 


6.1.5 The scantlings of the double bottom structure are 
to comply with the appropriate minimum requirements given 
in Section 2. 


6.2 Keel 


6.2.1 The scantlings of bar and plate keels are to comply 
with the requirements of 5.3. 


6.2.2 Duct keels, where arranged, are to have a side 
plate thickness not less than: 
t = kz (0,01dpg + 2) mm 
but need not be taken as greater than 90 per cent of the 
centre girder thickness given in 6.3. 
pp is the Rule centre girder depth given in 6.3.3 
k, iS as defined in 1.5.1. 


6.2.3 Where a duct keel forms the boundary of a tank, 
the requirements of 7.4 and 7.5 for deep tanks are to be 
complied with. 


6.2.4 The duct keel width is in general to be 15 per cent 
of the beam or 2 m, whichever is the lesser, but in no case is 
it to be taken as less than 630 mm. The inner bottom and 
bottom shell within the duct keel are to be suitably 
stiffened with primary stiffening in the transverse direction, 
whilst the continuity of the floors is maintained. Access to the 
duct keel is to be by means of watertight manholes or trunks. 
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6.3 Centre girder 


6.3.1 A centre girder is to be fitted throughout the length 
of the craft. The web thickness, ty, is not to be less than that 
required by: 


ty = ka (0,14L_ +4) mm within 0,4L., amidships 


= ky (0,14 Lp + 2,75) mm at ends. 


where 
k, and Lp are as defined in 1.5.1. 


6.3.2 The geometric properties of the girder section are 
to be in accordance with 1.18. 


6.3.3 The overall depth of the centre girder, dpp, is to be 
taken as not less than 680 mm and is to be sufficient to give 
adequate access to all parts of the double bottom. 


6.3.4 Additionally, the requirements of 4.3 for bottom 
longitudinal primary stiffeners are to be complied with. 


6.4 Side girders 


6.4.17 Where the floor breadth does not exceed 6,0 m, 
side girders are not required. Vertical stiffeners are to be fitted 
to the floors on each side, the number and positions of these 
stiffeners being dependent on the arrangement of the double 
bottom structure. 


6.4.2 Where the breadth of floor is greater than 6,0 m, 
additional side girders having the same thickness as the floors 
are to be fitted. The number of side girders is to be such that 
the distance between the side girders and centre girder and 
margin plate, or between the side girders themselves, does 
not exceed 3,0 m. 


6.4.3 Side girders where fitted are to extend as far forward 
and aft as practicable and are in general to terminate in way of 
bulkheads, deep floors or other primary transverse structure. 


6.4.4 Where additional side girders are fitted in way of main 
machinery seatings, they are to be integrated into the structure 
of the craft and extended forward and aft as far as practicable. 


6.4.5 Under the main engine, girders extending from the 
bottom shell to the top plate of the engine seating are to be 
fitted. The height of the girders is to be not less than the 
height of the floor. Engine holding-down bolts are to be 
arranged as near as practicable to the girders and floors. 
Where this cannot be achieved, bracket floors and/or hanging 
brackets are to be fitted. 


6.4.6 Additionally, the requirements of 4.3 for bottom 
longitudinal primary stiffeners are to be complied with. 


6.5 Plate floors 


6.5.1 The web thickness of non-watertight plate floors, 
ty, is to be not less than: 
ty = “ka (0,07LR + 4,75) mm 


where 
k, and L are as defined in 1.5.1. 


6.5.2 Additionally, the requirements of 4.6 for bottom 
transverse web frames stiffeners are to be complied with. 


6.5.3 Plate floors are, in general, to be continuous 
between the centre girder and the margin plate. 


6.5.4 In longitudinally framed craft, plate floors or 

equivalent structure are in general to be fitted in the following 

positions: 

(a) At every half frame in way of the main engines, thrust 
bearings and bottom of the craft forward. 

(b) Outboard of the engine seatings, at every frame within 
the engine room. 

(c) Underneath pillars and bulkheads. 

(d) Outside of the engine room at a spacing not exceeding 
2,0 m. 


6.5.5 Vertical flat bar stiffeners are to be fitted to all plate 
floors at each longitudinal. Each stiffener is to have a depth of 
not less than 10t,, and a thickness of not less than t,,, where 
ty is thickness of the plate floor as calculated in 6.5.1. 


6.5.6 In transversely framed craft, plate floors are to be 
fitted at every frame in the engine room, under bulkheads, in 
way of change in depth of double bottom and elsewhere at a 
spacing not exceeding 2,0 m. 


6.6 Bracket floors 


6.6.1 Between plate floors, the shell and inner bottom 
plating is to be supported by bracket floors. The brackets are 
to have the same thickness as plate floors and are to be 
stiffened on the unsupported edge. 


6.6.2 In longitudinally framed craft, the brackets are to 
extend from the centre girder and margin plate to the 
adjacent longitudinal, but in no case is the breadth of the 
bracket to be taken as not less than 75 per cent of the depth 
of the centre girder. They are to be fitted at every web frame 
at the margin plate, and those at the centre girder are to be 
spaced not more than 1,0 m apart. 


6.6.3 In transversely framed craft, the breadth of the 
brackets, attaching the bottom and inner bottom frames to 
the centre girder and margin plate, is to be not less than 
75 per cent of the depth of the centre girder. 


6.7 Watertight floors 


6.7.1 The scantlings of watertight floors are to comply 
with the requirements for plate floors as given in 6.5. 


6.7.2 Watertight floors, or floors forming boundaries of 
tank spaces, are also to comply with the requirements for 
watertight bulkheads or deep tanks as detailed in 7.3 or 7.5 
respectively. 


LLOyD’s REGISTER 


23 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRafT, July 2012 


Scantling Determination for Mono-Hull Craft 


Part 7, Chapter 3 


Section 6 


6.8 Tankside brackets 


6.8.7 The scantlings of tankside brackets are to comply 
with the requirements for plate floors given in 6.5. 


6.9 Inner bottom plating 


6.9.1 The thickness of the inner bottom plating is to be 
determined from the general plating equation given in 1.16 
using the design pressure from Pt 5, Ch 3,3.1 or Pt 5, 
Ch 4,3.1 for non-displacement or displacement craft as appro- 
priate. 


6.9.2 Inner bottom plating forming the boundaries of tank 
spaces is, in addition, to comply with the requirements for 
watertight bulkheads or deeptanks as detailed in 7.2 or 7.4 
respectively. Where the plating forms vehicle, passenger or 
other decks the requirements of Section 8 are to be complied 
with. 


6.9.3 Inner bottom longitudinals are to be supported by 
inner bottom transverse web frames, floors, bulkheads or 
other primary structure, generally spaced not more than 
2m apart. 


6.9.4 The inner bottom longitudinals are to be continuous 
through the supporting structure and are to be satisfactorily 
stiffened against buckling. 


6.9.5 Where it is impracticable to comply with the require- 
ments of 6.9.4, or where it is desired to terminate the inner 
bottom longitudinals in way of bulkheads or integral tank 
boundaries, they are to be bracketed in way of their end 
connections to maintain the continuity of structural strength. 
Particular care is to be taken to ensure accurate alignment of 
the brackets. 


6.9.6 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in 1.17, using the design pressures from Pt 5, Ch 3,3.1 
or Pt 5, Ch 4,3.1 for non-displacement or displacement craft 
as appropriate, and the coefficients ®7, ®,, and ®, as detailed 
in Table 3.1.1 for the load model (b). 


6.10 Inner bottom transverse web framing 


6.10.7 Inner bottom transverse web frames are defined as 
primary stiffening members which support inner bottom 
longitudinals. They are to be continuous and to be substan- 
tially bracketed at their end connections to bottom web 
frames, bottom floors and tankside brackets. 


6.10.2 Where it is impracticable to comply with the require- 
ments of 6.10.1, or where it is desired to terminate the inner 
bottom transverse web frames in way of centre or side 
girders, bulkheads or integral tank boundaries, etc., they are 
to be bracketed in way of their end connections, to maintain 
the continuity of structural strength. Particular care is to be 
taken to ensure accurate alignment of the brackets. 


6.10.3 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in 1.17, using the design pressures from Pt 5, Ch 3,3.14 
or Pt 5, Ch 4,3.1 for non-displacement or displacement craft 
as appropriate, and the coefficients ®7, ®,, and ®, as detailed 
in Table 3.1.1 for the load model (a). 


6.11 Margin plates 


6.11.1 Amargin plate, if fitted, is to have a thickness as 
required for inner bottom plating. 


6.12 Wells 


6.12.1. Small wells constructed in the double bottom 
structure are not to extend in depth more than necessary. A 
well extending to the outer bottom may, however, be 
permitted at the after end of the shaft tunnel of the craft. Other 
well arrangements (e.g. for lubricating oil under main engines) 
may be considered provided they give protection equivalent 
to that afforded by the double bottom. 


6.13 Transmission of pillar loads 


6.13.1 In double bottoms under widely spaced pillars, the 
connections of the floors to the girders, and of the floors and 
girders to the inner bottom, are to be suitably increased. Where 
pillars are not directly above the intersection of plate floors and 
girders, partial floors and intercostals are to be fitted as 
necessary to support the pillars. Manholes are not to be cut in 
the floors and girders below the heels of pillars. Where 
longitudinal framing is adopted in the double bottom, 
equivalent stiffening under the heels of pillars is to be provided, 
and where the heels of pillars are carried on a tunnel, suitable 
arrangements are to be made to support the load. 


6.14 Manholes 


6.14.1 Sufficient manholes are to be cut in the inner 
bottom, floors and side girders to provide adequate access 
to, and ventilation of, all parts of the double bottom. The size 
of the manhole openings is not, in general, to exceed 50 per 
cent of the double bottom depth unless edge reinforcement is 
provided. Holes are not to be cut in the centre girder, except 
in tanks at the forward and after ends of the craft, and 
elsewhere where tank widths are reduced unless additional 
stiffening and/or compensation is fitted to maintain the 
structural integrity. 


6.15 Pressure testing 


6.15.1 Double bottoms are to be tested upon completion 
with a head of water representing the maximum internal 
pressure which could be experienced in service, but not less 
than a head of water equivalent to the level of the upper deck. 
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6.16 Drainholes in bottom structure 


6.16.1 Sufficient limber holes are to be cut in the internal 
bottom structure to allow for the drainage of water from all 
parts of the bilge to the pump suctions. 


6.16.2 Particular care is to be given to the positioning of 
limber holes to ensure adequate drainage and to avoid stress 
concentrations. 


6.16.3 Suitable arrangements are to be made to provide 
free passage of air from all parts of tanks to the air pipes. 


oO Section 7 
Bulkheads 


7.1 General 


FAA The requirements of this Section apply to a vertical 
system of stiffening on bulkheads. They may also be applied 
to a horizontal system of stiffening provided that equivalent 
support and alignment are provided. 


7.1.2 The number and disposition of transverse water- 
tight bulkheads are to be in accordance with Pt 3, Ch 2,4. 


7.1.3 Bulkheads, or part bulkheads, forming the 
boundary of tanks are to comply with the requirements of 7.5 
and 7.6. 


7.1.4 For bulkheads in way of partially filled holds or 
tanks, sloshing forces may be required to be taken into 
account. Where such forces are likely to be significant, the 
scantlings will be required to be verified by additional 
calculations. 


7.1.5 A centreline bulkhead is, generally, to be fitted in 
deep tanks which extend from side to side. The bulkhead may 
be intact or perforated as desired. If intact, the scantlings are 
to comply with the requirements of 7.5 and 7.6 for tank 
boundary bulkheads. If perforated, they are to comply with 
the requirements of 7.13 for washplates. 


7.1.6 The minimum requirements in Section 2 are to be 
complied with. 


7.2 Watertight bulkhead plating 


7.2.1 The thickness of the watertight bulkhead plating is 
to be determined from the general plating equation given in 
1.16 using the design pressure from Pt 5, Ch 3,3.1 or Pt 5 
Ch 4,3.1 for non-displacement or displacement craft as appro- 
priate. 


7.3 Watertight bulkhead stiffening 


7.3.1 The Rule requirements for section modulus, inertia 
and web area are to be determined from the general 
equations given in 1.17, using the design pressure from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment craft as appropriate, and the coefficients D7, B), and Ba 
as detailed in Table 3.1.1 using the appropriate load model. 


7.3.2 Bulkheads are to be suitably strengthened, if 
necessary, at the ends of deck girders and where subjected to 
concentrated loads. 


7.4 Deep tank plating 


7.4.1 The thickness of deep tank plating is to be 
determined from the general plating equation given in 1.16 
using the design pressure from Pt 5, Ch 3,3.1 or Pt 5, 
Ch 4,3.1 for non-displacement or displacement craft as 
appropriate. 


7.5 Deep tank stiffening 


7.5.1 Deep tank bulkhead stiffeners are to be bracketed 
at both ends. The thickness of the brackets is to be not less 
than the web thickness of the stiffener. 


7.5.2 The Rule requirements for section modulus, 
inertia and web area are to be determined from the general 
equations given in 1.17, using the design pressure from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment craft as appropriate, and the coefficients Bz, B), and By 
as detailed in Table 3.1.1 for load model (b). 


7.6 Double bottom tanks 


7.6.1 The scantlings of double bottom tanks are to 
comply with the requirements for deep tanks given in 7.4 and 
G5: 


7.6.2 Where the crown of a double bottom tank forms a 
vehicle, passenger or other deck, the requirements of Section 8 
are to be complied with. 


7.7 Collision bulkheads 


7.7.1 The scantlings of collision bulkheads are to comply 
with the requirements of 7.2 and 7.3 except that the thick- 
ness of plating and modulus of stiffeners are not to be less 
than 12 and 25 per cent greater respectively, than required by 
7.2 and 7.3. If the collision bulkhead forms the boundary of a 
deep tank or cofferdam then the requirements of 7.4 and 7.5 
are also to be complied with. 


7.8 Gastight bulkheads 


7.8.1 Where gastight bulkheads are fitted, in accordance 
with Pt 3, Ch 2,4 the scantling requirements for watertight 
bulkheads are to be complied with. 
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7.8.2 Gastight bulkheads are to be fitted to protect 
accommodation spaces from gases and vapour fumes from 
machinery exhaust and fuel systems. 


7.9 Non-watertight or partial bulkheads 


7.9.1 Where a bulkhead is structural but non-watertight 
the scantlings are in general to be as for watertight bulkheads 
or equivalent in strength to web frames in the same position. 
Partial bulkheads that are non-structural are outside the 
scope of classification. 


7.10 Transmission of pillar loads 


7.10.1. Bulkheads that are required to act as pillars in way 
of underdeck girders and other structures subject to heavy 
loads are to comply with the requirements of Section 10. 


7.11 Corrugated bulkheads 


7.11.1. The plating thickness and section modulus for 
symmetrical corrugated bulkheads are to be in accordance 
with watertight bulkheads or deep tank bulkheads as 
appropriate. The spacing, s, is to be taken as S,, as defined in 
Fig. 2.3.1 in Pt 3, Ch 2. 


7.11.2 Inaddition, the section geometric properties of 1.18 
are to be complied with. 


7.11.3. The actual section modulus may be derived in 
accordance with Pt 3, Ch 2,3.2. 


7.12 Stiffeners passing through bulkheads 


7.12.1 Primary longitudinal stiffening members are to be 
continuous through transverse bulkheads. 


7.12.2 Pipe or cable runs through watertight bulkheads are 
to be fitted with suitable watertight glands. 


7.13 Wash plates 


7.13.1 Tanks are to be subdivided as necessary by 
internal baffles or wash plates. Baffles or wash plates which 
support hull framing are to have scantlings equivalent to web 
frames in the same position. 


7.13.2 Wash plates and wash bulkheads are, in general, 
to have an area of perforation not less than 10 per cent of the 
total area of the bulkhead. The perforations are to be so 
arranged that the efficiency of the bulkhead as a support is 
not impaired. 


7.13.3 The plate thickness is to be not less than the 
structural element from which the wash bulkhead is formed. 


7.13.4 The general stiffener requirements are to be in 
accordance with 7.5. However, the section modulus may be 
50 per cent of that required by 7.5. 


7.14 Cofferdams 


7.14.1 Acofferdam is to be fitted between freshwater and 
oil fuel or sanitary tanks. The scantlings of cofferdams are to 
comply with the requirements of deep tank bulkheads or non- 
watertight bulkheads as appropriate. 


7.15 Coatings 


7.15.1 Integral freshwater and oil fuel tanks need not in 
general be coated provided they are constructed from suitable 
marine grade aluminium alloys in accordance with Chapter 8 of 
the Rules for Materials. Where tanks are to be coated, then all 
surfaces are to be cleaned and dried after testing and then 
treated with a suitable coating in accordance with the coating 
manufacturer’s recommendations. See Ch 2,2.6. 


7.16 Air pipes 


7.16.1 Air pipes of sufficient number and area are to be 
fitted to each tank in accordance with Pt 15, Ch 2,11. 


7.17 Fire protection 


7.17.1. Fire protection requirements given in Part 17 are to 
be complied with. 


7.18 Access 


7.18.1 | Compartments within the craft are to be accessible 
in order to facilitate proper maintenance and future structural 
surveys. Linings on craft sides, deckheads and bulkheads, 
etc., must be capable of being removed. Similarly sufficient 
space must be available below lower decks/soles to provide 
proper access to the bottom structure. An adequate number 
of manholes, removable panels etc. are to be provided. 


7.18.2 Doors and hatches fitted through watertight bulk- 
heads are to be of equivalent construction to the bulkhead in 
which they are fitted, to be permanently attached and 
capable of being closed watertight from both sides of the 
bulkhead. They are to be tested watertight. 


7.18.3 Doors and hatches are not to be fitted in collision 
bulkheads, except in craft of less than 21 m Rule length or 
where it would be impracticable to arrange access to the fore- 
peak other than through the collision bulkhead. Where fitted, 
the doors and hatches are to be watertight, as small as 
practicable and open into the forepaw compartment. Doors 
in collision bulkheads are to be kept closed at all times while 
the craft is at sea, see Pt 3, Ch 2,4.3.4. 


7.18.4 Particular attention is to be given to the design and 
workmanship of the tanks, and adequate access manholes 
are to be fitted, see Pt 3, Ch 1,7. 
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7.19 Testing 


7.19.1 Deep tanks are to be tested on completion, with a 
head of water to the top of the overflow, or 1,8 m above the 
crown of the tank, whichever is the greater, The pressure to 
which the tanks will be subjected in service is to be indicated 
on the plans submitted. 


Bi Section 8 
Deck structures 


8.1 General 


8.1.1 The deck plating is to be supported by transverse 
beams with fore and aft girders or by longitudinals with deep 
transverse beams. The transverse and deep transverse 
beams are to align with side main frames and side web frames 
respectively. 


8.1.2 Beams are to be fitted at every frame and 
bracketed to the frames. Strong beams and deep transverse 
beams are to align with and be effectively connected to the 
side web frames. They are also to be fitted at the ends of large 
openings in the deck. 


8.1.3 The deck plating and supporting structure are to be 
suitably reinforced in way of cranes, masts, derrick posts and 
deck machinery. 


8.1.4 Primary stiffening members are to be continuous 
and substantially bracketed at their end connections to 
maintain continuity of structural strength. 


8.7.5 Secondary stiffening members are to be effectively 
continuous and bracketed at their end connections as 
appropriate. 


8.1.6 Primary and secondary stiffener end connection 
arrangements are, in general, to be in accordance with 1.22 
and 1.20, respectively. 


8.1.7 The ends of beams, longitudinals, girders and 
transverses are to be effectively built into the adjacent 
structure, or equivalent arrangements provided. 


8.1.8 Tripping brackets are to be fitted on deep webs. 


8.1.9 Deck structures subject to concentrated loads, are 
to be suitably reinforced. Where concentrations of loading on 
one side of a stiffening member may occur, such as pillars out 
of line, the member is to be adequately stiffened against 
torsion. Additional reinforcements may be required in way of 
localised areas of high stress. 


8.1.10 The thickness of the deck plating is in no case to 
be less than the appropriate minimum requirement given in 
Section 2. 


8.1.11 The geometric properties of stiffener sections are 
to be in accordance with 1.18. 


8.2 Strength/weather deck plating 


8.2.1 The thickness of strength/weather deck plating is 
to be determined from the general plating equation given in 
1.16 using the design pressure head from Pt 5, Ch 3,3.1 or 
Pt 5, Ch 4,3.1 for non-displacement or displacement craft as 
appropriate. 


8.2.2 The scantlings of watertight cockpits are to be of 
equivalent strength to those of the strength/weather deck. 
See also Part 4. 


8.2.3 It is recommended that the working areas of the 
weather deck have an anti-slip surface. 


8.2.4 Where decks are sheathed with wood or other 
materials, details of the method of attachment are to be 
submitted. See also 2.4. 


8.3 Lower deck/inside deckhouse plating 


8.3.1 The thickness of the lower deck/inside deckhouse 
plating is to be determined from the general plating equation 
given in 1.16 using the design pressure head from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment craft as appropriate. 


8.4 Accommodation deck plating 


8.4.1 Accommodation decks are in general to be treated 
as lower deck/inside deckhouse decks, with their plating 
requirements determined in accordance with 8.3. 


8.5 Cargo deck plating 


8.5.1 The thickness of cargo deck plating is to be 
determined from the general plating equation given in 1.16 
using the design pressure from Pt 5, Ch 3,3.1 or Pt 5, 
Ch 4,3.1 for non-displacement or displacement craft as 
appropriate. 


8.5.2 For vehicle decks, the plating thickness is to 
comply with the requirements of Ch 5,3. 


8.6 Decks forming crowns of tanks 


8.6.1 Decks forming the crown of tanks are to comply 
with the requirements for the appropriate deck, and are to be 
additionally examined for compliance with the requirements 
for deep tank plating given in 7.4. 
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8.7 Strength/weather deck stiffening 


8.7.1 The Rule requirements for section modulus, inertia 
and web area for the strength/weather deck primary 
stiffening are to be determined from the general equations 
given in 1.17, using the design pressure heads from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment craft as appropriate, and the coefficients ®7, B), and Dy 
as detailed in Table 3.1.1 for the load model (a). 


8.7.2 The Rule requirements for section modulus, inertia 
and web area for the strength/weather deck secondary 
stiffening are to be determined from the general equations 
given in 1.17, using the design pressures from Pt 5, Ch 3,3.1 
or Pt 5, Ch 4,3.1 for non-displacement or displacement craft 
as appropriate, and the coefficients 7, ®), and a as detailed 
in Table 3.1.1 for the load model (b). Special consideration will 
be given to the application of other load models subject to the 
structural arrangement and degree of end fixity provided. 


8.7.3 Longitudinal framing is, in general, to be adopted 
at the strength deck outside line of openings, but special 
consideration will be given to proposals for transverse 
framing. 


8.8 Lower deck/inside deckhouse stiffening 


8.8.1 The Rule requirements for section modulus, inertia 
and web area for lower deck/inside deckhouse stiffening are 
to be determined from the general equations given in 1.17 
using the design pressure head from Pt 5, Ch 3,3.1 or Pt 5, 
Ch 4,3.1 for non-displacement or displacement craft as 
appropriate and the coefficients ®z, B®), and ®, as detailed in 
Table 3.1.1. Primary members are assumed to be load model 
(a) and secondary members load model (b). However, special 
consideration will be given to the application of other load 
models subject to the structural arrangement and degree of 
end fixity provided. 


8.9 Accommodation deck stiffening 


8.9.1 Accommodation decks are in general to be treated 
as lower deck/inside deckhouse decks, with their scantling 
requirements determined in accordance with 8.8. 


8.10 Cargo deck stiffening 


8.10.17 The Rule requirements for section modulus, inertia 
and web area for cargo deck stiffening are to be determined 
from the general equations given in 1.17 using the design 
pressure head from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for non- 
displacement or displacement craft as appropriate and the 
coefficients ®7, B,, and M, as detailed in Table 3.1.1. Primary 
members are assumed to be load model (a) and secondary 
members load model (b). However, special consideration will 
be given to the application of other load models subject to the 
structural arrangement and degree of end fixity provided. 


8.10.2 In addition, where the cargo comprises wheeled 
vehicles, the requirements of Ch 5,3 are to be complied with. 


8.11 Deck openings 


8.17.1 All openings are to be supported by an adequate 
framing system, pillars or cantilevers. When cantilevers are 
used scantlings may be derived from direct calculations. 


8.11.2 Where stiffening members terminate in way of an 
opening they are to be attached to carlings, girders, 
transverses or coaming plates. 


8.17.3. The corners of large hatchways in the strength/ 
weather deck within 0,5L, amidships are to be elliptical, 
parabolic or rounded, with a radius generally not less than 
1/24 of the breadth of the opening. 


8.11.4 | Where elliptical corners are arranged, the major axis 
is to be fore and aft, the ratio of the major to minor axis is to 
be not less than two to one nor greater than 2,5 to one, and 
the minimum half-length of the major axis is to be defined by 
1, in Fig. 3.8.1. Where parabolic corners are arranged, the 
dimensions are also to be as shown in Fig. 3.8.1. 


1, not less than 2 Ip 


but is not less 
than 305 mm 
nor need exceed 
610 mm 


In = By, /20 | 


By, breadth 
of hatchway 


4390/78 Opening 


Fig. 3.8.1 Hatch opening geometry 


8.11.5 | Where the corners are parabolic or elliptical, insert 
plates are not required. 


8.17.6 For other shapes of corner, insert plates of the size 
and extent shown in Fig. 3.8.2 will, in general, be required. 
The required thickness of the insert plate is to be not less than 
25 per cent greater than the adjacent deck thickness, outside 
line of openings. 


8.11.7 For lower decks the corners of large openings are 
to be rounded, with a radius generally not less than 1/24 of 
the breadth of the opening. 


8.11.8 Insert plates will be required at lower decks in way 
of any rapid change in hull form to compensate for loss of 
deck cross-sectional area. Otherwise, insert plates will not 
normally be required. 


8.11.9 Adequate transverse strength is to be provided in 
the deck area between large hatch openings, subjected to 
transverse and buckling loads. 


8.11.10 The requirements for closing arrangements and 
outfit are given in Pt 3, Ch 4. 
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One frame space fore and aft 
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Fig. 3.8.2 Inserts in way of hatch opening 


8.12 Sheathing 


8.12.1. The requirements for deck sheathing given in 2.4 
are to be complied with. 


8.13 Novel features 


8.13.17 | Where large or novel hatch openings are proposed, 
detailed calculations are to be submitted to demonstrate that 
the scantlings and arrangements in way of the openings are 
adequate to maintain continuity of structural strength. 


a Section 9 
Superstructures, deckhouses and 
bulwarks 


9.1 General 


9.1.1 Where practicable, superstructures and deck- 
houses are to be designed with well cambered decks and well 
radiused corners to build rigidity into the structure. 


9.1.2 The plating and supporting structure are to be 
suitably reinforced in way of localised areas of high stress 
such as corners of openings, cranes, masts, derrick posts, 
machinery, fittings and other heavy or vibrating loads. 


9.7.3 Primary stiffening members are to be continuous 
and substantially bracketed at their end connections to 
maintain continuity of structural strength. 


9.1.4 Secondary stiffening members are to be effectively 
continuous and bracketed at their end connections as 
appropriate. 


9.1.5 Structures subject to concentrated loads are to be 
suitably reinforced. Where concentrations of loading on one 
side of a stiffener may occur, such as pillars out of line, the 
stiffener is to be adequately stiffened against torsion. 


9.1.6 The plating thickness of superstructures, deck- 
houses and bulwarks is in no case to be less than the 
appropriate minimum requirement given in Section 2. 


9.1.7 Stiffener sections and geometric properties are to 
be in accordance with 1.18. 


9.2 Symbols and definitions 


9.2.1 The term ‘house’ is used in this Section to include 
both superstructures and deckhouses. 


9.2.2 The symbols applicable to this Section are defined 
in 1.5.1. 


9.3 House side plating 


9.3.1 The thickness of house side plating is to be 
determined from the general plating equation given in 1.16 
using the design pressure from Pt 5, Ch 3,3.1 or Pt 5, 
Ch 4,3.1 for non-displacement or displacement craft as 
appropriate. 


9.4 House front plating 


9.4.1 The thickness of the house front plating is to be 
determined from the general plating equation given in 1.16 
using the design pressure from Pt 5, Ch 3,3.1 or Pt 5, Ch 4, 
8.1 for non-displacement or displacement craft as appropriate. 


9.5 House end plating 


9.5.1 The thickness of the house end plating is to be 
determined from the general plating equation given in 1.16 
using the design pressure from Pt 5, Ch 3,3.1 or Pt 5, 
Ch 4,3.1 for non-displacement or displacement craft as 
appropriate. 


9.6 House top plating 


9.6.1 The thickness of the house top plating is to be 
determined from the general plating equation given in 1.16 
using the design pressure from Pt 5, Ch 3,3.1 or Pt 5, 
Ch 4,3.1 for non-displacement or displacement craft as 
appropriate. 


9.7 Coachroof plating 


9.7.1 The thickness of the coachroof plating is to be 
determined from the general plating equation given in 1.16 
using the design pressure from Pt 5, Ch 3,3.1 or Pt 5, 
Ch 4,3.1 for non-displacement or displacement craft as 
appropriate. 
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9.8 Machinery casing plating 


9.8.1 The thickness of the plating of machinery casings 
is to be determined from the general plating equation given in 
1.16 using the design pressure from Pt 5, Ch 3,3.1 or Pt 5, 
Ch 4,3.1 for non-displacement or displacement craft as 
appropriate. 


9.9 Forecastle requirements 


9.9.1 The forecastle side plating may be a continuation 
of the hull side shell plating or fitted as a separate assembly. 
In both cases the plating thickness is to be the same as the 
side shell plating at deck edge. Where fitted as a separate 
assembly, suitable arrangements are to be made to ensure 
continuity of the effect of the sheerstrake at the break and at 
the upper edge of the forecastle side. Full penetration welding 
is to be used. 


9.9.2 The side plating is to be stiffened by side frames 
effectively connected to the deck structure. Deep webs are to 
be fitted to ensure overall rigidity. 


9.9.3 The deck plating thickness is to be increased by 
20 per cent in way of the end of the forecastle if this occurs at 
a position aft of 0,25Lp from the F.P. No increase is required if 
the forecastle end bulkhead lies forward of 0,2LR from the F.P. 
The increase at intermediate positions of end bulkhead is to 
be obtained by interpolation. 


9.10 House side stiffeners 


9.10.1. The Rule requirements for section modulus, inertia 
and web area for the house side primary stiffening are to 
be determined from the general equations given in 1.17, using 
the design pressures from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for 
non-displacement or displacement craft as appropriate, and 
the coefficients ®z, B), and ®, as detailed in Table 3.1.1 for 
the load model (a). 


9.10.2 The Rule requirements for section modulus, inertia 
and web area for house side secondary stiffening are to be 
determined from the general equations given in 1.17, using 
the design pressures from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for 
non-displacement or displacement craft as appropriate, and 
the coefficients 7, ®), and ®, as detailed in Table 3.1.1 for 
the load model (b). Special consideration will be given to the 
application of other load models subject to the structural 
arrangement and degree of end fixity provided. 


9.11 House front stiffeners 


9.11.1. The Rule requirements for section modulus, inertia 
and web area for house front primary stiffening are to be 
determined from the general equations given in 1.17, using 
the design pressures from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for 
non-displacement or displacement craft as appropriate, and 
the coefficients 7, ®), and ®, as detailed in Table 3.1.1 for 
the load model (a). 


9.11.2 The Rule requirements for section modulus, inertia 
and web area for house front secondary stiffening are to be 
determined from the general equations given in 1.17, using 
the design pressures from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for 
non-displacement or displacement craft as appropriate, and 
the coefficients ®7, ®), and ®, as detailed in Table 3.1.1 for 
the load model (b). Special consideration will be given to the 
application of other load models subject to the structural 
arrangement and degree of end fixity provided. 


9.12 House aft end stiffeners 


9.12.1. The Rule requirements for section modulus, inertia 
and web area for house aft end primary stiffening are to be 
determined from the general equations given in 1.17, using 
the design pressures from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for 
non-displacement or displacement craft as appropriate, and 
the coefficients ®7, ®), and ®, as detailed in Table 3.1.1 for 
the load model (a). 


9.12.2 The Rule requirements for section modulus, inertia 
and web area for house aft end secondary stiffening are to 
be determined from the general equations given in 1.17, using 
the design pressures from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for 
non-displacement or displacement craft as appropriate, and 
the coefficients ®7, ®), and ®, as detailed in Table 3.1.1 for 
the load model (b). Special consideration will be given to the 
application of other load models subject to the structural 
arrangement and degree of end fixity provided. 


9.13 House top stiffeners 


9.13.1 The house top is to be effectively supported by a 
system of transverse or longitudinal beams and girders. The 
span of the beams is in general not to exceed 2,4 m and the 
beams are to be effectively connected to the house upper 
coamings and girders. 


9.13.2 The Rule requirements for section modulus, inertia 
and web area for house top primary stiffening are to be 
determined from the general equations given in 1.17, using 
the design pressures from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for 
non-displacement or displacement craft as appropriate, and 
the coefficients Bz, ®), and Wy, as detailed in Table 3.1.1 for 
the load model (a). 


9.13.3 The Rule requirements for section modulus, inertia 
and web area for house top secondary stiffening are to be 
determined from the general equations given in 1.17, using 
the design pressures from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for 
non-displacement or displacement craft as appropriate, and 
the coefficients ®7, ®,, and ®, as detailed in Table 3.1.1 for 
the load model (b). Special consideration will be given to the 
application of other load models subject to the structural 
arrangement and degree of end fixity provided. 
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9.14 Coachroof stiffeners 


9.14.1. The Rule requirements for section modulus, inertia 
and web area for coachroof primary stiffening are to be 
determined from the general equations given in 1.17, using 
the design pressures from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for 
non-displacement or displacement craft as appropriate, and 
the coefficients ®z, ®,, and ®, as detailed in Table 3.1.1 for 
the load model (a). 


9.14.2 The Rule requirements for section modulus, inertia 
and web area for coachroof secondary stiffening are to be 
determined from the general equations given in 1.17, using 
the design pressures from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for 
non-displacement or displacement craft as appropriate, and 
the coefficients ®z, ®), and ®, as detailed in Table 3.1.1 for 
the load model (b). Special consideration will be given to the 
application of other load models subject to the structural 
arrangement and degree of end fixity provided. 


9.15 Machinery casing stiffeners 


9.15.1 The Rule requirements for section modulus, inertia 
and web area for machinery casing primary stiffening are to 
be determined from the general equations given in 1.17, using 
the design pressures from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for 
non-displacement or displacement craft as appropriate, and 
the coefficients ®7, ®,, and ®, as detailed in Table 3.1.1 for 
the load model (a). 


9.15.2 The Rule requirements for section modulus, inertia 
and web area for machinery casing secondary stiffening are 
to be determined from the general equations given in 1.17, 
using the design pressures from Pt 5, Ch 3,3.1 or Pt 5, 
Ch 4,3.1 for non-displacement or displacement craft as 
appropriate, and the coefficients ®7, ®,, and ®, as detailed 
in Table 3.1.1 for the load model (b). Special consideration will 
be given to the application of other load models subject to the 
structural arrangement and degree of end fixity provided. 


9.15.3. Where casing stiffeners carry loads from deck 
transverses, girders, etc., or where they are in line with pillars 
below, they are to be suitably reinforced. 


9.15.4 | Where casing sides act as girders supporting decks 
over, care is to be taken that access openings do not 
seriously weaken the structure. Openings are to be effectively 
framed and reinforced if found necessary. Particular attention 
is to be paid to stiffening where the casing supports the funnel 
or exhaust uptakes. 


9.16 Forecastle stiffeners 


9.16.1. The scantlings of forecastle primary and secondary 
stiffening members are to be equivalent to those for the side 
shell envelope framing at the deck edge as required by 
Section 4. 


9.17 Superstructures formed by extending side 
structures 


9.17.1. Superstructure first tier sides formed by extending 
the hull side structure are to be in accordance with the 
requirements for house fronts given in 9.4 and 9.11 for plating 
and stiffeners respectively, but need not be taken as greater 
than the side structure requirements at the deck edge at the 
same longitudinal position. 


9.18 Fire aspects 


9.18.1 | The requirements for fire detection, protection and 
extinction are given in Part 17. 


9.19 Openings 


9.19.1 All openings are to be substantially framed and 
have well rounded corners. Arrangements are to be made to 
minimise the effect of discontinuities in erections. Continuous 
coamings or girders are to be fitted below and above doors 
and similar openings. 


9.19.2 Particular attention is to be paid to the effectiveness 
of end bulkheads, and the upper deck stiffening in way, when 
large openings for doors and windows are fitted. 


9.19.3 Special care is to be taken to minimise the size and 
number of openings in the side bulkheads in the region of the 
ends of erections within 0,5LR amidships. Account is to be 
taken of the high vertical shear loading which can occur in 
these areas. 


9.19.4 For closing arrangements and outfit the require- 
ments are given in Pt 3, Ch 4. 


9.20 Mullions 


9.20.1 | Window openings are to be suitably framed and 
mullions will in general be required. 


9.20.2 The scantlings of mullions are to be not less than 
as required for a stiffener in the same position. 


9.20.3 When determining the stiffener requirements, the 
width of effective plating is in no case to be taken as greater 
than the distance between adjacent window openings. 


9.20.4 Where significant shear forces are to be vertically 
transmitted by the window frames, adequate shear rigidity is 
to be verified by direct calculation. 


9.21 Global strength 


9.21.1 Transverse rigidity is to be maintained throughout 
the length of the erection by means of web frames, bulkheads 
or partial bulkheads. Particular attention is to be paid when 
an upper tier is wider than its supporting tier and when signif- 
icant loads are carried on the house top. 
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9.21.2 Where practicable, web frames are to be arranged 
in line with bulkheads below. 


9.21.3 Internal bulkheads are to be fitted in line with bulk- 
heads or deep primary stiffeners below. 


9.22 House/deck connection 


9.22.1 Adequate support under the ends of erections is to 
be provided in the form of webs, pillars, diaphragms or bulk- 
heads in conjunction with reinforced deck beams. 


9.22.2 Special attention is to be given to the connection of 
the erection to the deck in order to provide an adequate load 
distribution and avoid stress concentrations. 


9.22.3 Connections between the erection and the deck by 
means of bimetallic joints are to comply with Ch 2,4.28. 


9.22.4 — Typical design details of house/deck connections 
are given in LR’s Guidance Notes for Structural Details. 


9.23 Sheathing 


9.23.1 Sheathing arrangements are to comply with the 
requirements of 2.4. 


9.24 Erections contributing to longitudinal strength 


9.24.1 For craft above 40 m in length, Lp, or for designs 
where the superstructure is designed to absorb global loads 
the effectiveness of superstructures to carry these loads is to 
be determined. The effectiveness may be assessed in accor- 
dance with Ch 6,2.5. 


9.24.2 Where 9.17 applies and the first or second tier is 
regarded as the strength deck according to Ch 6,2.5, the hull 
upper deck scantlings at the forward and aft ends of the 
superstructure may need to be increased due to the lesser 
efficiency of the superstructure tiers at their ends. The 
scantlings of the side structure in way of these areas may also 
need to be increased. 


9.24.3 When large openings or a large number of smaller 
openings are cut in the superstructure sides, reducing the 
capability to transmit shear force between decks, an assess- 
ment or structural efficiency may be required. 


9.25 Novel features 

9.25.1. Direct calculations may be required to determine 
the plating and stiffener requirements where the house is of 
unusual design, form or proportions. 

9.26 Bulwarks 


9.26.1 General requirements for bulwarks are given in 
Pt 3, Ch 4,8. 


9.26.2 The thickness of the bulwark plating is to be 
determined from the general plating equation given in 1.16 
using the design pressure from Pt 5, Ch 3,3.1 or Pt 5, 
Ch 4,3.1 for non-displacement or displacement craft as 
appropriate. 


9.26.3 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in 1.17, using the design pressures from Pt 5, Ch 3,3.1 
or Pt 5, Ch 4,3.1 for non-displacement or displacement craft 
as appropriate, and the coefficients Bz, ®,, and ®, as detailed 
in Table 3.1.1 for the load model (d). 


9.26.4 Bulwarks are not to be cut for gangway or other 
openings near the breaks of superstructures. 


9.26.5 Attention is to be paid to avoid discontinuity of 
strength of the bulwark, particularly in way of local increases 
in stress and changes in height. 


9.26.6 Welding of bulwark to the top edge of sheer strake 
within 0,5Lp amidship, is generally to be avoided. However, if 
this arrangement is not practicable welding to the sheerstrake 
may be accepted if care is taken to minimise any notch 
effects. 


9.26.7 Fishing craft are to have bulwarks fitted. The 
bulwark may be formed from a continuation of the side shell 
plating or connected as a separate assembly. Where the 
bulwark is considered to be stressed and contributing to the 
global strength of the craft, the plate thickness of the bulwark 
is not to be less than the sheerstrake plating thickness. In no 
case is the thickness of the bulwark plating to be taken as less 
than 80 per cent of the side shell thickness. The bulwark is to 
be supported by suitable stiffening members which may be 
formed from a continuation of the side frames, or from flanged 
plate stays of the same thickness as the bulwark. In general 
these frames are to be spaced not more than two side frame 
spacings apart. 


9.26.8 — In way of gantries, trawl gallows, mooring pipes, 
etc., the plate thickness in way is to be increased by not less 
than 50 per cent. 


9.26.9 Pilot craft are to be fitted with sufficient hand rails 
adjacent to the exposed areas of the working decks and 
platforms. In addition these areas are to have non-skid 
surfaces. 

9.27 Freeing arrangements 

9.27.1 Requirements for freeing arrangements are given in 
Pt 3, Ch 4,9. 


9.28 Free flow area 


9.28.1 The requirements for the free flow area are given in 
Pt 3, Ch 4,9.3. 
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9.29 Guard rails 


9.29.1 The requirements for guard rails are given in Pt 3, 
Ch 4,8.4. 


| Section 10 
Pillars and pillar bulkheads 


10.1 Application 


10.1.1. Pillars are to be arranged to transmit loads from 
decks and superstructures into the bottom structure. Pillars 
are generally to be constructed from solid, tubular, or J beam 
section. A pillar may be a fabricated trunk or partial bulkhead. 


10.2 Determination of span length 


10.2.1 The effective span length of the pillar, leps is in 
general the distance between the head and heel of the pillar. 
Where substantial brackets are fitted, lop May be reduced by 
2/3 the depth of the bracket at each end. 


10.3 Head and heel connections 


10.3.1 Pillars are to be attached at their heads to plates 
supported by efficient brackets, in order to transmit the load 
effectively. Doubling or insert plates are to be fitted to decks 
under large pillars and to the inner bottom under the heels of 
tubular or hollow square pillars. The pillars are to have a 
bearing fit and are to be attached to the head and heel plates 
by continuous welding. At the heads and heels of pillars built 
of rolled sections, the load is to be well distributed by means 
of longitudinal and transverse brackets. 


10.4 Alignment and arrangement 


10.4.7 ‘Pillars are to be located on main structural 
members. They are in general to be fitted below windlasses, 
winches, capstans, the corners of deckhouses and elsewhere 
where considered necessary. 


10.4.2. Wherever possible, deck pillars are to be fitted in 
the same vertical line as pillars above and below, and effective 
arrangements are to be made to distribute the load at the 
heads and heels of all pillars. 


10.4.3 Where pillars support eccentric loads, or are 
subjected to lateral pressures, they are to be suitably 
strengthened for the additional bending moment imposed 
upon them. 


10.4.4 Doublers are generally to be fitted on decks and 
inner bottoms, other than within tanks where doublers are not 
allowed. Brackets may be used instead of doublers. 


10.5 Minimum thickness 

10.5.1. ~The minimum wall thickness of hollow pillars is to 
be taken as not less than 1/20 of the external dimension of 
the pillar. 


10.6 Design loads 


10.6.1 The design loading, Pp, is not to be less than: 


Po = SgtOgtPco+Pa kN 
where 
Po = design load supported by the pillar, to be taken as 
not less than 5 KN 
P. = basic deck girder design pressure, as appropriate, 
plus any other loadings directly above the pillar, in 
kN/m?2 
P, = load, in KN, from pillar or pillars above, assumed 
zero if there are no pillars over 
Sgt = Spacing, or mean spacing, of girders or trans- 
verses, in metres 
bgt = distance between centres of two adjacent spans of 
girders or transverses supported by the pillar, in 
metres. 
10.7 Scantlings determination 


10.7.1. The cross-sectional area of the pillar, Ap: is not to 
be less than: 


P 
A, = 10— cm2 
Sp 


P, = design load, in KN, supported by the pillar as 
determined from 10.6 


Sp = permissible compressive stress, in N/mm? 
fy, o 
= pm j N/mm? 
T+ 0,0156, k(-) 
where 
f, = pillar location factor defined in Table 3.10.1 


o, = 0,2 per cent proof stress of the alloy in the 
unwelded condition, in N/mm? 
ky = pillar end fixity factor 
= 0,25 for full fixed/bracketed 
= 0,50 for partially fixed 
= 1,0 for free ended 


r = least radius of gyration of pillar cross-section, in cm, 
and may be taken as: 
di 
fp =o. em 
Ap 
Ip = least moment of inertia of cross-section of pillar or 
stiffener/plate combination, in cm4 
lep = effective span of pillar or bulkhead, in metres, as 


defined in 10.2. 
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Table 3.10.1 Pillar location factors 


Location 


Supporting weather deck 
Supporting vehicle deck 


Supporting passenger deck 
Supporting lower/inner deck 
Supporting coachroof 
Supporting deckhouse top 


10.8 Maximum slenderness ratio 


10.8.1. The slenderness ratio (lep/t) of pillars is not to be 
taken greater than 1,1, where /,, and r are as defined 
in 10.7.1. Pillars with slenderness ratio in excess of 1,1 may 
be accepted subject to special consideration on a case by 
case basis and provided that the remaining requirements of 
the Rules are complied with. 


10.9 Pillars in tanks 


10.9.1 In no circumstances are pillars to pass through 
tanks. Where loads are to be transmitted through tanks, pillars 
within the tanks are to be carefully aligned with the external 
pillars. 


10.9.2 Pillars within tanks are, in general, to be of solid 
cross section. Where it is proposed to use hollow section 
pillars each case will be subject to special consideration and 
the scantlings as determined from the Rules may require to 
be increased dependent upon the material to be used, the 
fluid contained and the arrangement of the pillars. Hollow 
pillars are to be adequately drained and vented. 


10.9.3. Where pillars within tanks may be subjected to 
tensile stresses due to hydrostatic pressure, the design is to 
provide sufficient welding to withstand the tensile load 
imposed. 


10.9.4 Doubling plates at ends of pillars within tanks are 
not acceptable. 


10.10 Pillar bulkheads 


10.10.17 The stiffener/plate combination used in the 
determination of pillar bulkhead scantlings is to be that of a 
stiffener with an effective width of attached plating as 
determined from 1.11. 


10.10.2 The cross-sectional area of the pillar bulkhead, App, 
is to be determined in accordance with 10.7 using the design 
loading, Pop, as follows: 


Pob = Sbs Ppp Po + Pa KN 


where 
Pop = design load supported by the stiffener plate 
combination of the pillar bulkhead 
P,. = basic deck girder design pressure, as appropriate, 


plus any other loadings directly above the pillar, in 
kN/m2 


i) 
B 
I 


spacing, or mean spacing, of bulkheads or effective 
transverses/longitudinal stiffeners, in metres 

bpp = distance between centres of two adjacent spans of 
girders or transverses supported by the pillar 
bulkhead, in metres, and can be taken as the 
distance between pillar bulkhead stiffeners where 
the stiffeners at the top of the bulkhead effectively 
distributes the load evenly into the stiffeners. 


10.10.3 The thickness of the bulkhead plating is in no case 
to be taken less than 4 mm. 


10.11 Direct calculations 


10.11.71 As an alternative to 10.6, pillars may be designed 
on the basis of direct calculation. The method adopted and 
the stress levels proposed for the material of construction are 
to be submitted together with the calculations for considera- 
tion. 


10.12 Fire aspects 


10.12.17 Pillars and pillar bulkheads are to be suitably 
protected against fire, and, where necessary, be self- 
extinguishing or capable of resisting fire damage. All pillars are 
to comply with the requirements of Part 17. 


10.13 Novel features 


10.13.71 Where unusual or novel pillar designs are proposed 
that are unable to comply with the requirements of this 
Section, their design together with the direct calculations are 
to be submitted for special consideration. 
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Section 

1 General 

2 Minimum thickness requirements 

3 Shell envelope plating 

4 Shell envelope framing 

5 Single bottom structure and appendages 

6 Double bottom structure 

7 Bulkheads and deep tanks 

8 Deck structures 

9 Superstructures, deckhouses, pillars and 
bulwarks 


| Section 1 
General 


1.1 Application 


7.1.1 The requirements of this Chapter are applicable to 
multi-hull craft of aluminium construction as defined in Pt 1, 
Ch 1,1. 


1.2 General 


de2ed Except as otherwise specified within this Chapter, 
the scantlings and arrangements of multi-hull craft are to be 
determined in accordance with the procedures described in, 
or required by Chapter 3 for mono-hull craft, using the 
pressures from Part 5 appropriate to multi-hulls. 


1.3 Direct calculations 


1.3.1 Where the craft is of unusual design, form or 
proportions, or where the speed of the craft exceeds 6O knots 
the scantlings are to be determined by direct calculation. 


1.3.2 The requirements of this Chapter may be modified 
where direct calculation procedures are adopted to analyse 
the stress distribution in the primary structure. 


1.4 Equivalents 


1.4.1 Lloyd’s Register (hereinafter referred to as ‘LR’) will 
consider direct calculations for the derivation of scantlings as 
an alternative and equivalent to those derived by Rule require- 
ments in accordance with Pt 3, Ch 1,3. 


1.5 Symbols and definitions 


1.51 The symbols used in this Chapter are defined below 
and in the appropriate Section: 
k, = alloy factor 
125/o, 
Ss = Stiffener spacing, in mm 
plating thickness, in mm 
Rule length of craft, in metres 
0,2 per cent proof stress of the alloy in the welded 
condition, in N/mm2. 


sao 
Hoi ou oth 


15:2 Bottom outboard. For high speed craft, where the 
scantlings of the bottom shell are governed by impact 
pressure considerations, the bottom outboard shell is defined 
as the area of the hull between the outboard edge of the keel 
and the outer bilge tangential point. For displacement and 
semi displacement type craft where the scantlings of the 
bottom shell are governed by either hydrostatic or pitching 
pressures the bottom outboard shell is to extend to the chine 
line or 150 mm above the static load waterline, whichever is 
the greater. 


7.5.3 Bottom inboard. For high speed craft, where the 
scantlings of the bottom shell are governed by impact 
pressure considerations, the bottom inboard shell is defined 
as the area of the hull between the inboard edge of the keel 
and the inner bilge tangential point. For displacement and 
semi displacement type craft where the scantlings of the 
bottom shell are governed by either hydrostatic or pitching 
pressures the bottom inboard shell is to extend to the chine 
line or 150 mm above the static load waterline, whichever is 
the greater. 


1.5.4 Cross-deck. The cross-deck is defined as the 
structure which forms the bridge connection between any two 
adjacent hulls. 


1.6.5 Haunch. The haunch is defined as the transition 
area between the cross-deck and the inboard side shell 
plating. 


1.5.6 Side inboard. The side inboard is defined as the 
area between the bottom inboard shell and the wet-deck (or 
lower edge of the haunches, where fitted). 


ona Side outboard. The side outboard is defined as the 
area between bottom outboard shell and the deck at side. 


1.5.8 Wet-deck. The wet-deck is defined as the area 
between the upper edges of the side inboard plating (or upper 
edges of the haunches, where fitted). 
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| Section 2 oa 
Minimum thickness requirements 
2.1 General Me: 
. wg . . : 2.1.3 
2.1.1 Unless otherwise specified in this Section, the 


requirements of Ch 3,2 are to be complied with. 


Table 4.2.1 


Item 


Minimum thickness requirements 


The thickness of plating and stiffeners determined 


from the Rule requirements is in no case to be less than the 
appropriate minimum requirement given in Table 4.2.1 for craft 


In addition, where plating contributes to the global 


required to satisfy global strength requirements. 


Minimum thickness (mm) 


strength of the craft, the thickness is to be not less than that 


Catamaran 


Multi-hul 


Swath 


Shell envelope 
Bottom shell plating 


o km O74 LR +1, 


0) >4,00 


ohn 


0,7 {LR + 


0) > 4,00 


o Vkm (0,7 LR + 


1,0) = 


Side shell plating 


oN km 0,5 


LR+1 


423,50 


olkm 


0,5 LR 


4) 23,50 


o Vkm 0,5 VLR + 


Wet-deck plating 


1,4)>3,50 


one 


423,50 


0 km 0.5 VLR + 


Single bottom structure 
Centre girder web 


0M km (1.1 41 LR + 


1,4)>5,00 


ok 


11 {bp 


4) 25,00 


@ Vkm (1-1 LR + 


Floor webs 


o Vk (0,8 


LR+1 


1)24,00 


0,8 VL + 1,1)24,00 


© km 0.8 {Lp + 


Side girder webs 


o km 0,84 LR +1 


ne 


4,0@ 


0 fhm 


0,8 {Lp + 1,1 


)24,00@ 


© km 0,8 {LR + 


Double bottom structure 
Centre girder 


(1) Within 0,4L amidships 


(2) Outside 0,4L amidships 


© Vkm (1.1 VLR + 1,4) 2 
o km (0,95 [LR + 1,4) 25,00 


(1,1 Lp 


o km 0,95 [LR + 1,4) 25,00 


+1,4)>5,0@ 


o km (11 [LR + 


1,4)>5,0@ 


o Vkm (0,95 VLR + 1,4) 25,0 


Floors and side girders 


Inner bottom plating 


o Vkm (0,8 4{Lp + 1,1 


8) 23,5 @ 


© km (0,7 [LR +1 


)24,00 


ok 
ol 


(0.84/LR 


(0,7 [Le 


+1,1)2=4,00@ 


+ 1,3)23,50 


ol km (0,8 [LR + 
© km (0,7 [LR + 


1,1)>4,00 


1,3)>3,50 


Bulkheads 
Watertight bulkhead plating 


o Km 0,43 [LR + 1,2) 23,0 


o km 0,43 [LR + 1,2) 23,0 


© Vkm (0,43 {LR + 1,2) 23,0 


Deep tank bulkhead plating 


La+1 


o Kr (0.5 


4) 23,50 


oka 


423,50 


0,5 LR+1, 


23,50 


Deck plating and stiffeners 
Strength/Main deck plating 


o kp (0,5 


LR+1 


423,50 


+1,4)23,50 


© km 0.5 Lp + 


>3,50 


Lower deck/Inside deckhouse 


o Vkm 0.3 LR + 


1,3) 23,00 


ifn 


+ 1,3)>3,0@ 


0 in 03 lat 


>3,0 0 


Superstructures and deckhouses 
Superstructure side plating 


1,1) 23,00 


o Ake 


R+1,1)23,0e 


0 km 04 YL + 


> 3,0 o 


Deckhouse front 1st tier 


Deckhouse front upper tiers 


o km 0,62 [LR + 1,8) 23,50 
o km (0,55 [Lp + 1,5) 23,00 


o km (0,62 (Lp + 1,8) 23,50 
o Vkm (0,55 [Lp + 1,5) 23,00 


@ km (0,62 [Lp + 
0 V km (0,55 [Lp + 


1,8)>3,5@ 


1,5) >3,00 


Deckhouse aft 


0 km (0,25 [LR + 0,7) 22,50 


o km (0,25 [Lp + 0,7) 22,50 


© Vkm (0,25 LR + 


0,7) 22,50 


Pillars 
Wall thickness of tubular pillars 


© km 0,070, 


oA km 0,070, 


oA km 0,071, 


Wall thickness of rectangular pillars 


o kin 0,076, 


| kn 0,07Bp 


oN kr 0,076, 


Symbols 


service type factor as determined from Table 4.2.2 


= 385/(o, + oy) 


= specified minimum yield stress or 0,2% proof stress of the alloy in unwelded condition, in N/mm2 
specified minimum ultimate tensile strength of the alloy in unwelded condition, in N/mmm2 
minimum breadth of cross section of hollow rectangle pillar, in mm 
outside diameter of tubular pillar, in mm 


as defined in 1.5.1 
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Table 4.2.2 Service type correction factors () 


Service type notation 


Cargo 


Passenger 
Patrol 

Pilot 

Yacht 
Workboat MFV 


| Section 3 
Shell envelope plating 


3.1 General 


3.1.1 Unless otherwise specified within this Section, the 
scantlings and arrangements for shell envelope plating are to 
be determined in accordance with the procedures described 
in, or as required by, Ch 3,3 for mono-hull craft using the 
pressures from Part 5 appropriate to multi-hulls. 


3.1.2 The thickness of the shell envelope plating is in no 
case to be less than the appropriate minimum requirement 
given in Section 2. 


3.2 Keel plates 


3.2.1 The breadth, 6,, and thickness, t,, of plate keels are 
not to be taken as less than: 


om = 5,0LpR + 250 mm 
th = {kg 1,85L_°45 mm 


where 
Lpand k, are as defined in 1.5.1. 


3.2.2 In no case is the thickness of the keel to be less 
than that of the adjacent bottom shell plating. 


3.2.3 The width and thickness of plate keels are to be 
maintained throughout the length of the craft from the 
transom to a point not less than 25 per cent of the freeboard 
(measured at the forward perpendicular) above the deepest 
load waterline on the stem. Thereafter the keel thickness may 
be reduced to that required by Ch 3,3.3.1 for the stem. 


3.2.4 For large or novel craft and for yachts with 
externally attached ballast keels, the scantlings of the keel will 
be specially considered. 


3.3 Bottom outboard 


3.3.1 The thickness of the bottom outboard plating is to 
be determined from the general plating equation given in 
Ch 3,1.16 using the design pressure from Pt 5, Ch 3,3.1 or 
Pt 5, Ch 4,3.1 for non-displacement or displacement craft as 
appropriate. 


3.3.2 For all craft types, the minimum bottom outboard 
shell thickness requirement given in Section 2 is to extend to 
the chine line or 150 mm above the static load waterline, 
whichever is the greater. 


3.4 Bottom inboard 


3.4.1 The thickness of the bottom inboard plating is to be 
determined from the general plating equation given in 
Ch 3,1.16 using the design pressure from Pt 5, Ch 3,3.1 or 
Pt 5, Ch 4,3.1 for non-displacement or displacement craft as 
appropriate. 


3.4.2 For all craft types, the minimum bottom inboard 
shell thickness requirement given in Section 2 is to extend to 
the chine line or 150 mm above the static load waterline, 
whichever is the greater. 


3.5 Side outboard 


3.5.7 The thickness of the side outboard plating is to be 
determined from the general plating equation given in 
Ch 3,1.16 using the design pressure from Pt 5, Ch 3,3.1 or 
Pt 5, Ch 4,3.1 for non-displacement or displacement craft as 
appropriate. 


3.6 Side inboard 


3.6.1 The thickness of the side inboard plating is to be 
determined from the general plating equation given in 
Ch 3,1.16 using the design pressure from Pt 5, Ch 3,3.1 or 
Pt 5, Ch 4,3.1 for non-displacement or displacement craft as 
appropriate. 


3.7 Wet-deck 


3.7.9 The thickness of the wet-deck plating is to be 
determined from the general plating equation given in 
Ch 3,1.16 using the design pressure from Pt 5, Ch 3,3.1 or 
Pt 5, Ch 4,3.1 for non-displacement or displacement craft as 
appropriate. 


3.7.2 Additionally, the thickness of the wet-deck 
plating is in no case to be less than the thickness of the side 
inboard shell plating determined from 3.6. 


3.7.3 The wet-deck plating on the underside of the 
cross-deck structure may require to be additionally protected, 
particularly where the air gap is small and there is a high risk 
of localised impact due to collision with floating debris, ice, 
etc., in the service area. In such cases the sheathing 
requirements given in Ch 3,2.4 are to be complied with. 
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3.8 Transom 


3.8.1 The scantlings and arrangements of the stern or 
transom are to be not less than that required for the adjacent 
bottom inboard or side outboard structure as appropriate. 
Where water jet or sterndrive units are fitted, the scantlings of 
the plating in way of the nozzles and connections will be 
specially considered. 


3.9 Haunch reinforcement (SWATH) 


3.9.1 For craft above 40 m in Rule length, Lp, the 
stresses in the haunch area are to be derived using a two 
dimensional fine mesh finite element analysis. The model is to 
extend horizontally into the box structure and vertically into 
the strut structure. All discontinuities and cut-outs are to be 
modelled in order to determine shear stresses at critical 
locations and stresses for the determination of fatigue 
strength. 


3.9.2 Due consideration is to be given to shear lag when 
determining the effective breadth of the attached plating. 


3.10 Lower hull (SWATH) 


3.10.1 | Where the lower hull structure incorporates ring 
frames and attached shell plating fitted between bulkheads or 
diaphragms, the thickness of the lower hull shell plating may 
be derived from an established method for shell analysis or 
recognised standard for pressure vessels using the design 
pressure loading from Pt 5, Ch 4,3.1. Other loads considered 
significant for the scantling determination are to be taken into 
account. Modes of failure to be considered are buckling, 
frame collapse, inter-frame shell collapse and overall frame 
shell collapse between bulkheads. A copy of the direct 
calculations is to be submitted for consideration. 


3.11 Novel features 


3.11.1. Where the Rules do not specifically define the 
requirements for plating elements with novel features then the 
scantlings and arrangements are to be determined by direct 
calculations. Such calculations are to be carried out on the 
basis of the Rules, Recognised Standards and good practice, 
and are to be submitted for consideration. 


@ Section 4 
Shell envelope framing 


4.1 General 


4.1.1 Unless otherwise specified in this Section, the 
scantlings and arrangements for shell envelope framing are to 
be determined in accordance with the procedures described 
in, or as required by, Ch 3,3 for mono-hull craft using the 
pressures from Part 5 appropriate to multi-hulls. 


4.1.2 The requirements in this Section apply to longitudinally 
and transversely framed shell envelopes. 


4.2 Bottom outboard longitudinal stiffeners 


4.2.1 Bottom outboard longitudinal stiffeners are to be 
supported by transverse web frames, floors, bulkheads, or 
other primary structure, generally spaced not more than 2 m 
apart. 


4.2.2 Bottom outboard longitudinals are to be continuous 
through the supporting structures. 


4.2.3 Where it is impracticable to comply with the 
requirements of 4.2.2, or where it is proposed to terminate the 
bottom outboard longitudinals in way of the transom, 
bulkheads or integral tank boundaries, all longitudinals are to 
be bracketed in way of their end connections to maintain the 
continuity of structural strength. Particular attention is to be 
taken to ensure accurate alignment of the brackets. 


4.2.4 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in Ch 3,1.17, using the design pressures from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment craft as appropriate, and the coefficients Bz, B), and By 
as detailed in Table 3.1.1 in Chapter 3 for the load model (b). 


4.3 Bottom outboard longitudinal primary 
stiffeners 
4.3.1 Bottom outboard longitudinal primary stiffeners are 


to be supported by deep transverse web frames, floors, 
bulkheads, or other primary structure, generally spaced not 
more than 4 m apart. 


4.3.2 Bottom outboard longitudinal primary stiffeners are 
to be continuous through transverse bulkheads and 
supporting structures. 


4.3.3 Where it is impracticable to comply with the 
requirements of 4.3.2, or where it is proposed to terminate the 
stiffeners in way of the transom, bulkheads or integral tank 
boundaries, they are to be bracketed in way of their end 
connections to maintain the continuity of structural strength. 
Particular care is to be taken to ensure accurate alignment of 
the brackets. All brackets are to be ‘soft toed’ and are to 
terminate on suitable supporting structure capable of 
carrying the transmitted bending moment. 


4.3.4 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in Ch 3,1.17, using the design pressures from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment craft as appropriate, and the coefficients Bz, B), and By 
as detailed in Table 3.1.1 in Chapter 3 for the load model (a). 
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4.4 Bottom outboard transverse stiffeners 4.8 Bottom inboard longitudinal primary stiffeners 
4.4.1 Bottom outboard transverse stiffeners are defined 4.8.1 The scantlings and arrangements for bottom 


as local stiffening members which support the bottom shell 
and which may be continuous or intercostal. 


4.4.2 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in Ch 3,1.17, using the design pressures from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment craft as appropriate, and the coefficients ®7, B), and Dy 
as detailed in Table 3.1.1 in Chapter 3 for the load model (b). 


4.5 Bottom outboard transverse frames 


4.5.1 Bottom outboard transverse frames are defined as 
stiffening members which support the bottom shell. They are 
to be effectively continuous and bracketed at their end 
connections to side frames and bottom floors as appropriate. 


4.5.2 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in Ch 3,1.17, using the design pressures from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment craft as appropriate, and the coefficients ®7, B), and Dy 
as detailed in Table 3.1.1 in Chapter 3 for the load model (a). 


4.6 Bottom outboard transverse web frames 


4.6.1 Bottom outboard transverse web frames are 
defined as primary stiffening members which support bottom 
shell longitudinals. They are to be continuous and substan- 
tially bracketed at their end connections to side web frames 
and bottom floors. 


4.6.2 Where it is impracticable to comply with the 
requirements of 4.6.1, or where it is proposed to terminate the 
web frames in way of bulkheads or integral tank boundaries, 
they are to be bracketed in way of their end connections to 
maintain the continuity of structural strength. Particular 
attention is to be taken to ensure accurate alignment of the 
brackets. All brackets are to be ‘soft toed’ and are to 
terminate on suitable supporting structure capable of carrying 
the transmitted bending moment. 


4.6.3 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in Ch 3,1.17, using the design pressures from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or 
displacement craft as appropriate, and the coefficients Bz, ®,, 
and ®, as detailed in Table 3.1.1 in Chapter 3 for the load 
model (a). 


4.7 Bottom inboard longitudinal stiffeners 


4.7.1 The scantlings and arrangements for bottom 
inboard longitudinal stiffeners are to be determined in 
accordance with the procedures described in 4.2 using the 
bottom inboard stiffening member design pressure from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment craft as appropriate. 


inboard longitudinal primary stiffeners are to be determined in 
accordance with the procedures described in 4.3 using the 
bottom inboard stiffening member design pressure from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment craft as appropriate. 


4.9 Bottom inboard transverse stiffeners 


4.9.1 The scantlings and arrangements for bottom 
inboard transverse stiffeners are to be determined in 
accordance with the procedures described in 4.4 using the 
bottom inboard stiffening member design pressure from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment craft as appropriate. 


4.10 Bottom inboard transverse frames 


4.10.1. The scantlings and arrangements for bottom 
inboard transverse frames are to be determined in accor- 
dance with the procedures described in 4.5 using the bottom 
inboard stiffening member design pressure from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment craft as appropriate. 


4.11 Bottom inboard transverse web frames 


4.11.1. The scantlings and arrangements for bottom 
inboard transverse frames are to be determined in accor- 
dance with the procedures described in 4.6 using the bottom 
inboard stiffening design pressure from Pt 5, Ch 3,3.1 or 
Pt 5, Ch 4,3.1 for non-displacement or displacement craft as 
appropriate. 


4.12 Side outboard longitudinal stiffeners 


4.12.1. The side outboard longitudinal stiffeners are to be 
supported by transverse web frames, bulkheads, or other 
primary structure, generally spaced not more than 2 m apart. 


4.12.2 Side outboard longitudinals are to be continuous 
through the supporting structures. 


4.12.3 Where it is impracticable to comply with the 
requirements of 4.12.2, or where it is proposed to terminate 
the side outboard longitudinals in way of the transom, 
bulkheads or integral tank boundaries, they are to be brack- 
eted in way of their end connections to maintain the continuity 
of structural strength. Particular care is to be taken to ensure 
accurate alignment of the brackets. 


4.12.4 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in Ch 3,1.17, using the design pressures from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment craft as appropriate, and the coefficients ®7, B,, and Dy 
as detailed in Table 3.1.1 in Chapter 3 for the load model (b). 


LLoyp’Ss REGISTER 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Scantling Determination for Multi-Hull Craft 


Part 7, Chapter 4 


Section 4 


4.13 Side outboard longitudinal primary stiffeners 


4.13.1 Side outboard longitudinal primary stiffeners are to 
be supported by side transverse web frames, bulkheads, or 
other primary structure, generally spaced not more than 
4 m apart. 


4.13.2 Side outboard longitudinal primary stiffeners are to 
be continuous through transverse bulkheads and supporting 
structures. 


4.13.3 Where it is impracticable to comply with the 
requirements of 4.13.2, or where it is proposed to terminate 
the side outboard longitudinals in way of the transom, 
bulkheads or integral tank boundaries, they are to be 
bracketed in way of their end connections to maintain the 
continuity of structural strength. Particular attention is to be 
taken to ensure accurate alignment of the brackets. All 
brackets are to be ‘soft toed’ and are to terminate on suitable 
supporting structure capable of carrying the transmitted 
bending moment. 


4.13.4 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in Ch 3,1.17, using the design pressures from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment craft as appropriate, and the coefficients 7, B), and By 
as detailed in Table 3.1.1 in Chapter 3 for the load model (a). 


4.14 Side outboard transverse stiffeners 


4.14.1 Side outboard transverse stiffeners are defined as 
local stiffening members supporting the side shell and may be 
continuous or intercostal. 


4.14.2 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in Ch 3,1.17, using the design pressures from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment craft as appropriate, and the coefficients ®7, B), and Dy 
as detailed in Table 3.1.1 in Chapter 3 for the load model (b). 


4.15 Side outboard transverse frames 


4.15.1. Side outboard transverse frames are defined as 
stiffening members supporting the side shell and spanning 
continuously between bottom floors/frames and decks. They 
are to be effectively constrained against rotation at their end 
connections. 


4.15.2 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in Ch 3,1.17, using the design pressures from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment craft as appropriate, and the coefficients Bz, DB), and By 
as detailed in Table 3.1.1 in Chapter 3 for the load model (a). 


4.16 Side outboard transverse web frames 


4.16.1 Side outboard transverse web frames are defined 
as primary stiffening members which support side shell 
longitudinals. They are to be continuous and substantially 
bracketed at their head and heel connections to deck beams 
and bottom web frames respectively. 


4.16.2 Where it is impracticable to comply with the 
requirements of 4.16.1, or where it is proposed to terminate 
the side outboard longitudinals in way of bulkheads or inte- 
gral tank boundaries, they are to be bracketed in way of their 
end connections to maintain the continuity of structural 
strength. Particular care is to be taken to ensure accurate 
alignment of the brackets. All brackets are to be ‘soft toed’ 
and are to terminate on suitable supporting structure capable 
of carrying the transmitted bending moment. 


4.16.3 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in Ch 3,1.17, using the design pressures from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment craft as appropriate, and the coefficients ®7, B), and Dy 
as detailed in Table 3.1.1 in Chapter 3 for the load model (a). 


4.17 Side inboard longitudinal stiffeners 


4.17.1. The scantlings and arrangements for side inboard 
longitudinal stiffeners are to be determined in accordance with 
the procedures described in 4.12 using the side inboard 
design pressure from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for 
non-displacement or displacement craft as appropriate. 


4.18 Side inboard longitudinal primary stiffeners 


4.18.1 |The scantlings and arrangements for side inboard 
longitudinal primary stiffeners are to be determined in accor- 
dance with the procedures described in 4.13 using the side 
inboard design pressure from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.14 
for non-displacement or displacement craft as appropriate. 


4.19 Side inboard transverse stiffeners 


4.19.1 | The scantlings and arrangements for side inboard 
transverse stiffeners are to be determined in accordance with 
the procedures described in 4.14 using the side inboard 
design pressure from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for 
non-displacement or displacement craft as appropriate. 


4.20 Side inboard transverse frames 


4.20.1 The scantlings and arrangements for side inboard 
transverse frames are to be determined in accordance with 
the procedures described in 4.15 using the side inboard 
design pressure from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for 
non-displacement or displacement craft as appropriate. 
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4.21 Side inboard transverse web frames 


4.21.1. The scantlings and arrangements for side inboard 
transverse web frames are to be determined in accordance 
with the procedures described in 4.16 using the side inboard 
design pressure from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for 
non-displacement or displacement craft as appropriate. 


4.22 Wet-deck longitudinal stiffeners 


4.22.1. The wet-deck longitudinal stiffeners are to be 
supported by transverse web frames, bulkheads, or other 
primary structure, generally spaced not more than 2 m apart. 


4.22.2 Wet-deck longitudinals are to be continuous 
through the supporting structures. 


4.22.3 Where it is impracticable to comply with the 
requirements of 4.22.2, or where it is proposed to terminate 
the wet-deck longitudinals in way of the transom, bulkheads 
or integral tank boundaries, they are to be bracketed in way of 
their end connections to maintain the continuity of structural 
strength. Particular care is to be taken to ensure accurate 
alignment of the brackets. 


4.22.4 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in Ch 3,1.17, using the design pressures from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment craft as appropriate, and the coefficients ®7, B), and Dy 
as detailed in Table 3.1.1 in Chapter 3 for the load model (b). 


4.22.5 Inno case are the scantlings and arrangements for 
the wet-deck longitudinal stiffeners to be taken as less than 
those required for the side inboard longitudinal stiffeners 
detailed in 4.17. 


4.23 Wet-deck longitudinal primary stiffeners 


4.23.1. Wet-deck longitudinal primary stiffeners are to be 
supported by transverse web frames, bulkheads, or other 
primary structure, generally spaced not more than 4 m apart. 


4.23.2 Wet-deck longitudinal primary stiffeners are to be 
continuous through transverse bulkheads and supporting 
structures. 


4.23.3 Where it is impracticable to comply with the 
requirements of 4.23.2, or where it is proposed to terminate 
the wet-deck longitudinals in way of the transom, bulkheads 
or integral tank boundaries, they are to be bracketed in way of 
their end connections to maintain the continuity of structural 
strength. Particular care is to be taken to ensure accurate 
alignment of the brackets. All brackets are to be ‘soft toed’ 
and are to terminate on suitable supporting structure capable 
of carrying the transmitted bending moment. 


4.23.4 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in Ch 3,1.17, using the design pressures from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment craft as appropriate, and the coefficients ®7, B), and Dy 
as detailed in Table 3.1.1 in Chapter 3 for the load model (a). 


4.23.5 — |Innocase are the scantlings and arrangements for 
the wet-deck longitudinal primary stiffeners to be taken as less 
than those required for the side inboard longitudinal primary 
stiffeners detailed in 4.18. 


4.23.6 Additionally the requirements of Chapter 6 relating 
to global strength are to be complied with. 


4.24 Wet-deck transverse stiffeners 


4.24.1. Wet-deck transverse stiffeners are defined as local 
stiffening members supporting the wet-deck and may be 
continuous or intercostal. 


4.24.2 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in Ch 3,1.17, using the design pressures from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment craft as appropriate, and the coefficients Bz, B), and By 
as detailed in Table 3.1.1 in Chapter 3 for the load model (b). 


4.24.3 |Innocase are the scantlings and arrangements for 
the wet-deck transverse stiffeners to be taken as less than 
those required for the side inboard transverse stiffeners 
detailed in 4.19. 


4.25 Wet-deck transverse frames 


4.25.1 Wet-deck transverse frames are defined as 
stiffening members which support the wet-deck. They are to 
be effectively continuous and bracketed at their end 
connections to side frames. 


4.25.2 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in Ch 3,1.17, using the design pressures from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment craft as appropriate, and the coefficients ®7, B), and Dy 
as detailed in Table 3.1.1 in Chapter 3 for the load model (a). 


4.25.3 Innocase are the scantlings and arrangements for 
the wet-deck transverse frames to be taken as less than those 
required for the side inboard transverse frames detailed in 
4.20. 


4.26 Wet-deck transverse web frames 


4.26.1 Wet-deck transverse web frames are defined as 
primary stiffening members which support wet-deck 
longitudinals. They are to be continuous and substantially 
bracketed at their end connections to side transverse web 
frames. 
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4.26.2 Where it is impracticable to comply with the 
requirements of 4.26.1, or where it is proposed to terminate 
the wet-deck longitudinals in way of the bulkheads or integral 
tank boundaries, they are to be bracketed in way of their end 
connections to maintain the continuity of structural strength. 
Particular care is to be taken to ensure accurate alignment of 
the brackets. All brackets are to be ‘soft toed’ and are to 
terminate on suitable supporting structure capable of carrying 
the transmitted bending moment. 


4.26.3 The requirements for section modulus, inertia and 
web area are to be determined from the general equations 
given in Ch 3,1.17, using the design pressures from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment craft as appropriate, and the coefficients 7, B), and By 
as detailed in Table 3.1.1 in Chapter 3 for the load model (a). 


4.26.4 Inno case are the scantlings and arrangements for 
the wet-deck transverse web frames to be taken as less than 
those required for the side inboard transverse web frames 
detailed in 4.21. 


4.26.5 Primary transverse web frames that link the 
strength deck to the wet-deck structure and which carry the 
transverse global loading are additionally to comply with 
Ch 6,3.4. 


4.26.6 Particular care is to be taken to ensure that the 
continuity of transverse structural strength is maintained. All 
primary transverse members are to be continuous through the 
inboard side structure and integrated into transverse 
bulkheads or other primary structure within each hull (see 
Fig. 4.4.1). In the case of trimaran type craft the primary 
transverse members are to be continuous through the centre 
hull. Additionally the side inboard shell plating in way of the 
intersection is to be increased locally by not less than 50 per 
cent. 


4.27. _ Lower hull (SWATH) 


4.27.1 Where the lower hull structure incorporates ring 
frames and attached shell plating fitted between bulkheads or 
diaphragms, the scantlings of the lower hull shell stiffening 
may be derived from an established method for stiffening 
analysis or recognised standard for pressure vessels using the 
design loading from Pt 5, Ch 4,3.1 Modes of failure to be 
considered are buckling, frame collapse, inter frame shell 
collapse and overall frame shell collapse between bulkheads. 
A copy of the direct calculations is to be submitted for 
consideration. 


4.28 Scantlings of end brackets 


4.28.1 The scantlings of end brackets in way of transverse 
web frames/crossdeck primary structure which carry trans- 
verse global loading, are to be as large as practicable and be 
additionally reinforced as necessary. The webs of deep 
brackets are to be stiffened as necessary to resist buckling, 
see also Ch 6,3.5. 


Continuous web 

~=—y;—* Increased 
plating 

thickness 


Outboard 
web frame “Pp ~~ 


Inboard 
web frame 


4390/202 


Fig. 4.4.1 
End connection details, wet-deck structure 


a Section 5 
Single bottom structure and 


appendages 
5.1 General 
is ay Unless otherwise specified in this Section, the 


scantlings and arrangements for single bottom structure and 
appendages are to be determined in accordance with the 
procedures described in, or as required by, Ch 3,5 for mono- 
hull craft using the pressures from Part 5 appropriate to 
multi-hulls. 


5.1.2 The thickness of single bottom structural members 
is in no case to be less than the appropriate minimum 
requirement given in Section 2. 


5.2 Keel 


5.2.1 The scantlings and arrangements of plate keels are 
to be in accordance with 3.2. 


5.2.2 Where fitted, the cross-sectional area, Ap, and 
thickness, tp,, of bar keels should not, in general, be taken as 
less than: 


Abk = ky (1 85LR Sr 2) cm2 
to, = Nkq (0,7Lp + 8,25) mm 
where 


Lp and k, are as defined in 1.5.1. 
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5.3 Centre girder 


5.3.1 Centreline girders are to be fitted throughout the 
length of each hull and are generally to be fitted in association 
with transverse frames, transverses supporting longitudinals or 
where the breadth of floors at the upper edge is greater than 
1,5 m. 


5.3.2 Centreline girders may be formed with intercostal 
or continuous plate webs. In all cases the face flat is to be 
continuous. Where girder webs are intercostal, additional 
bracketing and local reinforcement are to be provided to 
maintain the continuity of structural strength. 


5.3.3 The web depth of the centre girder is, in general, to 
be equal to the depth of the floors at the centreline as 
specified in 5.5.3. 


5.3.4 The web thickness, t,,, of the centre girder is to be 
taken as not less than: 


ty = ka (V1,9LR + 1,3) mm 


where 
k, and Lp are as defined in 1.5.1. 


5.3.5 The face flat area, A;, of the centre girder is to be 
not less than: 


A; = 0,42k, Lp cm2 
where 
k, and Lp are as defined in 1.5.1. 


5.3.6 The geometric section properties of the centre 
girder are to be in accordance with Ch 3,1.18. 


5.3.7 The face flat area of the centre girder outside 0,5Lp 
may be 80 per cent of the value given in 5.3.5. 


5.3.8 The face flat thickness, fy, is to be not less than the 
thickness of the web. 


5.3.9 The ratio of the width to thickness of the face flat is 
to be not less than eight but is not to exceed 16. 


5.3.10 Additionally, the requirements of 4.8 for bottom 
inboard longitudinal primary stiffeners are to be complied with. 


5.4 Side girders 


5.4.1 Where the floor breadth at the upper edge exceeds 
4,0 m side girders are to be fitted at each side of the centre 
girder such that the spacing between the side and centre 
girders or between the side girders themselves is not greater 
than 2 m. Side girders where fitted are to extend as far 
forward and aft as practicable and are, in general, to be 
scarfed into the bottom structure forward and aft of the 
support at which they terminate, i.e. terminate in way of 
bulkheads, deep floors or other primary transverse structure. 


5.4.2 The web thickness, t,,, of side girders is to be taken 
as not less than: 


ty = 0,83k,L_ mm 


where 
k, and Lp are as defined in 1.5.1. 


5.4.3 The face flat area and thickness of side girders are 
to comply with the requirements for plate floors as defined in 
5.5.6 and 5.5.7. 


5.4.4 Additionally, the requirements of 4.8 for bottom 
inboard longitudinal primary stiffeners are to be complied with. 


5.4.5 Watertight side girders, and side girders forming the 
boundaries of tank spaces, are also to comply with the 
requirements for watertight bulkheads and deeptanks as 
detailed in Ch 3,7.2 and Ch 3,7.4 respectively. 


5.4.6 In the engine room, additional side girders are 
generally to be fitted in way of main machinery seatings. 
Where fitted they are to be integrated into the structure of the 
craft and extended forward and aft as far as practicable. 


5.5 Floors general 


Soul In transversely framed craft, floors are generally to 
be fitted at every frame and underneath each bulkhead. 


0.2 In longitudinally framed craft, floors are, in general, 
to be fitted at every transverse web frame and bulkhead and 
generally at a spacing not exceeding 2 m. Additional 
transverse floors or webs are to be fitted at half web-frame 
spacing in way of engine seatings and thrust bearings, pillars, 
skegs, ballast/bilge keels and the bottom of the craft in the 
forefoot region. 


5.5.3 The overall web depth, a\,, of floors at the centre- 
line, is not to be taken as less than: 
dy = 6,2L_R+50mm 
where 
Lp is as defined in 1.5.1. 


5.5.4 The web thickness of plate floors, ty, is to be in 
accordance with Ch 3,1.18 and not less than: 


4,70; 


S} 
ty = \Ra (Fo00 +8.1) (569 +05) mm 


where 
d; is determined from 5.5.3 and 
k, and s are as defined in 1.5.1. 


5.5.9 If the side frames of the craft are attached to the 
floors by brackets, the depth of floor may be reduced by 
15 per cent and the floor thickness determined using the 
reduced depth. The brackets are to be flanged and have the 
same thickness as the floors, and their arm lengths clear of 
the frame are to be the same as the reduced floor depth 
given above. 
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5.5.6 The face flat area, A;, of floors is not to be taken as 
less than: 


A; = k,0,21Lp cm2 
where 
k, and Lp are defined in 1.5.1. 


5.5.7 The face flat thickness, t;, is to be not less than the 
thickness of the web and the ratio of the web to the 
thickness of the face flat is to be not less than eight but is not 
to exceed 16. 


5.5.8 Additionally, the requirements of 4.11 for bottom 
inboard transverse web frames are to be complied with. 


5.5.9 Floors are in general to be continuous from side 
to side. 


5.5.10 — The tops of floors, in general, may be level from 
side to side. However, in craft having considerable rise of floor 
the depth of the floor plate may require to be increased to 
maintain the required section modulus. 


5.5.11 The floors in the aft peak are to extend over and 
provide efficient support to the stern tube(s) where applica- 
ble. 


5.5.12 Watertight floors, or floors forming boundaries of 
tank spaces, are also to comply with the requirements for 
watertight bulkheads or deeptanks as detailed in Ch 3,7.2 
and Ch 3,7.4. 


5.6 Floors in machinery space 


5.6.17 The web thickness, ty, of floors in machinery 
spaces is to be 1 mm greater than that required by 5.5.4. 


5.6.2 The depth and mechanical strength properties of 
floors between engine or gearbox girders is to be not less 
than that required to maintain continuity of structural integrity 
or 50 per cent of the depth given in 5.5.3. The face flat area 
and web thickness of such reduced height floors are to be 
increased appropriately in order to maintain the continuity of 
structural strength, see a/so Ch 3,4.12. 


5.7 Forefoot and stem 


5.7.1 The thickness of plate stems at the waterline is to 
comply with the requirements for plate keels as given in 3.2. 


5.7.2 The forefoot and stem are to be additionally 
reinforced with floors. 


5.7.3 The cross-sectional area of bar stems, Apg, is not 
to be taken as less than : 


Abs = 1,1k, Lp cm2 
where 
k, and Lp are as defined in 1.5.1. 


| Section 6 
Double bottom structure 


6.1 General 


6.74 Unless otherwise specified in this Section, the 
scantlings and arrangements for the double bottom structure 
are to be determined in accordance with the procedures 
described in, or as required by, Ch 3,6 for mono-hull craft 
using the pressures from Part 5 appropriate to multi-hulls. 


6.1.2 The thickness of double bottom. structural 
members is in no case to be less than the appropriate 
minimum requirement given in Section 2. 


6.2 Keel 


6.2.1 The scantlings of plate and bar keels are to comply 
with the requirements of 5.2. 


6.3 Centreline girder 


6.3.1 A centreline girder is to be fitted throughout the 
length of the craft. The web thickness, ty, is to be not less 
than that required by: 


ty = Ka (0,082Lp + 4,1) mm within 0,4 amidships 
= [ky (0,082Lp + 2,7) mm at ends 


where 
k, and Lp are as defined in 1.5. 


6.3.2 The geometric properties of the girder section are 
to be in accordance with Ch 3,1.18. 


6.3.3 The overall web depth, a\,, of the centre girder is to 
be taken as not less than 630 mm and is to be sufficient to 
give adequate access to all parts of the double bottom. 


6.3.4 Additionally, the requirements of 4.8 for bottom 
inboard longitudinal primary stiffeners are to be complied with. 


6.4 Side girders 


6.4.1 Where the floor breadth does not exceed 4,0 m, 
side girders are not required. Vertical stiffeners are to be fitted 
to the floors on each side, the number and positions of these 
stiffeners being dependent on the arrangement of the double 
bottom structure. 


6.4.2 Where the breadth of floor is greater than 4,0 m, 
additional side girders having the same thickness as the floors 
are to be fitted. The number of side girders is to be such that 
the distance between the side girders and centre girder and 
margin plate, or between the side girders themselves, does 
not exceed 2,0 m. 
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6.4.3 Side girders, where fitted, are to extend as far 
forward and aft as practicable and are in general to be scarfed 
into the bottom structure forward and aft of the supporting 
bulkheads, deep floors or other primary transverse structure. 


6.4.4 Where additional side girders are fitted in way of 
main machinery seatings, they are to be integrated into the 
structure of the craft and extended forward and aft as far as 
practicable. 


6.4.5 Under the main engine, girders extending from the 
bottom shell to the top plate of the engine seating are to be 
fitted. The height of the girders is to be not less than the 
height of the floor. Engine holding-down bolts are to be 
arranged as near as practicable to the girders and floors. 
Where this cannot be achieved, bracket floors and/or hanging 
brackets are to be fitted. 


6.4.6 The geometric properties of the girder section are 
to be in accordance with Ch 3,1.18. 


6.4.7 Additionally, the requirements of 4.8 for bottom 
inboard longitudinal primary stiffeners are to be complied with. 


6.5 Plate floors 


6.5.1 The web thickness, ty, of non-watertight plate floor 
is to be not less than: 


t = ky (0,41L_ + 4,8) mm 


where 
k, and Lp are as defined in 1.5. 


6.5.2 The geometric properties of the floor section are to 
be in accordance with Ch 3,1.18. 


6.5.3 Additionally, the requirements of 4.11 for bottom 
inboard transverse web frames are to be complied with. 


6.5.4 Plate floors are, in general, to be continuous 
between the centre girder and the margin plate. 


6.5.5 In longitudinally framed craft, plate floors are to be 

fitted in the following positions: 

(a) At every half frame in way of the main engines, thrust 
bearings, and bottom of the craft forward. 

(b) Outboard of the engine seatings, at every frame within 
the engine room. 

(c) Underneath pillars and bulkheads. 

(d) Outside of the engine room at a spacing not exceeding 
2,0 m. 


6.5.6 Vertical flat bar stiffeners are to be fitted to all plate 
floors at each longitudinal. Each stiffener is to have a depth of 
not less than 10t,, and a thickness of not less than t,,, where 
ty is thickness of the plate floor as calculated in 6.5.1. 


6.5.7 In transversely framed craft, plate floors are to be 
fitted at every frame in the engineroom, under bulkheads, in 
way of change in depth of double bottom and elsewhere at a 
spacing not exceeding 2,0 m. 


6.6 Additional requirements for watertight floors 


6.6.1 Watertight floors, or floors forming boundaries of 
tank spaces, are also to comply with the requirements for 
watertight bulkheads or deeptanks as detailed in Ch 3,7.2 or 
Ch 8,7.4 respectively. 


a Section 7 
Bulkheads and deep tanks 


7.1 General 


Ven irs Unless otherwise specified in this Section, the 
scantlings and arrangements for bulkheads and deep tanks 
are to be determined in accordance with the procedures 
described in, or as required by Ch 3,3 for mono-hull craft 
using the pressures from Part 5 appropriate to multi-hulls. 


7.2 Longitudinal bulkheads within the cross-deck 
structure 


2.4 Longitudinal bulkheads are to be fitted within the 

cross-deck structure to prevent cross flooding and the spread 

of flame and smoke. The minimum number of such bulkheads 

is to be: 

e — one for catamarans of Rule length, Lr, less than or equal 
to 24m; 

° two for catamarans of Rule length, Lp, greater than 
24 m; and 

e four for trimarans. 

Quadrimarans and other craft of novel configuration will be 

specially considered. 


7.2.2 The scantlings and arrangements for cross deck 
longitudinal bulkheads are to be determined in accordance 
with the procedures described in Ch 3,7.2 and Ch 8,7.3 for 
bulkheads in mono-hull craft. 


7.2.3 In addition the requirements of 7.4 with regard to 
global strength are to be complied with. 


7.3 Transverse bulkheads within the cross-deck 
structure 


7.3.1 The scantlings of cross deck transverse bulkheads 
are to be determined in accordance with the procedures 
described in Ch 8,7.2 and Ch 38,7.3 for bulkheads in 
mono-hull craft. 


7.3.2 In addition the requirements of 7.4 in respect of 
global strength are to be complied with. 
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7.4 Additional strength required for global 
loadings 


7.4.1 Where transverse bulkheads or deep tank bulk- 
heads within the cross deck structure are to assist in resisting 
torsional or bending loads between the hulls, then the 
watertight/deep tank bulkheads may be required to be 
additionally stiffened and the plating or skin thicknesses may 
require to be increased. For hull girder strength requirements, 
see Ch 6,3. 


7.4.2 Longitudinal bulkheads within the cross deck 
structure that are to assist in maintaining the longitudinal 
strength of the vessel are to satisfy both bulknead/deep tank 
and longitudinal strength requirements. This may require 
additional stiffening and increase in plate thickness require- 
ments. For hull girder strength requirements, see Ch 6,3. 


7.4.3 Where longitudinal or transverse cross deck 
bulkheads/deep tanks are to carry global loads, detailed 
calculations are to be submitted. 


7.4.4 For longitudinal or transverse cross deck members 
carrying global loads, consideration is to be given to stiffener 
arrangement, alignment, and continuity in order to maximise 
the rigidity and stiffness of the structure, in resisting the 
torsional/bending loads. Discontinuity of structural bulkheads 
is to be avoided. 


7.5 Access 


Lot Access through the cross deck structure may be 
permitted, provided that the global strength requirements are 
satisfied. Cut outs through the bulkhead are not to exceed 
50 per cent of its depth, see also Ch 3,7.18. 


7.5.2 Where the cross deck structure acts as a watertight 
bulkhead pipe or cable runs through, the watertight bulkheads 
are to be fitted with suitable watertight glands. 


7.6 Local reinforcement 


7.6.1 Bulkheads forming the cross deck structure are to 
be suitably strengthened, if necessary, in way of deck 
girders and where subjected to concentrated loads. 


7.7 Integral/deep tanks within the cross-deck 
structure 


hide Where the cross deck structure forms the 
boundaries of deep tanks, the scantlings of these boundaries 
are to satisfy both deep tank and global strength require- 
ments. For general and structural requirements for deep 
tanks, see Ch 3,7. For global considerations of strength, see 
Ch 6,3. 


| Section 8 
Deck structures 


8.1 General 


Ot] Unless otherwise specified in this Section, the 
scantlings and arrangements for deck structures are to be 
determined in accordance with the procedures described in, 
or as required by, Ch 3,8 for mono-hull craft using the 
pressures from Part 5 appropriate to multi-hulls. 


8.2 Arrangements 


8.2.1 Design loads to be applied for cross-deck scantling 
calculations are transverse vertical bending moment and 
shear force, twin hull torsional connecting moment, external 
pressure load and appropriate internal loads as defined 
in Part 5. 


8.2.2 For craft up to 50 m in Rule length, Lp, where the 
cross-deck is formed by transverse primary stiffeners or 
bulkheads, and subjected to global transverse loads in 
accordance with 8.2.1 the scantling requirements to satisfy 
the global loading condition are given in Ch 6,3.5. 


8.2.3 Superstructures fitted on the cross-deck structures, 
on craft up to 50 m in Rule length, Lp, will, in general, be 
considered as non-load carrying and are not to be included 
in the strength of the cross-deck. For designs where the 
superstructure is designed to absorb global loads, the 
requirements are given in Ch 6,3.2. 


8.2.4 For craft more than 50 m in Rule length, Lp, global 
analysis is required to determine the response of the deck and 
superstructure as a system. Deck scantlings may then be 
derived for compliance with the requirements of Ch 6,3. 


8.3 Cross-deck plating 


8.3.1 The thickness of the cross-deck plating is to be 
determined from the general plating equation given in 
Ch 3,1.16 using the design pressure from Pt 5, Ch 3,3.1 or 
Pt 5, Ch 4,3.1 for non-displacement or displacement craft as 
appropriate. 


8.3.2 The thickness of the cross-deck plating is in no 
case to be less than the appropriate minimum requirement 
given in Section 2. 


8.3.3 The scantlings of watertight cockpits are to be of 
equivalent strength to those of the strength/weather deck, see 
also Part 4. 


8.3.4 It is recommended that the working areas of the 
weather deck have an anti-slip surface. 


8.3.5 Where decks are sheathed with wood or other 
materials, details of the method of attachment are to be 
submitted, see a/so Ch 8,2.4. 
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8.4 Cross-deck stiffening 


8.4.1 The Rule requirements for section modulus, inertia 
and web area for the cross-deck primary stiffeners are to be 
determined from the general equations given in Ch 3,1.17, 
using the design pressures from Pt 5, Ch 3,3.1 or Pt 5, 
Ch 4,3.1 for non-displacement or displacement craft as 
appropriate, and the coefficients ®7, ®,, and By, as detailed 
in Table 3.1.1 in Chapter 3 for the load model (a). 


8.4.2 The Rule requirements for section modulus, 
inertia and web area of the strength/weather deck secondary 
stiffening are to be determined from the general equations 
given in Ch 3,1.17, using the design pressures from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment craft as appropriate, and the coefficients Bz, B), and By 
as detailed in Table 3.1.1 in Chapter 3 for the load model (b). 
Special consideration will be given to the application of other 
load models subject to the structural arrangement and degree 
of end fixity provided. 


8.4.3 The geometric properties of stiffener sections are 
to be in accordance with Ch 3,1.18. 


8.4.4 For cases where there may be excessive 
rotations or deflections at supports or where the lateral 
pressure distribution is non-uniform, the above scantlings may 
require increasing appropriately. 


8.4.5 Where stiffeners are subject to concentrated loads 
such as pillars, the concentrated loads are to be superim- 
posed on the lateral pressure and strength calculations 
carried out to demonstrate compliance with the deflection and 
stress criteria given in Ch 7,2 and Ch 7,3. 


8.4.6 Where stiffening members support plating of the 
extruded plank type, or the floating frame system is used, the 
plating is not to be included in the scantling derivation of the 
supporting structure. 


8.4.7 Openings in the cross-deck for hatches, etc., are 
to comply with the requirements of Ch 3,8.11. 


8.5 Novel features 


8.5.1 Where the cross-deck structure is of unusual 
design, form or proportions, the scantlings are to be 
determined by direct calculation and a copy is to be 
submitted for consideration. 


a Section 9 
Superstructures, deckhouses, 
pillars and bulwarks 


9.1 General 


9.1.1 The scantlings and arrangements for superstructures, 
deckhouses and bulwarks are to be determined in accordance 
with the procedures described in, or as required by, Ch 3,9 
for mono-hull craft. 


9.1.2 The scantlings and arrangements for pillars and 
pillar bulkheads are to be determined in accordance with the 
procedures described in, or as required by, Ch 3,10 for 
mono-hull craft. 
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Section 
1 General 
2 Special features 


3 Vehicle decks 


4 Bow doors 


5 Movable decks 


6 Helicopter landing areas 
7 Strengthening requirements for navigation in ice 
conditions 


O Section 7 
General 


1.1 Application 


7.1.1 The requirements of this Chapter are applicable to 
mono-hull and multi-hull craft of aluminium construction as 
defined in Pt 1, Ch 1,1. 


1.2 Symbols and definitions 


12.4 The symbols and definitions used in this Chapter 
are defined below and in the appropriate Section: 

k, = alloy factor 
125/o, 
stiffener spacing, in mm 
0,2 per cent proof stress of the alloy in the welded 
condition, in N/mm2. 


Ss 
Oa 


a Section 2 
Special features 


2.1 Water jet propulsion systems - Construction 


2.1.1 The requirements for the construction and 
installation of water jet units apply irrespective of rated power. 


2.1.2 Water jet ducts may be fabricated as an integral 
part of the hull structure, or as a bolted-in unit. In either case, 
detailed plans indicating dimensions, scantlings and materials 
of construction of the following are to be submitted in 
triplicate: 

(a) Arrangement of the system including intended method 
of attachment to the hull and building-in, geometry of 
tunnel, shell opening, method of stiffening, reinforce- 
ment, etc. 

(b) Shaft sealing arrangements. 


(c) Details of any shafting support or guide vanes used in 
the water jet system. 

(d) Details and arrangements of inspection ports, their 
closing appliances and sealing arrangement, etc. 

(e) Details and arrangements of protection gratings and their 
attachments. 


2.1.3 When submitting the plans requested in 2.1.2, 
details of the designers’ loadings and their positions of 
application in the hull are to be submitted. These are to 
include maximum applied thrust, moments and tunnel 
pressures for which approval is sought. 


2.1.4 All materials used in construction are to be 
manufactured and tested in accordance with the Rules for the 
Manufacture, Testing and Certification of Materials (hereinafter 
referred to as the Rules for Materials). 


2D) Aluminium alloys are to be of suitable marine 
grades in accordance with the requirements of Ch 2,2. 


2016: Irrespective of the material used, the strength and 
supporting structure of all tunnels are to be examined by 
direct calculation procedures which are to be submitted. In no 
case are the scantlings to be taken as less than the Rule 
requirements for the surrounding structure. The strength of 
the hull structure in way of tunnels is to be maintained. The 
structure is to be adequately reinforced and compensated as 
necessary. All openings are to be suitably reinforced and have 
radiused corners. 


2.1.7 Consideration is to be given to providing the inlet to 
the tunnel with a suitable guard to prevent the ingress of large 
objects into the rotodynamic machinery. The dimensions of 
the guard are to strike a balance between undue efficiency 
loss due to flow restriction and viscous losses, the size of 
object allowed to pass and susceptibility to clog with weed 
and other flow restricting matter. 


2.1.8 The inlet profile of the tunnel is to be so designed 
as to provide a smooth uptake of water over the range of craft 
operating trims and avoid significant separation of the flow 
into the rotating machinery. 


24.9 Single or multiple water jet unit installations having 
a total rated power in excess of 500 kW are to be contained 
within their own watertight compartment. Other arrangements 
for maintaining watertight integrity may be specially considered 
depending on the size and installation layout. 


2.1.10 For details of machinery requirements, see Pt 12, 
Ch 2. 


2.2 Water jet propulsion systems - Installation 


22:1 Standard units built for ‘off the shelf’ supply and 
which include the duct are to be installed strictly in accor- 
dance with the manufacturer’s instructions, see also 2.1.4. 


22:2 Integral water jet ducts are to be constructed in 
accordance with the manufacturer’s requirements and the 
relevant plans submitted as required by 2.1. 
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2.2.3 Where load is transmitted into the transom and/or 
bottom shell, the thickness of the plating adjacent to the jet 
unit is to be increased. The increase in thickness is to be not 
less than 50 per cent of the calculated transom and bottom 
plating thicknesses respectively or 8 mm, whichever is the 
greater. Such reinforcement is to extend beyond the 
surrounding stiffening structure. 


2.2.4 For ‘bolted in’ units, hull receiving rings are to be of 
a material compatible with the hull. Scantlings of the 
receiving rings are to be as required by the jet unit 
manufacturer and suitably edge prepared prior to welding in 
place. The receiving ring is to be installed using an approved 
welding procedure. Where a manufacturer’s specification is 
not provided, full details are to be submitted. 


2.2.5 Bolt sizes and spacings are to be specified by the 
manufacturer, and are to be of suitable marine grade, 
insulated as appropriate and locked by suitable means. 


2.2.6 Where studs are proposed for the receiving ring(s), 
the remaining thickness below the depth of blind tap is to be 
not less than the bottom shell plating thickness plus 
2 mm. Bottoms of all blind taps are to be free of sharp 
corners. 


2.2.7 The use of approved alignment resins may be 
considered where accurate seating and faying surfaces are 
required. Details are to be submitted for consideration and 
approval. 


2.2.8 Where a water jet unit forms an integral part of the 
hull structure, such units are to be installed using an approved 
weld procedure and in accordance with the manufacturer’s 
instructions. Materials to be welded are to be of compatible 
specifications. 


2.29 Water jet units transmitting thrust into the 
transom structure are to be supported by a system of radial, 
athwartship and vertical stiffening. Drawings are to be accom- 
panied by a set of detailed structural calculations. Where 
complex installations are proposed, a finite element model 
may be submitted in lieu of direct calculations. 


2.2.10 Water jet units transmitting thrust to a bottom shell 
connection or intermediate tunnel connection are to be 
supported by additional stiffening, the details of which are to 
be submitted. 


2.3 Foil support arrangements 


2.3.1 The materials and construction of the lifting surface 
will be considered on a case by case basis. 


2.3.2 The design and performance of the lifting surface is 
outside the scope of classification. However, when submitting 
structural plans for the hull connection installation, the 
designer/Builder is to define: 

(a) Operating mode, i.e. fully submerged or surface piercing. 
(b) Maximum operational speed for which approval is sought. 
(c) Maximum, direct, bending, shear and torque loads 

generated by the foil at the point of attachment(s). 
(d) The type of profile or section used, e.g. N.A.C.A. 


e) Supply of lift/drag profile. 

f) — If the foil is fixed, movable or retractable. 

g) If the foil is fitted with control surfaces. 

h) If the vertical leg(s) act as a rudder(s). 

(j) f shaft liners are carried to the foils at which support 
arrangements are provided. 

k) If water intakes/scoops are fitted. 

!) If propulsion units are fitted. 


2.3.3 The scantlings and arrangements of foils and their 
supporting structure will require to be specially considered in 
the following cases where: 

(a) Propulsion units are incorporated within the foil. 

(b) Foils carry shaft support arrangements. 

(c) The foils are of novel design. 


2.3.4 Where fully submerged foils are ‘built-in’ to the hull, 
the attachment area is to be contained within a watertight 
compartment and the structural arrangements of 2.4 are to 
be complied with as appropriate. 


2.3.5 Where foils are to be bolted to the structural 
foundation calculations are to be submitted to demonstrate 
that the effect of loading arising from high speed impact, 
grounding, fouling, etc., is limited to failure of the bolted 
connection. In all cases the structural and watertight integrity 
of the craft is to be maintained. 


2.3.6 Attachment points of foils are to be contained 
within a watertight compartment. 


2.3.7 Foils attached by riveted means are in addition to 
comply with Ch 2,4.25. 


2.3.8 Bow fairing doors fitted on forward retracting bow 
foils are to be weathertight and comply with Pt 8, Ch 4. 


2.3.9 Aft bulkheads of bow foil compartments are to 
comply with the requirements for collision bulkheads as 
detailed in Ch 3,7.7. 


2.3.10  Hydraulically operated retracting systems are to be 
equipped with low pressure and are to include a manual 
system of operation in the event of system failure. 


2.3.11. | Amechanical locking system is to be provided on 
retracting systems when the system is in both the operational 
and ‘stowed’ conditions. 


2.4 Surface drive mountings 


2.4.1 Transoms through which surface drive systems 
pass and which are required to carry thrust, significant weight, 
torque, moment, etc., are to be adequately reinforced. 


2.4.2 The thickness of transom plating in way is to be not 
less than 1,5 times the thickness of the adjacent plating or as 
advised by the drive manufacturer, whichever is the greater. 


2.4.3 Steering rams are to be mounted on suitably 
reinforced areas of plating supported by additional internal 
stiffening, details of which are to be submitted for 
consideration. 


LLoyD’s REGISTER 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRaFT, July 2012 


Special Features 


Part 7, Chapter 5 


Section 2 


2.5 Sea inlet scoops 


2.5.1 Sea inlet scoops may be integral with or an 
appendage to the hull. 


2.5.2 Scoops are to be suitably positioned to minimise 
ventilation. 


2.5.3 Suitable protective arrangements are to be 
provided to minimise the ingress of debris. The net area 
through the proposed arrangement is to be not less than 
twice that of the valves connected to the scoop. Provision is 
to be made for clearing the scoops by the use of suitable 
means and proposals are to be submitted. 


2.5.4 Scoops are to be contained within a watertight 
compartment. 


2.5.5 The plating thickness in way of integral scoops is to 
be not less than 1,5 times the thickness of the adjacent shell 
plating, with additional reinforcement at the leading edge. 


2.5.6 For craft navigating in ice, the arrangements will be 
specially considered on an individual basis. 


2.6 Crane support arrangements 


2.6.1 Crane pedestals are to be efficiently supported and 
in general, are to be carried through the deck and satisfactorily 
scarfed into the surrounding structure. Alternatively, crane 
pedestals may comprise a foundation, in which case the 
foundation and its supporting structure are to be of substan- 
tial construction. Proposals for other support arrangements 
will be specially considered. 


2.6.2 The pedestal or proposed arrangement is to be 
designed with respect to the worst possible combinations of 
loads resulting from the crane self weight, live load, wind and 
crane accelerations together with those resulting from the 
craft’s heel and trim. 


2.6.3 Stowage arrangements are to be taken into 
account when calculating the loads applied to the pedestal. 


2.6.4 When submitting plans for the proposed founda- 
tion, the designer is to include design calculations covering 
the parameters indicated in 2.6.2. 


2.6.5 Insert plates are to be incorporated in the deck 
plating in way of crane foundations. The thickness of the insert 
plates is to be as required by the designer’s calculations but is 
in no case is to be taken as less than 1,5 times the thickness 
of the adjacent attached plating. 


2.6.6 All inserts are to have well radiused corners and be 
suitably edge prepared prior to welding. All welding in way is 
to be double continuous and full penetration where necessary. 
Tapers are to be not less than three to one. 


2.7 Skirt attachment 


2ifal The design and scantlings of the skirt are outside 

the scope of classification, however the designers/builders are 

to submit their proposals in respect of the attachment detail. 

The following supporting information is to be submitted: 

(a) cushion pressure; 

(b) calculations demonstrating that the effect of damage to 
the flexible membrane and/or the retaining section 
arising from high speed impact, grounding, fouling, etc., 
will not compromise the structural and watertight 
integrity of the craft. 


2.7.2 The skirt is to be securely attached around its 
periphery and is to be suitably reinforced by the use of 
backing plates. 


2.7.3 Where the skirt is retained by bolting the retaining 
bars are to be as long as practicable with a fastener spacing 
of not more than 50 mm. 


2.7.4 Where the design of the skirt is such that the flexible 
edge is retained by the use of a pre-formed channel, only the 
bolted hull connection of the preform to the hull structure is 
considered. 


2.8 Trim tab arrangements 


2.8.1 The shape, design and scantlings of the trim tabs 
are outside the scope of classification, however Lloyd’s 
Register (hereinafter referred to as ‘LR’) is concerned with 
their attachment to the hull structure. 


2.8.2 The designer/Builder is to submit the following: 

(a) Detailed calculations indicating the maximum lift force 
generated by the tab for which acceptance is sought 
together with the corresponding speed and displace- 
ment. 

(b) Details and calculations of the hull attachment. 

(c) Details and calculations of the local internal reinforce- 
ment in way of the attachment. 


2.8.3 Bearing materials used are to be of an approved 
type. 


2.8.4 Fully submerged retractable trim tabs will be 
specially considered on a case by case basis. 


2.9 Spray rails 


2.9.1 Spray rails may be integrated into the hull structure 
or added in the form of an appendage on completion of the 
hull shell. 


2.9.2 Where spray rails are integrated, they are to have a 
plating thickness not less than the adjacent bottom shell and 
additionally have a section modulus and inertia equivalent to 
that required for a longitudinal stiffener in the same position. 


2.9.3 Where spray rails are added as an appendage, they 
are to be attached by double continuous welding and are 
additionally to comply with the strength requirements of 2.9.2. 
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2.9.4 Spray rails are to be supported by the internal 
stiffening arrangements and by additional local reinforcement 
as necessary. 


2.9.5 In no case are the toes of spray rails to terminate 
on unsupported plating. 


2.10 Other lifting surfaces 


2.10.1 Other lifting surfaces not specifically covered by the 
Rules will be individually considered on the basis of submit- 
ted direct calculations. 


2.10.2 Structure or hull shapes above the running 
waterline designed to generate aerodynamic lift may be 
individually considered on a case by case basis. 


2.10.3 Aerodynamic, hydrodynamic and aero-hydro- 
dynamic stability are outside the scope of classification and 
are subject to the approval of the National Administration 
concerned. 


2.11 Propeller ducting 


2.11.1. Where propellers are fitted within ducts/tunnels the 
plating thickness in way of the blades is to be increased by 
50 per cent. 


2.11.2 The tunnel wall in way of the propeller blades is to 
be additionally stiffened. 


2.12 Ride control ducting and installation for 
Surface Effect Ships (SES) 


2.12.1 Ducts penetrating the side inboard shell plating are 
to comply with the scantling requirements for side inboard 
structures, over their entire length in the appropriate material. 


2.12.2 Ducts penetrating the wet-deck are to comply with 
the scantling requirements for wet-deck structures over their 
entire length in the appropriate material. 


2.12.3 Open ends of ducts are to be fitted with a suitable 
protective grille. 


2.12.4 The vent assembly, its design, construction and 
operation are outside the scope of classification and is the 
responsibility of the ride control system designer. 


2.12.5 Details of the installation and securing arrange- 
ments of the vent valve assembly into the duct are to be 
submitted for approval. 


| Section 3 
Vehicle decks 


3.1 General 


3.1.7 These requirements are applicable to longitudinally 
or transversely framed craft intended for the carriage of 
wheeled vehicles, or where wheeled vehicles are to be used 
for cargo handling. 


3.1.2 The deck and supporting structure are to be 
designed on the basis of the maximum loading to which they 
may be subjected in service. Where applicable, the hatch 
covers are to be similarly designed. In no case, however, are 
the scantlings to be less than would be required for a weather 
or cargo deck, or hatch cover, as applicable. 


3.1.3 Details of the deck loading resulting from the 
proposed stowage or operation of vehicles are to be supplied 
by the Builder. These details are to include axle and wheel 
spacing, the wheel load, type of tyre and tyre print dimensions 
for the vehicles. The vehicle types and wheel loads for which 
the vehicle decks, including hatch covers where applicable, 
have been approved are to be included in the craft's 
documentation and contained in a notice displayed on each 
deck. For design purposes, the wheel loading is to be taken 
as not less than 3,0 KN. 


3.1.4 The scantling requirements are based on structural 
strength and limitations on stress and deflection, with no 
allowance made for wear and tear. Local reinforcement is to 
be fitted as necessary, particularly in way of vehicle lanes and 
passenger routes. 


3.1.5 The webs of vehicle deck stiffening members are in 
no cases to be scalloped. 

3.2 Definitions 

3.2.1 Load area. The load area is defined as the footprint 
area of an individual wheel or the area enclosing a group of 
wheels when the distance between footprints is less than the 
smaller dimension of the individual prints. 


3.3 Deck plating 


3.3.1 The thickness, t,, of vehicle deck plating is to be 


taken as not less than: 


as 
= ——— mm 
, 1370 fk, 


where 
P, = corrected patch load, in tonnes, obtained from 
Table 5.3.1 
a = thickness coefficient obtained from Fig. 5.3.1 
S = secondary stiffener spacing, in mm 
By = tyre print coefficient used in Fig. 5.3.1 


3,5P, ky? 7 
10940 (Ske x 10 


s and k, are as defined in 1.2. 
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Table 5.3.1 Deck plate thickness calculation 


Symbols Expression 


a, S, u, and v as defined in Fig. 5.3.1 = $4 $2 $34 Pw 


n tyre correction factor as detailed in Table 5.3.2 
P4 corrected patch load, in tonnes 2v,+1,1s 
dynamic magnification factor = “uy + 1,1s- 
load, in tonnes, on the tyre print. For closely spaced M4 
wheels the shaded area shown in Fig. 5.3.1 may be 
taken as the combined print $2 = 1,0 
dynamic magnification factor _ 1 
patch aspect ratio correction factor p 
panel aspect ratio correction factor 1,3 - me (a-u) 
wide patch load factor 


Vy v, but<s 


= u, but<a 


for u< (a-s) 


fora>u>(a-s) 


63 = 1,0 forv<s 
= 0,6 (s/v) + 0,4 for 1,5 > (v/s) > 1,0 


= 1,2 (s/v) for (V/s) = 1,5 


i. = 1,25 for craft operating in G1 

+ 0,35n) for craft operating in G2 

+ 0,42n) for craft operating in G3 

+ 0,49n) for craft operating in G4 

+ 0,56n) for craft operating in GS 

+ 0,70n) for craft operating in G6 

G1, G2, G38, G4, G5 and G6 as defined in Pt 1, Ch 2,3.5.5 


s and a are panel dimensions, in mm 
u and v are print dimensions, in mm 


L, thickness coefficient 


Note: For intermediate values of v/s linear 
interpolation may be used 


2,0 2,2 2,4 2,6 : i 3,2 3,4 3,6 


4390/88 


Bp , tyre print coefficient 


Fig. 5.3.1. Tyre print chart 
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3.4 Secondary stiffening 


3.4.1 The scantlings of vehicle deck stiffeners are to be 
as required to satisfy the most severe arrangement of print 
wheel loads in conjunction with the cargo/weather deck 
design head. 


3.4.2 The minimum requirements for section modulus, 
inertia and web area of vehicle deck secondary stiffeners 
subject to wheel loading are to be calculated in accordance 
with Table 5.3.3, see also Fig. 5.3.1 and Table 5.3.2. 


Table 5.3.2 Tyre correction factor, n 


Pneumatic Solid 
rubber tyres 
correction factor, n | correction factor, n 


Number of 


wheels in tyres 
idealised patch 


1 0,6 0,8 
2 or more 0,75 0,9 


3.4.3 When two or more load areas are located 
simultaneously on the same stiffener span, the scantling 
requirements are to be specially considered on the basis of 
direct calculation. 


Table 5.3.3 Secondary stiffener requirements 


3.4.4 Where continuous secondary stiffeners pass 
through the webs of primary members, they are to be fully 
collared or lugged in way. The shear stresses at the 
connections are to be in compliance with Table 7.3.1 in 
Chapter 7. 


3.5 Primary stiffening 

3.5.1 The scantlings of vehicle deck primary girders and 
transverse web frames are to be determined on the basis of 
direct calculation in association with the limiting permissible 
stress and deflection criteria contained in Chapter 7. 


3.6 Securing arrangements 


3.6.1 Details of the connections to the hull of vehicle 
securing arrangements are to be submitted for approval. 


3.6.2 Deck fittings in way of vehicle lanes are to be 
recessed. 


3.6.3 The vehicle deck structure is to be of adequate 


strength for the upward forces imposed at fixed securing 
points. Local reinforcement is to be fitted as necessary. 


Load case 


Scantling requirement 


d<l 


P ky (3/2 - a2) 
Section modulus (Z) (cm) = oma 


x 108 +Z 
24 I fy oq ) ae 


fs Pk, (218 — 2d2 14+ a9 
Inertia (1) (cm4) 1-(8 w{ ual 


x 10547, 
384 E1 as 


10P_ ky (m3 —2m2 + 2) r 
7 + 
W 2 f, Ta dk 


Web area (Ay) (cm2) 


where m = d/I 


Symbols 


maximum effective load per wheel or group of wheels, in KN 
overall secondary stiffener length, in metres 

stiffener spacing, in metres 

dimension of load area parallel to stiffener axis, in metres 

Young’s modulus of elasticity of material, in N/mm2 

dimension of load area perpendicular to stiffener axis, in metres 
lateral loading factor 

1 forw<s 

s/w forw >s 

limiting bending stress coefficient taken from Table 7.3.1 in Chapter 7 
limiting shear stress coefficient taken from Table 7.3.1 in Chapter 7 
limiting deflection coefficient taken from Table 7.2.1 in Chapter 7 
0,2% proof stress of material, in N/mm? 

shear stress of the alloy, in N/mm? 


Sa 
13 


stiffener requirements for weather/cargo decks to be determined in accordance with Ch 3,8.7 and Ch 3,8.10 using the 
appropriate design head for weather/cargo. In no case is the head to be taken as less than 2 kN/m2 


Zak Tak: Adk 
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3.7 Access 
BFi1 Bow doors are to comply with the requirements of 
Section 4. 


3.7.2 Where access to the vehicle deck is provided by 
side and stern doors the doors are to have scantlings 
equivalent to the structure in which they are fitted, see also 
Pt 3, Ch 4,4. 


3.7.3 Doors providing pedestrian access between 
vehicle decks and accommodation spaces are to be gastight, 
have scantlings equivalent to the surrounding structure and 
where applicable are to comply with the requirements of 
Part 17. 


3.8 Hatch covers 


3.8.1 The scantlings and arrangements of hatches and 
hatch covers located within vehicle decks are to be not less 
than that required by the Rules for the supporting structure in 
which such hatches are fitted. In general the end fixity of 
primary stiffening members is to be taken as simply 
supported. Local and secondary stiffening members may be 
either partially or fully fixed at their end connections 
dependent upon the proposed arrangement. 


3.8.2 In no case, however, are the scantlings of plating 
and stiffeners to be less than would be required for a weather 
or cargo deck, or hatch cover, as applicable. 


3.8.3 Where unusual arrangements of hatch cover 
stiffening are proposed, the scantlings of plating and stiffeners 
may be determined by direct calculations using a two- 
dimensional grillage model. A copy of the calculations is to be 
submitted. 


3.9 Heavy and special loads 


3.9.1 Where heavy or special loads are proposed to be 
carried, the scantlings and arrangements of the deck 
structure will be individually considered on the basis of 
submitted calculations. 


3.9.2 Due account is to be taken of the acceleration 
levels due to craft motion as applicable to particular items of 
heavy mass such as vehicles, containers, pallets, etc. 


3.10 Direct calculations 


3.10.1 LR will consider direct calculations for the derivation 
of scantlings as an alternative to and equivalent to those 
derived by Rule requirements. The assumptions made and the 
calculation procedures used are to be submitted for appraisal 
in accordance with Pt 8, Ch 1,2. 


O Section 4 
Bow doors 


41 Application 


4.1.1 The requirements of this Section are applicable to 
the arrangement, strength and securing of bow doors, both 
the visor and the side opening type doors, and inner doors 
leading to a complete or long forward enclosed super- 
structure. 


4.1.2 Other types of bow door will be specially considered. 


4.2 General 


4.2.1 The attention of Owners and Builders is drawn to 
the additional statutory regulations for bow doors that may be 
imposed by the National Authority. 


4.2.2 Bow doors are to be situated above the freeboard 
deck. A watertight recess in the freeboard deck located 
forward of the collision bulkhead and above the deepest 
waterline fitted for arrangement of ramps or other related 
mechanical devices may be regarded as a part of the 
freeboard deck. 


4.2.3 An inner door is to be fitted. The inner door is to be 
part of the collision bulkhead. The inner door need not be 
fitted directly above the bulkhead below, provided it is located 
within the limits specified for the position of the collision 
bulkhead, see Pt 3, Ch 2,4. A vehicle ramp may be arranged 
for this purpose, provided its position complies with Pt 3, 
Ch 2,4 and the ramp is weathertight over its complete length. 
In this case the upper part of the ramp higher than 2,3 m 
above the freeboard deck may extend forward of the limit 
specified in Pt 3, Ch 2,4. If this is not possible a separate inner 
weathertight door is to be installed, as far as practicable within 
the limits specified for the position of the collision bulkhead. 


4.2.4 Bow doors are to be fitted as to ensure tightness 
consistent with operational conditions and to give effective 
protection to inner doors. Inner doors forming part of the 
collision bulkhead are to be weathertight over the full height 
of the cargo space and arranged with fixed sealing supports 
on the aft side of the doors. 


4.2.5 Bow doors and inner doors are to be arranged so 
as to preclude the possibility of the bow door causing 
structural damage to the inner door or to the collision 
bulkhead in the case of damage to or detachment of the bow 
door. If this is not possible, a separate inner weathertight door 
is to be installed, as indicated in 4.2.3. 


4.2.6 The requirements for inner doors are based on the 
assumption that vehicles are effectively lashed and secured 
against movement in the stowed position. 
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4.3 Symbols and definitions 


4.3.1 The symbols used in this Section are defined as 
follows: 
A@py = vertical distance, in m, from visor pivot to the 
centroid of the transverse vertical projected area of 
the visor door, as shown in Fig. 5.4.2 
byy = horizontal distance, in m, from visor pivot to the 
centroid of the horizontal projected are of the visor 
door, as shown in Fig. 5.4.2 


Cpy = horizontal distance, in m, from visor pivot to the 
centre of gravity of visor mass, as shown in 
Fig. 5.4.2 


h = height of the door between the levels of the bottom 
of the door and the upper deck or between the 
bottom of the door and the top of the door, in 
metres, whichever is the lesser, as shown in 
Fig. 5.4.1 

k, = alloy factor 

= 125/c, 
ly = length of the door at a height h/2 above the bottom 
of the door, in metres, as shown in Fig. 5.4.2 

As; = area stiffener web in cm2 

A, = area, in m2, of the transverse vertical projection of 
the door between the levels of the bottom of the 
door and the upper deck or between the bottom of 
the door and the top of the door, whichever is the 
lesser, as shown in Fig. 5.4.2 

A, = area, in m2, of the longitudinal vertical projection of 
the door between the levels of the bottom of the 
door and the upper deck or between the bottom of 
the door and the top of the door, whichever is the 
lesser 

A, = area of the horizontal projection of the door 
between the levels of the bottom of the door and 
the upper deck or between the bottom of the door 
and the top of the door, in m2, whichever is the 
lesser, as shown in Fig. 5.4.2 

Qpg = shear force, in KN, in the stiffener calculated by 

using uniformly distributed external pressure P, as 
given in 4.5.1 

W = breadth of the door at a height h/2 above the 
bottom of the door, in metres, as shown in 
Fig. 5.4.1 

Wey = mass of the visor door, in tonnes 

co = bending stress, in N/mm? 


Ga = material yield stress, in N/mm2 
Seq = equivalent stress, in N/mm? 
= Vo? + 312 
t = shear stress, in N/mm2. 


4.3.2 Locking device. A device that locks a securing 
device in the closed position. 


4.3.3 Securing device. A device used to keep the door 
closed by preventing it from rotating about its hinges. 


4.3.4 Side-opening doors. Side-opening doors are 
opened either by rotating outwards about a vertical axis 
through two or more hinges located near the outboard edges 
or by horizontal translation by means of linking arms arranged 
with pivoted attachments to the door and the craft. It is 
anticipated that side-opening doors are arranged in pairs. 


Section A-A 


> 


Section B-B 


A 


4390/212 


a 


Fig. 5.4.1 Measurement of o,; and B, 


4.3.5 Supporting device. A device used to transmit 
external or internal loads from the door to a securing device 
and from the securing device to the craft’s structure, or a 
device other than a securing device, such as a hinge, stopper 
or other fixed device, that transmits loads from the door to the 
craft’s structure. 
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Upper deck line 


Elevation | 


4390/213 


Plan view 


Fig. 5.4.2 Bow visor (upward hinging) 


4.3.6 Visor doors. Visor doors are opened by rotating 
upwards and outwards about a horizontal axis through two or 
more hinges located near the top of the door and connected 
to the primary structure of the door by longitudinally arranged 
lifting arms. 


4.4 Strength criteria 


4.4.1 Scantlings of the primary members, securing and 
supporting devices of bow doors and inner doors are to be 
able to withstand the design loads defined in 4.5. The shear, 
bending and equivalent stresses are not to exceed 
43/k, N/mm?, 64/k, N/mm? and 80/k, N/mm? respectively. 


4.4.2 The buckling strength of primary members is to be 
verified as being adequate, see Ch 7,4. 


4.4.3 For metal to metal bearings in securing and 
supporting devices, the nominal bearing pressure calculated 
by dividing the design force by the projected bearing area is 
not to exceed 80 per cent of the yield stress of the bearing 
material. For other bearing materials, the permissible bearing 
pressure is to be determined according to the manufacturer’s 
specification. 


4.4.4 The arrangement of securing and supporting 
devices is to be such that threaded bolts do not carry support 
forces. The maximum tension in way of threads of steel bolts 
not carrying support forces is not to exceed 125/k, N/mm?. 


4.5 Design loads 


4.5.1 The design external pressure, P., for the determina- 
tion of scantlings for primary members, securing and 
supporting devices of bow doors is taken to be not less than 
the following: 
Py = 2,75AgCy (0,22 + 0,15tan a4)(0,4Vmax SIN By + 
0,6L.2°-5)?_ kN/m2 


Cy = 0,0125LR forLay < 80m 
= 1,0 forLp>80m 
LR = Rule length of craft, in m as defined in Pt 3, 


Ch 1,6 
Vinax = Maximum speed in knots as defined in Pt 1, 
Ch 2, 2.2.10. 
Ag = Service group factor for mono-hull craft, see 
Pt1,Ch2 


= 0,5 for Group 1 and 2 
= 0,6 for Group 3 
= 0,8 for Group 4 
= 1,0 for Group 5 and6 
For multi-hull craft, Ag will be specially considered 
and may be reduced where the freeboard is 
significant 
as = flare angle at the point to be considered, defined as 
the angle between a vertical line and the tangent to 
the side shell plating, measured in a vertical plane 
normal to the horizontal tangent to the shell plating, 
see Fig. 5.4.1 
Be = entry angle at the point to be considered, defined 
as the angle between a longitudinal line parallel to 
the centreline and the tangent to the shell plating in 
a horizontal plane, see Fig. 5.4.1. 


4.5.2 The design external forces, Fy, Fy and F;, in KN, for 
the determination of scantlings of securing and supporting 
devices of bow doors are taken to be not less than P, Ay, 
P.Ay and P, A; respectively. 
where 
P, is the external pressure, defined in 4.5.1, with the flare 
angle, a, and the entry angle, B., measured at the point 
on the bow door, /y/2 aft of the stem line on the plane 
h/2 above the bottom of the door, as shown in Fig. 5.4.1. 
Ay, Ay, Az and h as defined in 4.3.1. 


4.5.3 For bow doors, including bulwark, of unusual form 
or proportions, the areas used for the determination of the 
design values of external forces will be specially considered. 


4.5.4 For visor doors the closing moment, My, under 
external loads, is to be taken as: 


My = Fy. Apy + 10OWpy Cry — Fz Opy kNm 
where 


Woy» Aby: Ppy aNd Cpy are as defined in 4.3.1 
F, and F, are as defined in 4.5.2. 


4.5.5 The lifting arms of a visor and its supports are to be 
dimensioned for the static and dynamic forces applied during 
the lifting and lowering operations, and a minimum wind 
pressure of 1,5 kN/m2 is to be taken. 
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4.5.6 The design external pressure, in kKN/m2, for the 
determination of scantlings for primary members, securing 
and supporting devices and surrounding structure of inner 
doors is to be taken as the greater of 0,45L, and 10h>, where 
ho is the distance, in m, from the load point to the top of the 
cargo space and Lp is as defined in Pt 3, Ch 1,6.2.1. 


4.5.7 The design internal pressure for the determination 
of scantlings for securing devices of inner doors is not to be 
taken less than 25 kN/m2. 


4.6 Scantlings of bow doors 


4.6.1 The strength of bow doors is to be commensurate 
with that of the surrounding structure. 


4.6.2 Bow doors are to be adequately stiffened and 
means are to be provided to prevent lateral or vertical 
movement of the doors when closed. For visor doors 
adequate strength for the opening and closing operations is to 
be provided in the connections of the lifting arms to the door 
structure and to the craft structure. 


4.6.3 The thickness of the bow plating is not to be less 
than that required for the side shell plating, using bow door 
stiffener spacing, but in no case less than the minimum 
required thickness of fore end shell plating. 


4.6.4 The section modulus of horizontal or vertical 
stiffeners is not to be less than that required for end framing. 
Consideration is to be given, where necessary, to differences 
in fixity between craft’s frames and bow doors stiffeners. 


4.6.5 The stiffener webs are to have a net sectional area 
Ag, not less than: 
12,5Qbq 
6 
where 
Ags, Qbg and og are as defined in 4.3.1. 


4.6.6 The bow door secondary stiffeners are to be 
supported by primary members constituting the main 
stiffening of the door. 


4.6.7 The primary members of the bow door and the hull 
structure in way are to have sufficient stiffness to ensure 
integrity of the boundary support of the door. 


4.6.8 Scantlings of the primary members are generally to 
be supported by direct calculations in association with the 
external pressure given in 4.5.1 and permissible stresses 
given in 4.4.2. 


4.7 Scantlings of inner doors 


4.7.1 Scantlings of the primary members are generally to 
be supported by direct calculations in association with the 
external pressure given in and permissible stresses given in 
4.4.1. In general, formulae for simple beam theory may 
be applied. 


4.7.2 Where inner doors also serve as a vehicle ramps, 
the scantlings are not to be less than those required for 
vehicle decks. 


4.7.3 The distribution of the forces acting on the securing 
and supporting devices is, in general, to be supported by 
direct calculations taking into account the flexibility of the 
structure and actual position and stiffness of the supports. 


4.8 Securing and supporting of bow doors 


4.8.1 Bow doors are to be fitted with adequate means of 
securing and supporting so as to be commensurate with the 
strength and stiffness of the surrounding structure. The hull 
supporting structure in way of the bow doors is to be 
suitable for the same design loads and design stresses as the 
securing and supporting devices. Where packing is required, 
the packing material is to be of a comparatively soft type, and 
the supporting forces are to be carried by the steel structure 
only. Other types of packing may be considered. Maximum 
design clearance between securing and supporting devices 
is, in general, not to exceed 3 mm. A means is to be provided 
for mechanically fixing the door in the open position. 


4.8.2 Only the active supporting and securing devices 
having an effective stiffness in the relevant direction are to be 
included and considered to calculate the reaction forces 
acting on the devices. Small and/or flexible devices such as 
cleats intended to provide load compression of the packing 
material are, in general, not to be included in the calculations 
called for in 4.8.8. The number of securing and supporting 
devices are, in general, to be the minimum practical whilst 
taking into account the requirements for redundant provision 
given in 4.8.9 and 4.8.10 and the available space for 
adequate support in the hull structure. 


4.8.3 For opening outwards visor doors, the pivot 
arrangement is generally to be such that the visor is self 
closing under external loads, that is M, > 0. Moreover, the 
closing moment, My, as given in 4.5.4 is to be not less than: 


Mya = 10Wpy Cry + 0,1 (@py7 as BigP? (Re a FPS 
where 


Woy» @py: Ppy aNd Cphy are as defined in 4.3.1 
F, and F, are as defined in 4.5.2. 


4.8.4 Securing and supporting devices are to be 
adequately designed so that they can withstand the reaction 
forces within the permissible stresses given in 4.4.1. 


4.8.5 For visor doors the reaction forces applied on the 
effective securing and supporting devices assuming the door 
as a rigid body are determined for the following combination 
of external loads acting simultaneously together with the self 
weight of the door. 


Case1  F, andF,. 
Case 2  0,/F, acting on each side separately together 
with 0,7F, and 0,7F, 
where 


Fy, Fy and F, are to be determined as indicated in 4.5.2 
and applied at the centroid of projected areas. 
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4.8.6 For side-opening doors the reaction forces 
applied on the effective securing and supporting devices 
assuming the door as a rigid body are determined for the 
following combination of external loads acting simultaneously 
together with the self weight of the door: 

Case1  F,, Fy and F; acting on both doors. 

Case2 0,7F, and 0,7F, acting on both doors and 

0,7Fy acting on each door separately. 

where 

F,, Fy and F, are to be determined as indicated in 4.5.2 

and applied at the centroid of projected areas. 


4.8.7 The support forces as determined according to 
4.8.5 and 4.8.6 are to generally give rise to a zero moment 
about the transverse axis through the centroid of the area Ay. 
For visor doors, longitudinal reaction forces of pin and/or 
wedge supports at the door base contributing to this moment 
are not to be of the forward direction. 


4.8.8 The distribution of the reaction forces acting on the 
securing and supporting devices may require to be supported 
by direct calculations taking into account the flexibility of the 
hull structure and the actual position and stiffness of the 
supports. 


4.8.9 The arrangement of securing and supporting 
devices in way of these securing devices is to be designed 
with redundancy so that in the event of failure of any single 
securing or supporting device the remaining devices are 
capable of withstanding the reaction forces without exceeding 
by more than 20 per cent the permissible stresses as given 
in 4.4.1. 


4.8.10 For visor doors, two securing devices are to be 
provided at the lower part of the door, each capable of 
providing the full reaction force required to prevent opening of 
the door within the permissible stresses given in 4.4.1. The 
opening moment, Mz, to be balanced by this reaction force, is 
not to be taken less than: 


Mo, = 10Wpy Any ae 5A, Aby kNm 
where 
Woy Ax: Apy and apy are as defined in 4.3.1. 


4.8.11 For visor doors, the securing and supporting 
devices excluding the hinges should be capable of resisting 
the vertical design force (F, — 10W,y), in KN, within the 
permissible stresses given in 4.4.1. 


4.8.12  Allload transmitting elements in the design load 
path, from door through securing and supporting devices into 
the craft structure, including welded connections, are to be 
the same strength. 


4.8.13 For side-opening doors, thrust bearing has to be 
provided in way of girder ends at the closing of the two leaves 
to prevent one leaf to shift towards the other one under effect 
of unsymmetrical pressure, see Fig. 5.4.38. Each part of the 
thrust bearing has to be kept secured on the other part by 
means of securing devices. Any other arrangements serving 
the same purpose are to be submitted for appraisal. 
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Fig. 5.4.3 Typical thrust bearing 


4.9 Securing and locking arrangement 


4.9.1 Securing devices are to be simple to operate and 
easily accessible. Securing devices are to be equipped with 
mechanical locking arrangement (self locking or separate 
arrangement), or be of the gravity type. The opening and 
closing systems as well as securing and locking devices are to 
be interlocked in such a way that they can only operate in the 
proper sequence. 


4.9.2 Bow doors and inner doors giving access to 
vehicle decks are to be provided with an arrangement for 
remote control, from a position above the freeboard deck, of: 
(a) the closing and opening of the doors; and 

(b) associated securing and locking devices for every door. 
Indication of the open/closed position of every door and every 
securing and locking device is to be provided at the remote 
control stations. The operating panels for operation of doors 
are to be inaccessible to unauthorised persons. A notice 
plate, giving instructions to the effect that all securing devices 
are to be closed and locked before leaving harbour, is to be 
placed at each operating panel and is to be supplemented by 
warning indicator lights. 


4.9.3 Where hydraulic securing devices are applied, the 
system is to be mechanically lockable in the closed position 
so that in the event of loss of the hydraulic fluid, the securing 
devices remain locked. The hydraulic system for securing and 
locking devices is to be isolated from other hydraulic circuits 
when in the closed position. 


4.9.4 Separate indicator lights and audible alarms are to 
be provided on the navigation bridge and on the operating 
panel to show that the bow door and inner door are closed 
and that their securing and locking devices are properly 
positioned. The indication panel is to be provided with a lamp 
test function. The indicator lights are to be provided with a 
permanent power supply, further, arrangements are to be 
such that it is not possible to turn off these lights in service. 


LLOyD’s REGISTER 


11 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRafT, July 2012 


Special Features 


Part 7, Chapter 5 


Sections 4 & 5 


4.9.5 The indicator system is to be designed on the 
fail-safe principle and is to show by visual alarms if the door is 
not fully closed and not fully locked and by audible alarms if 
securing devices become open or locking devices become 
unsecured. The power supply for the indicator system is to 
be independent of the power supply for operating and closing 
the doors. The sensors of the indicator system are to be 
protected from water, ice formation and mechanical damages. 


4.9.6 The indication panel on the navigation bridge is to be 
equipped with a mode selection function ‘harbour/sea voyage’, 
so arranged that audible alarm is given if the craft leaves 
harbour with the bow door or inner door not closed and with 
any of the securing devices not in the correct position. 


4.9.7 A water leakage detection system with audible 
alarm and television surveillance are to be arranged to provide 
an indication to the navigation bridge and to the engine 
control room of leakage through the inner door. 


4.9.8 Between the bow door and the inner door a 
television surveillance system is to be fitted with a monitor on 
the navigation bridge and in the engine control room. The 
system is to be able to monitor the position of doors and a 
sufficient number of their securing devices. Special consider- 
ation is to be given for lighting and contrasting colour of 
objects under surveillance. 


4.9.9 A drainage system is to be arranged in the area 
between bow door and ramp, as well as in the area between 
the ramp and inner door where fitted. The system is to be 
equipped with an audible alarm function to the navigation 
bridge for water level in these areas exceeding 0,5 m above 
the car deck level. 


4.10 Operating and Maintenance Manual 


4.10.1 | An Operating and Maintenance Manual for the bow 

door and inner door is to be provided on board and contain 

necessary information on: 

(a) main particulars and design drawings, 

(b) service conditions, e.g. service area restrictions, acceptable 
clearances for supports, 

(c) maintenance and function testing, 

(d) register of inspections and repairs. 

This manual is to be submitted for approval. 


4.10.2 Documented operating procedures for closing and 
securing the bow door and inner door are to be kept on board 
and posted at an appropriate place. 


| Section 5 
Movable decks 


5.1 Classification 


5.4.1 Movable decks other than those described in 5.1.2 
are not a classification item, although consideration must be 
given to associated supporting structure. Where movable 
decks are fitted, it is recommended that they be based on the 
requirements of this Section. 


5.1.2 At the Owner’s or Builder’s request, however, 
movable decks will be included as a classification item, and 
the class notation Movable decks will be entered in the 
Register Book. In such cases, all movable decks on board the 
ship are to comply with the requirements of this Section. 


5.2 Arrangements and designs 


5.2.1 Movable decks are generally to be constructed as 
pontoons comprising a web structure with top decking. Other 
forms of construction will be individually considered. 


5.2.2 Positive means of control are to be provided to 
secure decks in the lowered position. 


5.2.3 The decks are to be efficiently supported, and 
hinges, pillars, chains or other means (or a combination of 
these) are to be designed on the basis of the imposed loads. 
Where supporting chains and fittings are required, they are to 
have a factor of safety of at least two on the proof load. 


5.2.4 Plans showing the proposed scantlings and 
arrangements of the system are to be submitted. 


5.2.5 Where it is proposed to stow the pontoons on 
deck, when not in use, details of the proposals for racks, 
fittings, etc., are to be submitted for consideration. 


5.3 Loading 


5.3.1 Details of the deck loading resulting from the 
proposed stowage arrangements of vehicles are to be 
supplied by the Shipbuilder. These details are to include the 
axle and wheel spacing, the wheel load, type of tyre and tyre 
print dimensions for the vehicles. For design purposes the 
wheel loading is to be taken as not less than 3,0 KN, 
see Section 3. 


5.3.2 Where it is proposed also to use the decks for 
general cargo, the design loadings are to be submitted 
for consideration. 
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5.4 Scantling requirements 


5.4.1 The scantlings and arrangements of removable 
decks are to be not less than those required by the Rules for 
the supporting structure in which the movable decks are 
fitted. In general the end fixity of primary stiffening members is 
to be taken as simply supported. Local and secondary 
stiffening members may be either partially or fully fixed at their 
end connections dependent upon the proposed arrangement. 


5.5 Deflection 


5.5.1 Where wheeled vehicles are to be used, the 
supporting arrangements are to be such that the movement 
at the edge of one pontoon relative to the next does not 
exceed 50 mm during loading or unloading operations. 


| Section 6 
Helicopter landing areas 


6.1 General 


6.1.1 The landing area may be located on an appropriate 
area of the weather deck or on a platform specifically 
designed for this purpose and permanently connected to the 
craft structure. 


6.1.2 The structure is to be designed to accommodate 
the largest helicopter type which it is intended to use. In 
general, the diameter of the landing area is to be not less than 
1,25 times the rotor diameter. 


6.1.3 Attention is drawn to the requirements of National 
and other Authorities concerning the construction of 
helicopter landing platforms and the operation of helicopters 
as they affect the craft. 


6.1.4 Plans are to be submitted showing the proposed 
scantlings and arrangements of the structure. The type, size 
and weight of helicopters to be used are also to be indicated. 
Details of the helicopter types to be used are to be included in 
the craft’s documentation, and be contained in a notice 
displayed on the helicopter landing deck. 


6.7.5 Where the landing area forms part of a weather or 
erection deck, the scantlings are to be not less than those 
required for decks in the same position. 


6.1.6 The requirements for fire protection, detection 
and extinction for yachts are to comply with Part 17. The 
requirements for other types of craft are outside the scope of 
classification and are therefore to comply with the requirements 
for the National Authority. Special consideration is to be given to 
the insulation standard if the space below the helicopter deck is 
a high fire-risk space. 


6.2 Arrangements 


6.2.1 The landing area is to be sufficiently large to allow 
for the landing and manoeuvring of the helicopter, and is to 
be approached by a clear landing and take-off sector complying 
in extent with the applicable regulations. 


6.2.2 The landing area is to be free of any projections 
above the level of the deck. Projections in the zone 
surrounding the landing area are to be kept below the heights 
permitted by the Regulations. 


6.2.3 Suitable arrangements are to be made to minimise 
the risk of personnel or machinery sliding off the landing area. 
A non-slip surface and anchoring devices, and in the case of 
independent platforms, safety nets, are to be provided. 


6.2.4 Arrangements are to be made for drainage of the 
platform, including drainage of spilt fuel. 


6.2.5 Details of arrangements for securing the helicopter 
to the deck are to be submitted for approval. 


6.3 Landing area plating 


6.3.1 The deck plate thickness, f,, within the landing area 
is to be not less than: 


fs ey 
P-13704/k, 


a = thickness coefficient obtained from Fig. 5.3.1 


Bp = tyre print coefficient used in Fig. 5.3.1 
3,5 Py kj? 
= lOg40 (ae 2 x 107) 
s2 
where 


s and k, are as defined in 1.2. 
The plating is to be designed for the emergency landing case 
taking: 
P, = 2,56; 0203 fy Py tonnes 
where 
4, bo, bg are to be determined from Table 5.3.1 
f = 1,15 for landing decks over manned spaces, e.g., 
deckhouses, bridges, control rooms, etc. 
= 1,0 elsewhere 
P, = the maximum all up weight of the helicopter, 
in tonnes 
P\, = landing load on the tyre print, in tonnes: 
For helicopters with a single main rotor, Py, is to be 
taken as P,, divided equally between the two main 
undercarriage wheels. 
For helicopters with tandem main rotors, Py is to 
be taken as P,, distributed between all main under- 
carriage wheels in proportion to the static loads 
they carry. 
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For helicopters fitted with landing gear consisting 
of skids, P\, is to be taken as P,, distributed in 
accordance with the actual load distribution given 
by the airframe manufacturer. If this is unknown, Pw 
is to be taken as 1/6P,, for each of the two forward 
contact points and 1/3P,, for each of the two aft 
contact points. The load may be assumed to act as 
a 3800 mm x 10 mm line load at each end of each 
skid when applying Fig. 5.3.1. 
y = alocation factor given in Table 5.6.1 

For wheeled undercarriages, the tyre print dimensions speci- 

fied by the manufacturer are to be used for the calculation. 

Where these are unknown it may be assumed that the print 

area is 300 x 300 mm and this assumption is to be indicated 

on the submitted plan. 

For skids and tyres with an asymmetric print, the print is to be 

considered oriented both parallel and perpendicular to the 

longest edge of the plate panel and the greatest corresponding 

value of a taken from Fig. 5.3.1. 


Table 5.6.1 Location factor, y 


Location 


On decks forming part of the 
hull girder: 
(a) within 0,4L.R amidships 


0,71 Values for intermediate 
locations are to be 

0,6 determined by 
interpolation 


(b) at the FP. or A.P. 


Elsewhere 0,6 


Table 5.6.2 


6.4 Deck stiffening and supporting structure 


6.4.1 The helicopter deck stiffening and supporting struc- 
ture are to be designed for the load cases given in Table 5.6.2, 
with the helicopter being positioned so as to produce the 
most severe loading condition for each structural member 
under consideration. 


6.4.2 The minimum requirements for section modulus, 
inertia and web area of secondary stiffeners are to be in 
accordance with Table 5.3.3. 


6.4.3 For primary stiffening, and where a grillage 
arrangement is adopted, it is recommended that direct 
calculation procedures be used to determine the scantling 
requirements, in association with the limiting permissible 
stress criteria given in Chapter 7. A copy of the calculations is 
to be submitted for consideration. 


Design load cases for deck stiffening and supporting structure 


Loads (tonnes) 


Loadcase 


Landing area 


Supporting structure, see Note 1 


UDL, in kN/m2 


Helicopter patch load, 


Horizontal load, 


Self weight see Note 2 


see Note 2 


(1) Overall distributed loading 


(2) Helicopter emergency landing 


0,5Pp, 


(3) Normal Usage 


0,5Py, + 0,5Wy, 


Symbols 


Ph; Py and f are as defined in 6.3.1 
UDL = Uniformly distributed vertical load over entire landing area 


W,, = structural self-weight of helicopter platform, in tonnes 


NOTES 


1. For the design of the supporting structure for helicopter platforms applicable self weight and horizontal loads are to be added to the land- 


ing area loads. 


2. The helicopter is to be so positioned as to produce the most severe loading condition for each structural member under consideration. 
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a Section 7 
Strengthening requirements for 
navigation in ice conditions 


7.1 General 


Fh Where an ice class notation is to be included in the 
class of a craft, the scantlings will require special considera- 
tion, see Pt 3, Ch 2,9. 


7.2 Shell plating 


7.2.1 In way of the main ice belt zone, the thickness of 
the shell plating is to be determined by direct calculation. 
A copy of these direct calculations is to be submitted for 
consideration. 


7.2.2 Changes in plating thicknesses in the longitudinal 
direction are to take place gradually. 


7.2.3 In general, all welded seams and butts in way of the 
main ice belt are to be dressed smooth. 
7.3 Shell framing requirements 
7.3.1 The section modulus of an ice framing stiffening 


member is to be determined by direct calculation. A copy of 
these direct calculations is to be submitted for consideration. 
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Section 

1 General 

2 Hull girder strength for mono-hull craft 

3 Additional hull girder strength requirements for 


multi-hull craft 


& Section 7 
General 


1.1 Application 


Tshed The requirements for longitudinal and transverse 
global strength for mono-hull and multi-hull craft of aluminium 
construction, are contained within this Chapter. Due considera- 
tion is taken of the dynamic effects, where appropriate, in both 
the crest and trough wave loading conditions. 


1:2 Symbols and definitions 


1.2.1 The symbols and definitions applicable to this 

Chapter are defined below or in the appropriate sub-Section: 

length of stiffening member, in metres 

1, = effective span length of stiffening member, in metres 

p = design pressure as appropriately given in Part 3, 
in KN/m?2 

= spacing of stiffener, in mm 

= thickness of plating, in mm 

= moulded breaacth of craft, in metres (to be taken as 
the breadth of a single hull for multi-hull craft) 

LR = Rule length of the craft, in metres 

6B = panel aspect ratio correction, see Ch 3,1.15 
6, = 0,2 per cent proof stress of the alloy in the welded 
condition, in N/mm2 


~ 
Il 


- Sa 
{3 


122 The strength deck is to be taken as follows: 

(a) Where there is a complete upper deck the strength deck 
is the upper deck. 

(ob) Where the upper deck is stepped, as in the case of 
raised quarterdeck craft, the strength deck is stepped 
as shown in Fig. 6.1.1. 


1.3 General 


1.3.1 The additional pressures arising from the influence 
of the global loading are considered in the determination of 
the longitudinal strength requirements for local and secondary 
stiffening and bottom shell plating. 


7.3.2 In general, the effective sectional area of continuous 
longitudinal strength members, after deduction of openings, is 
to be used for the calculation of midship section modulus. 


4390/204 


Fig. 6.1.1 Strength deck 


7.3.3 Structural members which contribute to the overall 
hull girder strength are to be carefully aligned so as to avoid 
discontinuities resulting in abrupt variations of stresses and 
are to be kept clear of any form of openings which may affect 
their structural performances. 


1.3.4 In general, superstructures or deckhouses will not 
be accepted as contributing to the global longitudinal or 
transverse strength of the craft. However, where it is proposed 
to include substantial, continuous stiffening members, special 
consideration will be given to their inclusion on submission of 
the designer’s/Builder’s calculations. 


7.3.5 Where continuous deck longitudinals or deck 
girders are arranged above the strength deck, special 
consideration may be given to the inclusion of their sectional 
area in the calculation of the hull section modulus (Z). The 
lever is to be taken to a position corresponding to the depth 
of the longitudinal member above the moulded deckline at 
side amidships. Each such case will be individually consid- 
ered. 


1.3.6 Adequate transition brackets are to be fitted at the 
ends of effective continuous longitudinal strength members in 
the deck and bottom structures. 


1.3L Scantlings of all continuous longitudinal members 
of the hull girder based on the minimum section stiffness 
requirements determined from 2.2 are to be maintained within 
0,4LR amidships. However, in special cases, based on 
consideration of type of craft, hull form and loading 
conditions, the scantlings may be gradually reduced towards 
the ends of the 0,4/p part, bearing in mind the desire not to 
inhibit the craft’s loading and operational flexibility. 
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1.4 Openings 1.4.4 Isolated openings in longitudinals or longitudinal 
girders need not be deducted if their depth does not exceed 

1.4.1 Deck openings having a length in the fore and aft 25 per cent of the web depth or 75 mm, whichever is the 


directions exceeding 0,1B m or a breadth exceeding 0,058 m 
are in all cases to be deducted from the sectional areas used 
in the section modulus calculation. 


1.4.2 Deck openings smaller than stated in 1.4.1, 
including manholes, need not be deducted provided they are 
isolated and the sum of their breadths or shadow area 
breadths (see 1.4.3) in one transverse section does not 
exceed 0,06 (B, — 2 b,): 
where 

By = breadth of craft, in metres, at section considered 
xb, = sumofbreadths, in metres, of deductible openings 
Where a large number of deck openings are proposed in any 
transverse space, special consideration will be required. 


1.4.3 Where calculating deduction-free openings, the 
openings are assumed to have longitudinal extensions as 
shown by the shaded areas in Fig. 6.1.2. The shadow area is 
obtained by drawing two tangent lines to an opening angle of 
30°. The section to be considered is to be perpendicular to 
the centreline of the ship and is to result in the maximum 
deduction in each transverse space. 


Transverse 


Transverse 


4390/206 


Total equivalent breadth of small openings 
at xx = b+ + bo + bg 


Fig. 6.1.2 Isolated openings 


lesser. 


1.4.5 Openings are considered isolated if they are spaced 
not less than 1 m apart. 


1.4.6 A reduction for drainage holes and scallops in 
beams and girders, etc., is not necessary so long as the 
original section stiffness at deck or keel is reduced by no more 
than three per cent. 


1.5 Direct calculation procedure 


1.5.1 In direct calculation procedures capable of 
deriving the wave induced loads on the craft, and hence the 
required modulus, account is to be taken of the craft’s actual 
form and weight distribution. 


1.5.2 Lloyd’s Register’s (hereinafter referred to as ‘LR’) 
direct calculation method involves derivation of response to 
regular waves by strip theory, short-term response to 
irregular waves using the sea spectrum concept, and long- 
term response predictions using statistical distributions of sea 
states. Other direct calculation methods submitted for 
approval are normally to contain these three elements and 
produce similar and consistent results when compared with 
LR’s methods. 


1.6 Approved calculation systems 


1.6.1 Where the assumptions, method and procedures 
of a longitudinal strength calculation system have received 
general approval from LR, calculations using the system for a 
particular craft may be submitted. 


1.7 Information required 


Tf44 In order that an assessment of the longitudinal 
strength requirements can be made, the following information 
is to be submitted, in LR’s standard format where appropri- 
ate: 

a) General arrangement and capacity plan or list, showing 
details of the volume and position of centre of gravity of 
all tanks and compartments. 

b) Bonjean data, in the form of tables or curves, for at least 

21 equally spaced stations along the hull. A lines plan 

and/or tables of offsets may also be required. 

c) Details of the calculated lightweight and its distribution. 

d) Details of the weights and centres of gravity of all 
deadweight items for each of the main loading 
conditions. It is recommended that this information be 
submitted in the form of a preliminary Loading Manual, to 
include the calculated still water and dynamic bending 
moments and shear forces. 


LLoyD’s REGISTER 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRaFT, July 2012 


Hull Girder Strength Part 7, Chapter 6 


Sections 1 & 2 


1.8 Loading guidance information 


7.8.1 Sufficient information is to be supplied to the 
Master of every craft to enable him to arrange loading in such 
a way as to avoid the creation of unacceptable stresses in the 
craft’s structure. 


a Section 2 
Hull girder strength for mono-hull 


craft 
2.1 General 
2.1.1 Longitudinal strength calculations are to be 


submitted for all craft with a Rule length, Lp, exceeding 
45 m covering the range of load and ballast conditions 
proposed, in order to determine the required hull girder 
strength. Still water, static wave and dynamic bending 
moments and shear forces are to be calculated for both 
departure and arrival conditions. 


2.1.2 For craft of ordinary hull form with a Rule length, Lp, 
less than 45 m, the minimum hull girder strength requirements 
are generally satisfied by scantlings obtained from local 
strength requirements. However longitudinal strength 
calculations may be required at LR’s discretion, dependent 
upon the form, constructional arrangement and proposed 
loading. 


2.1.3 Where the Rule length, Lp, of the craft exceeds 
75 m, or for new designs of large, structurally complicated 
craft, the design loads and scantling determination formulae in 
this Chapter are to be supplemented by direct calculation and 
structural analysis by 3-D finite element methods. These 
supplementary calculations are to include the results of model 
tests and full scale measurement where available or required 
by LR. Full details of such methods and all assumptions and 
calculations, which are to be based on generally accepted 
theories, are to be submitted for appraisal. 


2.2 Bending strength 


2.2.1 The effective geometric properties of the midship 
section are to be calculated directly from the dimensions of 
the section using only the effective material elements which 
contribute to the global longitudinal strength. For the 
purposes of this analysis an element may be of deck plating, 
longitudinal girder, inner bottom, etc., or other continuous 
member. 


2.2.2 The longitudinal strength of craft with > 3,0 is 


V 
AI Gwe 
to satisfy both the following criteria: 
O, + Oj + OF < 1,20p 
Og <Op 
where 


Op = maximum permissible hull vertical bending stress, 
in N/mm2 
= fogH Oa 
fogH = limiting hull bending stress coefficient taken from 


Table 7.3.2 in Chapter 7 
Lw is as defined in Pt 3, Ch 1,6.2.5 
O,, Oj, 6; aNd Gg are given in Table 6.2.1 
o, is as defined in 1.2.1. 


Table 6.2.1 Longitudinal component stresses 


Nominal stress (N/mm?) 


Component stress type 


Hull girder bending stress at Og = 
strength deck amidships 


Hull girder bending stress at 
keel amidships 


Actual stress in bottom 
longitudinals amidships due to 
design pressure load 


Actual stress in bottom plating 
amidships due to design 
pressure load 


Symbols and definitions 


Mp design longitudinal midship bending moment, in KNm 
given in Pt 5, Ch 5,5 

Dg additional effective pressure loading, in KN/m2, on 
bottom longitudinals from global dynamic load model, 
given in Pt 5, Ch 5,2.6.3 
additional effective pressure loading, in kN/m2, on 
bottom plating from global dynamic load model, given 
in Pt 5, Ch 5,2.6.4 
actual section modulus at deck, in m3 

= actual section modulus at keel, in m8 
maximum section modulus of bottom longitudinal 
stiffener, associated with plating, amidships, in cm8 
S, Ig, B and ty are as defined in 1.2. 


2.2.3 The longitudinal strength of craft with < 3,0 


V 

AI Cwe 
is to satisfy both the following criteria: 

OO, < Op 

Og <Op 
where 

Op is as defined in 2.2.2 

6, and og, are given in Table 6.2.1 

Ly is as defined in Pt 83, Ch 1,6.2.5. 
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2.3 Shear strength 


2.3.1 The shear strength of the craft at any position along 
its length is to satisfy the following criterion: 


O 
D 
II 


design hull shear force at any section along the hull 
length, Lp, in KN determined from Pt 5, Ch 5,5 

A. = shear area of transverse section, in m2, is to be 
taken as the effective net sectional area of the shell 
plating and longitudinal bulkheads after deductions 
for openings. For longitudinal strength members 
which are inclined to the vertical, the area of the 
member to be included in the calculation is to be 
based on the area projected onto the vertical plane, 


see Fig. 6.2.1 
To = maximum permissible mean shear stress, in N/mm? 
= ta Ga 
fog = limiting hull shear stress coefficient taken from 


Table 7.3.2 in Chapter 7 
T, is as defined in 1.2.1. 


Actual Calculation 


—>| |< t 


Transform 


Transform 
“> 


Transform 


Fig. 6.2.1 Effective shear area 


2.4 Torsional strength 


2.4.1 Torsional stresses are typically small for mono-hulls 
of ordinary form of Rule length, Lp, less than 75 m and can 
generally be ignored. 


2.4.2 The calculation of torsional stresses and/or 
deflections may be required when considering craft with large 
deck openings, unusual form or proportions. Calculations may 
in general be required to be carried out using a direct 
calculation procedure. Such calculations are to be submitted 
in accordance with 1.5. 


2.5 Superstructures global strength 


2.5.1 The effectiveness of the superstructure in absorbing 
hull girder bending loads is to be established where the first 
tier of the superstructure extends within 0,4L amidship and 
where: 


ly > bg + Shg 
where 
ly = length of first tier, in metres 
bg = breadth of first tier, in metres 
hg = ‘tween deck height of first tier, in metres. 


2.5.2 For superstructures with one or two tiers extending 
outboard to the craft’s side shell, the effectiveness in 
absorbing hull girder bending loads in the uppermost effective 
tier may be assessed by the following factor: 
ns = 7 |le-5) 74 +94 (5-€) 73 + 2800 (e - 
5,8) 72 + 27660 (9 -«) | f(A, N) x 10-7 


where 
f(r, N=1) =| 
f(r, N = 2) = 0,90A3 — 2,1722 + 1,734 + 0,50 
and 
N = 1if ln < 0,7 
= 2 if Io = 0,71, 
h = a or 1, whichever is less 
Lp 
b, 
aS hy or 5, whichever is less 
lw ; : 
f= 4 Or 25, whichever is less 
1 
ly = 4 forN=1 
2l, +1 
- (2h +b) forN=2 
3 
LR = is as defined in 1.2.1, in metres 
1,,04,4, = is as defined in 2.5.1, in metres 
l5 = length of second tier, in metres. 


2.5.3 The hull girder compressive bending stress o,, in 
the uppermost effective tier at side may be derived according 
to the following formula: 


OL N/mm? 


_ R 
= TS 1000Zi¢0 


where 
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Mp = hull girder bending moment at midships due to 
sagging as determined in Pt 5, Ch 5,5, in kNm 
Zio09 = section modulus at uppermost effective tier of hull 
and effective tiers, assuming tiers to be 100 per 
cent effective, in m3 
Ns = as defined in 2.5.2. 


2.5.4 The compressive stress, o,, in the uppermost effec- 
tive tier at side is to be checked against buckling in accor- 
dance with Ch 7,4. 


pareve) The uppermost effective tier may need to fulfil the 
requirements for strength deck when the following applies: 


Zohy-l 
a) 
Too 


Ns = 
where 
Ns = as defined in 2.5.2 
Zp) = section modulus of hull only at hull upper deck, in ms 


Ii4o09 == Moment of inertia of hull and effective tiers, assuming 
tiers to be 100 per cent effective, in m4 

height from hull upper deck to uppermost effective 
tier, in metres. 


> 
Il 


| Section 3 
Additional hull girder strength 
requirements for multi-hull craft 


3.1 General 


3.17.1 Except as otherwise specified within this Section, 
the global strength requirements for multi-hull craft are to 
comply with Section 2. 


3.1.2 Longitudinal strength calculations are to be 
submitted for all craft with a Rule length, Lp, exceeding 
40 m covering the range of load and ballast conditions 
proposed, in order to determine the required hull girder 
strength. Still water, static wave and dynamic bending 
moments and shear forces are to be calculated for both 
departure and arrival conditions. 


3.1.3 For craft of ordinary hull form length with a Rule 
length, Lp, less than 40 m, the minimum hull girder strength 
requirements are generally satisfied by scantlings obtained 
from local strength requirements. However longitudinal 
strength calculations may be required at LR’s discretion, 
dependent upon the proposed loading. 


3.1.4 Where the Rule length, Lp, of the craft exceeds 
60 m, or for new designs of large, structurally complicated 
craft, the design loads and scantling determination formulae in 
this Chapter are to be supplemented by direct calculation and 
structural analysis by 3-D finite element methods. These 
supplementary calculations are to include the results of model 
tests and full scale measurement where available or required 
by LR. Full details of such methods and all assumptions and 
calculations, which are to be based on generally accepted 
theories, are to be submitted for appraisal. 


3.1.5 The strength deck plating in way of the cross-deck 
structure, the wet-deck plating, longitudinal bulkheads and 
girders, and other continuous members may be included in 
the determination of the midship section stiffness. 


3.1.6 Special consideration will be given to the global 
strength requirements for craft with more than two hulls linked 
by cross-deck structure. 


3.2 Hull longitudinal bending strength 


3.2.1 The requirements of 2.2 are in general to be 
complied with, using the appropriate design bending moment 
and effective pressure loadings applicable to multi-hull craft, 
as determined from Pt 5, Ch 5,5. 


3.3 Hull shear strength 


3.3.1 The requirements of 2.3 are to be complied with so 
far as they are applicable. 


3.4 Torsional strength 


3.4.1 Where a craft is of unusual form or novel construc- 
tion, or at the discretion of LR, the torsional stress is to be 
determined by direct calculation methods using the twin hull 
torsional connecting moment as defined in Pt 5, Ch 5,5. Such 
calculations are to be submitted in accordance with 1.5. 


3.5 Strength of cross-deck structures 


S507 Design loads to be applied for scantling calcula- 
tions are transverse vertical bending moment and shear force, 
twin hull torsional connecting moment, external pressure load 
and appropriate internal loads as defined in Part 5. 


3.5.2 The primary stiffening members of the cross-deck 
structure are to provide sufficient strength to satisfy the stress 
criteria given in Table 6.3.1. 


3.5.3 The component nominal stresses may be deter- 

mined in accordance with Table 6.3.2 in the case where the 

cross-deck is formed by transverse primary stiffeners or bulk- 

heads and the following assumptions are taken: 

(a) The cross-deck is symmetrical forward and aft of a 
transverse axis at its half length. 

(b) Primary stiffeners having the same scantlings and 
spacing. 


3.5.4 Other cross-deck designs subjected to global 
transverse loads will require a two-dimensional grillage 
analysis to be performed to demonstrate compliance with 
3.5.2. 


3:0: Section properties are to be calculated using an 
effective breadth of plating to be determined in accordance 
with Ch 8,1.11. 
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Table 6.3.1 Primary member stress criteria 


Stress type Component stresses Allowable stress level (N/mm2) 


Total direct stress, Op Oop = OvBt+ OmtTt od logy lor 


Total shear stress, Tp Tp = TT + TyBT + TMT Fogy Tg 


Equivalent stress, ogg Seq = 92 + 31? 1,2 Ioeg Sa 


Symbols and definitions 


OMB: Sump tT TMBT aNd thy7 are Component stresses, in N/mm2, to be taken from Table 6.3.2. 
tog: fegv and foeg are limiting stress coefficients for cross-deck structures to be taken from Table 7.3.2 in Chapter 7. 
Gg and t, are defined in 1.2. 


Table 6.3.2 Cross-deck component stresses for designs complying with 3.5.3 


Component stress type Nominal stress (N/mm?) 


Hull girder bending stress at strength deck amidships, see Table 6.2.1 


Stress induced by the transverse bending moment Mp, as defined in Pt 5, Ch 5,5 


3xXy My 
n(n+ 1) 8pZ 


Stress induced by the torsional moment My, as defined in Pt 5, Ch 5,5 108 


5Qy 


Shear stress induced by the vertical shear force Qy, as defined in Pt 5, Ch 5,5 iuiB AA 
Ww 


60M 


Bending shear stress induced by the torsional moment Mr, as defined in Pt 5, Ch 5,5 ft 
n(n+1) Sp Aw 


: . : . 46K XH? My 
Shear stress induced by the torsional moment Mr, as defined in Pt 5, Ch 5,5 fy 108 


MT py (n2 + isp a 


Symbols and definitions 


vertical shear force, in KN, as determined from, Pt 5, Ch 5,5 

transverse bending moment in KNm, as determined from Pt 5, Ch 5,5 

torsional moment in KNm, as determined from Pt 5, Ch 5,5 

total number of transverse primary stiffeners or bulkheads 

stiffener web area, cm 

primary stiffeners section modulus, in cm? 

stiffener spacing, in metres 

moment of inertia of stiffener, cm4 

transverse distance between the centre of the two hulls, in metres 

ts, for symmetrical I-section, in mm 

bp h/(bp + h), for constant thickness box sections, in mm 

stress induced by the transverse bending moment Mp, as defined in Pt 5, Ch 5,5, in N/mm2 

stress induced by the torsional moment My, as defined in Pt 5, Ch 5,5, in N/mm2 

shear stress induced by the vertical shear force Qy, as defined in Pt 5, Ch 5,5, in N/mm? 

bending shear stress induced by the torsional moment My, as defined in Pt 5, Ch 5,5, in N/mm? 

shear stress induced by the torsional moment My, as defined in Pt 5, Ch 5,5, in N/mm2 

face plate thickness, in mm 

breadth of box section, in mm 

b height of box section, in mm 

R: fp and fy are load combination factors reflecting the portions of each component global design load, Mp, Qy7, Mp and Mr, 
corresponding to the most severe load combinations, The most severe load combinations are the combinations of loads resulting in the 
maximum bending, shear and effective stress, respectively. The assessment of these load combinations need to take due consideration for 
the component load magnitude variation with wave heading and also the phasing in time between them. Generally, fr, fp, and fy are to 
be taken as indicated in Table 6.3.3. 
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Table 6.3.3 Load combination factors 


Factors 
Heading 


fr 


Head sea 1,0 
Beam sea 0,1 


Quartering sea 0,4 


3.5.6 Where primary stiffening members support areas of 
plating of the extruded plank type, or the floating frame 
system is used, the effect of the plating attached to the 
secondary stiffening members is to be ignored when 
determining the global section modulus requirements. 


3.6 Grillage structures 


3.6.1 For complex girder systems, a complete structural 
analysis using numerical methods may be required to be 
performed to demonstrate that the stress levels are 
acceptable when subjected to the most severe and realistic 
combination of loading conditions intended. 


3.6.2 In general, the transverse and vertical girders, 
bottom and side structures, bridge structure, deck structures 
and any other parts of the craft which LR considers critical to 
the craft’s structural integrity are to be included in the numer- 
ical modelling of the craft. 


3.7 Analysis techniques 


Of General or special purpose computer programs or 
any other analytical techniques may be used provided that the 
effects of bending, shear, axial and torsion are properly 
accounted for and the theory and idealisation used can be 
justified. 


3.7.2 In general, grillages consisting of slender girders 
may be idealised as frames based on beam theory provided 
proper account of the variations of geometric properties is 
taken. For cases where such an assumption is not applica- 
ble, finite element analysis or equivalent methods may have 
to be used. 


3.7.3 Analysis of the cross deck structures with regard to 
impact loads due to slamming may have to be carried out 
using advanced structural analysis techniques. 
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Section 

1 General 

2 Deflection control 
3 Stress control 

4 Buckling control 
5 Vibration control 


oO Section 7 
General 


1.1 Application 


Dehed The requirements of this Chapter are applicable to 
mono-hull and multi-hull craft of aluminium construction as 
defined in Pt 1, Ch 1,1. 


1.2 General 


7.2.1 The failure modes criteria contained within this 
Chapter are to be used in the formulae from the preceding 
Chapters to determine the scantling requirements. In addition, 
they are to be used when direct calculation methods are 
proposed as an alternative. 


1.3 Symbols and definitions 
1.3.1 The symbols and definitions applicable to this 
Chapter are defined in the appropriate Sections. 


1.4 Direct calculations 


1.4.1 Where direct calculations are proposed, the 
requirements of Pt 3, Ch 1,2 are to be complied with. 


1.4.2 In addition, with the agreement of Lloyd’s Register 
(hereinafter referred to as ‘LR’), tests may be conducted to 
demonstrate the actual response of the structure and the 
results verified against the failure mode criteria in this Chapter. 


i Section 2 
Deflection control 


2.1 General 


2.1.1 The limiting deflection requirements for plate panels 
and stiffening members are given in terms of limiting deflection 
coefficient, fs, see Table 7.2.1. The coefficient equates to a 
span/deflection ratio in consistent units. 


Table 7.2.1 Limiting deflection ratio 


Deflection 
ratio, fs 


Bottom structure: 
secondary stiffening 
primary girders and web 
frames 


Side structure: 
secondary stiffening 
primary girders and web 
frames 


Main/strength deck structures: 
e secondary stiffening 
e primary girders and web 
frames 
e hatch covers 


Superstructures/deckhouses stiffeners: 
a) Generally: secondary 
primary 
b) Coachroof: secondary 
primary 


c) House top: e secondary 
e primary 


Lower/inner decks and house top, subject to 
personnel loading: 


® secondary members 
e primary members 


Deep tank stiffeners: 
condary members 
imary members 


Watertight bulkhead stiffeners: 
e secondary members 
primary members 


Multi-hull cross-deck stiffeners: 
® secondary members 
e primary members 


Vehicle deck stiffeners: 
¢ secondary members 
e primary members 


Helicopter/flight deck stiffeners: 
® secondary members 
e primary members 


NOTE 

Where significant curvature exists over the span of the stiffener or 
breadth of the panel, the allowable deflections will be specially 
considered. 
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oO Section 3 3.1.3 In the determination of the magnitude of the 
St trol equivalent stress, Ggq, it is assumed that the stresses are 
ress contro combined using the following formula: 


3.1 General Seq = Geto, =o, For 
where 

3.1.1 The nominal limiting stress requirements for 6, = direct stress in the x direction 

plating and primary and secondary stiffening members subject Gy = direct stress in the y direction 

to local loading conditions are given in terms of limiting stress t = shear stress in the xy plane. 

coefficients, see Table 7.3.1. The coefficients are expressed 

as a proportion of the 0,2 per cent proof stress of the material. 

3.1.2 The limiting stress coefficients for structural elements 

subject to global loading conditions are given in Table 7.3.2. 

Table 7.3.1 Limiting stress coefficients for local loading (see continuation) 


Limiting stress coefficie 


Bending Shear Equivalent 


Shell envelope: 
a) Bottom shell plating: slamming zone 
elsewhere 


b) Side shell plating: slamming zone 
elsewhere 


c) Keel 


Bottom structure: 

a) Secondary stiffening: slamming zone 
elsewhere 

b) Primary girders and web frames 


c) Engine girders 


Side structure: 
a) Secondary stiffening: slamming zone 
elsewhere 


b) Primary girders and web frames 


Bow doors: 
a) Plating 


b) Secondary stiffening 


c) Primary stiffening 


Main/strength deck plating and stiffeners: 
a) Plating 


b) Secondary stiffening 


c) Primary girders and web frame 


d) Hatch covers 
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Table 7.3.1 Limiting stress coefficients for local loading (conclusion) 


Limiting stress coefficient 


Bending Shear Equivalent 


Superstructures/deckhouses: 
(a) Deckhouse front, 1st tier: 


(b) Deckhouse front, upper tiers: 
(c) Deckhouse aft and sides: 

(d) Coachroof: 

(e) House top: 


(f) Lower/inner decks and house top, subject to personnel loading: 
e plating 
e stiffening 


Bulkheads: 
(a) Watertight bulkhead: e plating 
e secondary stiffening 
e primary stiffening 


(b) Watertight bulkhead doors 
(c) Structure supporting watertight doors 


(d) Minor bulkheads: plating 
secondary stiffening 
primary stiffening 


(e) Deep tank bulkheads: plating 
secondary stiffening 
primary stiffening 


Multi-hull cross-deck structure: 
(a) Plating: slamming zone 
elsewhere 


(b) Secondary stiffening: slamming zone 
elsewhere 


(c) Primary stiffening 


Vehicle deck: 
(a) Plating 


(b) Secondary stiffening 

Primary stiffening 

Helicopter/flight decks: 

(a) Normal usage: plating 


econdary stiffening 
primary stiffening 


(b) Emergency landing: plating 
econdary stiffening 
primary stiffening 


(c) Crane pedestal/foundation structural elements 
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Table 7.3.2 Limiting stress coefficients for global loading 


Limiting stress coefficient 


Operational Hull girder 
mode of craft 
Bending Equivalent 


fogH foeg 


Cross-deck 


Bending Equivalent 
fog foeg 


23,0 


A< 0,04 (Lg B)15 0,825 


0,825 


T < 38,0 and 
A> 0,4 (Ly B15 Ot 


Symbols 


0,75 


limiting hull bending stress coefficient 
limiting hull shear stress coefficient 
ogv = limiting cross-deck bending stress coefficient 
= limiting cross-deck shear stress coefficient 
ceg = [limiting equivalent stress coefficient 
T is the Taylor Quotient as defined in Pt 5, Ch 2,2.1.16 
A is the displacement as defined in Pt 5, Ch 2,2 
Lp and B are as defined in Pt 3, Ch 1,6.2 


4.2 Symbols 
4.2.1 The symbols used in this Section are defined below 
LC] Section 4 and in the appropriate sub-Section: 
Buckling control a = panel length, i.e. parallel to direction of com-pressive 
stress being considered, in mm 
44 General b = panel breadth, i.e. perpendicular to direction of 
compressive stress being considered, in mm 
4.7.17 This Section contains the requirements for Dep = lesser of 1,9t, = or 0,86 mm 
buckling control of plate panels subject to in-plane compres- om 
sive and/or shear stresses and buckling control of primary and 1 = length of longer edge of plate panel, in metres 
secondary stiffening members subject to axial compressive s = length of shorter edge of plate panel, in mm (typically 
and shear stresses. the spacing of secondary stiffeners) 
4.1.2 The requirements for buckling control of plate i = Pe plating, de 
; : : R = panel aspect ratio 
panels are contained in 4.3 to 4.6. The requirements for % 
secondary stiffening members are contained in 4.7 to 4.8. The = — 
requirements for primary members are contained in 4.9 and b 
4.10. Ate = cross-sectional area of secondary stiffener, in cm2, 
including an effective breadth of attached plating, be, 
4.1.3 In general all areas of the structure are to meet the E = modulus of elasticity of material in N/mm? 
buckling strength requirements for the design stresses. The S = spacing of primary member, in metres (measured in 
design stresses are to be taken as follows: direction of compression) 
(a) Global hull girder bending and shear stresses given in Sp = span of primary members, in metres 
Chapter 6, but not including stresses o, and o; as defined 6, = 0,2 per cent proof stress of the material, in N/mm? 
in Table 6.2.1 in Chapter 6. Ge = elastic compressive buckling stress, in N/mm? 
(b) Stresses from local compressive loads. OS, = Critical compressive buckling stress, including the 
effects of plasticity where appropriate, in N/mm? 
4.1.4 The buckling requirements are to be met using the Ta = specified minimum yield shear stress of the material, 
net scantlings, hence any additional thickness for corrosion in N/mm? 
margin or Owner’s extra is not included in scantlings used to Sa 
assess the buckling performance. = ie N/mm? 
Te = @lastic shear buckling stress, in N/mm2 
T, = Critical shear buckling stress, in N/mm2?. 
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4.3 Plate panel buckling requirements 


4.3.1 This Section gives methods for evaluating the 
buckling strength of plate panels subjected to the following 
load fields: 

(a) uni-axial compressive loads; 

(b) shear loads; 

(c) bi-axial compressive loads; 

(d) uni-axial compressive loads and shear loads; 

(e) bi-axial compressive loads and shear loads. 

4.3.2 The plate panel buckling requirements will be 
satisfied if the buckling interaction equations given in 
Table 7.4.2 for the above load fields are complied with. 


4.3.3 The critical compressive buckling stresses and 
critical shear buckling stresses required for Table 7.4.2 are to 
be derived in accordance with 4.4. 


4.3.4 The buckling factors of safety A, and 2, required by 
Table 7.4.2 are given in Table 7.4.4 for the structural member 
concerned. 


4.3.5 For all structural members which contribute to the 
hull girder strength, the plate panel buckling requirements for 
uni-axial compressive loads, Table 7.4.2(a), and shear loads, 
Table 7.4.2(b) are to be complied with. 


4.3.6 In addition to 4.3.5, structural members which are 
subjected to local compressive loads and/or shear loads are 
to be verified using the plate panel buckling requirements in 
Table 7.4.2(c) to (e). 


4.3.7 However, where some members of the structure 
have been designed such that elastic buckling of the plate 
panel between the stiffeners is allowable, then the require- 
ments of 4.5 must be applied to the buckling analysis of the 
stiffeners supporting the plating. In addition, panels which do 
not satisfy the panel buckling requirements must be indicated 
on the appropriate drawing and the effect of these panels not 
being effective in transmitting compressive loads taken into 
account for the hull girder strength calculation. 


4.3.8 In general the plate panel buckling requirements for 
more complex load fields, see 4.3.1(c), (d), (e), are to be 
complied with. Where this is not possible, due to elastic 
buckling of the panel, then the critical buckling stress, og, may 
be based on the ultimate collapse strength of the plating, o,, 
from 4.5.4, instead of the elastic buckling stress, o,, derived 
in 4.3.5. In addition, the requirements of 4.5 are to be met for 
the supporting secondary stiffeners and primary members. 


4.4 Derivation of the buckling stress for plate 
panels 


4.4.1 The critical compressive buckling stress, o,, for a 
plate panel subjected to uni-axial in-plane compressive loads 
is to be derived in accordance with Table 7.4.1 (a). 


4.4.2 The critical shear buckling stress, t,, for a plate 
panel subjected to pure in-plane shear load is to be derived in 
accordance with Table 7.4.1(b). 


4.4.3 For welded plate panels the critical compressive 
buckling stress is to be reduced to account for the presence 
of residual welding stresses. The critical buckling stress is to 
be taken as the minimum of: 

Sor = Sg— Or 


om derived using 4.4.1 


where 
6, = reduction in compressive buckling stress due to 
residual welding stresses 
_ 2Brs oa 
bit, 


Bas = residual stress coefficient dependent on type of 
weld (average value of Brg to be taken as 3) 
b, tp and o, are defined in 4.2.1. 


4.4.4 In general the effect of lateral loading on plate 
panels (for example hydrostatic pressure on bottom shell 
plating) may be neglected and the critical buckling stresses 
calculated considering the in-plane stresses only. 


4.4.5 Unless indicated otherwise, the effect of initial 
deflection on the buckling strength of plate panels may be 
ignored. 


4.5 Additional requirements for plate panels 
which buckle elastically 


4.5.1 Elastic buckling of plate panels between stiffeners 

occurs when both the following conditions are satisfied: 

(a) The design compressive stress, og, is greater than the 
elastic buckling stress of the plating, og, 
Oq>e 

(b) The elastic buckling stress is less than half the yield 
stress 


4.5.2 Elastic buckling of local plating between stiffeners, 
including girders or floors, etc., may be allowed if all of the 
following conditions are satisfied: 

(a) The critical buckling stress of the stiffeners in all 
buckling modes is greater than the axial stress in the 
stiffeners after redistribution of the load from the 
elastically buckled plating into the stiffeners, hence 


Sde 1 
<— 
x 


S¢ (i) o 


(b) Maximum predicted loadings are used in the calculations. 
(c) Functional requirements will allow a degree of plating 
deformation. 
where 
Oe Is the stiffener axial stress given in 4.5.5 
G¢ ( iS given by Table 7.4.3 
where 
i a, t, w or f depending on the mode of buckling 
is the buckling factor of safety 
1,25. 


X 


oO 
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Table 7.4.1 Buckling stress of plate panels 


Mode Elastic buckling stress, N/mm2, see Note 


(a) Uni-axial compression: 
(i) Long narrow panels, 
loaded on the narrow edge 


(ii) | Short broad panels, 
loaded on the broad edge 


(bo) Pure shear: 


Note 


1.-3,62 haas+ (4)?) e(2)? 
e V Uu 


u is to be the minimum dimension 


NOTE 


The critical buckling stresses, in N/mm2, are to be derived from the elastic buckling stresses as follows: 


= oO 
So =Sg Whenog< La 


o o 
=o,(1- —2%) wheno,> 28 
a( Z i 2 


G¢ is defined in 4.2.1 
Gg IS defined in 4.2.1 


ta 
=T, 1- 
( Ato 


To is defined in 4.2.1 
Tg is defined in 4.2.1 


Symbols 


Ar panel aspect ratio, see 4.2.1 
Og elastic compressive buckling stress, in N/mm? 
Te = elastic shear buckling stress, in N/mm2 
a and b are the panel dimensions in mm, see figures above 
tp = thickness of plating, in mm 
= Stress distribution factor for linearly varying compres- 
sive stress across plate width 
0,47u2 -1,4u + 1,93 for > 0 
1 for constant stress 


fo) 
= where og4 and ogo are the smaller and larger 
d2 


average compressive stresses respectively 


4.5.3 The effective breadth of attached plating for 
stiffeners, girder or beams that is to be used for the deter- 
mination of the critical buckling stress of the stiffeners 
attached to plating which buckles elastically is to be taken as 
follows: 


boy 


mm 
ior) 


Oy = ultimate buckling strength of plating as given in 4.5.4 

= effective panel breadth perpendicular to direction of 
compressive stress being considered 

b is given in 4.2.1. 


joy 
0) 
c 
| 


Young's Modulus of elasticity of material, in N/mm2 
stiffener influence factor for panels with stiffeners 
perpendicular to compressive stress 

1,3 when plating stiffened by floors or deep girders 
,21 when stiffeners are built up profiles or rolled 
angles 

1,10 when stiffeners are bulb flats 

= 1,05 when stiffeners are flat bars 

oq and tg are the design compressive and design shear 
stresses in the direction illustrated in the figures. With 
linearly varying stress across the plate panel, og is to 
be taken as ogo 


4.5.4 The ultimate buckling strength of plating, o,, 
which buckles elastically, may be determined as follows: 
(a) shortest edge loaded, i.e. Ap = 1: 


1,9 0,8 
Oy = 9g [-— = =) N/mm2 
(b) longest edge loaded, i.e. Ap < 1: 


1,770 Ap0.78 
oy = Ssh Sahn N/mm2 
QO 


Ss o 
Q =— A538 
to E 


Ar and s are defined in 4.2.1. 
tp, E and og are defined in 4.2.1. 
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4.5.5 The axial stress in stiffeners attached to plating 
which is likely to buckle elastically is to be derived as follows: 
A 
oO =Og , 
de d Ais 
where 
64g Is the axial stress in the stiffener when the plating can 

be considered fully effective 


bt 
Ay = Ag + cm?2 
: s" 400 
Atp = Ag t es cm? 
where 


b and be, are given in 4.5.3 
tis the plating thickness, in mm 
Ag is the stiffener area in cm2. 


4.6 Shear buckling of stiffened panels 
4.6.1 The shear buckling capability of longitudinally 


stiffened panels between primary members is to satisfy the 
following condition: 


Tq 1 
ae 
where 


T, is derived from 4.6.3 
tq is the design shear stress 
2, 1S given in Table 7.4.4. 


4.6.2 The elastic shear buckling stress of longitudinally 
stiffened panels between primary members may be taken as: 


t \2 
Te = KE (<) for AR = 1 


2 
Ke Bl aoa) ee Gea) 
1000/ N2 Ne dee 


N= number of subpanels 


7 1000S, 
~ Ss 
ae 10] 56 
Ise = Moment of inertia of a section, in cm‘, consisting of 


the longitudinal stiffener and a plate flange of 
effective width s/2 


r = 1-075 ( 2 ) 
4000/ 


s, 1, Eand S, are as defined in 4.2.1, see also Fig. 7.4.1. 


4.6.3 The critical shear buckling stress, t,, may be 
determined from t., see Note in Table 7.4.1. 


Fig. 7.4.1 Shear buckling of stiffened panels 


4.7 Secondary stiffening in direction of 
compression 


4.7.1 The buckling performance of stiffeners will be 
considered satisfactory if the following conditions are 
satisfied: 


Gq l Oq 1 
< < 
Sga) AG Sot) Ac 
o 1 Og 1 
Beg < 
a So) Ae 
where 


Scla)» Soft)» Sc(w) AN Gof are the critical buckling stresses 
of the stiffener for each mode of failure, see 4.7.2 

Gq is the design compressive stress, see also 4.5 and 
4.1.3 

A, is the buckling factor of safety given in Table 7.4.4. The 
value of 2, to be chosen depends on the buckling assess- 
ment of the attached plating, see Note 1 in Table 7.4.4. 


4.7.2 The critical buckling stresses for the overall, 
torsional, web and flange buckling modes of longitudinals and 
secondary stiffening members under axial compressive loads 
are to be determined in accordance with Table 7.4.3. 


4.7.3 To prevent torsional buckling of secondary 
stiffeners from occurring before buckling of the plating, the 
critical torsional buckling stress, oq), is to be greater than the 
critical buckling stress of the attached plating as detailed in 
4.4.1. 


4.7.4 The critical buckling stresses of the stiffener web, 
Sw), and flange, ogy, are to be greater than the critical 
torsional buckling stress, hence: 


Sow) > F(t) 

S(t) > Sci(t) 
4.7.5 To ensure that overall buckling of the stiffened panel 
cannot occur before local buckling of the secondary stiffener, 


the critical overall buckling stress oq), is to be greater than 
the critical torsional buckling stress, hence 


So(a) > Sc(t) 
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4.8 Secondary stiffening perpendicular to 
direction of compression 


4.8.1 Where a stiffened panel of plating is subjected to a 
compressive load perpendicular to the direction of the 
stiffeners, see Fig. 7.4.2, e.g. a transversely stiffened panel 
subject to longitudinal compressive load, the requirements of 
this Section are to be applied. 


J, ff 


Fig. 7.4.2 
Secondary stiffening perpendicular to 
direction of compression 


4.8.2 The minimum area moment of inertia of each stiffener 
including attached plating of width, s, to ensure that overall 
panel buckling does not precede plate buckling is to be taken 
as: 
L< Ds (4N,2 -1)(N.2 - 1)2 - 2 (N2 + 1) Kk + K2) ae 
2 (N24 1-%«) TI4E 


where 
3 
D = E to 
12 (1 -v?) 
K = Ap? TI2 
Ar = plate panel aspect ratio 
__s 
1000/ 
fe 4 
i 
N= number of plate panels 


N_-1 = number of stiffeners 

v =0,3 
land S are defined in 4.2.1 and shown in Fig.7.4.2 
, E are defined in 4.2.1. 


+ 1 


4.9 Buckling of primary members 


4.9.1 Where primary girders are subject to axial 
compressive loading, the buckling requirements for lateral, 
torsional, web and flange buckling modes detailed in 4.7 are 
to be satisfied. 


4.9.2 To prevent global buckling from occurring before 
local panel buckling, transverse primary girders supporting 
axially loaded longitudinal stiffeners are to have a sectional 
moment of inertia, including attached plating, of not less than 
the following: 


4 
i; = OSSSp" ts x 103 cm4 
Ss 
Sp and s are as defined in 4.2.1, see also Fig.7.4.1 
Ig = sectional moment of inertia including attached plating 
Is = moment of inertia of secondary stiffeners, in cm, 
required to satisfy the overall elastic column buckling 
mode requirement specified in Table 7.4.3 
= SepAte lem 
0,001E 
where 
Ga 
Sep = 1,20g N/mm? for oga) < oa 
2 
= a for Sea) 2 Pa 
4 (6, - 1,204) 2 


Gg is design stress, in N/mm? 

Og and Aje are as defined in 4.2.1. 

Se{a) iS the elastic column buckling stress, see 4.7.2 
E is defined in 4.2.1 

I, iS defined in Table 7.4.3. 


4.10 Shear buckling of girder webs 


4.10.1. Local panels in girder webs subject to in-plane 
shear loads are to satisfy the shear buckling requirements in 
Table 7.4.2, item (b). 


4.10.2 The critical shear buckling stress, t,, is to be 
determined using the following formula for t, and the Note in 
Table 7.4.1. 


3,62 (1,335 Ow \ (22? wy 2 
on IS (. A oar) Ga -- 


dy = web height, in mm 
p = unsupported length of web, in metres 
p and E are defined in 4.2.1. 


4.11 Pillars and pillar bulkheads 


4.11.1 Pillars and pillar bulkheads are to comply with the 
requirements of Ch 3,10. 
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Table 7.4.2 Plate panel buckling requirements 


Stress field Buckling Interaction formula 


uni-axial compressive loads 


shear loads 


bi-axial compressive loads for AR = 1,0 


Sox , Ody <4 

cx cy 

for other aspect ratios, i.e. Ap # 1,0 
Sox , Sdy <G 


cx cy 
when G is taken from Fig. 7.4.3 


uni-axial compressive loads forAR>1 


2 
(24 +( 22 a 
oF) Te 


plus shear load 


for Ap <1 


(e")(2)+(2) 
1,6 Fe To 


bi-axial compressive loads 
plus shear loads 


Symbols 


= design compressive stress, see 4.1.3 
= Critical compressive buckling stress, in N/mm2, for uniaxial compressive load acting independently, see 4.3.5 
= design compressive stress in x direction 
= design compressive stress in the y direction 
critical compressive buckling stress in x direction, see 4.3.5 
critical compressive buckling stress in y direction, see 4.3.5 
buckling factor of safety for compressive stresses, see 4.3.4 
buckling factor of safety for shear stresses, see 4.3.4 
design shear stress, in N/mm? 
critical shear buckling stress, in N/mm2, acting independently, see 4.3.5 
see 4.2.1 
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0,5 ; : j : 1,0 
Sdx 4390/207 
Scx 


Fig. 7.4.3 
Interaction limiting stress curves of G for plate panels subject to bi-axial compression, see Table 7.4.2(c) 
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Table 7.4.3 Buckling stress of secondary stiffeners (see continuation) 


Critical buckling stress, N/mm? 
Elastic buckling stress, N/mm?2 : 
see Note 
Overall buckling (perpendicular to plane of 
plating without rotation of cross-section) 


I, 
Sofa) = Cy 0,001 E e 


0,001E /, K 
Torsional buckling aaa (m2 +3 ) +0,3856 [tL 
Ip le m Ip 


Web buckling (excluding flat bar stiffeners) 


Flange buckling 


The critical buckling stresses are to be derived from the elastic buckling stresses as follows: 


oO 
Sg = Og Whenog< —2 
2 


ot (: 7 <2) when o> 52 


406 


Symbols 


web depth, in mm, (excluding flange thickness for rolled sections), see Fig. 7.4.4 
web thickness, in mm 
flange width, in mm (including web thickness) 
flange thickness, in mm. For bulb plates, the mean thickness of the bulb may be used, see Fig. 7.4.4 
effective span length of stiffener, in metres 
end constraint factor 
1 where both ends are pinned 
2 where one end pinned and the other end fixed 
4 where both ends are fixed 
Youngs Modulus of elasticity of the material, in N/mm? 
Ty moment of inertia, in cm, of longitudinal, including attached plating of effective width bp, see Note 
tp and o, are given in 4.2.1 
Ate and bgp are given in 4.2.1 


NOTE 
For stiffeners attached to plating which buckles elastically, see 4.5, the effective width of plating is to be taken as bg: 
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Table 7.4.3 Buckling stress of secondary stiffeners (conclusion) 


St.Venant’s moment of inertia, in cm4, of longitudinal (without attached plating) 


dy ty? 
a 10-4 for flat bars 


0,63t, 
= [aw ty? + by t;8 (: = L 


)] 10-4 for built up profiles, rolled angles and bulb plates 
polar moment of inertia, in cm*4, of profile about connection of stiffener to plating 


dt 
—_W 10-4 for flat bars 


St 
(Ss + Ay? be t) 10-4 for built up profiles, rolled angles and bulb plates 


sectorial moment of inertia, in cm®, of profile and connection of stiffener to plating 
dys t 3 


w 6 
1 for flat 
36 0) or flat bars 


3q 2 
1 40-6 for ‘Tee’ profiles 


bP dy? 
eee ne (ty (Be? + 2b dy + 4d\y2) + Sty bp dy) 10-6 for ‘L’ profiles, rolled angles and bulb plates 
f Ww. 


spring stiffness exerted by supporting plate panel 
kp Et? 


1,33k,, dy, t.3 
ao(1 + Boe = ) 


ty? 


1= Np and is not to be taken as less than zero. For built-up profiles, rolled angles and bulb plates, Kp need not be taken less than 0,1 


oq 


Sep 
elastic critical buckling stress, in N/mm2, of the supporting plate derived from Table 7.4.1 


m is determined as follows; e.g. m = 2 for K = 25 


Oto4 4 to 36 36 to 144 | 144t0400 | 400 to 900 | 900to 1764 | (m-1)? m2 tom? (m + 1)2 


1 2 3 4 5 6 m 


kK = 1,03CS4 404 
Ely 


Gg is the design stress, in N/mm2 
all other symbols are as defined in 4.2.1 
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Failure Modes Control 


Part 7, Chapter 7 


Sections 4 & 5 


Flat bar 


Rolled angle 


Built up 
tp ‘Tee’ profile ty ‘L’ profile 


A = area of bulb plate, in mm? 
bi=c+ty 


A-hty 
Cc 


ty = 


Aw =h-t 


3563/01 


Fig. 7.4.4 Dimensions of longitudinals 


Table 7.4.4 Buckling factor of safety 


Buckling Buckling 
factor of factor of 
Structural item safety (2) safety (3) 
Compressive Shear 


stresses, 1, | stresses, A, 


Bottom shell plating 1,0 


Inner bottom plating 1,0 


Deck plating 1,0 


Side shell plating il, 0) 


Longitudinal bulkhead plating 1,0 


Double bottom girders 1,0 


Longitudinal girders 1,0 


Superstructures/deckhouses (partially 1,0 
ongitudinally effective) 


Longitudinal secondary stiffeners 1,1(1) 


Girder and floor web plating subject Ayal 
0 local loads 


NOTES 

The buckling factor of safety for stiffeners attached to plating 
which is allowed to buckle in the elastic mode due to the applied 
loads is to be taken as 1,25, see also 4.5. 

. Buckling factor of safety to be applied to the compressive stress 
due to global longitudinal stresses. 

. Buckling factor of safety to be applied to the shear stress. 


O Section 5 
Vibration control 


5.1 General 


Outed Natural frequencies are to be investigated for local 
unstiffened and stiffened panels expected to be exposed to 
excessive structural vibrations being induced from machinery, 
propulsion unit or other potential excitation sources. 


5.1.2 Where the structural configurations are such that 
basic structural elements may be modelled individually the 
natural frequencies may be derived in accordance with 5.3, 
5.4 and 5.5, as appropriate. Under other circumstances finite 
element analysis is to be employed to evaluate the vibration 
characteristics of the structure considered. 


5.2 Frequency band 
5.2.7 The natural frequency of panels is generally not to 


lie within a band of +20 per cent of a significant excitation 
frequency. 
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Failure Modes Control 


Part 7, Chapter 7 


Section 5 


5.3 Natural frequency of plate 


5.3.1 The natural frequency of a clamped plate in air is 
given by the following: 


t 2 2 
p a 2) 
fairy = 5,544 = i( a) +(2 +0,6045 Hz 


a = panel length, in metres 
6b = panel breadth, in metres 
tp = panel thickness, in mm. 
5.4 Natural frequency of plate stiffener 


5.4.1 The natural frequency of a plate stiffener in air is 


given by the following: 
K, 
faini = 5 ; 3 es Hz 
MED m ( «, Gees ) 
Ly? GA 
where 
EI = flexural rigidity of plate stiffener combination, in Nm2 


GA_ = shear rigidity of plate stiffener combination, in N 
Lp = beam length, in metres 
m = mass per unit length of the stiffener and associated 
plating, in kg/m 
K, = constant where i refers to the mode of vibration as 
given in Table 7.5.1. 


Table 7.5.1. Vibration mode constant K; 


5.5 Effect of submergence 


5.5.1 To obtain the frequency, fwater, Of a plate with one 
side exposed to air and the other side exposed to a liquid, the 
frequency calculated in air, f,i-, may be modified by the 
following formula: 


fwater = W fair 
where 
W — 
p; = density of the liquid, in kg/m$ 
Pp = density of the plate, in kg/m? 
t 
es a ee 
*» = FOodap '* + 
where 


a,b and tp are as defined in 5.3.1. 
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V-shape 
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General Part 8, Chapter 1 
Sections 1 & 2 
Section a Section 2 
1 Kopileation General requirements 
2 General requirements = General 
2ebed Specific limitations regarding the application of the 


a Section 7 
Application 


1.1 General 


hots The Rules are applicable to mono and multi-hull 
craft of normal form, proportions and speed. Although the 
Rules are, in general, for fibre reinforced composite craft of 
laminated construction, other materials for use in hull 
construction will be specially considered on the basis of 
the Rules. 


112 The Rules provide for craft of both single and 
sandwich skin construction. 


1:2 Interpretation 


1.2.1 The interpretation of the Rules is the sole 
responsibility and at the sole discretion of Lloyd’s Register 
(hereinafter referred to as ‘LR’). Where there is any doubt 
regarding the interpretation of the Rules it is the Builder’s 
and/or designer’s responsibility to obtain clarification from LR 
prior to submission of plans and data for appraisal. 


1.2.2 Where applicable, the Rules take into account 
unified requirements and interpretations established by the 
International Association of Classification Societies (IACS). 


Peed, Attention is drawn to the fact that Codes of Practice 
issued by IMO or other applicable National Authorities may 
contain requirements which are outside classification as 
defined in the Rules. 


1.3 Equivalents 


1.3.1 Alternative scantlings and arrangements may be 
accepted as equivalent to the Rule requirements. Details of 
such proposals are to be submitted for consideration in 
accordance with Pt 3, Ch 1,3. 


1.4 Symbols and definitions 
1.4.1 The symbols and definitions for use throughout this 


Part are as defined within the appropriate Chapters and 
Sections. 


Rules are indicated in the various Chapters for differing types 
of craft. 


2.2 Aesthetics 


2.2.1 LR is not concerned with the general arrangement, 
layout and appearance of the craft; the responsibility for such 
matters remains with the Builders and/or designers to ensure 
that the agreed specification is complied with. LR is however 
concerned with the quality of workmanship, and in this 
respect the acceptance criteria as required by the Rules are to 
be complied with. 


2.3 Constructional configuration 


2.3.1 The Rules provide for the basic structural configu- 
rations for both single and multi-deck mono and multi-hull 
craft with single or double bottom arrangements. The struc- 
tural configuration may also include a single or multiple 
arrangement of cargo hatch openings and side tanks. 


2.3.2 The Rules provide for longitudinal and transverse 
framing systems. 


2.3.3 Novel or other types of framing systems will be 
considered on the basis of the Rules. 


2.4 Plans to be submitted 


2.4.1 Plans covering the following items are to be submitted: 
e Midship sections showing longitudinal and transverse 
material. 

Profile and decks. 

Deck hatches. 

Bridging structure. 

Shell expansion. 

Laminate schedule. 

Oiltight and watertight bulkheads. 

Propeller brackets. 

Integral tanks. 

Double bottom construction. 

Pillars and girders. 

Aft end construction. 

Engine room construction. 

Engine and thrust seatings. 

Fore end construction. 

Doors, hatches, windows and portlights. 

Deckhouses and superstructures. 

Sternframe. 

Rudder, stock and tiller. 

Anchoring and mooring equipment. 

Loading manuals, preliminary and final (where applicable). 
Ice strengthening. 

Welding (where applicable). 

Hull penetration plans. 
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e Support structure for masts, derrick posts or cranes. 2.7 Direct calculations 

e Bilge keels showing connections and detail design. 

e = Chain-plates. 2.7.1 Direct calculations may be specifically required by 


2.4.2 The following supporting documents are to be 

submitted: 

e General arrangement. 

e Capacity plan. 

e Lines plan or equivalent. 

e — Dry-docking plan. 

e = Towing and mooring arrangements. 

e = Sail/rigging plan, indicating loadings (as applicable to 
sailing craft). 


2.4.3 The following supporting calculations are to be 

submitted, see also 2.7: 

e Equipment Number. 

e  ~=Hull girder still water and dynamic wave bending 
moment and shear force as applicable. 

e Midship section stiffness. 

e Structural items in the aft end, midship and fore end 
regions of the craft. 

e Preliminary freeboard calculation. 


2.5 Materials data sheet 


2.5.1 Details of all the approved and accepted plastics 
materials, as required by the Rules, are to be submitted on 
LR’s Reinforced Plastic Structures Materials Data Sheet 
(Form 2075) with the initial submission of plans. Reference is 
to be made to Ch 2,2. The types and quantities of curing 
systems identified on the Materials Data Sheet are to be those 
recommended by the resin manufacturer for the approved 
resin systems. 


2.5.2 When specifying materials, the exact manufacturer's 
type designation, identification and reference numbers are to 
be quoted. 


2.5.3 All sandwich core materials are to be of a type 
acceptable to LR and are to be clearly identified together with 
any core bonding adhesive to be used. 


2.5.4 Fibre contents by weight for each type of 
reinforcement are to be reported. 


2.5.5 All relevant post curing data is to be documented 
on the Materials Data Sheet. 


2.6 Novel features 


2.6.1 Where the proposed construction of any part of the 
hull or machinery is of novel design, or involves the use of 
unusual material, or where experience, in the opinion of LR, 
has not sufficiently justified the principle or mode of applica- 
tion involved, special tests or examinations before and during 
service may be required. In such cases a suitable notation 
may be entered in the appropriate Register Book. 


the Rules and may be required for craft having novel design 
features or in support of alternative arrangements and 
scantlings. LR may, when requested, undertake calculations 
on behalf of the designers and make recommendations in 
regard to suitability of any required model tests. 


2.7.2 Where direct calculations are proposed then the 
requirements of Pt 3, Ch 1,2 are, in general, to be complied 
with. 


2.8 Exceptions 


2.8.1 Craft of unusual form, proportions or speed, 
intended for the carriage of special cargoes, not covered 
specifically by the Rules, will receive individual consideration 
based on the general requirements of the Rules. 


2.9 Advisory services 


2.9.1 The Rules do not cover certain technical 
characteristics, such as stability, except as mentioned in Pt 1, 
Ch 2,1.1.11, 1.1.13 and 1.1.14, trim, vibration, docking 
arrangements, etc. The Committee cannot assume responsi- 
bility for these matters but is willing to advise upon them on 
request. 
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a Section 7 
General requirements 


1.1 General 


df The Rules are applicable to craft generally 
constructed of fibre reinforced plastic in accordance with 2.1.1. 


LZ All construction is to be carried out using materials 
and techniques approved or accepted by Lloyd’s Register 
(hereinafter referred to as ‘LR’). Where non-approved or non- 
accepted materials or production techniques are proposed, 
it is the responsibility of the Builder and manufacturer to obtain 
the necessary approval or acceptance and demonstrate their 
equivalence on the basis of the Rules. 


7.7.3 It is the Builder’s responsibility to ensure that all 
materials are used in accordance with the manufacturer’s 
instructions. 


1.2 Definitions 

1227 Definitions for use throughout this Chapter are as 
indicated in the appropriate Sections. 

1.3 Symbols 

1.3.1 Symbols for use throughout this Chapter are as 
indicated in the appropriate Sections. 

1.4 Builder’s facilities 


1.4.1 Sections 1.4 and 1.5 are applicable to the facilities 
and works for the craft under survey. 


1.4.2 The buildings used for production and storage are 
to be of suitable construction and equipped to provide the 
required environment, and are to comply with any local or 
National Authority requirements. 


1.4.3 Workshops and equipment are to be in accordance 
with good manufacturing practice and are to be to the 
satisfaction of the Surveyor. 


1.4.4 The Surveyor is to be allowed unrestricted access 
during working hours to such parts of the Builder’s establish- 
ment as may be necessary to ensure that the requirements of 
the Rules are being complied with. 


1.5 Works inspection 


1.5.1 Prior to the commencement of production the 
facilities are to be inspected to the satisfaction of the 
attending Surveyor. This is to include evidence that the 
mandatory minimum quality control requirements as outlined 
in 1.6 and Ch 14,5 of the Rules for the Manufacture, Testing 
and Certification of Materials (hereinafter referred to as the 
Rules for Materials), are fulfilled. 


1:5:2 The Surveyor is to be satisfied that the Builder has 
the organisation and capability to mould craft to the standards 
required by the Rules. 


1033 The Builder is to rectify any deficiencies to the 
Surveyor’s satisfaction prior to the commencement of 
production. 


1.5.4 The validity of the acceptance of the Builder’s 
works for moulding craft under LR survey is subject to an 
annual QC audit and monitoring by the attending Surveyor. 
Where there is a break in the continuity of moulding under LR 
survey, the facilities will in general, be subject to an additional 
inspection prior to any recommencement of any moulding 
carried out under LR survey. 


1.5.5 For acceptance the survey is to include procedures 
covering the Builder's management, organisation and quality 
systems. 


1.6 Quality control 


1.6.1 The Builder’s mandatory quality systems for 
composite construction, will be subject to inspection and 
audit, and are to be in accordance with the requirements of 
one of the following: 

(a) Quality Assurance System in accordance with an 
International or National Standard (i.e., ISO 9000 and BS 
ENISO 9001) with assessment and certification carried 
out by a nationally accredited body and must reflect the 
minimum quality control requirements under (c) being 
complied with. 

(b) LR’s Quality Assurance Scheme for the Construction of 

Special Service Craft. 

(c) LR’s locally accepted Quality Control System — The 

Builder is implementing a documented Quality Control 

System which controls the activities as indicated below, 

see also Ch 14,5 of the Rules for Materials: 

i) Receipt storage and issue of materials, 
equipment, etc. 

ii) Moulding shop. 

iil) | Care and preparation of mould tools, etc. 

iv) | Lay-up process control. 

v) Inspection of FRP mouldings on release. 

vi) Installation of machinery and essential systems. 

vii) Fitting-out. 

viii) Tests and trials. 

ix) Plans and document control. 

x) | Records. 
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1.6.2 LR’s involvement is only in that part of the system 
which controls the standards required to meet the 
classification requirements. 


7.6.3 The mandatory ‘documented’ quality control 
system, in general, requires the Builder to have written down 
procedures that describe clearly and unambiguously how 
each of the above activities is carried out, when it is carried 
out and by whom. These procedures will form part of the 
system manual which is also to contain a statement of 
management policy, organisation chart and statements of 
responsibilities. The manual is to be controlled covering formal 
issue and revision. 


1.7 Moulding shop 


1.7.1 Where the conventional hand lay-up or spray 
lay-up processes are used, an even shop temperature of not 
less than 16°C, and, in general, of not more than 25°C, is to 
be maintained throughout the moulding area during the lay- 
up and curing periods. Where the temperature exceeds 25°C, 
special consideration is to be given to the resin system. 


LA2 Where moulding processes other than those in 1.7.1 
are to be used, the moulding shop temperature will be subject 
to individual consideration in conjunction with the written 
recommendations of the manufacturers of the materials. 


1.7.3 The relative humidity in the moulding shop is to be 
kept below 70 per cent, taking into account the dew point, 
thus avoiding moisture condensation on moulds and 
materials. 


1.7.4 Sufficient temperature and humidity monitoring 
equipment is to be provided and detailed records are to be 
kept in accordance with the quality control system. 


Lo It is the responsibility of the Builder to ensure that 
the ventilation and working conditions, together with 
discharges into the atmosphere, are such that levels of 
substances are within the limits specified in any pertinent 
National or International legislation. 


1.7.6 The working areas are to be adequately illuminated. 
Precautions are to be taken to avoid any effects on the resin 
cure due to direct sunlight or artificial lighting. 


1.8 Storage areas 


1.8.1 The resins are to be stored under dry, well- 
ventilated conditions, in accordance with the manufacturer’s 
recommendations. 


1.8.2 Where resin tanks or drums are stored outdoors it is 
the Builder’s responsibility to ensure that the resin 
manufacturer's storage conditions are complied with. 


7.8.3 Where the temperature for materials storage drops 
below that of the moulding shop i.e. minimum 16°C, the 
materials are to be pre-conditioned to the moulding shop 
temperature prior to use. 


1.8.4 Curing agents are to be stored separately under 
clean, dry and well-ventilated conditions in accordance with 
the manufacturer’s recommendations and any local or 
National legislation. 


1.8.5 Fillers and additives are to be stored in closed 
containers that are impervious to dust and moisture. 


1.8.6 Reinforcements are to be stored under dust-free 
and dry conditions. 


1.9 Mould construction 


1.9.1 Moulds are to be constructed of a suitable material 
and are to be adequately stiffened to maintain their overall 
shape and fairness of form. 


1.9.2 The materials used in the construction of moulds 
are not to affect the resin cure. 


1.9.3 The finish on a mould is to be such that the 
mouldings produced are suitable for the purpose intended. 
The resultant aesthetic appearance of the moulding is strictly 
a matter between the moulder and the Owner. 


1.9.4 Where multiple section moulds are used, the 
sections are to be carefully aligned to the attending Surveyor’s 
satisfaction prior to moulding. Mismatch between mould 
sections is to be eliminated. 


1.9.5 Where metallic moulds are used, welding is to be 
minimised to avoid distortion of panels. 


1.9.6 The release agent is to be of a type recommended by 
the resin manufacturer and is not to affect the cure of the resin. 


1.9.7 Prior to use all moulds are to be conditioned to the 
workshop temperature. 


1.10 Materials handling 


1.10.1 The arrangements for the receipt, verification 
against certificates of conformity and subsequent handling of 
materials are to be covered by the Builder’s quality control 
procedures such that the materials do not suffer contamina- 
tion or degradation and bear adequate identification at all 
times; see Ch 14,3 of the Rules for Materials. Storage is to be 
arranged such that materials are used by batch wherever 
possible, in order of receipt. Materials are not to be used after 
the manufacturer's date of expiry, except with the prior agree- 
ment of LR and new certificates of conformity being obtained 
from the material manufacturer. Details of the new certificates 
of conformity are to be entered into the quality control system. 


1.10.2 Where materials are found to be non-conforming 
they are to be rejected in accordance with the Builder’s 
quality control procedure. 


7.10.3 All non-conforming materials are to be segregated 
in their storage areas and marked accordingly. 
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7.10.4 Resin/catalyst pumps and spray equipment are to 
be operated in accordance with the manufacturers 
instructions. Maintenance and calibration of the mix ratio is to 
be carried out according to written procedures. 


1.11 Faults 


7.11.1 All faults are to be classified according to their 
severity and recorded, together with the remedial action 
taken, under the requirements of the quality control systems, 
the documentation being subject to review at the Periodical 
Survey. 


1.11.2 Production faults are to be brought to the attention 
of the attending Surveyor and a rectification scheme agreed. 
Deviations from the approved plans are to be to the satisfac- 
tion of the attending Surveyor. 


1.12 Inspection 


1.12.1 It is the Builder’s responsibility to carry out the 
required inspections in accordance with the accepted quality 
control system. 


1.12.2. The Surveyor will monitor the Builder’s quality 
control records and carry out inspections of work in progress 
during his periodical visits. 


1.12.3 During inspections all deviations are to be dealt with 
under the Builder’s agreed quality procedures, see 1.6.3. 


1.13 Acceptance criteria 


1.13.1. Classification is dependent upon the work being 
carried out in accordance with the approved plans and the 
requirements of an accepted quality system. 


1.13.2 | The workmanship is to be to the satisfaction of the 
attending Surveyor. This will include the verification of the 
quality control documentation and the remedial action 
associated with all defects and deficiencies recorded. 


7.13.3 Proposed deviations from the approved plans are 
subject to LR approval. An amended plan is to be submitted 
to the plan appraisal office, prior to any such changes 
being introduced. 


1.14 Repair 


1.14.1. Minor repairs are to be agreed with the attending 
Surveyor prior to being carried out. The Builder is to 
incorporate details of the agreed repair procedures in the 
quality control system in accordance with 1.6.3. 


7.14.2 Written details of proposed structural repairs are to 
be submitted to the Plan Approval Office for approval prior 
to introduction. 


1.15 Scaffolding 


1.15.1. Scaffolding/platform arrangements are to be 
provided to permit adequate access for production and 
inspection purposes. Such arrangements are to conform to 
National Authority requirements and are not, in general, to be 
connected to the moulding or impinge on the mould surface. 


1.16 Access 


1.16.1 |The attending Surveyor is to be permitted reason- 
able access to all areas of the Builder’s premises during 
normal working hours. Scaffolding/platform arrangements are 
to be made available in accordance with 1.15. 


1.17 Lifting arrangements 


1.17.1 Lifting arrangements are to be designed such that 
mouldings are subjected to minimal distortion and un- 
necessary stressing. Mouldings are to be adequately 
supported to avoid distortion during final cure. 


ie Section 2 
Materials 


2.1 General 


24a The Rules are applicable to craft generally 
constructed of fibre reinforced plastic (typically with 
unsaturated polyester resin), using hand lay-up, mechanical 
deposition, contact moulding techniques or vacuum assisted 
techniques. Construction may be either single-skin or 
sandwich construction, or a combination of both. 


2.1.2 Other materials (i.e., non-FRP materials) are to be 
of good quality, suitable for the purpose intended and, where 
applicable, are to comply with LR’s requirements appropriate 
to the material. Details of these materials are to be stated on 
the relevant construction plans. Where these materials are 
attached to, or encapsulated within, the plastics construction, 
the material is not to affect adversely the cure of the plastics 
materials. 


2.1.3 Where moulding techniques and methods of 
construction differing from those given in Section 3 are 
proposed, details are to be submitted for consideration by LR. 


2.2 Resin system 


2.2.1 The resins used are to be of a type that has been 
approved by LR for marine construction purposes. Samples 
of the resin batches being used in the construction may be 
taken for limited quality control examination at the discretion 
of the Surveyor, see Ch 14,5 of the Rules for Materials. 
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2.2.2 The cure procedure for the resin system is to be 
that recommended by the resin manufacturer for the particu- 
lar application, so that the resin will cure in the required time, 
in accordance with the approved cure schedule. 


2.2.3 Wax additives are only to be added by the resin 
manufacturer in accordance with the agreed procedure and 
tested accordingly. The base resin is to be of an approved type. 


2.2.4 Where a resin contains an ingredient that can settle 
within the resin system, it is the Builder’s responsibility to ensure 
that the resin manufacturer’s recommendations regarding 
mixing and conditioning are complied with prior to use. 


2.3 Compliant resins 


2:31 Compliant resins for structural applications are to 
be of types accepted by LR, see Ch 14,2.15 of the Rules for 
Materials, and are to be used strictly in accordance with the 
manufacturer’s recommendations. 


2.3.2 Details of the compliant resin to be used in the 
construction are to be included on the Material Data Sheet at 
the initial stages of plan approval. The plans submitted for 
approval are to identify which compliant resins are used in 
different applications. Surface preparations and over-bonding 
are also to be identified on the submitted plans. 


2.3.3 Proposals for the use of structural filleting applications 
using compliant resin are to be submitted in detail. Such 
proposals will be subject to individual consideration. 


2.3.4 The acceptance of the use of structural fillets of 
compliant resins in place of boundary bonding angle 
laminates required by Ch 3,1.18, will be subject to the 
designer/Builder providing the necessary information and test 
results to demonstrate equivalence with the Rule requirement 
for boundary bonding angle laminates. 


2.3.5 Air inclusions that may affect the structural 
efficiency of the joint are to be avoided. 


2.4 Resin storage 


2.4.1 Bulk storage of resin is to be arranged in 
accordance with the resin manufacturer’s recommendations 
in suitably adapted and insulated tanks. Tanks and pipes are 
to be periodically flushed in accordance with the resin 
manufacturer’s recommendations. A ready use store is to be 
provided where appropriate. 


2.5 Gel coats, tie coats and water barriers 


2.5.1 Gel coats based on orthophthalic polyester resin 
systems are not acceptable. All gel coats are to be used 
strictly in accordance with the manufacturer’s recommend- 
ations. The curing system is to be in accordance with 2.2.2. 


2.5.2 Where pigments are to be added reference is to be 
made to 2.6. Where pigments are added by the Builder, the 
gel coat is to be allowed to stand for sufficient time to permit 
entrapped air to be released. The method of mixing is to be 
carried out strictly in accordance with the resin and pigment 
manufacturer's instructions. 


2.5.3 Where the temperature of the gel coat resin is 
below that of the workshop, the gel coat resin is to be 
conditioned to attain the workshop temperature prior to use. 


2.5.4 Where the inspection of the mould is an agreed 
hold point, required by the quality plan, the mould is to be 
inspected by the attending Surveyor prior to gel coating. The 
Surveyor may also require to witness the initial application of 
the gel coat, see also 3.3. 


2.5.5 Where a gel coat is not used, details of the 
proposed water barrier are to be submitted for consideration. 


2.9.6 Where a painted finish is to be adopted in place of 
a gel coat a suitable tie coat may be required in accordance 
with the paint manufacturer’s recommendations. 


2.5.7 Where the hull is of sandwich construction built on 
a male plug mould, the water barrier on the outer surface of 
the hull will be specially considered. 


2.6 Curing systems 


2.6.1 Curing systems are to be in accordance with 2.2.2 
and are to be fully compatible with the resins and 
reinforcements to be used. 


2.6.2 For polyester and vinylester resins the level of cata- 
lyst and accelerator are to be as recommended by the 
manufacturer to ensure full polymerisation of the resin. In 
general, the rate of gelation is to be controlled by the amount 
of accelerator added to the resin. The amount of catalyst is 
not to be less than one per cent, by weight, of the base resin. 


2.7 Gelation time 


2.7.1 The gelation time is to be suitable for the proposed 
application such that full wet-out of the reinforcement can be 
obtained without unnecessary drainage on vertical surfaces 
or excessive loss of the monomer. 


2.7.2 The gelation time quoted on the Material Data 
Sheet is to be the typical gelation time for a laminate as laid in 
the mould, i.e., the working life of the resin. 


2.7.3 The gelation time may need to be varied to suit 
changing ambient workshop temperatures. For polyester and 
vinylester resins this is, in general, to be adjusted by variation 
of the accelerator and not by variation of the catalyst. 


2.7.4 All resins are to be mixed in accordance with the 
resin manufacturer’s recommendations. 
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2.8 Colour pigments 


2.8.1 The types of pigment used are to be such that the 
final cure of the resin is not affected. 


2.8.2 The pigment may be added to the resin by either 
the resin manufacturer or the moulder, and when added by 
the moulder it is to be as a paste dispersal in the same or 
compatible resin. Pre-pigmented gel coats are recommended. 
Where pigments are added by the Builder thorough mixing is 
essential to avoid striations. See also 2.2.4 and 2.3.2. 


2.8.3 The amount and type of pigment added is not to 
exceed that recommended by the resin manufacturer for a 
satisfactory depth of colour. Proposals to use amounts of 
pigment solids in excess of five per cent, by weight of the 
base resin, will be subject to individual approval and testing. 


2.8.4 It is recommended that pigments are not to be 
added to the gel coat or laminating resins used in the under- 
water portion of the hull laminate or in laminates forming the 
boundaries of oil fuel and water tanks. 


2.8.5 The addition of pigments is not to unduly affect the 
gelation time of the resin system or the physical properties of 
the gel coat layer of the laminate produced. The resin and/or 
pigment manufacturer’s written confirmation in this respect is 
to be obtained and recorded in the Builder’s quality control 
documentation. 


2.8.6 The aesthetic appearance of mouldings is strictly a 
matter between the moulder and the Owner. 


2.9 Fillers 


2.9.1 All fillers added by a Builder are to be of the 
dispersed type. The amount of filler that may be added to an 
approved resin is to be that recommended by the resin 
manufacturer and is not to alter significantly the viscosity of the 
resin nor is it to affect the overall strength properties of the 
laminate. Recommendations by the resin manufacturer to 
adopt amounts of fillers in excess of 13 per cent by weight of 
the base resin will be subject to individual approval and testing. 


2.9.2 Pigments, thixotropes and fire retardant additives 
are to be considered as fillers in the calculation of total 
filler content. 


2.9.3 Fillers are to be carefully and thoroughly mixed into 
the base resin that is then to be allowed to stand to ensure 
that entrapped air is released. The resin manufacturer’s 
recommendations regarding the method of mixing are to 
be followed. 


2.9.4 Fillers are not to be used in the structural 
laminates forming the boundaries of oil fuel and water tanks. 


2.9.5 Details of all fillers and fire retardant additives are to 
be included on the Material Data Sheet at the initial stages of 
plan appraisal. 


2.9.6 The amount of fire retardant additives may be in 
excess of that indicated in 2.9.1 provided that due account is 
taken of the reduced mechanical properties when determining 
scantlings in accordance with the Rules. 


2.10 Fire retardant additives 


2.10.1. The attention of Owners and Builders is drawn to 
the additional statutory regulations regarding fire safety that 
may be imposed by the National Authority of the country in 
which the craft is to be registered or the Governments of the 
states to be visited. 


2.10.2 For requirements regarding fire safety, see Part 17. 


2.10.3 Where laminates are required to have fire 
retardant or restricting properties, details of the proposals are 
to be submitted for approval. Where additives to the resin 
system are used, the type and quantity are to be as 
recommended by the resin manufacturer. Test results of 
independently tested fire retardant and fire restricting 
materials are to be submitted for design purposes. 


2.10.4 All fire retardant resin systems are to be used 
strictly in accordance with the resin manufacturer’s 
recommendations. 


2.10.5 The use of fire retardant and fire restricting 
materials in craft required to comply with statutory require- 
ments will be subject to the individual approval of the National 
Authority of the country in which the craft is to be registered, 
or LR where authorised to undertake this work on behalf of 
the National Authority. 


2.11 Fibre reinforcements 


2.11.1 All fibre reinforcements are to be of a type approved 
by LR. 


2.11.2 All reinforcements are to be stored strictly in 
accordance with the manufacturer’s recommendations. Rolls 
of reinforcement are to remain in their original packaging to 
minimise contamination. The quality control documentation is 
to provide traceability of all reinforcements using the 
manufacturer's batch numbers. 


2.11.3. The materials are to be free from imperfections, 
discolouration, foreign matter and other defects. 


2.11.4 Pre-impregnated reinforcements are to be suitably 
stored in an approved area. Detailed storage records are to 
be maintained as part of the quality control documentation. 


2.12 Surfacing materials 


2.12.1. Lightweight surfacing materials for reinforcing resin 
rich surfaces are to be compatible with the resin being used. 
Details of the materials and the fibre contents, by weight, are 
to be included on the Materials Data Sheet (Form 2075). 
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2.12.2 Where peel ply materials are to be used, the finish is 
to be such that, after removal, it does not interfere with any 
subsequent bonding processes. 


2.13 Core materials 
2.13.1. Core materials for sandwich construction are to be 
approved by LR, see Ch 14,2 of the Rules for Materials. 


2.13.2 Allcore materials are to be used in accordance with 
the manufacturer’s application procedure, a copy of which is 
to be submitted for information, with the relevant construction 
plans of the craft. A second copy is to be incorporated into 
the quality control documentation. 


2.13.3 Rigid expanded foam plastics are to: 

(a) be of closed-cell types and impervious to water, fuel 
and oils; 

b) have good ageing stability; 

Cc) be compatible with the resin system; 

d) have good strength retention at 60°C; 

) have characteristics and mechanical properties of not 

less than those indicated in Table 2.2.1; and 

(f) if manufactured into formable sheets of small blocks, the 
open weave backing material and adhesive are to be 
compatible and soluble, respectively, with the laminating 
resin. 


2.13.4 Balsa wood is to: 

a) be end grained; 

b) have been chemically treated against fungal and insect 
attack and kiln dried shortly after felling; 

c) have been sterilised; 

d) have been homogenised; 

e) have an average moisture content of 12 per cent; 

f) have characteristics and mechanical properties of not 
less than those indicated in Table 2.2.2; and 

g) if manufactured into formable sheets of small blocks, the 
open weave backing material and adhesive are to be 
compatible and soluble, respectively, with the laminating 
resin. 


2.13.5 Where necessary, foam core materials are to be 
conditioned in accordance with the manufacturer’s recom- 
mendations. Conditioning at an elevated temperature, in 
excess of that which may be experienced in service, may be 
necessary to ensure the release of any entrapped residual 
gaseous blowing agents from the cells of the foam core. 


2.13.6 Synthetic ‘felt’ type core materials are to be 
approved in accordance with Ch 14,2.10 of the Rules for 
Materials. 


2.13.7 Other types of core materials will be individually 
considered, on the basis of these Rules in relation to their 
characteristics and intended application. 


2.13.8 Balsa wood is to remain in protective packaging 
until required in production. Part packages are to be sealed 
to prevent the ingress of moisture. 


Table 2.2.1 


Apparent 
density 


Material 


Strength 
(N/mm?) 


Minimum characteristics and mechanical properties of rigid expanded foams at 20°C 


Moduli of elasticity 
(N/mm?) 


(kg/m?) 


Tensile 


Compressive 


Compressive Shear 


Polyurethane 96 


0,85 


Polyvinylchloride 60 


Table 2.2.2 


Strength (N/mm?) 


0,60 


17,20 8,50 


Minimum characteristics and mechanical properties of end-grain balsa 


Compressive modulus 


Apparent 
density 
(kg/m?) 


Compressive 


Direction of stress 


Tensile 


Parallel 
to grain 


Parallel 
to grain 


Perpendicular 
to grain 


Perpendicular 
to grain 


of elasticity (N/mm?) Shear 


modulus of 
elasticity 
(N/mm2) 


Direction of stress 


Parallel 
to grain 


Perpendicular 
to grain 


5,00 0,35 9,00 


0,44 


2300 35,20 


10,60 0,57 14,60 


0,70 


3900 67,80 


12,80 


0,68 20,50 


0,80 


5300 89,60 
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2.14 Core bonding materials 


2.14.1. Core bonding materials for structural applications 
are to be of types accepted by LR, and are to be used strictly 
in accordance with the manufacturer’s instructions. 


2.14.2 Details of the proposed core bonding paste to be 
used with the core material are to be indicated on the 
Materials Data Sheet and the appropriate construction plans. 


2.14.3 The Builder is to demonstrate that a uniform thick- 
ness of bonding paste is obtained by use of notched trowels 
or comb gauges. For the use of bonding pastes, see 4.2.7. 


2.15 Adhesives 


2.15.1 Adhesives for structural applications are to be of 
types accepted by LR, see Ch 14,2.15 the Rules for Materials, 
and are to be used strictly in accordance with the manufac- 
turer’s recommendations. 


2.15.2 The details of all structural adhesives are to be 
specified on the Materials Data Sheet and on the relevant 
construction plans submitted. 


2.15.3 Details concerning the handling, mixing and 
application of adhesives are to form part of the Builder’s 
production plan. 


2.15.4 — Particular attention is to be given to the surface 
preparation and cleanliness of the surfaces to be bonded. 


2.15.5 Where excessive unevenness of the faying surfaces 
exists a suitable gap filling adhesive is to be used or local 
undulations removed by the application of additional reinforce- 
ments. 


2.15.6 — The Builder’s quality plan is to identify the level of 
training required for personnel involved in the application of 
structural adhesives. 


2.16 Materials for integrated structural members 


2.16.1 Metallic materials (Such as suitable marine grades 
of stainless steel or aluminium alloys) used in the construction 
are to comply with the requirements of 2.1.2. Where struc- 
tural members or components manufactured from these, or 
other materials, are to be encapsulated within or structurally 
bonded to laminates, the material is not to adversely affect 
the cure of the resin system. The surface area of the compo- 
nent that will be in contact with the resin is to be thoroughly 
cleaned, degreased and, where practicable, either shot 
blasted or abraded to provide a key. 


2.16.2 Where metallic sections are to be bolted into a 
structure, the bolting requirements are to be determined by 
direct calculations that are to be submitted for consideration. 
Appropriate precautions against corrosion are to be taken. 


2.16.3. Where plywood and timber members are to be 
used in structural applications and are to be laminated onto, 
or encapsulated within the laminate, the surface of the wood 
is to be suitably prepared and primed prior to laminating. 


2.17 Plywood 


2.17.1 Plywood, for structural applications, is to be of a high 

quality marine grade material approved by LR, see Ch 14,2.14 

of the Rules for Materials. In general, the plywood is to be 

manufactured to a high standard of finish in accordance with 

SO or other Recognised Standards and is to meet, or be 

equivalent to, the following general requirements: 

a) Have good quality face and core veneers of a durable 
hardwood species. 

b) The number of veneers is to be in accordance with 
Table 2.2.3. 

c) The veneers are to be bonded with a WBP (water and 
boil proof) type adhesive. 

d) Have amoisture content not exceeding 15 per cent. 


Table 2.2.3 Number of veneers 


Board thickness, Minimum number 


mm of plies 


up to 9 3 


10 to 19 5 


20 and above 7 


2.17.2 Butts and seams are to be scarfed or butt strapped 
where necessary. The length of the scarf is to be not less than 
eight times the plywood thickness. The scarf is to be glued 
and, if made in situ, fitted with a backing strap of width not 
less than 10 times the panel thickness. The strap is to be 
glued and fastened with two rows of fastenings of the size 
given in Table 2.2.4 and spaced at approximately eight times 
the panel thickness. 


2.17.3 Butt straps are to be of the width given in 
Table 2.2.4 and the same thickness as the panel. The strap 
is to be glued and double/treble fastened to the panel. Sizes 
of fastenings are given in Table 2.2.4. 


2.17.4 For further information regarding plywood, see 
Ch 8,1.20. 


2.18 Timber 


2.18.1 | The acceptance of timber in the construction will be 
subject to individual consideration depending upon the 
intended use and timber involved. 


2.18.2 The timber is to be of good quality and properly 
seasoned. Timber is to be free from heart, sapwood, decay, 
insect attack, splits, shakes and other imperfections that 
would adversely affect the efficiency of the material. It is also 
to be generally free from knots, although an occasional sound 
intergrown knot would be acceptable. 
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Table 2.2.4 Butt strap fastenings 


Breadth of 
butt strap, mm 


Plywood 
thickness, mm 


Fastenings 


Wood screws 


Copper 


boat nails, 
Gauge Dia.,mm gauge 


150 
175 

Double 200 
fastened 250 
280 


8 4,2 
10 4,9 
10 4,9 
12 5,6 
12 5,6 


330 
Treble 355 
fastened 380 


14 6,3 
14 6,3 
16 7,0 


NOTES 


1. The gauge of wood screws given in the Table is British Standard Gauge, and that of copper boat nails is Imperial Standard Wire Gauge. 
2. The diameter of the wood screw is the nominal diameter of the unthreaded shank. 


2.18.3 The moisture content of timber for bonded or over- 
laminated applications using polyester or epoxy resins is, in 
general, to be nominally 15 per cent. Contents slightly greater 
than this value are recommended when resorcinol glues are 
used, and contents slightly lower than this value are required 
when phenolic or urea-formaldehyde resins are used. 


2.18.4 For further information regarding timber, see 
Ch 3,1.19. 

2.19 Release agents 

2.19.1 Release agents are to have no inhibiting effect on 


the gel coat resin and are to be those recommended by the 
resin manufacturer. 


a Section 3 
General construction process 


3.1 General 


ro fay a Provision is made in this Section for the construc- 
tion of craft built of fibre reinforced plastic using thermosetting 
materials. Craft built of fibre reinforced thermoplastic materials 
will be subject to individual consideration. 


3.1.2 This Section contains the general Rule require- 
ments to be complied with in the construction of fibre 
reinforced craft being built under survey. Where detailed 
requirements are not defined good boat building practices are 
to be applied. 


3.1.8 Craft built of unusual materials or built using 
unusual techniques will be subject to individual consideration. 


3.2 Resin preparation 


3.2.1 Curing agents, fillers and pigments are to be 
added strictly in accordance with the resin manufacturer’s 
recommendations. 


3.2.2 Before decanting, all resins are to be thoroughly 
mixed, deaerated and conditioned to at shop temperature in 
accordance with the resin manufacturer’s instructions. 


3.2.3 All measuring equipment is to be certified and 
suitable for the quantity of material being measured. Valid 
certificates of calibration are to form part of the quality control 
documentation. 


3.2.4 Where pumping/metering equipment is used it is to 
be maintained in accordance with the manufacturer’s 
instructions, and a valid certificate of calibration accuracy is 
to be retained in the quality control documentation. 


3.2.5 Quality control records are to be maintained to 
provide traceability and identification of the resin and all 
additives used in the resin system. Batch numbers are to 
be identified. 


3.2.6 Any additive used as a production aid must be that 
recommended by the resin manufacturer and is not to alter 
the mechanical properties or the characteristics of the 
cured laminate. 


3.3 Laminating 


3.3.1 Production is to follow all necessary approved 
construction plans in accordance with the LR accepted 
quality plan. 


3.3.2 Laminating is to be carried out by skilled operators, 
who are to be trained and qualified to the level required by the 
Builder’s quality plan and are to be acceptable to LR. 


3.3.3 Moulds are to be thoroughly cleaned, dried and 
allowed to attain the shop temperature before being treated 
with a suitable release system, see also 1.9.7. 
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3.3.4 The gel coat resin is to be applied by brush, roller or 
spraying equipment to give a uniform, nominal film thickness 
not exceeding 1,5 mm. 


3.3.5 The period of exposure of the gel coat between 
gelation and the application of the first layer of reinforcement is, 
in general, to be as short as practicable. In no case is this to be 
longer than that recommended by the resin manufacturer for 
that particular resin system. Written confirmation of this is to 
be obtained and recorded in the Builder’s quality control 
documentation. 


3.3.6 Where a polyester or vinylester gel coat is used it is 
to be reinforced by a lightweight, powder bound reinforce- 
ment, generally not exceeding 300 g/m? in weight, applied at 
a high resin content to give a glass content, by weight, of not 
greater than 0,286. This reinforcement is to be consolidated 
by gentle rolling. Care is to be taken not to damage the gel 
coat. A surface tissue may be incorporated within the gel 
coat, the details of which are to be clearly stated in the 
laminate schedule. 


3.3.7 All mouldings are to be manufactured from layers 
of reinforcement, laid in the approved sequence and orienta- 
tion, each layer being thoroughly impregnated and 
consolidated to give the required fibre content, by weight, in 
accordance with the approved plans. 


3.3.8 In composite laminates, containing multiple layers 
of woven reinforcement, woven reinforcement may be laid on 
woven reinforcement provided that the inter-laminar shear 
strength is not less than 13,8 N/mm2; otherwise, a layer of 
random fibre reinforcement is to be laid alternately with the 
woven reinforcements. 


3.3.9 Excessive exothermic heat generation caused by 
thick laminate construction is to be avoided. Where thick 
laminates are to be laid the Builder is to demonstrate to the 
Surveyor’s satisfaction, that the number of plies can be laid 
wet on wet and that the resultant temperature during the cure 
cycle does not have any deleterious effect on the mechanical 
properties of the cured laminate. 


3.3.10 Laminating is to be carried out in a sequence such 
that the time lapse between the application of the successive 
layers is within the limits recommended by the resin 
manufacturer and documented in the quality control proce- 
dures for the particular resin system. Similarly, the time lapse 
between the forming and bonding of structural members is to 
be kept within these limits and, where this is not practicable, 
the surface of the laminate is to be prepared, in accordance 
with the resin manufacturer’s instructions, to improve the 
bond. 


3.3.11 | When laminating is interrupted, and where other 
than an epoxy resin system is being used, the first of any 
subsequent layers of reinforcement to be laid in that area is 
to be of chopped glass fibre or other type of material to 
enhance the interlaminar strength properties of the laminate. 


3.4 Fibre content 


3.4.1 To ensure that the resultant thicknesses of the 
structure is not less than that required to comply with those 
indicated on the approved plans, the nominal fibre content, 
by weight, of the individual plies and overall laminate is to be 
controlled on the basis of the weight of the constituent 
materials. 


3.4.2 Continuous monitoring of resin/reinforcement 
usage is required for ongoing fibre content verification and is 
to be recorded under the quality control system, see Ch 14,5 
of the Rules for Materials. 


3.4.3 A method of validating the completed laminate 
thickness is to be agreed between the Builder and Surveyor. 
Where electronic thickness measurement methods are 
employed, the equipment is to be calibrated against a 
laminate of identical construction. Alternatively a series of areas 
are to be identified within the craft where samples can be taken 
to validate the thickness of the laminate (e.g., in way of 
overboard discharges/seawater intakes/deck openings, etc.). 


3.5 Laminate schedule 


roo mel The laminate schedule is to clearly define the 
logical sequence of production and is to identify the specific 
materials to be used. 


3.5.2 The schedule is to define the extent of each 
reinforcement and state relevant details regarding overlapping, 
staggering thicknesses and tailoring of reinforcements. 


3.5.3 Progressive thickness measurements in accordance 
with 3.4.3 are to be recorded as part of the quality control 
documentation and, where required, additional reinforcements 
are to be laid to attain the required thickness. 


3.5.4 Areas of local deficiency requiring additional 
reinforcement and areas that have been found to be increased 
thickness are to be recorded in the quality control documenta- 
tion. 


3.6 Spray laminating 


3.6.1 The equipment for spray deposition of resin and 
glass fibres is to be inspected during the Workshop Inspection 
and a sample panel produced. Documentary evidence of 
maintenance, calibration, catalyst content, fibre length and 
overall fibre content by weight are to be entered into the 
quality control documentation. The spray pattern is to give an 
even distribution, as recommended by the manufacturer of the 
equipment and is to be to the satisfaction of the attending 
Surveyor. 


3.6.2 Special consideration is to be given to the production 
environment, ventilation equipment and quality control 
arrangements to ensure that the finished product meets the 
requirements of the approved plans. 
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3.6.3 Unless the mechanical properties are confirmed by 
testing, the chopped fibre length for a structural laminate is to 
be not less than 835 mm. In no case is the fibre length to be 
less than 25 mm. 


3.6.4 Spray equipment is only to be operated by trained 
and competent personnel. Training certification is to form part 
of the quality control documentation. The use of spray lay-up 
is to be limited to the parts of the structure to which sufficient 
access can be obtained to ensure satisfactory laminating. 


3.6.5 The weights of resin and reinforcement used is to 
be monitored continuously to check the glass/resin ratio. 
Samples are also be taken on a regular basis to validate the 
calibration of the equipment. 


3.6.6 Where spray lay-up is used to back up the gel coat 
the weight of sprayed fibre is not to exceed 300 g/m?, applied 
at a high resin content to give a glass content by weight, of 
not greater than 0,286. This should be consolidated by gentle 
rolling. This first layer of reinforcement is to be allowed to cure 
to a trimming state before proceeding with the remainder of 
the laminate. 


3.6.7 Consolidation is to be carried out as soon as is 
practicable after spray deposition. In general, this is to be 
carried out when a weight of reinforcement equivalent to a 
thickness of 2-3 mm has been deposited. The thickness of 
the resulting laminate is to be periodically checked and 
recorded. 


3.6.8 Particular attention is to be given to localised 
thinning of the laminate in way of chines, coamings, knuckles 
and openings. Further deposition may be required in such 
areas to compensate for any reduction in thickness. 
Alternatively, layers of other equivalent reinforcements may be 
laid to achieve the required local thickness. 


3.7 Release and curing 


Gebel After completion of the lay-up, the moulding is to 
be left in the mould for a period to allow the resin to cure 
before being removed. This period can vary with ambient 
temperature, the type of resin and the complexity of the 
moulding, but is to be not less than 12 hours or that recom- 
mended by the resin manufacturer. 


OFZ Care is to be exercised during removal from the 
mould to ensure that the hull, deck and other large assem- 
blies are adequately braced and supported to avoid damage 
to and maintain the form of the moulding. 


3.7.3 Where female moulds are adopted, all primary 
stiffening and transverse bulkheads are to be installed prior to 
removal from the mould unless agreed otherwise on the 
approved construction schedule and plans. 


3.7.4 Mouldings are not to be stored outside of the work- 
shop environment until they have attained the stage of cure 
recommended by the resin manufacturer for that particular 
resin. Provision is to be made for mouldings to be protected 
against adverse weather conditions. 


3.7.5 Mouldings are, in general, to be stabilised in the 
moulding environment for at least 24 hours, or that recom- 
mended by the resin manufacturer before the application of 
any special cure treatment, details of which are to be submitted 
for approval. 


3.8 Barcol hardness 


3.8.1 The degree of cure of mouldings is to be measured 
using a Barcol impressor model GYZJ 934-1 in accordance 
with BS 2782: Part 10: Method 1001: 1977 (1989) or other 
equivalent National or International Standard. Alternative 
equivalent standards of hardness measurement will be 
considered. 


3.8.2 The hardness meter is to be regularly checked for 
calibration during use. A calibration certificate is to form part 
of the quality control documentation. 


3.8.3 Removal from the mould is not to be attempted until 
a minimum Barcol reading recommended by the resin 
manufacturer or a value of 20 has been attained. Subsequently, 
the moulding is not to be moved outside of the controlled 
environment until a minimum Barcol reading recommended by 
the resin manufacturer of 35 (or equivalent) has been recorded. 


3.9 Laminate detail 


3.9.1 Changes in laminate thickness are to be made 
using a gradual taper. The length of such taper is, in general, 
not to be less than 20 times the difference in thickness. Where 
the construction changes from sandwich laminate to a solid 
laminate, the thickness of the core material is, in general, to be 
reduced by a gradual taper of not less than 2:1. 


3.9.2 Framing and stiffening sections are to be built up 
layer by layer in accordance with an approved procedure, 
particular attention being given to ensure a satisfactory bond 
and structural continuity at the ends and intersections. 


3.9.3 Discontinuities and hard points in the structure are 
to be avoided, and where the strength of a stiffening member 
is impaired by any attachment of fittings, openings, drainage 
arrangements, etc., compensation is to be provided. 


3.9.4 Where items are prefabricated outside the mould, 
they are to be connected by boundary angles formed by 
layers of reinforcement, structural fillets or other approved 
method. Where structural fillets are proposed, the scantlings 
and arrangements will be specially considered. 


3.9.5 Polyester, vinylester or epoxide resin may be used 
in bonded joints, provided that the joint is so designed that 
the resin bond is in shear. The contact area is to be as large as 
practicable and the surfaces are to be suitably prepared in 
accordance with the resin manufacturer’s instructions. 


10 


LLoyp’s REGISTER 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Construction Procedure 


Part 8, Chapter 2 


Sections 3 & 4 


3.9.6 The submitted plans are to clearly define the 
laminate sequence at corner joints. In general, corner 
laminates are to be boxed and all cuts are to be alternately 
staggered to avoid a fault line. At corner joints vertical and 
horizontal laminates are to be laid alternately and butts are to 
be staggered accordingly. 


3.9.7 The submitted plans are to clearly define the details 
of scarfed joints. In general, scarfs are not to not be steeper 
than a 12:1 taper. Scarf joints may be either ground or 
stepped and may be single or double taper. Where single 
taper scarf joints are proposed, a sealing laminate is to be 
provided, details of which are to be submitted. Where 
stepped joints are proposed care is to be taken to ensure that 
over-cutting does not occur. All joints are to be arranged so 
that they can be reinforced internally to maintain structural 
continuity of the laminate. 


3.9.8 Lap joints may be bolted or adhesively bonded, or 
both. They may be single or double lapped dependent upon 
the specific application. 


3.9.9 Where tray mouldings form part of the integral 
structure of the craft, full details are to be indicated on the 
submitted plans. Information regarding tolerances is to be 
presented together with details of all adhesives and proposed 
bonding-in techniques. Particular attention is to be given to 
the design so as to maintain the structural continuity of the 
webs of any stiffening members. 


3.9.10 The hulls of all craft with a service speed of 
25 knots or greater are to be moulded as required by 
Ch 3,3.15. 


3.9.11. Chine details are to be clearly indicated on the 
submitted plans. Spray rails may form part of the structural 
laminate or may be installed as a laminated or bolted 
appendage. Where the chine is a laminated appendage, 
provision is to be made for a sacrificial ply at which failure may 
occur without undue damage to the remaining structure of the 
hull. Sandwich structures are to be returned to single skin 
laminates at chine rails unless agreed otherwise on the 
approved construction plans. Chine rails are to be infilled and 
over laminated on the inner surface of the hull. Additional 
reinforcement is to be laminated into the chine area in 
accordance with Ch 3,3.8. 


3.9.12 Reinforcements are to be arranged to maintain 
continuity of strength throughout the laminate. Joints in each 
layer of reinforcement are, in general, to be overlapped. 
The length of the overlap is dependent upon the type of 
reinforcement but is not to be less than 50 mm. The position 
of the joints in the laminate is to be staggered, in general by 
150 mm, to maintain as near uniform laminate thickness as 
practicable. Tests may be required to demonstrate continuity 
of strength when bi-directional, multi-axial or cross plied 
reinforcements are used. 


3.9.13 As an alternative to overlapping as required by 
3.9.12, individual consideration will be given, on the basis of 
test results, to partial butting of reinforcements manufactured 
with a salvedge. For such reinforcements the salvedge tails 
are to be laid on top of each other to provide continuity. Butts 
in the same vertical plane are to be separated by not less than 
five passing plies. 


| 3.9.14 


Laminate overlapping and staggering arrangements 
may require to be tested at the discretion of the Surveyor. 


3.9.15 Laminates may be fastened mechanically provided 
that the fastenings are of a corrosion resistant metal and are 
spaced and positioned so as not to impair the efficiency of 
the joint. The fastenings are to be of an acceptable type and, 
where washer plates are used, they are to be of a compatible 
material. The edges of the laminates and the fastening holes 
are to be sealed. 


3.9.16 Where plywood and timber members are to be 
matted onto, or encapsulated within, the laminate, the surface 
of the wood is to be suitably prepared prior to bonding. 


3.9.17 For details of through hull fittings, see 5.6. 


| Section 4 
Additional procedures for 
sandwich construction 


4.1 General 


4.1.1 The methods used in sandwich construction are, in 
general, to be either wet or dry core bonding techniques or 
by laminating directly onto the core (e.g., plug moulding). 


4.2 Laminating 


4.2.1 The forefoot and stem of all craft of composite 
construction are to be moulded as required by Ch 3,5.11.1. 


4.2.2 Where the core material is to be laid onto a 
pre-moulded skin, it is to be laid as soon as practicable after 
the laminate cure has passed the exothermic stage. 


4.2.3 Where the core is applied to a laminated surface, 
particular care is to be taken to ensure that a uniform bond is 
obtained. Where a core is to be applied to an uneven surface, 
the Surveyor may request additional building up of the surface 
or contouring of the core to suit. 


4.2.4 Where other than epoxy resins are being used, the 
reinforcement against either side of the core is to be of the 
chopped strand mat type. Additional flow coating is not to be 
applied to the foam core prior to laminating. 


4.2.5 The submitted plans are to clearly show the 
staggering of successive plies in both the transverse and 
longitudinal directions. In general laminates are to be 
staggered by 50 mm per layer of reinforcement. Where very 
thin sandwich skins are adopted the rate of laminate stagger 
will be individually considered. 
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4.2.6 Prior to bonding, the core is to be cleaned and 
primed (sealed) in accordance with the manufacturer’s 
recommendations. The primer is to be allowed to cure and is 
not to inhibit the subsequent cure of the materials contained 
within the manufacturer’s recommended bonding process. 
The primer is to seal the panels, including all the surfaces 
between the blocks of contoured material, without completely 
filling the surface cells. 


4.2.7 Where panels of rigid core material are to be used 
then dry vacuum bagging techniques are, in general, to be 
adopted. The core is to be prepared by providing ‘breather’ 
holes to ensure efficient removal of air under the core. 
Bonding paste is to be visible at such breather holes after 
vacuum bagging. The number and pitch of such ‘breather’ 
holes is to be in accordance with the core manufacturer’s 
application procedure and any specific requirements of the 
core bonding paste manufacturer, see also 4.4.3. 


4.2.8 Thermoforming of core materials is to be carried out 
in accordance with the manufacturer’s recommendations. 
Maximum temperature limits are to be strictly observed. 


4.2.9 Where panels of contourable core material are to 
be used it is necessary to ensure that the core is cut/scored 
through the entire thickness such that the panels will conform 
to the desired shape of the moulding. The Builder is to 
demonstrate that the quantity of bonding material indicated 
in the core manufacturer’s application procedure (see 2.11.2) 
is sufficient to penetrate the full depth of the core between the 
blocks. It is recommended that grid scored panels using a 
carrier scrim cloth are adopted. 


4.2.10 Where the edges of a panel are to be bevelled to 
single skin the rate of tapering is to be not greater than 30°. In 
areas where an insert (e.g. higher density foam or plywood) is 
to be used the rate of taper is not to be greater than 45°. 


4.2.11. In all application procedures cured, excess 
bonding material is to be removed and the panel cleaned and 
primed prior to the lamination of the final sandwich skin. 


4.3 Inserts 


4.3.1 Backing or insert pads where fitted in way of the 
attachment of fittings are to be arranged so that the load can 
be satisfactorily transmitted into the surrounding structure. 
The contact area of these pads is to be suitably prepared and 
free from contamination. 


4.3.2 Inserts in sandwich laminates are to be of a 
material capable of resisting crushing. Inserts are to be well 
bonded to the core material and to the laminate skins in strict 
accordance with the approved plans. 


4.3.3 Where plywood inserts are to be used all edges are 
to be bevelled at an angle of 45°. A small gap is to be 
provided around each insert to ensure the passage of bonding 
paste during the vacuum bagging process. 


4.4 Vacuum bagging 


4.4.1 Where wet vacuum bagging is proposed (with or 
without a core), full details are to be submitted for considera- 
tion. 


4.4.2 The Builder is to demonstrate by visual inspection 
that efficient core bonding can be obtained using the 
proposed dry vacuum bagging process. 


4.4.3 The number, size and distribution of breather holes 
in panels of rigid core material is to be that recommended in 
the core manufacturer’s application procedure, see 4.2.6. 
Typically, 3 mm diameter breather holes are to be provided at 
50 mm centres. 


4.4.4 The level of vacuum applied for initial consolidation 
and during the cure period is not to be higher than that 
recommended, by the relevant manufacturer of the materials 
being used, to avoid the possibility of evaporative boiling and 
excessive loss of monomer. 


& Section 5 
Details and fastenings 


5.1 General 


oa ee This Section contains the general Rule require- 
ments to be complied with for fibre reinforced plastic craft 
being built under survey. Where detailed requirements are not 
defined good boat building practices are to be applied. Where 
different details are to be applied, the Builder is required to 
provide evidence of satisfactory service experience or 
acceptable test data. 


5.2 Alignment 


5.2.1 Details of alignment and building tolerances are to 
be laid down in the Builder’s production plan. 


5.2.2 Where details of alignment and building tolerances 
are not included on the construction plans, or submitted 
separately for consideration with the plan submission, they 
may, subject to individual consideration, be agreed locally with 
the attending Surveyor. 


5.2.3 Particular attention is to be given to the accurate 
alignment of the following: 

a) girder abutting single skin bulkhead; 

girder webs with tank sides; 

frames with beams; 

) deck/bottom girders with bulkhead stiffeners; 

e) tank baffles with floors; 

f)  longitudinals where broken at tank ends; and 

g) transom stiffeners with bottom/deck girders. 
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5.2.4 For larger craft the hull breakage sight-line is to be 
progressively monitored during the construction of the craft 
and is to form part of the quality control documentation. The 
production plan is to identify maximum breakage limits 
dependent upon the size of the craft. 


De2ro) The production plan is to identify allowable 
tolerances for the alignment of the primary structural 
components. 


5.2.6 To ensure efficient load transmission intercostal, 
single skin bulkheads are to be aligned to within half the 
thickness of the thinner bulkhead. In the case of sandwich 
construction the tolerance requirements will be individually 
considered dependent upon the sandwich panel dimensions 
and the construction of the continuous member. In general, 
the webs of the intercostal sandwich panel member are to be 
aligned to within 5 mm. Where poor alignment is identified, 
additional boundary bonding reinforcements are to be applied 
as agreed with the attending Surveyor. Such deviations and 
details of the remedial action taken are to be recorded in the 
Builder’s quality control documentation. 


5.2.7 To ensure efficient transmission of shear loads, the 
alignment tolerance of intercostal ‘top hat’ stiffener webs is, in 
general, to be within half of the web thickness. Where poor 
alignment is identified, additional reinforcements are, in 
general, to be incorporated into the stiffener webs as agreed 
with the attending Surveyor. Such deviations and details of 
the remedial action taken are to be recorded in the Builder’s 
quality control documentation. 


5.3 Continuity 


§.3.1 Continuity of all primary structural members is to be 
maintained, as required by the Rules, and abrupt changes of 
section are to be avoided. Both primary and secondary 
stiffening members are to be continuous unless otherwise 
agreed with LR. 


5.3.2 Special consideration will be given to the 
intersection of longitudinal and transverse members. In 
general the ratio between the depths of the intersecting 
members is to be 2:1. The shallower member is to be 
continuous under the supporting members. 


5.3.3 Alternative proposals to the requirements given in 
5.8.2 will be subject to special consideration in conjunction 
with the submission of details for maintaining the continuity of 
reinforcements at intersections in both directions. Where 
stiffeners are of similar dimensions the primary member is to 
be continuous. In general the section modulus of the 
continuous material is to be maintained. 


5.4 Openings 
5.4.1 All openings are to have well rounded corners and 


are to be supported on all sides. Cut edges of openings are to 
be sealed to prevent the ingress of moisture. 


5.4.2 All hatch openings are to be supported by a system 
of transverse and longitudinal stiffeners, the details of which 
are to be submitted for approval. 


5.4.3 The requirements for closing arrangements and 
outfit are given in Pt 3, Ch 4. 


5.4.4 All deck openings are to have corner radii as 
specified in Ch 3,8.12. 


5.4.5 For details of sealing the edges of openings and 
sandwich panels, see 5.10. 


5.5 Through bolting and bolted connections 


tokoym| The details of all through bolted structural 
connections are to be indicated on the relevant construction 
plans submitted for approval. The design of the joint is to be 
suitable for its intended purpose with a sufficient number of 
bolts to satisfactorily close the joint. 


D2 Tank tops may be bolted down provided the bolt 
spacing does not exceed 8d), where dt, is the bolt diameter. 
A joint, seal or stop water is to be fitted, as necessary, to meet 
the required integrity. 


ronan! In general, large headed bolts or large diameter 
thick washers are to be used to prevent localised crushing 
damage during tightening. 


5.5.4 Where mechanical fastenings are used, the torque 
is to be indicated on the plans submitted for approval. 


10:0) Bolting arrangements are, in general, to be in 
accordance with Ch 2,5.5, 5.6, 5.7 and 5.8. In FRP sandwich 
construction, inserts of a material capable of resisting 
crushing are to be fitted in accordance with 4.3. 


5.5.6 The diameter of a fastening is not to be less than 
the thickness of the thinner component being fastened, with 
a minimum diameter of 6 mm, excepting window frames 
where the minimum diameter may be 5 mm. 


5.5.7 Bolted connections are, in general, to be bonded 
along all mating surfaces using an accepted structural 
adhesive, applied in accordance with the manufacturer’s 
requirements. Where connections rely solely on the shear 
resistance of the connecting bolts the spacing is not to 
exceed 3d, where dy, is the diameter of the bolt. In areas 
where subsequent access will either be limited or not 
possible, self locking nuts are to be provided. 


5.5.8 In general, all structural, bolted connections are to 
use reeled lines of bolts in accordance with the requirements 
given in Table 2.5.1. 
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Table 2.5.1 Bolt pitch requirements in bonded 


and bolted connections 


Location 


Watertight connections 
— below static load waterline 


Connections in hull above static load waterline to 
deck 


Hull to deck connections 
— bonded with structural adhesive 
— bolted with mastic sealant (see Note 2) 


Connections in deckhouses 
Deckhouse to deck connections 

— bonded with structural adhesive 

— bolted with mastic sealant (see Note 2) 
inimum distance between reeled lines of bolts 


inimum distance from centreline of line of bolts to 
ree edge 


NOTES 
1. d) is the diameter of the bolt. 
2. Internal boundary sealing angle to be provided. 


5.5.9 All structural, single line, bolted connections with- 
out adhesive bondings are to be in accordance with the 
requirements given in Table 4.1.1 in Pt 3, Ch 4. 


5.5.10 Care is to be taken to avoid distortion of the frame 
when window frames are bolted into the structure of the craft. 
Where necessary, uneven surfaces are to be locally built up 
to the satisfaction of the attending Surveyor. 


5.5.11. Where a restricted service notation of G1 or G2 is 
applicable the requirements given in this Section will be 
specially considered dependent upon the sea states for which 
the craft is designed. 


5.5.12 Bolt holes are to be drilled, without undue 
pressure at break through, having a diametric tolerance of two 
per cent of the bolt diameter. Where bolted connections are to 
be made watertight the hole is to be sealed with resin and 
allowed to cure before the bolt is inserted. 


5.5.13 In areas of high stress or where unusual bolting 
configurations are proposed, testing on the basis of equiva- 
lence with the above Rules may be required. 


5.6 Through hull fittings 


5.6.1 Where fittings penetrate the hull envelope, care is 
to be taken to seal the hull laminate with resin or other suitable 
compound, see 5.10. 


5.6.2 The areas in way of penetrations for fittings in 
sandwich construction are, in general, to comply with the 
requirements of 4.3. Where the requirements cannot be 
complied with, the core is to be replaced locally with a solid 
core or very high density foam core with compressive 
properties commensurate with the loads imposed by the 
securing arrangements, see 5.8.2. The exposed edges of 
such openings are to be sealed watertight, see Ch 3,3.10. 


5.6.3 All bolted fittings are to be bedded down using a 
suitable mastic, details of which are to be indicated on 
the submitted plans. 


5.7 Backing bars and tapping plates 


Su The requirements for backing plates and bars will 
be individually considered, on the basis of the loading 
imposed, details of which are to be indicated on the submit- 
ted plans. 


2 Metallic plates and bars are to comply with the 
requirements of 2.1.2 (such as suitable marine grades of 
stainless steel or aluminium alloys). 


5.7.3 Tapping plates may be encapsulated within the 
laminate, laminated to or bolted to the structure, see also 
2.15.1. Where tapping plate edges or corners are likely to give 
rise to hard spots or stress concentrations the edges are to be 
suitably rounded. 


5.7.4 Where tapping plates are placed on foam cores the 
plate is to be mounted on a suitable foundation to prevent the 
movement of the tapping plate during drilling operations. 


5/59 Direct calculations regarding the scantlings of 
tapping plates are to be provided at the plan appraisal stage. 


5.8 Fastenings 


5.8.1 All fastenings are to be of a suitable marine grade. 
Sizes and specifications are to be indicated on the submitted 
plans. 


5.8.2 In areas where localised crushing of a sandwich 
core is likely to occur, large diameter washers, compression 
tubes or inserts or a combination of these are to be adopted. 


5.9 Secondary bonding and peel ply 


5.9.1 Laminating is to proceed as a continuous process, 
as far as practicable, with the minimum of delay between 
successive plies. Where a secondary bond is to be made it is 
to be carried out in accordance with the resin manufacturer’s 
recommendation, details of which are to be incorporated in 
the Builder’s quality control documentation. This will, in 
general, take the form of the area being lightly abraded and 
wiped with a suitable solvent, which is to be allowed to dry 
prior to laminating. 


5.9.2 Where other than epoxy resins are being used, the 
first reinforcement is to be of the chopped strand mat type. 
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5.9.3 Consideration should be given, especially in highly 
stressed areas, to the application of peel ply materials to 
obviate contamination of the exposed surface, and thereby 
reducing the abrading required to obtain a good secondary 
bond. 


5.10 Exposed edges 


5.10.1. The exposed edges of all openings cut in single 
skin laminate panels are to be suitably sealed. Where such 
edges are in wet spaces or under water the edges of such 
openings are to have rounded edges and are to be sealed by 
two plies of 450 g/m2 chopped strand mat (or equivalent) 
reinforcements, see also Ch 3,3.10. 


5.10.2 Exposed edges of openings cut in sandwich panels 
are to be suitably sealed, see 5.6.2. The cut edges are, in 
general, to be sealed with a weight of reinforcement not less 
than that required for the outer skin of the sandwich. Where 
other than an epoxy resin system is used the first layer of such 
reinforcement is to be chopped strand mat with a weight not 
exceeding 450 g/m?, see also Ch 3,3.10. 


5.11 Joints 


5.17.1 The details of all joints, the proposed jointing 
procedure and information regarding tolerancing are to be 
indicated on the submitted plans. 


5.17.2 Joints may be bolted or adhesively bonded, or 
both. Where joints are bolted, full details of the bolt material, 
the proposed number and spacing are to be provided. Bolts 
are to be manufactured from a non-corrosive material or 
protected against corrosion. 


5.12 Local reinforcement 


5.12.1 Areas subject to local loads or increased stress are 
to be suitably reinforced, details of which are to be 
indicated on the submitted plans, see Ch 3,3.14. 


5.12.2 The design of the structure, in way of the attach- 
ment of fittings or equipment in sandwich structures, is to be 
such that the induced loads can be transmitted into the 
surrounding structure by bending as opposed to shear. The 
areas are, in general, to take the form of suitably reinforced 
single skin areas, see Ch 3,3.14, with the additional layers of 
reinforcement staggered out onto the surrounding inner and 
outer skins as indicated in Fig. 3.3.1. 


5.13 Hull to deck connections 


5.13.1 Details of the hull to deck connection, the method 
of bonding and the tolerances are to be indicated on the 
submitted plans. 


5.13.2 Hull to deck connections should, in general, be 
bolted and over-bonded. A suitable mastic or sealing 
compound is to be incorporated within the joint. 


5.13.3 The bolting details should be reeled lines of bolts 
pitched as specified in Table 2.5.1. Suitable large diameter 
thick washers should be used under both the head and 
the nut. 


5.13.4 Where a mastic is not used, sealing plies are to be 
applied on the inside of the hull. 


5.13.5 — The weight of the over-bonding reinforcement is, in 
general, not to be taken as less than equivalent to the lighter 
of the component members being connected, and in no case 
less than equivalent to three plies of 600 g/m2 chopped 
strand mat. 


5.13.6 Substantial beam knees are to be provided to 
maintain structural continuity between the transverse deck 
and hull stiffening. 


5.13.7 The watertight integrity, continuity and strength of 
the connection is not to be impaired by the attachment of the 
hull fender. 


5.13.8 For guidance details of scantlings required to resist 
impact loads at deck edge connections, see Ch 3,4.19 for 
side shell in way of fendering and Ch 3,3.6 for sheerstrakes. 


5.14 Exhaust systems 


5.14.1. Exhaust systems, manufactured from FRP, are to 
be of the water injected type with a normal operating 
temperature of 60° to 70°C and a maximum operating 
temperature of 120°C. 


5.14.2 Exhaust pipes, silencers and water separators 
should be of a Type Approved design, installed strictly in 
accordance with the manufacturer’s requirements. 


5.14.3 Where a Type Approved system is not used, the 
arrangement will be considered on an individual basis. Resins 
used in the manufacture of exhaust systems are to be of a 
type approved by LR and are to have good heat and 
chemical resistance properties with a high deflection temper- 
ature under load. A vinylester resin should be used, but a fire 
retardant polyester resin, having a high heat distortion temper- 
ature, will be considered. Test samples may be required 
dependent upon the proposed arrangement, temperatures 
and materials. 


5.14.4 — It is recommended that pigments and additives are 
not used unless it can be demonstrated that the mechanical 
properties of the resin system remain unaffected. Resins used 
are not to show any embrittlement with age. 


5.14.5 Special consideration is to be given to post curing 
of such systems to obtain optimal characteristics. 


5.14.6 Due to the weight of water contained within the 
system, exhaust pipes and fittings are to be efficiently supported. 


5.14.7 | Exhaust boxes are to be lined with a minimum of 
two plies of 600 g/m2 chopped strand mat (or equivalent) 
using a suitable fire retardant/high temperature resin. 
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5.14.8 For engineering aspects of exhaust systems 
reference is to be made to Pt 10, Ch 1,8.6. 


5.14.9 National Authority requirements take precedence 
over the requirements given in this Section. 


5.15 Ballast 


5.15.7. The provision of permanent ballast is not to 
adversely affect the surrounding structure. 


5.15.2 | Where aresin compound is to be poured into a void 
space, care is to be taken to minimise the generation of heat 
that may affect the mechanical and weathering characteris- 
tics of the structural laminate. 


5.15.3 Details of all ballast materials and the proposed 
method of installation are to be indicated on the submitted 
plans. 


5.16 Limber holes 


5.16.7 Provision is to be made to drain areas likely to 
accumulate liquids, details of which are to be indicated on the 
submitted plans. 


5.16.2 The size, shape and position of limber holes are not 
to affect the structural strength of the stiffening members in 
which they are fitted. Limber holes are, in general, to be 
positioned at the quarter span of the stiffener. 


5.17 Integral tanks (requirements for coatings) 


5.17.1 The surfaces of integral tanks are to be provided 
with a barrier to reduce the ingress of liquid. The details of the 
proposed system are to be indicated on the submitted plans. 


5.17.2 Fresh water tanks are to be coated with a non-toxic 
and non-tainting coat of resin that is recommended by the 
resin manufacturer for potable water tanks. 


5.17.3 The design and arrangement of oil fuel tanks is to 
be such that there is no exposed horizontal section at the 
bottom that could be exposed to a fire. Other fire protection 
arrangements for oil fuel tanks will be specially considered. 
For details of fire protection requirements, see Part 17. 


5.17.4. Where plywood bulkheads form part of a tank 
boundary, the surface is to be completely protected against 
the ingress of moisture with a minimum of 4 mm thickness of 
laminate to provide an effective fluid barrier, regardless of resin 
and reinforcement type used. 


5.17.5 Where outfit items are to be laminated to the tank 
surface, the heavy coating of resin is to be applied afterwards 
and the laminated brackets sealed to prevent the ingress 
of moisture. 


5.17.6 The scantlings of integral oil fuel and water tanks 
are to be in accordance with Ch 3,7. Details regarding 
sub-division of integral tanks are given in Ch 3,7.11.1. 


5.17.7 \Integral tanks are to be tested in accordance with 
Ch 8,7.17. 


5.18 Reserve buoyancy 


5.18.1 Details of materials to be used and the method of 
installation of reserve buoyancy are to be indicated on the 
submitted plans. 


5.18.2 Where necessary, buoyancy materials are to be 
over-laminated in situ to prevent the ingress of moisture. 


5.19 Shear ties (stiffeners) 


5.19.1. Where the total web depth to thickness ratio 
requirement in Ch 3,1.16 for buckling of stiffener webs is not 
complied with, cross linking of the stiffener webs at the Rule 
depth to thickness ratio is to be provided by the use of shear 
ties, as indicated in Fig. 2.5.1. 


Effective shear tie 


Unsupported 
web depth 


6002/01 


Fig. 2.5.1 Arrangement of shear ties (stiffeners) 


5.19.2 Alternative arrangements will be subject to 
individual consideration in conjunction with submitted direct 
calculations. 
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Section 

1 General 

2 Minimum thickness requirements 

3 Shell envelope laminate 

4 Shell envelope framing 

5 Single bottom structure and appendages 

6 Double bottom structure 

7 Bulkheads and deep tanks 

8 Deck structures 

9 Superstructures, deckhouses and bulwarks 


10 Pillars and pillar bulkheads 


C Section 7 
General 


1.1 Application 


detal The requirements of this Chapter are applicable to 
mono-hull craft of composite construction as defined in 
Pt1,Ch 1,1. 


1.2 General 


1.2.1 The scantlings of motor and sailing, mono-hull craft 
of conventional form and proportions are to be determined 
from the formulae contained within this Chapter. 


1.2.2 The mechanical properties to be used for 
scantling calculation purposes are to be 90 per cent of the 
mean first ply/resin cracking failure values determined from 
accepted mechanical tests, or the mean values minus twice 
times the standard deviation for the five samples, whichever is 
the lesser. All test pieces are to be representative of the 
product to be manufactured and details submitted for 
consideration. 


7.2.3 In the absence of suitable test data, the mechanical 
properties of the materials is to be estimated from the appro- 
priate procedures and formulae contained within this Part. The 
acceptable design values for glass reinforced polyester resin 
laminates are, in general, not to be taken greater than those 
determined from Tables 3.1.1 to 3.1.3. Additional information 
on the application of the various formulae is given in Lloyd’s 
Register’s (hereinafter referred to as ‘LR’) Guidance Notes for 
Calculation Procedures for Composite Construction. 


Table 3.1.1 Mechanical properties for chopped 
strand mat (CSM) glass reinforced 


polyester resin laminates 


Mechanical property N/mm? 


Ultimate tensile strength 200f, + 25 


Tensile modulus (15f, + 2) x 108 


imate compressive strength 150f, + 72 


(40f, - 6) x 108 


mpressive modulus 
imate shear strength 80f, + 38 


modulus (1,7f, + 2,24) x 108 


e flexural strength 502f,2 + 106,8 


exural modulus (33,4f,2 + 2,2) x 108 


OTE 
f, is as defined in 1.5.1. 


Table 3.1.2 Mechanical properties for woven 
roving (WR) and cross plied (CP) 
glass reinforced polyester resin lami- 


nates at 0/90° degree orientation 


Mechanical property 


Ultimate tensile strength 400f, — 10 
Tensile modulus 30f, - 0,5) x 108 
imate compressive strength 150f, + 72 
mpressive modulus AOf, — 6) x 108 


imate shear strength 80f, + 38 


hear modulus 1,7f, + 2,24) x 108 


502f,2 + 106,8 


Itimate flexural strength 


Flexural modulus (33,4f,2 + 2,2) x 108 


NOTE 
f, is as defined in 1.5.1. 


1.2.4 In the absence of suitable test data, the 
mechanical properties of aramid and carbon reinforced epoxy 
resin laminates are, in general, not to be taken greater than 
those determined from Tables 3.1.4 to 3.1.7. 


1.2.5 The various formulae referred to in 1.2.3 and 1.2.4 
require that sufficient input data be available which relates to 
each of the proposed materials. The designers and/or 
Builders are to, in general, agree the values for use in the 
scantling analysis with LR at the design stage and prior to the 
submission of plans and data for appraisal. 


| 1.2.6 Typical acceptable values for the various fibre 
properties of materials Commonly in use are given in 
| Table 3.1.8. 
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Table 3.1.3 


Mechanical properties for 
uni-directional glass reinforced 
polyester resin laminates at 
0/90° degree orientation 


Table 3.1.5 


Mechanical properties for woven 
roving (WR) and cross-plied (CP) 
aramid reinforced epoxy resin 
laminates at 0/90° degree orientation 


Mechanical property N/mm? Mechanical property N/mm? 


Longitudinal elastic modulus (50,5f, — 6,87) x 108 Elastic modulus (46,4 f, + 1,76) x 108 


Transverse elastic modulus 


(19,6f,2 - 15,7f, + 6,6) x 103 (8,6 f52- 6,1 f, + 2,6) x 108 


In-plane shear modulus 


In-plane shear modulus (7,3fo2 - 5,9f, + 2,4) x 108 Tensile strength 596 fy + 13,2 


Longitudinal tensile strength 656f, — 89,3 Compressive strength 171 f, + 20,1 


Longitudinal compressive strength 530f, — 72,1 In-plane shear strength 129 fo2 — 92 f, + 38,4 


NOTES 

1. f, is as defined in 1.5.1. 

2. Range of applicability: 0,25 < f, < 0,55. Laminates with fibre 
content outside range of applicability will be specially 
considered. 


Transverse tensile strength 68,4f,2 — 55f, + 23 


Transverse compressive strength 196f,2 - 157f, + 65,6 


In-plane shear strength 73,4fo2 - 59,2f, + 24,5 


NOTES 

1. f, is as defined in 1.5.1. 

2. Range of applicability: 0,4 < f, < 0,7. Laminates with fibre 
contents outside range of applicability will be specially 
considered. 


Table 3.1.6 Mechanical properties for 
uni-directional carbon reinforced 
epoxy resin laminates at 0/90° 


degree orientation 


Table 3.1.4 Mechanical properties for Mechanical property N/mm2 
uni-directional aramid reinforced 
epoxy resin laminates at 0/90° 


degree orientation 


Mechanical property N/mm? 


(91,2f, + 1,1) x 108 


Longitudinal elastic modulus (153f, — 9,80) x 108 


Transverse elastic modulus (6,8f,2 — 2,6f, + 3,5) x 108 


n-plane shear modulus (8,92 - 6,6f, + 2,7) x 108 


Longitudinal tensile strength 1377f, — 88,2 


Longitudinal elastic modulus 


Longitudinal compressive strength 842f, -— 53,9 


Transverse elastic modulus (1,5f, + 2,4) x 108 


Transverse tensile strength 21,7f, + 7,5 
In-pl hi | 8,6f,2 - 6,1f. + 2, 108 
Esler sneeeiiege Wiig Rilig Bes Transverse compressive strength 65,2f, + 22,4 


Longitudinal tensile strength 1186f, + 14,3 


132f,2 - 99,5f, + 40 


In-plane shear strength 


Longitudinal compressive strength 319f, + 3,8 


NOTES 

1. f, is as defined in 1.5.1. 

2. Range of applicability: 0,3 < f, < 0,6. Laminates with fibre 
content outside range of applicability will be specially 
considered. 


Transverse tensile strength 7,9f, + 12,1 


Transverse compressive strength 22,41, + 36,4 


In-plane shear strength 


129f,2 - 92f, + 38,4 


NOTES 

1. f, is as defined in 1.5.1. 

2. Range of applicability: 0,25 < f, < 0,55. Laminates with fibre 
contents outside range of applicability will be specially 
considered. 
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Table 3.1.7 Mechanical properties for woven 
roving (WR) and cross-plied (CP) 
carbon reinforced epoxy resin 


laminates at 0/90° degree orientation 


Mechanical property N/mm? 


Elastic modulus (78,7f, — 4,15) x 108 


(8,8f,2 - 6,6f, + 2,7) x 108 


In-plane shear modulus 
Tensile strength 690f, — 35,3 
Compressive strength 453f, - 15,7 


In-plane shear strength 132f,2 - 99,5f, + 40 


NOTES 

1. f, is as defined in 1.5.1. 

2. Range of applicability: 0,3 < f, < 0,6. Laminates with fibre 
content outside range of applicability will be specially 
considered. 


Table 3.1.8 Typical minimum fibre properties 


Specific Tensile Shear Poisson’s 
gravity modulus modulus ratio 
Cr N/mm2 N/mm? Lf 


E glass 2,56 69000 28000 0,22 


S glass 2,49 69000 - 0,20 
see Note 3 


R glass 2,58 _ _ _ 
see Note 3 | see Note 3 | see Note 3 


Aramid 1,45 124000 2800 0,34 


LM graphite 1,80 230000 = = 
see Note 1 see Note 3 ote 3 


IM graphite 1,80 270000 -_ _ 
see Note 1 see Note 3 ote 3 


HM graphite 1,8 300000 -_ _ 
see Note 1 see Note 3 ote 3 


IM graphite 1,9 160000 = = 
see Note 2 see Note 3 ote 3 


HM graphite 2,0 380000 = a 
see Note 2 see Note 3 ote 3 


VHM graphite | 2,15 725000 -_ _ 
see Note 2 see Note 3 ote 3 


NOTES 

1. Polyacryonitrile type. 

2. Mesophase pitch precursor type. 

8. Actual values to be obtained from the material manufacturer 
and are to be agreed with LR prior to use. 


1.2.7 Typical acceptable values for the various resin 
properties of materials commonly in use are given in 


| Table 3.1.9. 


1.3 Direct calculations 


7.3.1 The scantlings are to be determined by direct 
calculation where the craft is of unusual design, form or 
proportions, or where the speed of the craft exceeds 
60 knots. 


7.3.2 The requirements of this Section may be modified 
where direct calculation procedures are adopted to analyse 
the stress distribution in the primary structure. 


1.4 Equivalents 


1.4.1 LR will consider direct calculations for the 
derivation of scantlings as an alternative and equivalent to 
those derived by Rule requirements in accordance with 
Ch 2,3 of the Rules for the Manufacture, Testing and 
Certification of Materials (hereinafter referred to as the Rules 
for Materials). 


1.5 Symbols and definitions 


7.5.1 The symbols used in this Chapter, unless 
specified otherwise, are defined as follows: 

b = unsupported panel breadth, in mm 

6b; = breadth of individual ply, /, in mm 

€¢ = flexural strain of plate laminate 

B= moulded breadth of the craft, in metres 


Ej = compressive modulus of individual ply, /, in N/mm2 
Ecp = Compressive modulus of plate laminate, in N/mm2 


E, = &, or E, for the ply relative to its position above or 
below the neutral axis 
Er = tensile modulus of the fibres, in N/mm2 
ER = tensile modulus of the resin, in N/mm2 
E, = tensile modulus of individual ply, /, in N/mm? 
Egps = Compressive modulus of the sandwich skin plate 
laminate as determined from 1.13.5, in N/mm2 
Etps = tensile modulus of the sandwich skin plate laminate 
as determined from 1.13.4, in N/mm2 
E;, = flexural modulus of plate laminate, in N/mm2 
Eto = tensile modulus of the plate laminate, in N/mm? 
f, = the fibre content, by weight, within the laminate 
f,, = fibre content, by weight, of individual ply, / 
G = shear modulus of sandwich core material, in 
N/mm2 
I, = second moment of area for a 1 cm length of the 
cross section of individual ply, /, in cm4 
Ip = second moment of area for a 1 cm length of the 
cross section of plate laminate, in cm*+ 
ky = 85/oy 
kg = sandwich laminate aspect ratio correction factor, as 
defined in 1.13.9 
LR = Rule length of craft, in metres 
M_ = bending moment, as appropriate, in Nm 
1, = effective span length of stiffener, in metres 
oy = ultimate tensile strength of the plate laminate, in 
N/mm2 
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| Table 3.1.9 Typical minimum resin properties 


Type 


Specific 
gravity 


CR 


Shear 
modulus 
N/mm2 


Poisson’s 
ratio 


YR 


Tensile 
modulus 
N/mm2 


Polyester Thermoset 


ing 


1,20 


3400 1300 0,36 


Vinylester Thermosetting 


1,44 


see Note 


see Note 


3500 


Epoxy Thermosetti 


1,38 


3500 


see Note 


0,39 


Phenolic Thermosetti 


1,30 


see Note 


see Note 


1500~2500 
see Note 


NOTE 


Actual value to be obtained from the material manufacturer and is to be agreed with LR prior to use. 


p = design pressure in kKN/m?, as calculated in Part 5 
for the appropriate item 
Ss = stiffener spacing, in mm 
t, = core thickness, in mm 
t; = thickness of individual ply, /, in mm 
to = thickness of plate laminate, in mm 
ts = mean skin thickness, in mm 
ve = Poisson's ratio for the fibre 
VR_ = Poisson's ratio for the resin 
Ve; = volume fraction of fibres of individual ply, / 
W, = weight fraction of the fibres of individual ply, / 
Mg, = Mass of reinforcement in individual ply, /, in g/m2 
X; = distance to the centre of individual ply, /, from the 
plate or sandwich laminate surface, in mm 
X_ = distance of the neutral axis from the surface of the 
plate or sandwich laminate, in mm 
Xg = the distance of the neutral axis, from the outer 
surface of the plate or sandwich laminate 
y; = distance from the neutral axis to the outer extremity 
of an individual ply, /, in mm 
Og = Maximum compressive stress within ply, /, in 
N/mm2 
64 = Maximum tensile stress within ply, /, in N/mm2 
Cri = Specific gravity of reinforcement in individual ply, / 
Cri = Specific gravity of resin in individual ply, /. 
15.2 The side shell is defined as the portion of the hull 


between the bottom shell and the deck at side. 


1.6 Material properties 
7.6.1 The nominal thickness of an individual ply, t,, may 
be determined from: 

G : 

Me E — Gr - ca 
foi 
mm 
10006; Cp 


where 
fai ti, Me Gri ANG CR are as defined in 1.5.1. 


1.7 Effective width of attached plating 

LGA The geometric properties of stiffening sections are 
to be calculated in accordance with 1.15 using an effective 
width, 26,, of attached load bearing plating determined as 
follows: 


(a) Single skin construction: 
by = 0,5by, + 10tap 
(b) Sandwich skin construction: 
Generally: 
by = 0,5bw + 10(touter + tinner) 
Where a plywood core is used: 
by = 0,5D,, + 10(Coitar + tines + 0,5toyy) 
where 
b, = effective width of attached load bearing plating, 
in mm, and is not to be taken as greater than one 
half the spacing between the centres of adjacent 
stiffeners 
by = base width of the stiffener section, in mm 
tay = thickness, or mean thickness of attached plate 
laminate, in mm 
tinner = thickness, or mean thickness of inner skin laminate, 
inmm 
touter = thickness, or mean thickness of outer skin laminate, 
inmm 
toly = thickness of plywood core, in mm. 
tee ere The geometric properties of primary support 


members (i.e. girders, stringers, web frames, etc.) are to be 
calculated in accordance with 1.15 using an effective area of 
attached load bearing plate laminate of nominal thickness, 
tmm, and of width equal to one-half the sum of spacings 
between parallel adjacent members or equivalent support. 


1.8 Glass fibre and advanced fibre composites 
1.8.1 Strength calculations for all advanced fibre 
composites are to be based on the results of testing of truly 
representative sections of the proposed design. In general the 
sections are to be manufactured under typical production 
conditions using the same materials, fibre contents, methods 
of lay-up and time delays. 


1.8.2 Mechanical testing is, in general, to be based upon 
the requirements of Ch 14,3 of the Rules for Materials. 
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7.8.3 Where test data is not available for standard glass 
fibre laminates, the following theoretical approach is to be 
used to estimate the tensile modulus and the shear modulus 
of a laminate: 

The tensile modulus of a uni-directional reinforcement at angle 
6 to the axis of the fibres is to be determined from: 


= Foi : 
61 = e. 1? -E N/mm 
cos49; + —2 sin4o, + ( a 2000) sin220, 
Ego 4 \Govg0i 
where 
0; = angle of orientation of the fibre relative to the warp 


direction, and is not to be taken as less than seven 
degrees to allow for misalignment 
Eo, the longitudinal tensile modulus of individual ply, /, for an 
unfilled resin system is determined from: 
Eg = Ee Ve+&a (1 -V-) N/mm2 
Eg, Ve and Ep are as defined in 1.5.1 
Ve, the volume fraction of the fibres of individual ply, /, is 
determined from: 


We Sr 
We Ga - We Ge + Ge 
We, Gr and Gr are as indicated in 1.5.1 


Eggi, the transverse tensile modulus of individual ply, /, is 
determined from: 


Ep Es 
= Ep Ve + Ep — Ep Ve 


Ve _ 


Egoj N/mm? 

Er, En and Vp are as indicated in 1.5.1. 

Govgoi, the shear modulus of individual ply, /,is determined 
from: 


Ga +V-) 4+ (1 =p) 
Govooi = Gr G. N/mm2 
Ge" — Ve) + (1 + Ve) 
Where the shear modulus of the resin, Gp is determined from: 
Er 
GR = 2 +va N/mm? 


Where the shear modulus of the fibre, Gg is determined from: 


Er 


= 2 
ayy 


Ge 
Er, Ep, Vp and vr are as indicated in 1.5.1. 
The longitudinal Poisson’s ratio, vo/g9, of individual ply, /, is 
determined as follows: 


Vor90 = Ve (Ve - VR) + VR 
Ve, Vp and vp are as indicated in 1.5.1. 


1.8.4 Where specific test data is not available for glass 
fibre reinforced polyester laminates, the mechanical proper- 
ties for design are to be the values determined from the 
formulae given in Tables 3.1.1 and 3.1.2. 


1.9 Plate and sandwich laminates 


LO Unless otherwise specified in this Part, the bending 
moments, M, and M,, to be applied to a 1 cm length of panel, 
for both plate and sandwich laminates, subjected to lateral 
pressure are to be determined from: 


(a) Bending moment at panel boundary and under base of 
stiffener, Mp: 


2 
M, = oe x 10-5 Nm 


(b) Bending moment at centre of panel, Mz: 


= 2 
M, = G8=HPP’ 40-5 Nm 


12 
where 
34 
ae als 
yt+1 
Dw 
e ae 


Dw < band is as defined below, see Fig. 3.1.1: 
6b = unsupported panel breadth, in mm 
by = base width of stiffener, in mm 
y = ratio of base width of stiffener to panel breadth 
k = bending moment influence coefficient 
1, = panel length, in mm 
Pp = design pressure head as required by Part 5, for the 
element of plate laminate under consideration, in 
kN/m2. 


ail es 


A__|n 


eo 


Ss 


4390/186 


Fig. 3.1.1 Panel dimensions 


1.10 Aspect ratio correction 


1.10.1 The Rule bending moments, Mp, and Mz, to be 
applied to plate laminates as determined by 1.9.1, may be 
reduced when the panel aspect ratio is taken into considera- 
tion. For panels with aspect ratio less than two the following 
factor, Kar, may be applied: 


Kan = 0,56 + 0,63 In (Ap) > 0,56 


where 
Ar 


panel aspect ratio 
panel length/panel breadth 
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1.11 Convex curvature 


7.11.1. The Rule bending moments, M, and Mc, as deter- 
mined by 1.9.1, may be reduced where significant 
curvature exists between the support members. For such 
panels the following factor, K,, may be applied: 

A 


K, = 1-1,76 — 20,56 
Ss 
where 
h = the distance, in mm, measured perpendicularly 


from the chord length s (i.e. spacing) to the highest 
point of the curved plating arc between the two 
supports, see Fig. 3.1.2. 


4390/02 


Fig. 3.1.2 Convex curvature 


1.12 Determination of properties and stresses for 
single skin plate laminates 


1.12.1. An estimate of the thickness of single skin plating 
required to carry the bending moment given in 1.9.1, is to be 
determined from: 


3 
t = 0,146b 4/2 mm 


where 
b, p and Ej, are as defined in 1.5.1. 


1.12.2 The distance of the neutral axis, x,, from the 
surface of the plate laminate is to be determined from the 
following: 

= (Et Xi) 


a = (Et) 


where 
E,, t, and x, are as defined in 1.5.1. 


1.12.3 The resultant tensile stress, o,,, at the extreme outer 
fibre of an individual ply, /, is to be determined from: 
O,1Ei iM 
= 2 
fort TE N/mm 
where 
oi, Fy, Yi M, Ej and J are as defined in 1.5.1. 


1.12.4 The resultant compressive stress, o,;, at the 
extreme outer fibre of an individual ply, i, is to be determined 
from: 
0,1EGi yiM 
Og = “Tél N/mm2 
where 
Oj Eg, Yi, WM, E and J, are as defined in 1.5.1. 


1.12.5 The effective flexural modulus of elasticity in 
bending, Efp, for the plate laminate is to be determined from: 

> EM) ; 

fo = — 7 N/mm 
yA 
p 

where 

E,j;, J, and Ip are as defined in 1.5.1. 


1.12.6 The apparent flexural strength, sf, of a plate 
laminate is to be determined from: 


Of = Epp e, N/mm? 
where 
Ejp and e; are as defined in 1.5.1. 


1.13 Mechanical properties sandwich laminates 


71.173.1 For the application of the various formulae 

relating to the use of sandwich construction, the following 

assumptions have been made: 

(a) the sandwich skins carry the majority of the bending 
load, 

(b) the core carries the majority of the shear load, 

(c) the initial estimate of the skin thickness from 1.18.2 is 
based upon the limiting condition for thin skin theory: 


Core thickness 
Mean facing thickness 


25,77 


(d) the sandwich skins are of approximately equal thickness 
(i.e. the panel is of balanced or approximately balanced 
construction), with the thickness of the outer sandwich 
facing not greater than: 
touTteR = 1,33 tinnerR (excluding gel coat and non- 

structural materials). 


1.13.2 An estimate of the thicknesses of the sandwich 
skins and core required to carry the Rule bending moment 
may be determined from the following formula. The 
subsequent design is then to be tested against the other 
criteria required by the Rules. 
3 
p 


ts = 61k 
Ss 4 gb Eins 


mm 
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where 
04 0,0214 for inner skins 

= 0,0286 for outer skins 

= 0,1440 for core thickness 


kg, Etps, 6 and p are as defined in 1.5.1. 


1.13.3 Where it is proposed to use a thicker core than 
assumed in 1.13.2, the required skin thickness, t,, is to be 
calculated from: 


20 b3 
i = a x 10-3 mm 
Etps to 
where 
5 = 0,446 for inner skins 


0,594 for outer skins 
kg, Etps, 0 and p are as defined in 1.5.1. 


1.13.4 The tensile modulus, E,p, of a plate laminate which 
forms a skin of a sandwich laminate subject to tensile loading 
is to be determined from: 

= (Ex t) 


= N/mm2 
tps y t 


where 
Etps, 4 and t are as defined in 1.5.1. 


1.13.5 The compressive modulus, E,,, of a plate laminate 
which forms a skin of a sandwich laminate subject to 
compressive loading is to be determined from: 


= (Fo ti 

Eng = one N/mm2 
| 

where 


Eons: Egj and t are as defined in 1.5.1. 


1.13.6 The distance of the neutral axis, Xs, from the outer 
surface of the sandwich laminate is to be determined from: 


— ZG tx) 
 e X (E; ti) 


where 
E,, t, and x; are as defined in 1.5.1. 


1.13.7 The resultant tensile stress, o;,, at the extreme outer 
fibre of an individual ply, /, is to be determined from: 
0,1E; yj M 


where 

04, Ey, Yj, M, E and J, are as defined in 1.5.1. 
The allowable tensile stress limits indicated in Table 7.3.1 in 
Chapter 7 are to be complied with. 


7.13.8 The resultant compressive stress, o,;, at the 
extreme outer fibre of an individual ply, /, is to be determined 
from: 
0,1EGi yiM 
Sg = a SON/mm2 
where 
Ooi, Ei Yi, M, E and J, are as defined in 1.5.1. 
The allowable compressive stress limits indicated in Table 7.3.1 
in Chapter 7 are to be complied with. 


1.13.9 The direct core shear stress, t,, at the edges of a 
sandwich panel subjected to lateral pressure is to be 
determined from: 
pbkg 
A(torts ) 


te = x 10-3 N/mm? 


kg = aspect ratio correction factor 
= 0,32 Ag + 0,36 for Ap < 2 
= 1,0 for Ap > 2 
Arg = panel length/panel breadth 
t, and t, are as defined in 1.5.1. 
The allowable shear stress limits against core shear failure 
indicated in Ch 7,3.5.1. are to be complied with. For the 
purposes of this comparison it is assumed that the stated 
shear properties of the proposed core material have been 
determined by use of the four point sandwich beam bending 
test ASTM C898 or equivalent. 


1.13.10 Where the core shear stress, t., determined from 
1.18.9 is in excess of the limiting stress for a particular core 
material, the effective shear strength of the core material in 
the direction of the panel breadth, may be increased by the 
addition of shear ties. The effective shear strength, ter, of the 
core material is to be determined from: 


tt 
= te+(2 Xx x) N/mm? 


Toff = 
where 
Tefp = effective shear strength of the core material, in 
N/mm? 
T= shear strength of basic core material, in N/mm? 
t, = thickness of shear tie material, in mm 
t = ultimate shear strength of the shear tie material, 
in N/mm2 
S_ = spacing or mean spacing of the shear ties, in mm. 


1.13.11 Where the Poisson’s ratio, vs, for a particular facing 
laminate is known, the deflection, 56, of a flat sandwich panel 
with all edges assumed to be fully fixed, and subjected to a 
uniform lateral pressure is to be determined from: 


pb2/b(i-vA) 1 

~ Bt, ( 24Emgtst, — G 

where the mean skin modulus, Eng, is given by: 
X (Ep t,) 


Ems = — N/mm2 
s 


)x10-8 mm 


Ep iS Etp Or Egy whichever is the lesser. 
where 

Vp P, , tes tg, Etp, Eon and G are as defined in 1.5.1 
and E;ng is the mean modulus of the total skin thicknesses. 
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1.13.12 Where the Poisson’s Ratio, v,, for a particular facing 

laminate is not Known, the deflection, 6, of a flat sandwich 

panel with all edges assumed to be fully fixed, and subjected 

to a uniform lateral pressure is to be estimated from: 

= a be + 3 )x 108 mm 
Bt, \ 24Emststp G 


) 


where 
5, 0, 6, to, ts, and G, are as defined in 1.5.1 
Ems iS as defined in 1.13.11. 


7.13.13 The deflection determined from 1.13.11 or 1.13.12, 
as appropriate, is not to exceed the limiting deflection for the 
structural element under consideration, as indicated in 
Table 7.2.1 in Chapter 7. 


1.14 Stiffeners general 

1.14.1 Unless otherwise specified elsewhere in this Part, 
the Rule bending moment, Mg, to be applied to all stiffening 
members subjected to uniform lateral pressure is to be 
determined from: 


Ms = om Sle? Nm 


where 
dm = bending moment coefficient as given in Table 
3.1.10. 
1.14.2 Unless otherwise specified elsewhere in this Part, 


the Rule shear force, Fz, to be applied to all stiffening 
members subjected to uniform lateral pressure is to be 
determined from: 

Fs =o,psil, N 
where 

ds = shear force coefficient as given in Table 3.1.10. 


1.14.3 The shear stress, ts, in the webs of stiffening 
members of ‘top-hat’ type section is to be determined from: 
Fg 
= N 2 

Ts Dt, dy /mm 
where 

Fs = shear force applied to the stiffening member, in N, 

as detailed in 1.14.2 
tw = stiffening member web thickness, in mm 
dy = stiffening member web depth, in mm. (Account is 


to be taken of the increased effective depth of web 
where the webs are inclined) 
The maximum allowable shear stress is not to exceed that 
determined from Table 7.3.1 in Chapter 7, for the stiffener 
member under consideration. 


1.14.4 The shear stress, ts, in the webs of stiffening 
members of inverted angle or ‘T bar’ type section is to be 
determined from: 


Fs 
tT = a N/mm? 
where 
Fg, ty and dy are as defined in 1.14.3. 
The maximum allowable shear stress is not to exceed that 
determined from Table 7.3.1 in Chapter 7, for the stiffener 
member under consideration. 


1.14.5 Unless otherwise specified elsewhere in this Part, 
the deflection, 6,, of stiffening members, subjected to uniform 
lateral pressure is to be determined from: 


$3 PS 1e4 
~ 40s 


x 105 mm 


(El); = total EJ for the stiffener section including an 
effective width of attached plating as indicated in 
1.7.1, in Nom4/mm2 
os = deflection coefficient as defined in Table 3.1.10 
S, /,, E, and p are as defined in 1.5.1. 


7.14.6 The maximum allowable deflection is not, in 
general, to exceed that determined from Table 7.2.1 in 
Chapter 7 for the stiffener member under consideration. 


1.15 Geometric properties stiffener sections 

1.15.1 The effective geometric properties of the stiffener 
sections are to be calculated directly from the dimensions of 
the section and associated effective width of attached plating 
in accordance with 1.7. Where the mean line of the stiffener 
webs is not normal to the attached laminate, and the angle 
exceeds 20°, the properties of the section are to be 
determined about an axis parallel to the attached plate 
laminate. Where plywood, solid timber, aluminium alloy, steel 
or other materials are integrated into a stiffening member, the 
effectiveness of the material is to be determined in 
accordance with 1.20.3. The stress in the individual material is 
to be limited to the allowable strain associated with the 
constituent material. 


1.15.2 The distance of the neutral axis, Xs, from the outer 
surface of the plate laminate is to be determined from: 
ee ee (E; ti 6) X)) 
= = (Ej tb) 
where 


E,, t;, 0; and x; are as defined in 1.5.1. 


1.15.3 The resultant extreme fibre tensile stress for an 
individual ply, o4;, is to be determined from: 
0,1E; yj M 
o4 = — = N/mm2 
ti y ls 
where 


O4, Fy Vp M, E; and J, are as defined in 1.5.1. 
The term (Ed), refers to the whole stiffener section, i.e. 
including the attached plating in accordance with 1.7. See 
also LR’s Guidance Notes for Calculation Procedures for 
Composite Construction. 
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| Table 3.1.10 


Position 
Position 


2 


Shear force, 


Shear force, bending moment and deflection coefficients 


Bending 
moment, Deflection, 


bs om 5 


Application 


4390/33a [(% 


1/2 1/12 = 
= 1/24 1/384 
1/2 1/12 _ 


Primary and other 
members where the end 
fixity is considered 
encastre 


4390/33b 


Local, secondary and 
other members where 
the end fixity is 
considered to be partial 


4390/33c | 


Various 


4390/33d 


Various 


4390/33e 


1.15.4 The resultant extreme fibre compressive stress for 
an individual ply, o,;, is to be determined from: 
0,1Eg y;M 
SG = = (EN, 
where 


Og Eg, Yj; M, E; and J, are as defined in 1.5.1. 
The term (El), refers to the whole stiffener section, i.e. 
including the attached plating in accordance with 1.7. See 
also LR’s Guidance Notes for Calculation Procedures for 
Composite Construction. 


1.16 Stiffener proportions 


1.76.7. | From structural stability and local buckling consid- 
erations, the proportions of stiffening members are, in general, 
to be in accordance with the requirements of this Section. 


7.16.2 The thickness of the web for ‘top-hat’ type 
stiffeners, ty, is to be not less than that required to satisfy the 
web shear from 1.14.3 and 1.14.4, and in no case is to be 
taken as less than that determined from the following formula: 


0,025d\, + 1,1 
= TOM 
W 1,3fy + 0,64 
where 
d, = unsupported web depth, in mm 


fy = fibre content, by weight, of the web laminate. 


Hatch covers, glazing 
and other members 
where the ends are 
simply supported 


1.16.3 The thickness of the web of an inverted angle or ‘T’ 
bar stiffener section is to be twice the web thickness 
determined from 1.16.2. 


1.17 Determination of span points 


1.17.1 The effective span, /,, of a stiffening member is 
generally less than the overall length, /, by an amount which 
depends on the design of the end connections. The span 
points, between which the value of /, is measured, are to be 
determined from: 

(a) For secondary stiffening members of top-hat type 
section as shown in Fig. 3.1.3(a) the span point is to be 
taken at the point where the depth of the end bracket, 
measured from the face of the secondary stiffening 
member is equal to the depth of the member. Where 
there is no end bracket, the span point is to be 
measured between primary member webs. 

(b) For primary stiffening members of top-hat type section 
as shown in Fig. 3.1.3(b) the span point is to be taken at 
the point where the depth of the end bracket, measured 
from the face of the primary stiffening member is equal to 
the half depth of the member. Where there is no end 
bracket, the span point is to be measured between 
primary member webs. 


1.17.2 Where the stiffener member is inclined to a 
vertical or horizontal axis and the inclination exceeds 10°, the 
span is to be measured along the member. 
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Fig. 3.1.3(a) 


Fig. 3.1.3(b) 


1.17.3 Where the stiffening member is curved then the 
span is to be taken as the effective chord length. 


1.17.4 Where there is a pronounced turn of bilge, chine or 
the structure is significantly pitched, the span is to be 
measured as in Fig. 3.1.3(c) to (f). 


1.17.5 The determined effective soan assumes that the 
ends of stiffening members are substantially fixed against 
rotation and displacement. If the arrangement of supporting 
structure is such that this condition is not achieved, the span is 
to be determined excluding any effect from the end brackets. 


1.18 Boundary bonding 
7.18.1. The connection of the various laminates into 
assemblies and the connection of units to the main structure 
iS generally to be made by means of single or double angles 
of the type shown in Fig. 3.1.4. 


4390/04 


Span points 


4390/13 


Span points 


1.18.2 | These matting-in angles are to be formed by layers 
of reinforcements, laid-up in situ, and normally secondary 
bonded to the structure before the laminates are advanced in 
cure. Where the laminating schedule is such that this cannot 
be achieved then suitable peel plies and secondary bonding 
techniques, as recommended by the resin manufacturer, see 
Ch 2,5.9, are to be arranged in way of the surfaces to 
be connected. 


1.18.3 All surfaces to be bonded are to be clean and 
suitably prepared prior to the application of the bonding 
angles. Suitable fillets of compliant resin are to be arranged 
as shown in Figs. 3.1.5 and 3.1.6. 


1.18.4 | Where floors, bulkheads, tank boundaries, etc., are 
manufactured from plate laminate the weight of the 
laminate forming each angle is to be not less than 50 per cent 
of the weight of the lighter member being connected, or 
900g/m2 chopped fibre reinforcement or equivalent, whichever 
is the greater. 


10 
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1,5d\w typical 
dy typical 


4390/05 


Fig. 3.1.3(c) Span points 


1,5d\y typical 


A\y typical 


deck at side 


l, for side transverse 


4390/06 


Fig. 3.1.3(d) Span points 
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1,5d\y typical 


au typical Deck at side 


4390/07 


Fig. 3.1.3(e) Span points 


1,5a\y typical 


Ww 


aes 


4390/08 


Fig. 3.1.3(f) Span points 
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4390/15 


1 Fig. 3.1.4 Bonding angles 


4390/16 


1 Fig. 3.1.5 Resin fillets 


| 4390/17 


Width of flange = 50 mm 


1 Fig. 3.1.6 Width of bonding angle 


1.18.5 Double angles are normally to be used, but when 
this is not possible, such as where satisfactory access cannot 
be achieved on the reverse side, a single angle can be used 
provided it is suitably increased in width and weight. The 
weight of a single bonding angle is to be determined by direct 
calculation, and in no case to be taken as less than two thirds 
the weight of the lighter laminate being connected or 
900 g/m2 chopped fibre reinforcement or equivalent, 
whichever is the greater. 


7.18.6 Where frames and stiffeners are of the ‘top-hat’ 
type, the width of the flange connection to the plate laminate 
is to be as shown in Fig. 3.1.6. The width of bonding angle is 
to be 25 mm for the first layer + 15 mm per each additional 
layer, but not less than 50 mm. 


1.18.7 Where sandwich panels are to be connected the 
weight of bonding is to be not less than the weight of the 
appropriate skin. The inner and outer skins of primary 
sandwich structures such as bulkheads are to be effectively 
‘tied’ by a suitable weight of reinforcement or by use of fillets 
and wedges of suitable compliant resin, as shown 
in Fig. 3.1.7. 


po 


4390/18 


Fig. 3.1.7 Bonding ties 


1.18.8 | Where the floors, bulkheads, etc., are manufactured 
from plywood the weight of the laminate forming each angle is 
to be not less than 50 per cent of the weight of the equivalent 
thickness of bulkhead in the material used for the bonding 
angle or the lighter member being connected. 


1.18.9 Inno case is the thickness of the double bonding 
angle to be less than 2 mm at a glass content, by weight, of 
0,5. Where a glass content is less than 0,5, the thickness is to 
be not less than that required to resist the same shear force 
using the formulae in Tables 3.1.1 and 3.1.2. 


1.18.10 Alternative bonding arrangements incorporating 
epoxy fillets, bonded wedges, bolting, etc., may be specially 
considered. It is however the responsibility of the Builder to 
demonstrate their suitability and equivalence to the Rule 
requirements. 
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Table 3.1.11 Mechanical properties for plywood 


panels 


Mechanical property N/mm? 


Flexural modulus parallel (34,1N2— 985N + 14800) PWO. 


to face grain, E, 1000 


Flexural modulus perpendicular | (-31,5\V2 + 909N — 633) PWD. 
to face grain, Ey, 1000 


Flexural strength parallel to (0,15N2 - 4,52N + 79,5) PWD. 
face grain, o/ 1000 


Flexural strength perpendicular | (-0,1N2 + 2,88N + 18,5) -WO- 
to face grain,o | 1000 


NOTES 
1. Nis the number of plies and is an odd number between 3 
and 15. 


2. pypis the density of plywood in kg/m3. 


Table 3.1.12 


Mechanical property 


Mechanical properties for plywood on edge 


1.19 Timber 


7.19.1 Itis presumed that, in the selection of the species of 
timber for a particular application, the designers will relate the 
known characteristics, strength, density, bending and working 
capabilities of the particular species to the constructional 
design. The mechanical properties of timbers and assump- 
tions used for design purposes are to be clearly 
indicated on the submitted construction plans, see a/so 
Ch 2,2.17 and 1.15.1. 


7.19.2 All timbers are to be identified by their botanical 
name. 


7.19.38 The moisture content of timber which is to be 


glued, bonded or overlaminated is to be about 15 per cent, 
see also Ch 2,2.17. 


1.20 Plywood 


1.20.1. Structural plywocods are to comply with Ch 2,2.17, 
see also Ch 2,2.16.3. 


N/mm2 


Flexural modulus parallel to face grain, E/ 


(15,6N2 — 400N + 9850) PW 


1000 


Flexural modulus perpendicular to face grain, E | 


(-15,6N2 + 400N + 3880) 2WO 
1000 


Flexural modulus at any intermediate angle, Ep 


E,, cos* @ + 4Gip cos@ 0 sin? 6+ E, sin4e 


Flexural strength parallel to face grain, o, 


(0,093N2 — 2,4N + 58,2) PW. 
1000 


Flexural strength perpendicular to face grain, o | 


PWD 


(-0,093N2 + 2,4N + 22,4) 
1000 


Flexural strength at any intermediate angle, og 


( cos+@ cos? Osin2 6 
+ 
2 


In-plane shear modulus parallel/perpendicular to face grain, Gip 


0,9P wo 


In-plane shear modulus at any intermediate angle, Gg 


(E+ E, — 2Gip) cos? Osin2 © + Gip (cos* @ + sin* @) 


In-plane shear strength parallel/perpendicular to face grain, tip 


0,01 5pyyp 


In-plane shear strength at any intermediate angle, t9 


29 ~—sin29)2 1-1/2 
etonty | 2 «4. ) 4 evans 
oP 0? 


aE tp? 


NOTES 


1. Nis the number of plies and is an odd number between 3 and 15. 


2. pwp is the density of plywood in kg/m. 
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7.20.2. The mechanical properties of the plywood 
proposed for use in structural applications is to be obtained 
from the plywood manufacturer and submitted for considera- 
tion. In the absence of such data the mechanical properties 
can be determined from Tables 3.1.11 and 3.1.12. 


7.20.3 Where stiffeners incorporate encapsulated plywood 
structurally bonded to the plate laminate in accordance with 
1.18.8, its effective &; J, is to be incorporated into the & (E; f) as 
indicated in 1.15, with the basic thickness and tensile/ 
compressive moduli of the plywood being taken as those 
corresponding to the least effective over the span of the 
stiffener. Directional considerations for structural plywood 
incorporated in stiffening members are to be indicated on 
construction plans submitted for appraisal. 


1.21 Aluminium alloy 


1.21.1. The use of aluminium alloy is permitted for craft in 
accordance with Part 7. Where this material is to be integrated 
structurally, with the fibre composite structure, see Ch 2,2.15 
and 1.15.1. 


1.22 Steel 


1.22.1. The use of steel is permitted for craft in 
accordance with Part 6. Where this material is to be integrated 
structurally, with the fibre composite structure, see Ch 2,2.15 
and 1.15.1. 


1.23 Other materials 


1.23.1 | Special consideration will be given to the use of 
other types of materials. Details of the type of material, the 
specification to which it was manufactured and its mechanical 
properties are to be submitted for appraisal, see also 1.15.1. 


1.24 Secondary member end connections 


1.24.1. Secondary members, i.e. longitudinals, beams, 
frames and bulkhead stiffeners forming part of the hull 
structure are, in general, to be connected at their ends in 
accordance with the requirements of this Section. Where it is 
desired to adopt bracketless connections, the proposed 
arrangements will be individually considered on the basis 
of 1.17.5. 


1.24.2 Where end connections are fitted in accordance 
with these requirements, they may be taken into account in 
determining the effective span of the member. 


1.24.3 Where a longitudinal strength member is cut at a 
primary support and the continuity of strength is provided by 
brackets, the scantlings of the brackets are to be such that 
their section properties and effective cross-sectional area are 
not less than those of the member. Care is to be taken to 
ensure correct alignment of the brackets on each side of the 
primary member. 


1.24.4 The thickness of the bracket webs is to be not less 
than that required for the webs of the stiffening member. 
See 1.14. 


1.24.5 The arrangement of the connection between the 
stiffener and the bracket is to be such that at no point in the 
connection are the properties reduced to less than that of the 
stiffener with associated plating. 


1.24.6 The design of end connections and their supporting 
structure is to be such as to provide adequate resistance to 
rotation and displacement of the joint. 


1.24.7 Hard spots are to be avoided in way of end 
connections. 


1.25 Scantlings of end brackets 


1.25.1. Secondary members, i.e. longitudinals, beams, 
frames and bulkhead stiffeners forming part of the hull 
structure, are generally to be connected at their ends in 
accordance with the requirements of this Section. Where it is 
desired to adopt bracketless connections, the proposed 
arrangements will be individually considered. 


1.25.2. Where end connections are fitted in accordance 
with these requirements, they may be taken into account in 
determining the effective span of the member. 


1.25.3 The symbols used in this sub-Section are defined 
as follows: 
ty = the thickness of the bracket web, in mm 
EI = section stiffness of the secondary member, in 
Nom4/mm?2 


1.25.4 — Typical arrangements of stiffener end brackets are 
shown diagrammatically in Fig. 3.1.8. 


7.25.5 The section stiffness, (EJ), in way of the bracket at 
the point to which the effective span of the stiffener, /,, is 
measured is to be not less than two times the section 
stiffness of the basic stiffener. 


1.25.6 The web thickness, ty, and face width of end 
brackets are to be not less than that of the connecting 
stiffeners. Additionally the requirements of 1.16 are to be 
complied with. 


1.25.7 Where brackets are of the inverted angle or ‘T’ bar 
stiffener section, their free edge is to be suitably stiffened by a 
flange or other equivalent means. The dimensions of the 
flange are to be such that the requirements of 1.16 are 
complied with. 


1.25.8 | Where the free edge of the bracket is hollowed out 
to form a ‘soft-toe’, the dimensions of the bracket arms and 
throat depth are to be increased such that the stiffness 
requirements of 1.16 are complied with. 
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Bracket 


Longitudinal 
girder 


Continuous 
face 
reinforcement 


Transverse frame 


Continuous face reinforcement 


Deck beam 


Beam knee 


4390/25 
t——— Side frame 


1.26 Primary member end connections 


1.26.1 Primary members are to be so arranged as to 
ensure effective continuity of strength, and abrupt changes of 
depth or section are to be avoided. Where members abut on 
both sides of a bulkhead, or on other members, arrangements 
are to be made to ensure that they are in alignment. Primary 
members in tanks are to form a continuous line of support and 
wherever possible, a complete ring system. 


1.26.2 The members are to have adequate lateral 
stability and web stiffening and the structure is to be so 
arranged as to minimise hard spots and other sources of 
stress concentration. 


1.26.3 Primary members are to be provided with adequate 
end fixity by end brackets or equivalent structure. The design 
of end connections and their supporting structure is to be 
such as to provide adequate resistance to rotation and 
displacement of the joint and effective distribution of the load 
from the member. 


1.26.4 Where the primary member is supported by 
structure which provides only a low degree of restraint against 
rotation, the member is generally to be extended for at least 
two frame spaces, or equivalent, beyond the point of support 
before being tapered. 


1.26.5 Where primary members are subject to concen- 
trated loads, particularly if these are out of line with the 
member web, additional strengthening will, in general, 
be required. 


1.26.6 The thicknesses of the bracket webs are, in 
general, to be not less than those of the primary member 
webs. Where brackets are of the plate type, the free edge of 
the bracket is to be adequately stiffened and the plate 
positioned to limit any hard spot. 


1.26.7 | Where a deck girder or transverse is connected to 
a vertical member on the shell or bulkhead, the scantlings of 
the latter may be required to be increased to provide 
adequate stiffness to resist rotation of the joint. 


1.26.8 Where a member is continued over a point of 
support, such as a pillar or pillar bulkhead stiffener, the design 
of the end connection is to be such as to ensure the effective 
distribution of the load into the support. Proposals to fit 
brackets of reduced scantlings, or alternative arrangements, 
will be considered. 


1.26.9 Connections between primary members forming a 
ring system are to minimise stress concentrations at the 
junctions. Integral brackets are generally to be radiused or well 
rounded at their toes. The arm length of the bracket, 
measured from the face of the member, is to be not less than 
the depth of the smaller member forming the connection. 


1.27 Arrangements and details 


1.27.1. The arrangement of the connection between the 
stiffener and the bracket is to be such that at no point in the 
connection is the section stiffness (F/), reduced to less than 
that of the stiffener with associated plating. 


1.27.2 The design of end connections and their supporting 
structure is to be such as to provide adequate resistance to 
rotation and displacement of the joint. 


1.28 Web stability 


1.28.1. Primary members of ‘top-hat’ or single plate 
laminate construction type section are to be supported by 
tripping brackets at, in general, four for top hat and alternate 
frame spacings for plate, of secondary stiffening members 
respectively. 


1.29 Openings in the webs of stiffening members 


1.29.1 | Where openings are cut in the webs of stiffening 
members, the depth of the opening is not to exceed 50 per 
cent of the web depth, and the opening is to be so located 
that the edges are not less than 25 per cent of the web depth 
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from the face laminate. The length of opening is not to exceed 
the web depth or 60 per cent of the secondary member 
spacing, whichever is the greater, and the ends of the 
openings are to be equidistant from the corners of cut-outs 
for secondary members. Where larger openings are proposed, 
the arrangements and compensation required will be specially 
considered. 


1.29.2. Openings are to have smooth edges and well 
rounded corners. Exposed edges in way of cut-outs in single 
skin/plate laminate are to be suitably sealed with resin and/or 
be over laminated. Exposed edges in way of cut-outs in 
sandwich panels and top hat type stiffening members are to 
be overlaminated with a weight of laminate not less than the 
lower of the two skins which form the panel (or stiffener) or 
2 mm in thickness whichever is the greater. 


1.29.3 Cut-outs for the passage of secondary members 
are to be arranged so as to minimise the creation of stress 
concentrations. To avoid excessive use of filler material the 
breadth of cut-out is to be kept as small as necessary and the 
fit as accurate as practicable. Suitable fillets are to be 
arranged to ensure efficient bonding. 


1.29.4 Consideration is to be given to the provision of 
adequate drainage and unimpeded flow of air and water when 
designing the cut-outs and connection details. 


1.30 Continuity and alignment 


1.30.1 | The arrangement of material is to be such as will 
ensure structural continuity. Abrupt changes of shape or 
section, sharp corners and points of stress concentration are 
to be avoided. 


1.30.2 Where members abut on both sides of a bulkhead 
or similar structure, care is to be taken to ensure good 
alignment. 


7.30.3 Pillars and pillar bulkheads are to be fitted in the same 
vertical line wherever possible, and elsewhere arrangements are 
to be made to transmit the out of line forces satisfactorily. The 
load at head and heel of pillars is to be effectively distributed and 
arrangements are to be made to ensure the adequacy and 
lateral stability of the supporting members. 


1.30.4 Continuity is to be maintained where primary 
members intersect and where the members are of the same 
depth, see also LR’s Guidance Notes for Structural Details. 


7.30.5 End connections of structural members are to 
provide adequate end fixity and effective distribution of the 
load into the supporting structure. 


1.30.6 The toes of brackets, etc., are not to land on un- 
stiffened panels of plating. Special care is to be taken to avoid 
notch effects at the toes of brackets, by making the toe 
concave or otherwise tapering it off in accordance with 
Fig. 3.4.1 in Chapter 3. 


1.31 Arrangements at intersection of continuous 
secondary and primary members 


1.31.1 Cut-outs for the passage of secondary members 
through the webs of primary members, and the related 
bonding arrangements, are to be so designed as to minimise 
stress concentrations around the perimeter of the opening 
and in the attached hull envelope or bulkhead plating. The 
critical shear buckling stress of the panel in which the cut-out 
is made is to be examined. Longitudinals will be required to 
have double bonding angles which may require to be locally 
increased in weight in areas of high stress, such as under 
bulkheads, machinery seating, mast steps, etc. The increased 
shear stresses in these areas are to be examined. 


1.31.2 — It is recommended that the web plate connection 
to the hull envelope, or bulkhead end in a smooth tapered 
‘soft toe’. Recommended shapes of cut-out are shown in 
Fig. 3.4.1, but consideration will be given to other shapes on 
the basis of maintaining equivalent strength and minimising 
stress concentration. 


1.31.3 Alternative arrangements will be considered on the 
basis of their ability to transmit load with equivalent 
effectiveness. Details of the calculations made and testing 
procedures are to be submitted. 


a Section 2 
Minimum thickness requirements 


2.1 General 


eae | Structural laminates, used for both single skin and 
sandwich construction are, in general, to incorporate not less 
than 40 per cent, by weight, of woven or cross-ply reinforce- 
ment. 


2.2 Single skin laminate 


2.2.1 The minimum thicknesses of single skin laminates 
are as indicated in the appropriate Sections. 


2.3 Sandwich skin laminate 


2.3.1 The minimum amount of reinforcement in single 
skin laminates which form the inner and outer skins of sand- 
wich panels are as indicated in 2.5.1. Where the structural 
requirements for thickness of either the bottom shell outer 
skin, or inner skin in way of an integral tank, is less than that 
required by 2.5.1, a 20 per cent reduction in the minimum 
amount of reinforcement will be acceptable, conditional upon 
a vacuum test to demonstrate the watertight integrity and also 
an impact test for impact resistance of the laminate, see 
2.9.2. 
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2.4 Laminate thickness of single skin laminates 


2.4.1 The Rule minimum skin thicknesses for single skin 
laminates as determined from the appropriate Sections of the 
Rules are to be corrected for craft type irrespective of the rein- 
forcement being used; the corrected minimum skin thickness 
of side, bottom, transom, wet-deck, vehicle deck and weather 
decks is to be determined from: 

Single skin laminates: 


t= © tin 
where 
@ = Service Type Correction Factor given in Table 3.2.1 
tz = Rule minimum thickness corrected for craft type, 
in mm. 
| tmin = Rule basic minimum thickness, in mm. 


2.4.2 All minimum thicknesses of laminate for both 
stiffener and single skin laminate components are based on 
an assumed fibre content, f,, of 0,5. Where the fibre content 
by weight, f,, is less than 0,5, the required minimum thick- 
nesses are to be determined from: 


tic = tos (1 ,65 aaa 1 of) mm 
where 
tre = minimum thickness at actual laminate fibre content, 
inmm 
tos = Rule basic minimum laminate thickness at fibre 


content, by weight, of 0,5. 


2.4.3 The equation in 2.4.2 relates to polyester ‘E’ glass 
laminates. Other laminates will be considered on an equiva- 
lence basis. 


2.5 Minimum skin reinforcement in sandwich 
laminates 
2.5.1 The minimum amount of reinforcement in single 


skin laminates, which form the inner and outer skins of 
sandwich laminates, is given in Table 3.2.2. The minimum 
amount of reinforcement is to be modified in accordance with 
2.5.2 to 2.5.4. 


2.5.2 The Rule minimum amount of reinforcement in 
2.5.1 is to be corrected for craft type, irrespective of the 
reinforcement being used; the corrected minimum amount of 
reinforcement in the side, bottom, transom, wet-deck, vehicle 
deck and weather decks is to be determined from: 


Wr = OWrin 
where 
W, = Rule minimum amount of reinforcement corrected 
for craft type, in g/m? 
Wmin = minimum amount of reinforcement given in 
Table 3.2.2 
@ = Service Type Correction Factor given in 
Table 3.2.1. 


Table 3.2.1 Service type correction factor (o) 


Service type notation 


Cargo 
Passenger 
Patrol 

Pilot 


Yacht 


Workboat — Motor fishing vessel 


2.5.3 The Rule minimum amount of reinforcement in 
Table 2.5.1 is to be corrected for craft length, irrespective of 
the reinforcement being used; the corrected amount of 
reinforcement is to be determined from: 


Wic = Ky. Wrnin 


where 
Wie = Rule minimum amount of reinforcement corrected 
for craft length 
Win = minimum amount of reinforcement given in Table 3.2.2 


K_ = craft length correction factor 
= 1,0-f\s forLp< 15m 
= 1,0 forLp 235m 
Intermediate values of K, are to be determined by 
linear interpolation 
fis = sandwich skin length factor given in Table 3.2.2 for 
mono-hull craft and Table 4.2.1 in Chapter 4 for 
multi-hull craft 
= 0,0 for all sandwich panels in cargo, pilot and 
workboat crafts 
LR = Rule length, in metres, as defined in Pt 3, Ch 1,6.2. 


2.5.4 The minimum amount of reinforcement is based on 
an assumed fibre content, f,, of 0,5. Where the fibre content 
by weight, {,, is greater than 0,5, the required minimum 
amount of reinforcement is to be determined from: 


Wie = KyWos 
where 
Wig = minimum amount of reinforcement at actual 


laminate fibre content, in g/m? 

Rule minimum amount of reinforcement laminate 

thickness at fibre content, by weight, of 0,5, in 

g/m2 

Ky = fibre volume correction factor for laminates with 
fibre content, by weight, greater than 0,5 

0,67 


Wo,s 


Par 
CR 


anole 


f., Ge and Cp are as defined in 1.5.1. 


2:5:5 In areas where impact loads are not likely to occur, 
special consideration will be given to laminates with amount 
of reinforcement less than that required by 2.5.1, provided 
that all of the structural strength requirements of the Rules are 
complied with. 
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Table 3.2.2 


sandwich laminate skins 


Panel location 


Minimum amount of 
reinforcement, Wrrin (g/m2) 


Carbon/ 


Glass Aramid 


Minimum amount of reinforcement in 


Sandwich 
skin 
length 
factor, fis 


Integral tanks, fluid barrier 
skin 
Hull bottom, outer skin 
Hull bottom, inner skin 
Side shell, outer skin 
Side shell, inner skin 
Inner bottom, outer skin 
Inner bottom, inner skin 
Double bottom plate floor 
Watertight bulkhead 
Deep tanks, exterior skin 
Deep tanks, fluid barrier 
skin 
Strength/weather deck, 
outer skin 


Strength/weather deck, 
inner skin 


Lower deck/within 
deckhouse, 
accommodation decks 


Cargo deck, outer skin 
Cargo deck, inner skin 
Superstructure sides 
Superstructure front 
Superstructure aft 
Superstructure top 
Coach roof 

Machinery casings 
Bulwarks 


2700 
2700 
2100 
2400 
1950 
2700 
2100 
1300 
1300 
1950 


2400 


1950 


1300 


1650 
2450 
1650 
1650 
2050 
1650 
1650 
1650 
2050 
1650 


1300 
1950 
1300 
1300 
1500 
1300 
1300 
1300 
1500 
1300 


0,0 


0,0 
0,0 
0,0 
0,0 
0,0 
0,0 
0,0 
0,0 
0,0 
0,0 


NOTE 


The minimum amount of reinforcement in hybrid laminates will be 
individually considered on an equivalence basis. See 2.9.2. 


2.6 Integral tank structure 


2.6.1 


irrespective of fibre content. 


2.6.2 


the requirements of 2.5.1, see 2.3.1. 


2.6.3 


less than 5,0 mm irrespective of fibre content. 


The minimum thickness of laminate for all stiffening 
members passing through, or forming the boundary of 
integral oil fuel and water tanks is to be not less than 4,5 mm 


Where the boundaries of integral oil fuel and water 
tanks are of sandwich skin construction the minimum 
amount of reinforcement in the laminate providing the fluid 
barrier, without satisfactory material testing, is to comply with 


Where the boundaries of integral oil fuel and water 
tanks are of single skin construction, in no case is the tank 
laminate thickness, determined in accordance with 7.4, to be 


2.7 Novel features 


2: G4 Where the Rules do not specifically define the 
requirements for novel features, the scantlings and arrange- 
ments are to be determined by direct calculations. Such 
calculations are to be carried out on the basis of the Rules, 
Recognised Standards and good practice, and are to be 
submitted with the relevant construction plans for appraisal, 
see also Ch 1,2.6. 


2.8 Impact considerations 


2:00) Due consideration is to be given to the scantlings 
of all structures which may be subject to local impact 
loadings. Impact tests may be required to be carried out at 
the discretion of LR to demonstrate the suitability of the 
proposed scantlings for a particular application. 


2.8.2 The minimum skin thickness requirements may, 
subject to the agreement of LR, be reduced provided that 
suitable impact tests are carried out to demonstrate that the 
proposed laminates have not less than the equivalent impact 
resistance to that of a laminate which satisfies the Rule mini- 
mum thickness. In addition it is assumed that this reduced 
laminate satisfies the structural strength and deflection 
requirements of the Rules. 


2.9 Sheathing 


2.9.1 Areas of shell and deck which are subject to 
additional wear by abrasion e.g., passenger routes, working 
areas of fishing craft, forefoot region, etc, are to be suitably 
protected by local reinforcement as given in 3.14 or sheathing. 
This sheathing may be of timber, rubber, steel, additional 
layers of reinforcement, etc., as appropriate. Details of such 
sheathing and the method of attachment are to be indicated 
on the relevant construction plans submitted for appraisal. 


2.9.2 The attachment of sheathing by mechanical means 
such as bolting or other methods is not to impair the struc- 
tural integrity of the laminate or the watertight integrity of the 
craft. Through bolting of the hull is to be kept to a minimum 
and avoided where practicable. The design arrangements in 
way of any through bolting is to be such that damage to the 
sheathing will not impair the watertight integrity of the attach- 
ment to the hull. 
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| section 3 
Shell envelope laminate 


3.1 General 


3.1.1 The requirements in respect of the general plating 
elements of the shell envelope, excluding the deck, are 
contained within this Section. 


3.2 Keel plate 


3.2.1 The width, 6x, and thickness, t,, of plate keels are 
not to be taken as less than: 


bk = 7,0LR +340 mm 
te = 4k (6,0LQ°45) mm 


152 
a a 
LR = Rule length, in metres, as defined in 1.5.1 


o; = ultimate flexural strength of the keel plate material, 
in N/mm2, see 1.12.6. 


3.2.2 In no case is the thickness of the keel to be less 
than that of the adjacent bottom shell plating. 


32.3 The width and thickness of plate keels are to be 
maintained throughout the length of the craft from the 
transom to a point not less than 25 per cent of the freeboard 
measured at the forward perpendicular (FP), above the 
deepest load waterline on the stem. Thereafter the keel 
thickness may be reduced to that required by 3.3 for the 
stem. Laminate tapers are to be in accordance with Ch 2,3.9. 


3.2.4 Where the bottom shell is of sandwich construction 
the keel is, in general, to be formed by locally returning to 
single skin construction for a width as required by 3.2.1. The 
Rule thickness of keel is to comprise both the inner and outer 
skins of the adjacent bottom shell sandwich plus additional 
reinforcement as required. The distribution of reinforcement in 
way of the plate keel and sandwich bottom structure is to be 
in accordance with Fig. 3.3.1. 


4390/21 


> 4to __apert :20 


Fig. 3.3.1 
Single skin/sandwich skin intersection detail 


3.2.5 For large or novel craft, or yachts with externally 
attached ballast keels, or where it is proposed to incorporate 
keels of the ‘bar’ type the scantlings of the keel will be 
specially considered. 


3.3 Stem plate 


3.3.1 The thickness of the plate stem, t,, is not to be 
taken as less than that given by the following expression: 


s = VK (,.29Lg +9) mm 


~ 
| 


where 
k, = as defined in 3.2.1 
LR = Rule length, in metres, as defined in 1.5.1 
o; = ultimate flexural strength of the stem plate material, 
in N/mm2, see 1.12.6. 
3.3.2 In no case is the thickness of the plate stem to be 


taken as less than the thickness of the adjacent side shell 
plating. 


3.3.3 The width of the plate stem is to be not less than 
the width of keel as required by 3.2.1. 


3.3.4 Plate stems are to be supported by horizontal 
diaphragms and, where the stem radius is large, a centreline 
stiffener or web may be required. 


3.3.5 Where the side shell is of sandwich construction the 
stem is to be formed by locally returning to single skin 
construction for a width as required by 3.2.1. The Rule 
thickness of stem is to comprise both the inner and outer 
skins of the adjacent side shell sandwich plus additional 
reinforcement as required. The distribution of reinforcement in 
way of the plate stem and sandwich bottom structure is to be 
in accordance with Fig. 3.3.1. 


3.3.6 For large or novel craft, the scantlings of the stem 
will be specially considered, see a/so 5.11. 


3.4 Bottom 


3.4.1 The bending moment assumed to be carried by the 
bottom shell plating is to be not less than that determined 
from 1.9.1, using the design pressure from Pt 5, Ch 3,3.1 or 
Pt 5, Ch 4,3.1 for high speed or displacement type craft as 
appropriate. This bending moment is to be applied to 
laminates of both single skin and sandwich construction in the 
determination of the panel scantling required by 3.4.2 and 
3.4.4 respectively. 


3.4.2 An estimate of the thickness of bottom single skin 
plating is to be determined from 1.12.1. The tensile and 
compressive stresses are to be determined for each ply of 
reinforcement in the proposed laminate using 1.12.3 and 
1.12.4, see also LR’s Guidance Notes for Calculation 
Procedures for Composite Construction. The allowable tensile 
and compressive stress limits indicated in Table 7.3.1 in 
Chapter 7 are to be complied with. 


3.4.3 In no case is the minimum thickness of single skin 
plating to be taken as less than 5,5 mm. 


3.4.4 An estimate of the stiffness EJ, thickness of single 
skin plating for outer and inner skins of the bottom sandwich 
panel and the thickness of core material is to be determined 
from 1.13.2 and 1.13.9 respectively. The tensile and 
compressive stresses are to be determined for each ply of 
reinforcement in the proposed laminate using 1.13.7 and 
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1.13.8. The allowable tensile and compressive stress limits 
indicated in Table 7.3.1 in Chapter 7 are to be complied with. 


3.4.5 The amount of reinforcement in laminates which 
form the skins of a sandwich laminate is to comply with the 
requirements of 2.5.1, see 2.3.1. 


3.4.6 For all craft types, the minimum bottom shell 
thickness as required by 3.4.3 and 3.4.5 is to extend to the 
chine line or 150 mm above the static load waterline, 
whichever is the greater. 


3.4.7 Additionally, for high speed craft, the minimum 
thickness requirements for the bottom shell between the bilge 
tangential points or chines and the chine line or 150 mm 
above the static load waterline, whichever is the greater, is not 
to be less than determined for the side shell using the side 
shell impact pressure or the bottom shell hydrostatic or 
pitching pressures associated with a displacement or 
semi-displacement type craft whichever is the greater, see 
Fig. 3.3.2. 


Bottom shell carried up to chine or 150 mm 
above LWL whichever is the greater 


LWL 


4390/185 


Fig. 3.3.2 Extent of bottom shell 


3.4.8 Special consideration may be given to laminate 
thicknesses lesser than those required by 3.4.2 and 3.4.4, 
provided that all of the structural strength requirements of the 
Rules are complied with, a satisfactory water barrier is 
provided, see 2.3.1, and the equivalent impact resistance is 
demonstrated as required by 2.8.2. 


3.5 Side 


3.5.1 The bending moment assumed to be carried by the 
side shell plating is to be not less than that determined from 
1.9.1, using the design pressure from Pt 5, Ch 3,3.1 or Pt 5, 
Ch 4,3.1 for non-displacement or displacement craft as 
appropriate. This bending moment is to be applied to 
laminates of both single skin and sandwich construction in the 
determination of the panel scantling required by 3.5.2 and 
3.5.4 respectively. 


3.5.2 An estimate of the thickness of side single skin 
plating is to be determined from 1.12.1. The tensile and 
compressive stresses are to be determined for each ply of 
reinforcement in the proposed laminate using 1.12.3 and 
1.12.4. The allowable tensile and compressive stress limits 
indicated in Table 7.3.1 in Chapter 7 are to be complied with. 


3.5.3 In no case is the minimum thickness of single skin 
plating to be taken as less than 5 mm. 


3.5.4 An estimate of the stiffness EY, thickness of single 
skin plating for outer and inner skins of the side sandwich 
panel and the thickness of core material is to be determined 
from 1.13.2 and 1.13.9 respectively. The tensile and 
compressive stresses are to be determined for each ply of 
reinforcement in the proposed laminate using 1.13.7 and 
1.13.8. The allowable tensile and compressive stress limits 
indicated in Table 7.3.1 in Chapter 7 are to be complied with. 


3.5.5 The amount of reinforcement in laminates that form 
the skins of a sandwich laminate is to comply with the 
requirements of 2.5.1. 


3.5.6 Special consideration may be given to laminate 
thicknesses lesser than that required by 3.5.3 and 3.5.5, 
provided that all of the structural strength requirements of the 
Rules are complied with, a satisfactory water barrier is 
provided, see 2.3.1, and the equivalent impact resistance is 
demonstrated as required by 2.8.2. 


3.6 Sheerstrake 


3.6.1 The sheerstrake, is in general, to be taken as the 
side shell, locally reinforced in way of deck/hull connection 
and fender attachment. The amount of local reinforcement will 
be dependent upon the arrangement of structure and the 
proposed service, but is not to be less than that required 
by 3.14. 


3.6.2 The fendering arrangements for all craft types are 
the responsibility of the designers/Builders and are outside 
the scope of classification. 


3.6.3 Where the pressure or impact loadings that a 
particular type of craft will experience in service are consid- 
ered by the Builder, or subsequent Owner, to be not covered 
by, or be greater than, those indicated in Part 5 of the Rules, 
details of the loadings together with the calculations of how 
these will be satisfactorily distributed into the craft’s structure, 
are to be submitted for consideration with the relevant 
construction plans. 


3.6.4 The arrangements indicated in 3.6.5, 3.6.6, 4.19.5 
and 4.19.6 for pilot and fishing craft are for the guidance of 
the Builder and subsequent Owners/operators of the craft. 
Where the intended service for either of these types of craft, or 
other types of craft which may be subject to loadings resulting 
from contact with other craft, jetties or similar loading or 
boarding facilities, is such that the loadings are greater than 
those that can be satisfactorily distributed into the craft’s 
structure by the arrangements indicated, the strengthening 
arrangements are to be increased accordingly. 


3.6.5 For pilot craft and other general workboats which 
may be subject to repeated impact loadings from contact with 
other craft, etc., the sheerstrake laminate and stiffening 
arrangements in way are to be increased locally. An increase 
in laminate weight of not less than 50 per cent of the side shell 
laminate weight is to be fitted, extending in general from the 
bow aft over a distance of 0,33Lp or 500 mm aft of the point 
at which the craft reaches its greatest breadth, whichever is 
the greater, and around the quarters. The additional weight is 
to extend forward of the quarter and over the transom for a 
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distance of 0,075Lp or 1,0 m, whichever is the greater. This 
reinforcement is in general to extend from the deck edge to 
below the first longitudinal stiffener, or a vertical distance 
equivalent to 1/3 the freeboard height, whichever is the 
greater. The additional laminate weight is then to be tapered 
out to the side shell laminate weight in accordance with the 
Rules, see 3.14.2. For increase in stiffening arrangements, see 
4.19. Where the side shell is of sandwich construction then in 
way of the sheerstrake the two skins of the sandwich are to 
combine and form a single skin. The weight of this single skin 
is to be the Rule single skin reinforced in accordance with the 
above or 1,5 times the total sandwich skin laminate weight 
whichever is the greater. The arrangement and distribution of 
this additional laminate between the skins in way of the taper 
is to be in accordance with 3.2.4. Where fendering can be 
considered to act as a chine/spray rail the extent of bottom 
shell laminate is, in general, to be to above the lower fender. 


3.6.6 Fishing craft are, in general, to have their shell 
laminate as required to satisfy the Rule loadings, increased by 
20 per cent. Additionally the side shell is not to be taken as 
less than the bottom shell weight, and where there are 
gallows, gantries, nets, or lines, etc., the laminate in way is to 
be further increased locally and/or suitably protected by 
sheathing in timber, steel or other means. Where the hull is of 
sandwich construction in way of the sheerstrake the laminate 
is to combine to form a single skin as indicated in 3.6.2. 


3.6.7 Individual consideration will be given to lesser 
scantlings than those required by 3.6.3. for fishing craft used 
for pleasure, light duties, etc. Details of the service are to be 
submitted for appraisal. 


3.7 Transom boundary reinforcement 


3.7.1 Additional reinforcement is to be moulded into the 
transom boundary. 


8.7.2 For single skin construction, the total weight of 
reinforcement is to be not less than twice the weight of the 
adjacent side shell plate laminate, but need not be greater 
than Rule keel weight as required by 3.2. 


3.8 Chine reinforcement 


3.8.1 Additional reinforcement is to be moulded into the 
chine line knuckle boundary, chines and other areas where 
there is a change of section. 


3.8.2 The chine line knuckle is to be reinforced as 
required by 3.7 for the transom boundary. 


3.8.3 Chine details are to be such that the continuity of 
structural strength across the panel is maintained. Details of 
all chines are to submitted for consideration, see a/so LR’s 
Guidance Notes for Structural Details. 


3.9 Skeg 


3.9.1 The thickness of the skeg plating is, in general, to 
be not less than the thickness of the keel at bottom or 
1,5 times the thickness of the bottom shell on the sides, 
whichever is the greater, see a/so 5.10. 


3.10 Shell openings 


3.10.1. Openings are to have smooth edges and well 
rounded corners. Exposed edges in way of cut-outs in single 
skin/plate laminate are, in general, to be suitably sealed over 
laminating with not less than 2 x 450 g/m2 CSM (or equivalent) 
reinforcements. Alternative arrangements demonstrating the 
equivalent protection to the ingress of moisture into the 
laminate will be individually considered in association provided 
on the relevant plans. 


3.10.2 The exposed edges of all openings cut in 
sandwich panels are to be suitably sealed. In general a high 
density foam core (or equivalent material) is to be used around 
the perimeter of such openings. Exposed edges in way of 
cut-outs in sandwich panels are to be overlaminated with a 
weight of laminate not less than that required for the outer skin 
of the sandwich panel. 


3.10.3 Where other than an epoxy resin system is used the 
first layer of reinforcement, as required by 3.10.1 and 3.10.2, 
is, in general, to be CSM with a weight not exceeding 
300 g/m?. 


3.10.4 Sea inlet boxes are to have well rounded corners 
and, so far as possible are to be kept clear of the bilge radius. 
Arrangements are to be made to maintain the continuity of 
structural strength in way of the openings. 


3.11 Appendages 


3.11.1. The scantlings of appendages will be subject to 
special consideration on the basis of the Rules and the design 
loadings anticipated, but are in no case to be taken as less 
than that of the surrounding structure. 


3.12 Fin and tuck 


3.12.1. Additional reinforcement is to be moulded into the 
fin and tuck areas of yachts which have either internal fixed 
ballast or external attached ballast keels, see a/so Part 16. 


3.12.2 For single skin construction the total weight of 
reinforcement is not to be less than 1,50 times the weight of 
the adjacent bottom shell plate laminate, but need not be 
greater than the Rule keel weight as required by 3.2. 


3.13 Transom 


3.13.1 The thickness of the stern or transom is to be not less 
than that required by 3.4 and 3.5 as appropriate. Where water 
jet or sterndrive units are fitted, the scantlings of the plating in 
way of the nozzles and connections will be specially considered. 


22 


LLoyp’s REGISTER 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Scantling Determination for Mono-Hull Craft 


Part 8, Chapter 3 


Sections 3 & 4 


3.14 Local reinforcement 

3.14.1. The hull and deck are to be locally increased in 
thickness in way of fittings for rudder tubes, propeller 
brackets, passenger routes, vehicle lanes, etc. The amount 
of increase is to be not less than 50 per cent of the adjacent 
plate laminate. Details of such reinforcement are to be submit- 
ted. 


3.14.2 Local reinforcement is in general to extend under 


the adjacent supporting structure and then be tapered 
gradually to the base laminate thickness over a distance of 
not less than 20 times the difference in thickness, see Fig. 
3.3.3. 


4390/19 


Fig. 3.3.3 Arrangement of local reinforcement 


3.14.3 The amount of material laid ‘wet on wet’ is to be 
limited to avoid excessive heat generation. 


3.15 Hull laminate arrangement 

3.15.1. The hulls of all craft with a service speed of 
25 knots or greater are to be moulded, such that following 
local impact, damage progressive stripping of surface 
reinforcements will not occur. This may be achieved by 


| arranging all hull reinforcements as shown in Fig. 3.3.4. 


Direction of flow against hull 


—t 


Fig. 3.3.4 Arrangement of hull reinforcement 


3.15.2 Details of the laminate sequence and direction of 
orientation are to be indicated in the laminate schedule as 
required by Ch 2,3.3.7. 


3.15.3 — It is recommended that woven reinforcements be 
laid transversely to minimise the susceptibility to progressive 
stripping of hull laminates following local impact. 


3.15.4 Special consideration is to be given to hull laminates 
where high glass content is proposed and where orthophthalic 
resins are used. 


3.16 Novel features 

3.16.1 Where the Rules do not specifically define the 
requirements for novel features then the scantlings and 
arrangements are to be determined by direct calculations. 
Such calculations are to be carried out on the basis of the 
Rules, recognised standards and good practice, and are to 
be submitted for appraisal. 


a Section 4 
Shell envelope framing 


41 Application 


4.1.1 The requirements in this Section apply to 
longitudinally and transversely framed shell envelopes. 


4.2 General 


4.2.1 To determine the required scantlings, the formulae 
indicated in 1.14 are, in general, to be used in conjunction 
with the design loadings specified in Part 5. 


4.3 Symbols and definitions 


4.3.1 Symbols and definitions for use throughout this 
Chapter are as given in 1.5.1 or specified in the appropriate 
Section. 


4.4 Bottom longitudinal stiffeners 


4.4.1 The bottom longitudinals are to be supported by 
bottom transverse web frames, floors, bulkheads, or other 
primary structure, generally spaced not more than 2 m apart. 


4.4.2 Bottom longitudinals are to be continuous through 
the supporting structures. 


4.4.3 Where it is impracticable to comply with the 
requirements of 4.4.2, or where it is desired to terminate the 
bottom longitudinals in way of the transom, bulkheads or 
integral tank boundaries, they are to be bracketed in way of 
their end connections to maintain the continuity of structural 
strength. Particular attention is to be taken to ensure accu- 
rate alignment of the brackets. 


4.4.4 The Rule requirements for bending moment, shear 
force, shear stress and deflection are to be determined from 
the general equations given in 1.14, using the design pressure 
from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or 
displacement type craft as appropriate, and the coefficients 
dus Og and ds as indicated in Table 3.1.10 for the load model 
(b). 
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4.4.5 The allowable tensile, compressive and shear 
stress limits indicated in Table 7.3.1 in Chapter 7, and the 
span/deflection ratios indicated in Table 7.2.1 in Chapter 7 are 
to be complied with. 


4.5 Bottom longitudinal primary stiffeners 


4.5.1 Bottom longitudinal primary stiffeners are to be 
supported by bottom deep transverse web frames, floors, 
bulkheads, or other primary structure, generally spaced not 
more than 6 m apart. 


4.5.2 Bottom longitudinal primary stiffeners are to main- 
tain their continuity through the supporting structures. 


4.5.3 Where it is impracticable to comply with the require- 
ments of 4.5.2, or where it is desired to terminate the bottom 
longitudinal primary stiffeners in way of the transom, bulkheads 
or integral tank boundaries, they are to be bracketed in way of 
their end connections to maintain the continuity of structural 
strength. Particular attention is to be taken to ensure accurate 
alignment of the brackets. All brackets are to be ‘soft toed’ and 
are to terminate on suitable supporting structure capable of 
carrying the transmitted bending moment. 


4.5.4 The Rule requirements for bending moment, shear 
force, shear stress and deflection are to be determined from 
the general equations given in 1.14, using the design pressure 
from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or 
displacement type craft as appropriate, and the coefficients 
dm, Og and os as indicated in Table 3.1.10 for the load 
model (a). 


4.5.5 The allowable tensile, compressive and shear 
stress limits indicated in Table 7.3.1 in Chapter 7, and the 
span/deflection ratios indicated in Table 7.2.1 in Chapter 7 are 
to be complied with. 


4.6 Bottom transverse stiffeners 


4.6.1 Bottom transverse stiffeners are defined as local 
stiffening members which support the bottom shell, and which 
may be continuous or intercostal. 


4.6.2 The Rule requirements for bending moment, shear 
force, shear stress and deflection are to be determined from 
the general equations given in 1.14, using the design pressure 
from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or 
displacement type craft as appropriate, and the coefficients 
du, ds and os as indicated in Table 3.1.10 for the load 
model (b). 


4.6.3 The allowable tensile, compressive and shear 
stress limits indicated in Table 7.3.1 in Chapter 7, and the 
span/deflection ratios indicated in Table 7.2.1 in Chapter 7 are 
to be complied with. 


4.7 Bottom transverse frames 


4.7.1 Bottom transverse frames are defined as stiffening 
members which support the bottom shell, they are to be 
effectively continuous and be bracketed at their end connec- 
tions to side frames and bottom floors as appropriate. 


4.7.2 The Rule requirements for bending moment, shear 
force, shear stress and deflection are to be determined from 
the general equations given in 1.14, using the design pressure 
from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or 
displacement type craft as appropriate, and the coefficients 
du. Os and os as indicated in Table 3.1.10 for the load 
model (a). 


4.7.3 The allowable tensile, compressive and shear 
stress limits indicated in Table 7.3.1 in Chapter 7, and the 
span/deflection ratios indicated in Table 7.2.1 in Chapter 7 are 
to be complied with. 


4.8 Bottom transverse web frames 


4.8.1 Bottom transverse web frames are defined as 
primary stiffening members which support bottom shell 
longitudinals, they are to be continuous and be substantially 
bracketed at their end connections to side web frames and 
bottom floors. 


4.8.2 Where it is impracticable to comply with the require- 
ments of 4.8.1, or where it is desired to terminate the bottom 
transverse web frames in way of bulkheads or integral tank 
boundaries, etc., they are to be bracketed in way of their end 
connections, to maintain the continuity of structural strength. 
Particular attention is to be taken to ensure accurate 
alignment of the brackets. All brackets are to be ‘soft toed’, 
see Fig. 3.4.1 and are to terminate on suitable supporting 
structure capable of carrying the transmitted bending moment. 


4.8.3 The Rule requirements for bending moment, shear 
force, shear stress and deflection are to be determined from 
the general equations given in 1.14, using the design pressure 
from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or 
displacement type craft as appropriate, and the coefficients oy), 
ds and os as indicated in Table 3.1.10 for the load model (a). 


4.8.4 The allowable tensile, compressive and shear 
stress limits indicated in Table 7.3.1 in Chapter 7, and the 
span/deflection ratios indicated in Table 7.2.1 in Chapter 7 are 
to be complied with. 


4.9 Side longitudinal stiffeners 
4.9.1 The side longitudinals are to be supported by side 
transverse web frames, bulkheads, or other primary structure, 


generally spaced not more than 2 m apart. 


4.9.2 Side longitudinals are to be continuous through the 
supporting structures. 
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Side longitudinal 


‘Soft toe’ bracket 


Bulkhead stringer 


T 


Bulkhead 


(a) Plan 


Deck longitudinal 


‘Soft toe’ knee 


Side frame 


(b) Section 


‘Soft toe’ bracket Bottom frame 
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(c) Section 


Fig. 3.4.1 


‘Soft-toe’ 


4.9.3 Where it is impracticable to comply with the 
requirements of 4.9.2, or where it is desired to terminate the 
side longitudinals in way of the transom, bulkheads or integral 
tank boundaries, they are to be bracketed in way of their end 
connections to maintain the continuity of structural strength. 
Particular attention is to be taken to ensure accurate 
alignment of the brackets. 


4.9.4 The Rule requirements for bending moment, shear 
force, shear stress and deflection are to be determined from 
the general equations given in 1.14, using the design pressure 
from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or 
displacement type craft as appropriate, and the coefficients oy), 
ds and os as indicated in Table 3.1.10 for the load model (b). 


4.9.5 The allowable tensile, compressive and shear 
stress limits indicated in Table 7.3.1 in Chapter 7, and the 
span/deflection ratios indicated in Table 7.2.1 in Chapter 7 are 
to be complied with. 


4.10 Side longitudinal primary stiffeners 

4.10.1 Side longitudinal primary stiffeners are to be 
supported by side transverse web frames, bulkheads, or other 
primary structure, generally spaced not more than 6 m apart. 


4.10.2 Side longitudinal primary stiffeners are to maintain 
their continuity through the transverse bulkheads and other 
supporting structures. 


4.10.3 Where it is impracticable to comply with the 
requirements of 4.10.2, or where it is desired to terminate the 
side longitudinal primary stiffeners in way of the transom, 
bulkheads or integral tank boundaries, they are to be 
bracketed in way of their end connections to maintain the 
continuity of structural strength. Particular attention is to be 
taken to ensure accurate alignment of the brackets. All 
brackets are to be ‘soft toed’ and are to terminate on suitable 
supporting structure capable of carrying the transmitted 
bending moment. 


4.10.4 The Rule requirements for bending moment, shear 
force, shear stress and deflection are to be determined from 
the general equations given in 1.14, using the design pressure 
from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or 
displacement type craft as appropriate, and the coefficients oyy, 
ds and os as indicated in Table 3.1.10 for the load model (a). 


4.10.5 The allowable tensile, compressive and shear 
stress limits indicated in Table 7.3.1 in Chapter 7, and the 
span/deflection ratios indicated in Table 7.2.1 in Chapter 7 are 
to be complied with. 


4.11 Side transverse stiffeners 

4.11.1 Side transverse stiffeners are defined as local 
stiffening members which support the side shell, and which 
may be continuous or intercostal. 


4.11.2 The Rule requirements for bending moment, shear 
force, shear stress and deflection are to be determined from 
the general equations given in 1.14, using the design pressure 
from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or 
displacement type craft as appropriate, and the coefficients oyy, 
ds and os as indicated in Table 3.1.10 for the load model (b). 


4.11.3. The allowable tensile, compressive and shear 
stress limits indicated in Table 7.3.1 in Chapter 7, and the 
span/deflection ratios indicated in Table 7.2.1 in Chapter 7 are 
to be complied with. 
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4.12 Side transverse frames 

4.12.1. Side transverse frames are defined as stiffening 
members supporting the side shell and spanning continuously 
between bottom floors/frames and decks. They are to be 
effectively constrained against rotation at their end connections. 


4.12.2 The Rule requirements for bending moment, shear 
force, shear stress and deflection are to be determined from 
the general equations given in 1.14, using the design pressure 
from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or 
displacement type craft as appropriate, and the coefficients 
dm, Og and os as indicated in Table 3.1.10 for the load 
model (a). 


4.12.3. The allowable tensile, compressive and shear 
stress limits indicated in Table 7.3.1 in Chapter 7, and the 
span/deflection ratios indicated in Table 7.2.1 in Chapter 7 are 
to be complied with. 


4.13 Side transverse web frames 

4.13.1 Side transverse web frames are defined as primary 
stiffening members which support side shell longitudinals, 
they are to be continuous and be substantially bracketed at 
their head and heel connections to deck beams and bottom 
web frames respectively. 


4.13.2 Where it is impracticable to comply with the 
requirements of 4.13.1, or where it is desired to terminate the 
side transverse web frames in way of side longitudinal primary 
stiffeners, bulkheads or integral tank boundaries, they are to 
be bracketed in way of their end connections,to maintain the 
continuity of structural strength. Particular attention is to be 
taken to ensure accurate alignment of the brackets. All 
brackets are to be ‘soft toed’ and are to terminate on suitable 
supporting structure capable of carrying the transmitted 
bending moment. 


4.13.3 The Rule requirements for bending moment, shear 
force, shear stress and deflection are to be determined from 
the general equations given in 1.14, using the design pressure 
from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or 
displacement type craft as appropriate, and the coefficients oy, 
ds and os as indicated in Table 3.1.10 for the load model (a). 


4.13.4 The allowable tensile, compressive and shear 
stress limits indicated in Table 7.3.1 in Chapter 7, and the 
span/deflection ratios indicated in Table 7.2.1 in Chapter 7 are 
to be complied with. 


4.14 Grouped frames 

4.14.1 For the purposes of satisfying Rule requirements, 
frames may, subject to agreement by LR, be grouped. The 
number of frames in any group shall not in general exceed 
five. The summation of section stiffness, EJ, for the group of 
frames is not to be less than the summation of the Rule 
requirements for the individual framing members. In addition, 
in no case is the proposed scantlings of an individual framing 
member within the group to be less than ninety per cent of 
the Rule value for that member. 


4.15 Grillage structures 

4.15.1 For complex girder systems, a complete structural 
analysis using numerical methods may have to be performed 
to demonstrate that the stress levels are acceptable when 
subjected to the most severe and realistic combination of 
loading conditions intended, see also 1.3. 


4.15.2 General or special purpose computer programs or 
any other analytical techniques may be used provided that the 
effects of bending, shear, axial and torsion are properly 
accounted for and the theory and idealisation used can be 
justified. 


4.15.3 In general, grillages consisting of slender girders 
may be idealised as frames based on beam theory provided 
proper account of the variations of geometric properties is 
taken. For cases where such an assumption is not applicable, 
finite element analysis or equivalent methods may have to be 
used. 


4.16 Combined framing systems 

4.16.1 | Where longitudinal and transverse primary stiffeners 
form grillage structures the scantlings may be derived in 
accordance with 4.15. 


4.17 Floating framing systems 

4.17.1 Where the floating frame system is used, the effect 
of the plating attached to the stiffening members is to be 
ignored when calculating the required section stiffness, EJ, of 
the primary stiffening members, i.e. the full section stiffness, 
ET, is to be provided by the primary stiffening member only. 


4.18 Frame struts 

4.18.1 Where struts are fitted to side shell transverse web 
frames or longitudinal primary stiffeners to carry axial loads 
the strut cross-sectional area is to be derived as for pillars in 
Section 10. If fitted at the stiffener half span point the stiffener 
section modulus may be taken as half the modulus derived 
from the general equations for the stiffening member being 
considered. 


4.18.2 Design of end connections is to be such that the 
strut loads can be efficiently transmitted into the supporting 
structure. 


4.19 Fenders and reinforcement in way 

4.19.1. The design of and responsibility for the fendering 
on any craft rests with the designer and prospective Owner 
and are outside the scope of classification scantling approval 
requirements. The arrangement for fendering fitted should not 
be detrimental to the general working of the structure and 
therefore the requirements indicated in 4.19.2 to 4.19.6 are 
provided as recommendations of the areas requiring special 
consideration by the designer and Builder. 
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4.19.2 Wood belting and fenders, which may be subject to 
considerable impact load, are to be bedded down on a flexible 
sealing compound or a neoprene type gasket to ensure 
watertightness. The bolts are to be both adequate in number 
and size and, where practicable, reeled to prevent perforation of 
the laminate. Substantial plate washers or, where practicable, a 
continuous backing plate are to be provided. The arrangement 
for the attachment of the fender should, in general, be arranged 
so that where sections of the fender are damaged or torn, the 
watertight integrity of the hull is not impaired. 


4.19.3 The laminate in way of such fittings is to be 
substantially increased in thickness to prevent overloading, 
and depending on the position, a back-up block of wood, 
plastic or metal may be required. 


4.19.4 Forcraft such as pilot craft, fishing craft, etc., which 
may be subject to repeated impact loadings from contact with 
other craft whilst in service, due consideration is to be given 
to increasing the scantlings of stiffening members in way of the 
fenders. Details of these increased scantlings, anticipated 
loadings and calculations, are to be indicated on the submitted 
plans, see also 3.6.3 and 3.6.4. 


4.19.5 Pilot craft are, in general, to be fitted with large 
knees in way of the sheerstrake in areas as indicated in 3.6.5. 
The knees are to be aligned between the transverse frames 
and the deck beams. The thickness of the webs for these 
knees is to be twice that required by 1.16 or 6 mm at a fibre 
content by weight, of 0,5. Where the fibre content is less than 
0,5 the minimum thickness is to be increased by the factor k, 
as follows: 
tmin = 6k, 

where 

k, = 1,65-1,3f, 

f, is as defined in 1.5.1. 
In the case of longitudinally framed craft, web frames with 
knees are to be fitted at a spacing of generally no greater than 
500 mm. A side longitudinal with a section modulus of, in 
general, twice that of the Rule longitudinal for the web frame 
spacing is to be positioned just below the lower fendering to 
carry the load associated with the dynamic loading from 
pitching and rolling. Consideration is also to be given to the 
termination of such brackets by use of a ‘soft-toe’ in way of 
the deck. 


4.19.6 Fishing craft engaged in pair trawling and other 
modes of fishing, and which may be subject to repeated 
impact loading from contact with the other craft, are to have 
additional stiffening fitted in way of the impact areas. This may 
be in the form of large knees, intermediate knees or 
substantial fendering/rubbing strakes. Additionally, the shell 
and deck in way of all working areas are to be suitably 
sheathed. 


CJ Section 5 
Single bottom structure and 
appendages 


5.1 General 


role | The requirements of this Section provide for single 
bottom construction of mono-hull craft in association with 
either transverse or longitudinal framing. 


S212 All girders are to extend as far forward and aft 
as practicable and care is to be taken to avoid any abrupt 
discontinuity particularly in way of skegs. Where girders are cut 
at bulkheads, their longitudinal strength is to be maintained. 


5.7.3 Particular attention is to be taken to ensure that the 
continuity of structural strength in way of the intersection of 
transverse floors and longitudinal girders is maintained. The 
face reinforcement of such stiffening members is to be 
effectively continuous. 


5.1.4 The single bottom structure in way of the keel, skeg 
and girders is to be sufficient to withstand the forces imposed 
by dry-docking the craft. 


0: 1:5 The breadth and thickness of plate keels are to 
comply with the requirements detailed in 3.2. See also 3.9.1. 


5.2 Centreline girder 


5.2.1 In craft with single bottoms, a centreline girder is, 
in general, to be fitted in association with transverse frames, 
transverses supporting longitudinals or where the breadth of 
floors at the upper edge is greater than 1,5 m. 


5.2.2 Centreline girders may be in the form of intercostal 
or continuous top hat or plate webs. Where the girder is 
intercostal, additional bracketing and local reinforcement as 
given in 3.14 is to be provided to maintain the continuity of 
structural strength. The face reinforcement in all cases is to 
be continuous. 


5.2.3 The web depth of the centre girder in general is to 
be equal to the depth of the floors at the centreline as 
specified in 5.4. 


5.2.4 The web thickness, t,, for a centre girder of 
‘top-hat’ type section is to be not less than that required by 
1.16. or as determined as follows, whichever is the greater: 


ty = 1,28 afky (LR +1) mm 

in no case is ty, to be taken less than 5,0 mm 
where 
ka and Lp are as defined in 1.5.1. 


5:2: The web thickness for a centre girder of single plate 
laminate construction is to be two times the thickness as 
required by 5.2.4. 
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5.2.6 The face area of the centre girder, A;, is to be not 5.4 Floors, general 
less than: 
Ay = 1,18L_ ka, cm2 5.4.1 In transversely framed craft, floors are generally to 


where 
ky and Lp are as defined in 1.5.1. 


D.20f The face area of the centre girder outside 0,5L 
about midships may be reduced to 80 per cent of the value 
given in 5.2.6. 


5.2.8 The face thickness, t;, is to be not less than the web 
thickness of the centre girder. 


5.2.9 Additionally, the requirements of 4.5 for bottom 
longitudinal primary stiffeners are to be complied with. 


5.3 Side girders 


63:1 Where the floor breadth at the upper edge exceeds 
6,0 m, side girders are to be fitted at each side of the centre 
girder such that the spacing between the side and centre 
girders or between the side girders themselves is not greater 
than 3 m. Side girders, where fitted, are to extend as far forward 
and aft as practicable and are, in general, to terminate in way of 
bulkheads, deep floors or other primary transverse structure. 


5.3.2 In the engine room, additional side girders are 
generally to be fitted in way of the main machinery. 


5.3.3 The face area of side girders, A;, is not to be taken 
as less than: 
A; = 0,82LR ky cm2 
where 
ky and Lp are as defined in 1.5.1. 


5.3.4 The face thickness, t;, is not, in general, to be less 
than the web thickness of the side girder. 


5.3.5 The web thickness, ty, for side girders of ‘top-hat’ 
type section is to be not less than as required by 1.16 or as 
determined as follows, whichever is the greater: 


ty = 1,28 Kn Lp mm 
where 


ka and Lp are as defined in 1.5.1 
in no case is t,, to be taken less than 5,0 mm. 


5.3.6 The web thickness for side girders of single plate 
laminate construction is to be two times the thickness as 
required by 5.3.5. 


5.3.7 In addition, the requirements of 4.5 for bottom 
longitudinal primary stiffeners are to be complied with. 


5.3.8 Watertight side girders, or side girders forming 
boundaries of tank spaces, are also to comply with the 
requirements for watertight bulkheads or deep tanks as 
detailed in 7.3. and 7.4 respectively. 


be fitted at every frame and underneath each bulkhead. 


5.4.2 In longitudinally framed craft, floors are to be fitted at 
every transverse web frame and bulkhead and generally at a 
spacing not exceeding 2 m. Additional transverse floors or webs 
are, in general, to be fitted at half web-frame spacing in way of 
engine seatings and thrust bearings, pillars, skegs, ballast/bilge 
keels and the bottom of the craft in the forefoot region. 


5.4.3 The overall depth of transverse floors at the centre- 
line, ds, is not to be taken as less than: 

whenB<10m = d; =40(B+0,85D) mm 

whenB2=10m_ d; = 40 (1,58 + 0,85D) — 200 mm 
where 

Bis as defined in 1.5.1. 


5.4.4 The web thickness, t,,, for transverse floors of ‘top- 
hat’ type section is to be not less than that required by 1.16 or 
as determined as follows, whichever is the greater: 


4,33 
fo ea ( t +2,75)( S 
1000 1000 


where 
d; is as defined in 5.4.3. 
ky and s are defined in 1.5.1 
In no case is ty, to be taken less than 5,0 mm. 


+ 0.5) mm 


5.4.5 The web thickness for transverse floors of single 
plate laminate construction is to be two times the thickness 
as required by 5.4.4. 


5.4.6 If side frames are attached to the floors by brackets, 
the depth of floor may be reduced by 15 per cent and the floor 
thickness determined using the reduced depth. The brackets 
are to have the same thickness as the floors, and their arm 
lengths clear of the frame are to be the same as the reduced 
floor depth given above. 


5.4.7 The face area of floors, A;, is not to be taken as less 
than: 


At = 0,82Lp Kp cm? 
where 
ky and Lp are as defined in 1.5.1. 


5.4.8 The thickness of the face reinforcement, t;, is to be 
not less than the web thickness. 


5.4.9 In addition, the requirements of 4.8 for bottom 
transverse web frames are to be complied with. 


5.4.10 Floors are generally to be continuous from side to 
side. 


5.4.11. The tops of floors, in general, may be level from 
side to side. However, in craft having considerable rise of floor 
the depth of the floor plate may require to be increased to 
maintain the required mechanical properties of the section. 


5.4.12 The floors in the aft peak are to extend over and 
provide efficient support to the stern tube where applicable. 
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5.4.13 Watertight floors, or floors forming boundaries of 
tank spaces, are also to comply with the requirements for 
watertight bulkheads or deep tanks as detailed in 7.3 or 7.4 
respectively. 


5.5 Floors in machinery spaces 


5.5.1 Floors within machinery spaces are to comply with 
the requirements of 5.4. 


5.5.2 The depth and mechanical properties of floors 
between engine or gearbox girders is to be not less than that 
required to maintain continuity of structural integrity or 50 per 
cent of the depth given in 5.4.3. The web thickness and face 
reinforcement weight of such reduced height floors are to be 
increased appropriately in order to maintain the continuity of 
structural strength. 


5.6 Machinery seating 


5.6.1 The general requirements for machinery seating are 
given in Pt 3, Ch 2,6.9. 


5.6.2 Main and auxiliary engines are to be effectively 
secured to the hull structure by seatings of adequate 
scantlings to resist the gravitational thrust, torque and 
vibration forces which may be imposed upon them. 


5.6.3 The longitudinal girders forming the engine 
seating are to extend as far forward and aft as is practicable 
and are to be adequately supported by transverse floors or 
brackets. 


5.6.4 Where stiffening is of plate construction, engine 
holding-down bolts are to be arranged as near as practicable 
to floors and longitudinal girders. When this cannot be 
achieved, bracket floors are to be fitted. 


5.6.5 Machinery seatings are to be attached by means of 
primary bonding angles in accordance with 1.18. 


5.7 Drainage arrangements 


5.7.1 Suitable arrangements are to be made to provide 
free passage of air from all parts of the tanks to the air pipes, 
see also Pt 9, Ch 1,5. 


5.7.2 Sufficient limber holes are to be positioned in the 
internal bottom structure to allow for the drainage of water 
from all parts of the bilge to the pump suctions. 


5.7.3 Particular attention is to be given to the positioning 
of limbers to ensure adequate drainage and to avoid stress 
concentrations. See LR’s Guidance Notes for Calculation 
Procedures for Composite Construction. 


5.7.4 Openings in the webs of stiffening sections, baffle 
plates, etc., are, in general, to be formed by moulded-in 
preforms under top hat type stiffening. Edges of openings in 
plate laminates are to be suitably sealed in accordance 
with 1.29. 


5.8 Rudder horns 


5.8.1 The scantlings of the rudder horn will be specially 
considered and in the case of high aspect ratio or novel 
designs direct calculations will be required to be submitted in 
accordance with Pt 3, Ch 1,2. 


5.9 Sternframes 


5.9.1 Where it is proposed to mould a composite 
sternframe, the scantlings and arrangements will be specially 
considered on the basis of direct calculations and loadings 
submitted by the Builders and designers. 


5.10 Skeg construction 


5.10.1. Skegs are to be effectively integrated into the 
adjacent structure and their design is to be such as to 
facilitate this, see also 3.9. 


5.10.2 The scantlings of skegs and the internal diaphragms 
at bulkheads and web frames are to be sufficient to withstand 
any docking forces to which they may be subjected. 


5.11 Forefoot and stem 


5.17.1 For craft of composite sandwich construction the 

forefoot region is to be so designed that in the event of local 

impact (see also 2.8) with floating debris, the resultant 

damage will be limited. This may be achieved by: 

a) Arranging the individual plies of the laminate such that 
any delamination will be directed to the outer surface of 
the laminate, see Fig. 3.5.1. 

b) The addition of a ‘sacrificial nose’, see Fig. 3.5.2. 

c) By the addition of suitable sheathing, in accordance 
with 2.9. 

d) For vessels where the operating high speed waterline 
results in the exposure of the forefoot region, the laminate 
sequence in the keel area will be specially considered. 


5.12 Transom knee 


5.12.1 Centre and side girders are to be bracketed to the 
transom framing members by means of substantial knees. 
The face flat area of the girders may be gradually reduced to 
that of the transom stiffening member in accordance with Fig. 
3.5.3, 


5.12.2 Hard spots are to be avoided in way of the end 
connection, and care taken to ensure that the stiffening 
member to which the transom knee is bracketed can 
satisfactorily carry the transmitted bending moment. 
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Poor arrangement 
port side 


Good arrangement 
starboard side 


4390/26 


Fig. 3.5.1 
Arrangement of laminate in way of forefoot and stem 


Stem overlaps added 
to comply with the Rules 


4390/27 


Fig. 3.5.2 ‘Sacrificial nose’ 


Transom frame 


Bottom centre/side girder 


(a) Plan 


Transom frame 


Transom knee 


Bottom centre/side girder 


4390/31 


(b) Section 


Fig. 3.5.3 Transom knee 


O Section 6 
Double bottom structure 


6.1 General 


Coe The requirements given in this Section provide for 
double bottom construction of mono-hull craft in association 
with either transverse or longitudinal framing. 


6.1.2 Where required in accordance with Pt 3, Ch 2,6, 
double bottoms are generally to extend from the collision 
bulkhead to the after peak bulkhead, as far as this is 
practicable taking into account the design and proper working 
of the craft. In addition, the inner bottom is to be continued 
to the craft’s side in such a manner as to protect the bottom 
to the turn of bilge or chine. 


6.1.3 The double bottom structure in way of girders and 
duct keels is to be sufficient to withstand the forces imposed 
by dry-docking the craft. 


6.1.4 The centreline girder and side girders are to extend 
as far forward and aft as practicable and care is to be taken to 
avoid any abrupt discontinuity. Where girders are cut at 
bulkheads, their longitudinal strength is to be maintained. 
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6.2 Keel 


6.2.1 The breadth and thickness of plate keels are to 
comply with the requirements of 3.2. 


6.3 Centreline girder 


6.3.1 A centreline girder is to be fitted throughout the 
length of the craft. The web thickness, ty, of a centreline 
girder of ‘top-hat’ type section is to be not less than as 
required by 1.16 or as determined as follows, whichever is the 
greater and in no case is t,, to be taken less than 5 mm: 


f 
ty = Ka (= + 3,64) >5 mm 


where 
ka and Lp are as defined in 1.5.1. 


6.3.2 The web thickness of a centreline girder of single 
plate laminate construction is to be two times the thickness 
as required by 6.3.1. 


6.3.3 The overall depth of the centre girder, dp z, is not to 
be taken as less than 630 mm and is to be sufficient to give 
adequate access to all parts of the double bottom. 


6.3.4 Additionally, the requirements of 4.5 for bottom 
longitudinal primary stiffeners are to be complied with. 


6.4 Side girders 


6.4.1 Where the breadth of the floor at the upper edge 
does not exceed 6,0 m, side girders are not required. 


6.4.2 Where the breadth of the floor at the upper edge 
exceeds 6,0 m, side girders are to be fitted at each side of 
the centre girder such that the spacing between the side and 
centre girders or between the side girders themselves is not 
greater than 3 m. Side girders, where fitted, are to extend as 
far forward and aft as practicable and are, in general, to 
terminate in way of bulkheads, deep floors or other primary 
transverse structure. 


6.4.3 Under the main engine, girders extending from the 
bottom to the top plate of the engine seating are to be fitted. 
The height of the girders is not to be less than the height of 
the floor. Engine holding-down bolts are to be arranged as 
near as practicable to the girders and floors. Where this 
cannot be achieved, bracket floors are to be fitted. 


6.4.4 Side girders are to have a minimum web thickness, 
tw, as required by 1.16 but not less than as determined as 
follows whichever is the greater and in no case is ty to be 
taken less than 5,0 mm: 


tw = Vk (0,064Lg + 4,32) mm 


where 
ky and Lp are as defined in 1.5.1. 


6.4.5 The face area and face thickness of side girders are 
to comply with the requirements for plate floors as defined in 
5.4.7 and 5.4.8 respectively. 


6.4.6 Additionally, the requirements of 4.5 for bottom 
longitudinal primary stiffeners are to be complied with. 


6.5 Bracket floors 


6.5.1 Between plate floors, the shell inner bottom 
plating is to be supported by bracket floors. The brackets are 
to have the same thickness as plate floors and, where they 
are of single skin laminate construction, are to be stiffened on 
the unsupported edge. 


6.5.2 In longitudinally framed craft, the brackets are to 
extend from the centre or side girder and margin plate to the 
adjacent longitudinal, but in no case is the breadth of the 
bracket to be taken less than 3/4 of the depth of centre girder. 
Brackets are to be fitted at every web frame at the margin 
plate, and those at the centre girder are to be spaced not 
more than 1,0 m apart. 


6.5.3 In transversely framed craft, the breadth of the 
brackets attaching the bottom and inner bottom frames to the 
centre girder and margin plate is to be not less than 3/4 of the 
depth of the centre girder. 


6.6 Plate floors 


6.6.1 Plate floors may be of single skin, sandwich skin or 
‘top-hat’ type construction. 


6.6.2 The web thickness, ty, for non-watertight plate 
floors of ‘top-hat’ type section is to be not less than as 
required by 1.16 or as determined as follows, whichever is the 
greater and in no case is t,, to be taken less than 5,0 mm. 


ty = {kx (0,064L_ + 4,32) mm 


where 
ky and Lp are as defined in 1.5.1. 


6.6.3 The web thickness for transverse floors of single 
plate laminate construction is to be two times the thickness 
as required by 6.6.2. 


6.6.4 The amount of reinforcement in laminates that 
form the skins of a sandwich laminate is to comply with the 
requirements of 2.5.1. 


6.6.5 Additionally, the requirements of 4.8 for bottom 
transverse web frames are to be complied with. 


6.6.6 Plate floors are generally to be continuous 
between the centre girder and the margin plate. 
6.7 Watertight floors 


6.7.1 The scantlings of watertight floors are to comply 
with the requirements for plate floors as detailed in 6.6. 


6.7.2 Watertight floors, or floors forming boundaries of tank 
spaces, are also to comply with the requirements for watertight 
bulkheads or deep tanks as detailed in 7.3 or 7.4 respectively. 
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6.8 Tankside brackets 
6.8.7 The scantlings of tankside brackets are to comply 
with the requirements for plate floors as detailed in 6.6. 


6.9 Inner bottom laminate 


6.9.1 Inner bottom laminates forming boundaries of tank 
spaces, are also to comply with the requirements for water- 
tight bulkheads or deep tanks as detailed in 7.3 or 7.4 
respectively and, where forming vehicle, passenger or other 
decks the requirements of Section 8 are to be complied with. 


6.9.2 The bending moment assumed to be carried by the 
inner bottom plating is to be not less than that determined 
from 1.9.1, using the design pressure from Pt 5, Ch 3,3.1 or 
Pt 5, Ch 4,3.1 for non-displacement or displacement type 
craft as appropriate. This bending moment is to be applied to 
laminates of both single skin and sandwich construction in the 
determination of the panel scantling required by 6.9.3 and 
6.9.5 respectively. 


6.9.3 An estimate of the thickness of the inner bottom 
single skin plating is to be determined from 1.12.1. The 
tensile and compressive stresses are to be determined for 
each ply of reinforcement in the proposed laminate using 
1.12.3 and 1.12.4, see also LR’s Guidance Notes for 
Calculation Procedures for Composite Construction. The 
allowable tensile and compressive stress limits indicated in 
Table 7.3.1 in Chapter 7 are to be complied with. 


6.9.4 In no case is the minimum thickness of single skin 
plating to be taken as less than 5 mm. 


6.9.5 An estimate of the stiffness EJ, the thickness of 
single skin plating for outer and inner skins of the bottom 
sandwich panel and the thickness of core material is to be 
determined from 1.13.2 and 1.13.9 respectively. The tensile 
and compressive stresses are to be determined for each ply 
of reinforcement in the proposed laminate using 1.13.7 and 
1.13.8. The allowable tensile and compressive stress limits 
indicated in Table 7.3.1 in Chapter 7 are to be complied with. 


6.9.6 The amount of reinforcement in laminates that form 
the skins of a sandwich laminate is to comply with the 
requirements of 2.5.1, see 2.3.1. 


6.9.7 Special consideration may be given to laminate 
thicknesses lesser than that required by 6.9.4 and 6.9.6, 
provided that all of the structural strength requirements of the 
Rules are complied with, a satisfactory water barrier is 
provided, see 2.3.1, and the equivalent impact resistance is to 
be demonstrated as required by 2.8.2. 


6.10 Inner bottom longitudinals 

6.10.7 — The inner bottom longitudinals are to be supported 
by inner bottom transverse web frames, floors, bulkheads, or 
other primary structures, generally spaced not more than 2 m 
apart. 


6.10.2 — Inner bottom longitudinals are to be continuous 
through the supporting structures. 


6.10.3. Where it is impracticable to comply with the 
requirements of 6.10.2, or where it is desired to terminate the 
inner bottom longitudinals in way of bulkheads or integral tank 
boundaries, the longitudinals are to be bracketed in way of 
their end connections, to maintain the continuity of structural 
strength. Particular attention is to be taken to ensure accurate 
alignment of the brackets. 


6.10.4 The Rule requirements for bending moment, shear 
force, shear stress and deflection are to be determined from 
the general equations given in 1.14, using the design pressure 
from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or 
displacement type craft as appropriate, and the coefficients 
du. Os and os as indicated in Table 3.1.10 for the load 
model (b). 


6.10.5 The allowable tensile, compressive and shear 
stress limits indicated in Table 7.3.1 in Chapter 7, and the 
span/deflection ratios indicated in Table 7.2.1 in Chapter 7 are 
to be complied with. 


6.11 Inner bottom transverse web framing 

6.17.7 Inner bottom transverse web frames are defined as 
primary stiffening members which support inner bottom 
longitudinals. They are to be continuous and substantially 
bracketed at their end connections to bottom web frames, 
bottom floors and tankside brackets. 


6.11.2 Where it is impracticable to comply with the 
requirements of 6.11.1, or where it is desired to terminate the 
inner bottom transverse web frames in way of centre or side 
girders, bulkheads or integral tank boundaries, etc., all web 
frames are to be bracketed in way of their end connections, to 
maintain the continuity of structural strength. Particular 
attention is to be taken to ensure accurate alignment of the 
brackets. All brackets are to be ‘soft toed’ and are to 
terminate on suitable supporting structure capable of carrying 
the transmitted bending moment. 


6.17.3 The Rule requirements for bending moment, shear 
force, shear stress and deflection are to be determined from 
the general equations given in 1.14, using the design pressure 
from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or 
displacement type craft as appropriate, and the coefficients oy), 
ds and os as indicated in Table 3.1.10 for the load model (a). 


6.11.4 The allowable tensile, compressive and shear 
stress limits indicated in Table 7.3.1 in Chapter 7, and the 
span/deflection ratios indicated in Table 7.2.1 in Chapter 7 are 
to be complied with. 


6.12 Margin plates 


6.12.1. Amargin plate, if fitted, is to have a thickness as 
required for the inner bottom plating. 
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6.13 Wells 


6.13.1 Small wells constructed in the double bottom are 
not to extend in depth more than necessary. A well extending 
to the outer bottom may, however, be permitted at the after 
end of the shaft tunnel of the craft. Other well arrangements 
(e.g. for lubricating oil under main engines) may be 
considered provided they give protection equivalent to that 
afforded by the double bottom. 


6.14 Transmission of pillar loads 


6.14.1 In double bottoms under widely spaced pillars, the 
connections of the floors to the girders, and of the floors and 
girders to the inner bottom, are to be suitably increased. 
Where pillars are not directly above the intersection of plate 
floors and girders, partial floors and intercostals are to be 
fitted as necessary to support the pillars. Manholes are not to 
be cut in the floors and girders below the heels of pillars. 
Where longitudinal framing is adopted in the double bottom, 
equivalent stiffening under the heels of pillars is to be 
provided, and where the heels of pillars are carried on a 
tunnel, suitable arrangements are to be made to support 
the load. 


6.15 Drainage arrangements 


6.15.7. Suitable arrangements are to be made to provide 
free passage of air and water from all parts of the tanks to the 
air pipes and pump suctions. 


6.15.2 Particular attention is to be given to the positioning 
of limbers to ensure adequate drainage and to avoid stress 
concentrations, see also 5.7. 


6.15.3 Openings in the webs of stiffening sections, baffle 
plates, etc., are to be suitably sealed in accordance with 4.16. 


6.16 Manholes 


6.16.7 Sufficient manholes are to be cut in the inner 
bottom, floors and side girders to provide adequate access 
to and ventilation of all parts of the double bottom. The size of 
the manhole openings in plate laminates is not, in general, to 
exceed 50 per cent of the double bottom depth unless edge 
reinforcement is provided. Holes are, in general, not to be cut 
in the centre girder, except in tanks at the forward and after 
ends of the craft, and elsewhere where tank widths are 
reduced unless additional stiffening and/or compensation is 
fitted to maintain the structural integrity. 


6.17 Pressure testing 


6.17.1 Double bottoms are to be tested upon completion 
with a head of water representing the maximum internal 
pressure which could be experienced in service, but not less 
than a head of water equivalent to the level of the upper deck. 


CJ Section 7 
Bulkheads and deep tanks 


7.1 General 


Liked The requirements of this Section apply to craft with 
bulkheads of either sandwich or single skin composite 
construction. 


7.1.2 Watertight and collision bulkheads are to be fitted 
in accordance with the requirements of Pt 3, Ch 2,4. 


LAGS FRP composite bulkheads and plywood bulkheads 
are, where practicable, to be suitably attached to receiving 
frames, see also LR’s Guidance Notes for Structural Details. 
The bulkheads are to be attached using double angles or 
equivalent, see 1.18. Proposals to fit bulkheads and tank 
boundaries on receiving strips in lieu of frames, will be 
individually considered. 


7.1.4 Where bulkheads are of steel or aluminium 
construction, their scantlings and arrangements are to be in 
accordance with Pt 6, Ch 3 or Pt 7, Ch 3 respectively. The 
method of attachment to the framing will be specially 
considered. 


Lito For bulkheads in way of partially filled holds or 
tanks, sloshing forces may be required to be taken into 
account. Where such forces are likely to be significant, the 
scantlings will be required to be verified by additional 
calculations which are to be submitted with the plans. 


7.1.6 In deep tanks which extend from side to side a 
centreline bulkhead is generally to be fitted. The bulkhead may 
be intact or perforated as desired. If intact the scantlings are 
to comply with the requirements of 7.4 and 7.11 for tank 
boundary bulkheads. If perforated, they are to comply with 
the requirements of 7.11 for washplates. 


7.1.7 The scantlings of non-watertight or partial bulk- 
heads are, in general, to be as required by 7.3 for watertight 
bulkheads. Non-watertight or partial bulkneads supporting 
hull framing are to have scantlings equivalent to frames or web 
frames, in the same position, as appropriate. 


7.2 Symbols and definitions 


7.2.1 The symbols and definitions for use within this 
Section are as given in 1.5.1. 


7.3 Watertight bulkheads 


7.3.1 Composite watertight bulkheads may be of 
sandwich construction, with or without stiffeners, or of single 
skin construction with closely spaced vertical or horizontal 
stiffeners. Where steel or aluminium alloy bulkheads are fitted, 
their scantlings and arrangements are to be in accordance 
with Pt 6, Ch 3 or Pt 7, Ch 3 respectively. Sandwich timber 
bulkheads, plywood bulkheads or other forms of bulkhead 
construction will be considered on the basis of equivalent 
strength and stiffness. Where bulkheads are of novel design 
they will be specially considered. 
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7.3.2 The bending moment assumed to be carried by the 
watertight bulkhead plating is to be not less than that 
determined from 1.9.1, using the design pressure from Pt 5, 
Ch 8,3.1 for both non-displacement or displacement type 
craft. This bending moment is to be applied to laminates of 
both single skin and sandwich construction in the determination 
of the panel scantling required by 7.3.3 and 7.3.5 respectively. 


7.3.3 An estimate of the thickness of watertight bulkhead 
single skin plating is to be determined from 1.12.1. The tensile 
and compressive stresses are to be determined for each ply of 
reinforcement in the proposed laminate using 1.12.3 and 
1.12.4, see also LR’s Guidance Notes for Calculation 
Procedures for Composite Construction. The allowable tensile 
and compressive stress limits indicated in Table 7.3.1 in 
Chapter 7 are to be complied with. 


7.3.4 In no case is the minimum thickness of single skin 
plating to be taken as less than 2,5 mm. 


Li) An estimate of the stiffness EJ, thickness of single 
skin plating for outer and inner skins of the bulkhead 
sandwich panel and the thickness of core material is to be 
determined from 1.13.2 and 1.13.9 respectively. The tensile 
and compressive stresses are to be determined for each ply 
of reinforcement in the proposed laminate using 1.13.7 and 
1.13.8. The allowable tensile and compressive stress limits 
indicated in Table 7.3.1 in Chapter 7 are to be complied with. 


7.3.6 The amount of reinforcement in laminates that form 
the skins of a sandwich laminate is to comply with the require- 
ments of 2.5.1. 


7.3.7 Special consideration may be given to laminate 
thicknesses lesser than that required by 7.3.4 and 7.3.6, 
provided that all of the structural strength requirements of the 
Rules are complied with, a satisfactory water barrier is 
provided, see 2.3.1, and the equivalent impact resistance is 
demonstrated as required by 2.8.2. 


7.3.8 The Rule requirements for bending moment, shear 
force, shear stress and deflection for the bulkhead stiffeners 
are to be determined from the general equations given in 1.14, 
using the design pressure from Pt 5, Ch 3,3.1 for both non 
displacement or displacement type craft, and the coefficients 
dus Os and ds as indicated in Table 3.1.10 for the appropriate 
load model. 


7.3.9 The allowable tensile, compressive and shear 
stress limits indicated in Table 7.3.1 in Chapter 7, and the 
span/deflection ratios indicated in Table 7.2.1 in Chapter 7 are 
to be complied with. 


7.3.10 The geometric properties of stiffener sections are 
to be calculated in accordance with 1.15 using an effective 
width of attached plating as indicated in 1.7. 


7.3.11 Bulkheads are to be suitably strengthened, if 
necessary, at the ends of deck girders and where subjected to 
concentrated loads. 


7.3.12 Bulkheads in engine rooms that may be exposed 
to fuel oils are to be suitably protected against damage by fuel 
oil and by fire, see 7.15. 


7.4 Deep tanks 


7.4.1 Composite integral/deep tank bulkheads may be of 
sandwich construction with or without stiffeners, or of single 
skin with closely spaced vertical or horizontal stiffeners. Where 
steel or aluminium alloy integral/deep tank bulkheads are 
fitted, their scantlings and arrangements are to be in 
accordance with Pt 6, Ch 3 or Pt 7, Ch 3 respectively. Other 
forms of bulkhead construction will be considered on the 
basis of equivalent strength and stiffness. Where bulkheads 
are of novel design they will be specially considered. 


7.4.2 The bending moment, M, or Mg, as appropriate, 
assumed to be carried by the integral/deep tank bulkhead 
plating is to be not less than that determined from 1.9.1, using 
the design pressure from Pt 5, Ch 3,3.1 for both non- 
displacement or displacement type craft. This bending 
moment is to be applied to laminates of both single skin and 
sandwich construction in the determination of the panel 
scantling required by 7.4.3 and 7.4.5 respectively. 


7.4.3 An estimate of the thickness of integral/deep tank 
bulkhead single skin plating is to be determined from 
1.12.1. The tensile and compressive stresses are to be 
determined for each ply of reinforcement in the proposed 
laminate using 1.12.3 and 1.12.4. The allowable tensile and 
compressive stress limits indicated in Table 7.3.1 in Chapter 7 
are to be complied with. 


7.4.4 In no case is the minimum thickness of single skin 
plating to be taken as less than 4,5 mm. 


7.4.5 An estimate of the stiffness EJ, thickness of single 
skin plating for outer and inner skins of integral/deep tank 
bulkhead sandwich panels and the thickness of core 
material is to be determined from 1.13.2 and 1.13.9 
respectively. The tensile and compressive stresses are to be 
determined for each ply of reinforcement in the proposed 
laminate using 1.13.7 and 1.13.8. The allowable tensile and 
compressive stress limits indicated in Table 7.3.1 in Chapter 7 
are to be complied with. 


7.4.6 The amount of reinforcement in laminates that form 
the skins of a sandwich laminate is to comply with the require- 
ments of 2.5.1, see 2.6.2. 


7.4.7 Special consideration may be given to laminate 
thicknesses less than that required by 7.4.4 and 7.4.6, 
provided that all of the structural strength requirements of the 
Rules are complied with, a satisfactory water barrier is 
provided, see 2.3.1, and the equivalent impact resistance is 
demonstrated as required by 2.8.2. 


7.4.8 The Rule requirements for bending moment, shear 
force, shear stress and deflection for the integral/deep tank 
stiffeners are to be determined from the general equations 
given in 1.14, using the design pressure from Pt 5, Ch 3,3.1 
for both non-displacement or displacement type craft, and the 
coefficients yy, ds and os as indicated in Table 3.1.10 for the 
load model (a). 
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7.4.9 The allowable tensile, compressive and shear 
stress limits indicated in Table 7.3.1 in Chapter 7, and the 
span/deflection ratios indicated in Table 7.2.1 in Chapter 7 are 
to be complied with. 


7.4.10 The geometric properties of stiffener sections are 
to be calculated in accordance with 1.15 using an effective 
width of attached plating as indicated in 1.7. 


7.4.11 Integral/deep tank bulkheads are to be suitably 
strengthened, if necessary, at the ends of deck girders and 
where subjected to concentrated loads. 


7.4.12 \|ntegral/deep tank bulkheads in engine rooms that 
may be subjected to fuel oils are to be suitably protected 
against damage by fuel oil and by fire, see 7.15. 


7.5 Double bottom tanks 


Vos The scantlings of double bottom tanks are to meet 
the structural requirements for deep tanks in accordance 
with 7.4. 


7.5.2 Where the crown of a double bottom tank forms a 
vehicle, passenger or other deck, the requirements of 
Section 8 are also to be complied with. 


7.6 Collision bulkheads 


7.641 The scantlings of composite collision bulkheads are 
to meet the requirements of 7.3 but with allowable tensile, 
compressive and shear stress limits for collision bulkheads as 
indicated in Table 7.3.1 in Chapter 7. 


7.6.2 lf the collision bulkhead forms the boundary of a 
deep tank or cofferdam the requirements of 7.4 are to be 
complied with. 


7.7 Gastight bulkheads 


7.7.1 Where gastight bulkheads are fitted, in accordance 
with Pt 3, Ch 2,4, their scantlings are to be as required for 
watertight bulkheads. 


7.7.2 Gastight bulkheads are to be fitted to protect 
accommodation spaces from gases and vapour fumes from 
machinery, exhaust and fuel systems. 


7.8 Plywood bulkheads 
7.8.1 Plywood used for bulkheads is to be high quality 
marine plywood, and is to be in accordance with the require- 


ments of Ch 2,2.17. 


7.8.2 The structural requirements of plywood watertight 
bulkheads are to be as required by 7.1. 


7.9 Non-watertight or partial bulkheads 


7.9.1 Where a bulkhead is structural but non-watertight, 
the scantlings are, in general, to be as required for watertight 
bulkheads or equivalent in strength to web frames in the same 
position. Partial bulkheads that are non-structural are outside 
the scope of LR classification. 


7.10 Stiffeners passing through bulkheads 


7.10.1 Primary longitudinal stiffening members are to be 
continuous through transverse bulkheads. 


7.10.2 Where astiffener passes through a watertight bulk- 
head the bonding of the stiffener and compensation in way is 
to be not less than the laminate weight of the bulkhead. 


7.10.3. Where structural members pass through the 
boundaries of watertight bulkheads or integral/deep tanks, 
and leakage into the adjacent space could be hazardous or 
undesirable, suitable cofferdams are to be built into the cores 
of top-hat stiffeners on each side of the boundary. The 
minimum thickness of such cofferdams is 4,5 mm. 


7.10.4 Pipe or cable runs through watertight bulkheads are 
to be fitted with suitable watertight glands. 


7.11 Wash plates 


7.11.1 Tanks are to be subdivided as necessary by 
internal baffles or wash plates and the minimum thickness of the 
laminate for any internal structure is not, in general, to be less 
than 4,5 mm at a fibre content of 0,5 or equivalent thickness. 
Baffles or wash plates which support hull framing are to have 
scantlings equivalent to web frames in the same position. 


7.11.2 Wash plates and wash bulkheads are, in general, to 
have an area of perforation not less than 10 per cent of the total 
area of the bulkhead. The perforations are to be so arranged 
that the efficiency of the bulkhead as a support is not impaired. 


7.11.3. The plate thickness is to be not less than the 
structural element from which the wash bulkhead is formed. 


7.12 Cofferdams 


7.12.1 Acofferdam is to be fitted between fresh water and oil 
fuel or sanitary tanks. The scantlings of cofferdams are to comply 
with the requirements for deep tank bulkheads given in 7.4. 


7.13 Coatings 


7.13.1 Fuel tanks are to incorporate a resin rich surface or 
be coated with an oil retardant resin on the internal exposed 
surfaces. Potable fresh water tanks are similarly to be coated 
with a suitable non-tainting resin. 
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7.14 Air pipes 


7.14.1 Air pipes sufficient in number and area are to be 
fitted to each tank in accordance with Pt 15, Ch 2,11. 


7.15 Fire protection 


7.15.1 Fire protection requirements as given in Part 17 are 
to be complied with. 


7.16 Access 


7.16.1. All compartments within the craft are to be 
accessible in order to facilitate proper maintenance and future 
structural surveys. Linings on craft-sides, deck-heads and 
bulkheads etc., must be capable of being removed. Similarly, 
sufficient space must be available below lower decks/soles to 
provide proper access to the bottom structure; an adequate 
number of manholes, removable panels, etc., are to be 
provided for this purpose. 


7.16.2 Doors fitted through watertight bulkheads are to be 
of equivalent construction to the bulkhead in which they are 
fitted, permanently attached, capable of being closed water- 
tight from both sides of the bulkhead and are to be tested 
watertight. 


7.16.3 Doors or hatches are not to be fitted in collision 
bulkheads, except in craft of less than 21 m Rule length, Lp, 
or where it would be impracticable to arrange access to the 
forepeak other than through the collision bulkhead. Where 
fitted, such doors or hatches are to be watertight, as small as 
practicable and are to open into the forepeak compartment. 
Consideration will be given to operation from one side only. 
Doors or hatches in collision bulkheads are to be kept closed 
at all times while the craft is at sea. 


7.16.4 Particular attention is to be given to the design and 
workmanship of adequate access manholes in tanks. 


7.16.5 Where a manhole is fitted in a tank, the exposed 
edges of all openings cut in sandwich panels are to be 
suitably sealed. In general a high density foam core (or 
equivalent material) is to be used around the perimeter of such 
openings. Exposed edges in way of cut-outs in sandwich 
panels are to be overlaminated with a weight of laminate not 
less than that required for the skin of the sandwich panel 
exposed to the fluid or as required by 2.5.1, whichever is the 
greater, see 2.3.1. 


7.16.6 Manhole covers are to be attached using bolts/ 
studs spaced at not greater than six diameters. The cover is to 
be fitted on a suitable seal. Where studs or bolts used to attach 
the cover plate to the manhole pass through the laminate, they 
are to be suitably secured, sealed and over-laminated. 


7.17 Testing 


7.17.1 \Integral/deep tanks are to be tested by air 
pressure or by a head of water. If tested by water, the head is 
to be either to 1,8 m above the crown of the tank or to the 
top of the air or overflow pipe, whichever is the greater. When 
tested by air, the pressure is not to exceed 0,014 N/mm?. The 
head to which the tank will be subjected in service is to be 
indicated on the plans submitted. 


O Section 8 
Deck structures 


8.1 General 


8.1.1 The deck structure may be of either single skin or 
sandwich construction and is to be supported by transverse 
beams with fore and aft girders or by longitudinals with deep 
transverse beams. 


8.1.2 Beams are to be fitted at each frame position and 
be bracketed to the side frames. Strong beams and deep 
transverse beams are to align with and be effectively 
connected to the side web frames. They are also to be fitted 
at the ends of large openings in the deck. 


8.1.3 The ends of beams, longitudinals, girders and 
transverses are to be effectively built into the adjacent 
structure, or equivalent arrangements provided. 


8.1.4 Primary stiffening members are to be continuous 
and substantially bracketed at their end connections to 
maintain continuity of structural strength. 


8.1.5 Secondary stiffening members are to be effectively 
continuous and bracketed at their end connections as 
appropriate. 


8.1.6 Deck structures subject to concentrated loads, 
such as pillars out of line, are to be suitably reinforced. Where 
concentrations of loading on one side of a stiffener may occur, 
the stiffener is to be adequately stiffened against torsion. 
Additional reinforcements may be required in way of localised 
areas of high stress. 


8.1.7 Deck structures are to comply with the minimum 
thickness requirements of Section 2. 


8.1.8 Tripping brackets are to be fitted on deep webs. 


8.2 Symbols and definitions 


8.2.1 The symbols defined in 1.5.1 apply, unless other- 
wise specified. 
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8.3 Strength/weather deck laminate 


8.3.1 The bending moment assumed to be carried by the 
strength/weather deck plating is to be not less than that 
determined from 1.9.1, using the design pressure from Pt 5, 
Ch 8,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment type craft as appropriate. This bending moment is to be 
applied to laminates of both single skin and sandwich 
construction in the determination of the panel scantling 
required by 8.3.2 and 8.3.4 respectively. 


8.3.2 An estimate of the thickness of strength/weather 
deck single skin plating is to be determined from 1.12.1. 
The tensile and compressive stresses are to be determined 
for each ply of reinforcement in the proposed laminate using 
1.12.3 and 1.12.4, see also LR’s Guidance Notes for 
Calculation Procedures for Composite Construction. The 
allowable tensile and compressive stress limits indicated in 
Table 7.3.1 in Chapter 7 are to be complied with. 


8.3.3 In no case is the minimum thickness of single skin 
plating to be taken as less than 4 mm. 


8.3.4 An estimate of the stiffness EJ, thickness of single 
skin plating for outer and inner skins of the strength/weather 
deck sandwich panels and the thickness of core material is 
to be determined from 1.13.2 and 1.13.9 respectively. The 
tensile and compressive stresses are to be determined for 
each ply of reinforcement in the proposed laminate using 
1.13.7 and 1.13.8. The allowable tensile and compressive 
stress limits indicated in Table 7.3.1 in Chapter 7 are to be 
complied with. 


8.3.5 The amount of reinforcement in laminates that form 
the skins of a sandwich laminate is to comply with the require- 
ments of 2.5.1. 


8.3.6 Special consideration may be given to laminate 
thicknesses lesser than that required by 8.3.3 and 8.3.5, 
provided that all of the structural strength requirements of the 
Rules are complied with, a satisfactory water barrier is 
provided, see 2.3.1, and the equivalent impact resistance is 
demonstrated as required by 2.8.2. 


8.3.7 The scantlings of watertight cockpits are to be of 
equivalent strength to those for the strength/weather deck, 
see also Part 4. 


8.3.8 It is recommended that working areas of the 
weather deck have an anti-slip surface. 


8.3.9 Where decks are sheathed with wood or other 
materials, details of the method of attachment are to be 
submitted, see also 2.9. 


8.4 Lower deck/inside deckhouse deck laminate 


8.4.1 The bending moment assumed to be carried by the 
lower deck/inside deckhouse deck plating is to be not less 
than that determined from 1.9.1, using the design pressure 
from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or 
displacement type craft as appropriate. This bending moment 
is to be applied to laminates of both single skin and sandwich 
construction in the determination of the panel scantling 
required by 8.4.2 and 8.4.4 respectively. 


8.4.2 An estimate of the thickness of the lower deck/ 
inside deckhouse deck single skin plating is to be deter- 
mined from 1.12.1. The tensile and compressive stresses are 
to be determined for each ply of reinforcement in the proposed 
laminate using 1.12.3 and 1.12.4, see also LR’s Guidance 
Notes for Calculation Procedures for Composite Construction. 
The allowable tensile and compressive stress limits indicated in 
Table 7.3.1 in Chapter 7 are to be complied with. 


6.4.3 In no case is the minimum thickness of single skin 
plating to be taken as less than 3 mm. 


8.4.4 An estimate of the stiffness EJ, thickness of single 
skin plating for outer and inner skins of the lower deck/inside 
deckhouse deck sandwich panels and the thickness of 
core material is to be determined from 1.13.2 and 1.13.9 
respectively. The tensile and compressive stresses are to be 
determined for each ply of reinforcement in the proposed 
laminate using 1.13.7 and 1.13.8. The allowable tensile and 
compressive stress limits indicated in Table 7.3.1 in Chapter 7 
are to be complied with. 


8.4.5 The amount of reinforcement in laminates that form 
the skins of a sandwich laminate is to comply with the require- 
ments of 2.5.1. 


8.4.6 Special consideration may be given to laminate 
thicknesses lesser than that required by 8.4.3 and 8.4.5, 
provided that all of the structural strength requirements of the 
Rules are complied with. 


8.5 Accommodation deck laminate 


8.5.1 Accommodation decks are, in general, to be 
treated as lower deck/inside deckhouse decks, with their 
scantling requirements determined in accordance with 8.4. 


8.5.2 Sandwich timber, plywood or other forms of deck 
construction will be considered on the basis of equivalent 
strength and stiffness. 


8.6 Cargo deck laminate 


8.6.1 The bending moment assumed to be carried by the 
cargo deck plating is to be not less than that determined from 
1.9.1, using the design pressure from Pt 5, Ch 3,3.1 or Pt 5, 
Ch 4,3.1 for non-displacement or displacement type craft as 
appropriate. This bending moment is to be applied to 
laminates of both single skin and sandwich construction in the 
determination of the panel scantling required by 8.6.2 and 
8.6.4 respectively. 
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8.6.2 An estimate of the thickness of the cargo deck 
single skin plating is to be determined from 1.12.1. The 
tensile and compressive stresses are to be determined for 
each ply of reinforcement in the proposed laminate using 
1.12.3 and 1.12.4, see also LR’s Guidance Notes for 
Calculation Procedures for Composite Construction. The 
allowable tensile and compressive stress limits indicated in 
Table 7.3.1 in Chapter 7 are to be complied with. 


8.6.3 In no case is the minimum thickness of single skin 
plating to be taken as less than 4 mm. 


8.6.4 An estimate of the stiffness E/, thickness of single 
skin plating for outer and inner skins of the cargo deck 
sandwich panels and the thickness of core material is to be 
determined from 1.13.2 and 1.13.9 respectively. The tensile 
and compressive stresses are to be determined for each ply 
of reinforcement in the proposed laminate using 1.13.7 and 
1.13.8. The allowable tensile and compressive stress limits 
indicated in Table 7.3.1 in Chapter 7 are to be complied with. 


8.6.5 The amount of reinforcement in laminates that form 
the skins of a sandwich laminate is to comply with the 
requirements of 2.5.1. 


8.6.6 Special consideration may be given to laminate 
thicknesses lesser than that required by 8.6.3 and 8.6.5, 
provided that all of the structural strength requirements of the 
Rules are complied with, a satisfactory water barrier is 
provided, see 2.3.1, and the equivalent impact resistance is 
demonstrated as required by 2.8.2. 


8.7 Decks forming crown of tanks 


8.7.1 Decks forming the crowns of tanks are to comply 
with the requirements for the appropriate deck and, are to be 
additionally examined for compliance with the requirements 
for deep tanks given in 7.4. 


8.8 Strength/weather deck stiffening 


8.8.1 The Rule requirements for bending moment, shear 
force, shear stress and deflection for the strength/weather 
deck primary stiffeners are to be determined from the 
general equations given in 1.14, using the design pressure 
from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or 
displacement type craft as appropriate, and the coefficients 
dm, Og and os as indicated in Table 3.1.10 for the load 
model (a). 


8.8.2 The Rule requirements for bending moment, shear 
force, shear stress and deflection for the strength/weather 
deck secondary stiffeners are to be determined from the 
general equations given in 1.14, using the design pressure 
from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or 
displacement type craft as appropriate, and the coefficients 
du ds and os as indicated in Table 3.1.10 for the load model 
(b). Special consideration will be given to the application of 
other load models subject to the structural arrangement and 
degree of end fixity provided. 


8.8.3 The allowable tensile, compressive and shear 
stress limits indicated in Table 7.3.1 in Chapter 7, and the 
span/deflection ratios indicated in Table 7.2.1 in Chapter 7 are 
to be complied with. 


8.8.4 The geometric properties of stiffener sections are 
to be calculated in accordance with 1.15 using an effective 
width of attached plating as given in 1.7. 


8.9 Lower deck/inside deckhouse stiffening 


8.9.1 The Rule requirements for bending moment, shear 
force, shear stress and deflection for the lower deck/inside 
deckhouse stiffeners are to be determined from the general 
equations given in 1.14, using the design pressure from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment type craft as appropriate, and the coefficients by, ds 
and $s as indicated in Table 3.1.10 for the appropriate load 
model. Primary members are assumed to be load model (a), 
secondary members are, in general, assumed to load model 
(b), however special consideration will be given to the appli- 
cation of other load models subject to the structural 
arrangement and degree of end fixity provided. 


8.9.2 The allowable tensile, compressive and shear 
stress limits indicated in Table 7.3.1 in Chapter 7, and the 
span/deflection ratios indicated in Table 7.2.1 in Chapter 7 are 
to be complied with. 


8.9.3 The geometric properties of stiffener sections are 
to be calculated in accordance with 1.15 using an effective 
width of attached plating as given in 1.7. 


8.10 Accommodation deck stiffening 

8.10.1 Accommodation decks are, in general, to be 
treated as lower deck/inside deckhouse decks, with their 
scantling requirements determined in accordance with 8.9. 


8.11 Cargo decks 

8.17.1. The Rule requirements for bending moment, shear 
force, shear stress and deflection for cargo deck stiffeners are 
to be determined from the general equations given in 1.14, 
using the design pressure from Pt 5, Ch 3,3.1 or Pt 5, 
Ch 4,3.1 for non-displacement or displacement type craft as 
appropriate, and the coefficients by, ds and os as indicated 
in Table 3.1.10 for the appropriate load model. Primary 
members are assumed to be load model (a), secondary 
members are, in general, assumed to be load model (b), 
however special consideration will be given to the application 
of other load models subject to the structural arrangement 
and degree of end fixity provided. Additionally where the cargo 
comprises wheeled vehicles the requirements of Ch 5,3 are 
to be complied with. 


8.11.2 The allowable tensile, compressive and shear 
stress limits indicated in Table 7.3.1 in Chapter 7, and the 
span/deflection ratios indicated in Table 7.2.1 in Chapter 7 are 
to be complied with. 
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8.11.3 The geometric properties of stiffeners sections are 
to be calculated in accordance with 1.15 using an effective 
width of attached plating as given in 1.7. 


8.12 Deck openings 


8.12.1 All openings are to be supported by an adequate 
framing system, pillars or cantilevers. When cantilevers are 
used, stiffening requirements may be derived from direct 
calculations. 


8.12.2 Where stiffening members are stopped in way of an 
opening, they are to be attached to carlings, girders, transverses 
or coamings. 


8.12.3 The corners of large hatchways in the strength/ 
weather deck within 0,5L amidships are to be elliptical, 
parabolic or rounded, with a radius generally not less than 
1/24 of the breadth of the opening. 


8.12.4 Where elliptical corners are arranged, the major axis 
is to be fore and aft, the ratio of the major to minor axis is to 
be not less than two to one, nor greater than 2,5 to 1, and the 
minimum half-length of the major axis is to be defined by /, in 
Fig. 3.8.1. Where parabolic corners are arranged, the dimen- 
sions are also to be as shown in Fig. 3.8.1. 


8.12.5 Where the corners are parabolic or elliptical, 
increased thickness of laminate will, in general, not be required. 


8.12.6 For other shapes of corner, reinforcement of the 
size and extent shown in Fig. 3.8.2 will, in general, be 
required. The required weight of reinforcement is to be not 
less than 25 per cent greater than the adjacent deck laminate. 


8.12.7 For lower decks the corners of large openings are 
to be rounded, with a radius generally not less than 1/24 of 
the breadth of the opening. 


8.12.8 Reinforcement as given in 8.12.6 will be required at 
lower decks in way of rapid change in hull form to compen- 
sate for loss of deck cross-sectional area. Otherwise, 
reinforcement will not normally be required. 


8.12.9 Adequate transverse strength is to be provided in 
the deck area between large hatch openings subjected to 
transverse and buckling loads. 

8.12.10 The requirements for closing arrangements and 
outfit are given in Pt 3, Ch 4. 

8.13 Sheathing 

8.13.1. The requirements for deck sheathing are given 
in 2.9. 


8.14 Novel features 


8.14.1 Novel features will be specially considered in 
accordance with 2.7. 
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Fig. 3.8.1. Hatch opening geometry 
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Fig. 3.8.2 
Reinforcement in way of hatch opening 


8.14.2 Where large or novel hatch openings are proposed, 
detailed calculations are to be submitted to demonstrate that 
the scantlings and arrangements in way of the openings are 
adequate to maintain continuity of structural strength. 
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a Section 9 
Superstructures, deckhouses and 
bulwarks 


9.1 General 


9.1.1 Superstructures, deckhouses and bulwarks may be 
of single skin or sandwich construction or a combination of 
both. 


9.1.2 Where practicable, superstructures and deck- 
houses are to be designed with well cambered decks and well 
radiused corners to build rigidity into the structure. 


9.1.3 The laminate and supporting structure are to be 
suitably reinforced in way of stressed corners of openings, 
cranes, masts, derrick posts, machinery, fittings and other 
heavy or vibrating loads. 


9.1.4 Primary stiffening members are to be continuous 
and substantially bracketed at their end connections to 
maintain continuity of structural strength. 


9.1.5 Secondary stiffening members are, in general, to be 
continuous through supporting structures. 


9.1.6 Structures subject to concentrated loads, such as 
pillars out of line, are to be suitably reinforced. Where concen- 
trations of loading on one side of a stiffener may occur, the 
stiffener is to be adequately stiffened against torsion. 
Additional reinforcements may be required in way of localised 
areas of high stress. 


9.1.7 Structures are to comply with the minimum 
thickness requirements of Section 2. 


9.1.8 Where a superstructure is fitted, the side shell 
plating, in way of the end of the superstructure, may be 
required to be increased in thickness, see 3.14. 


9.2 Symbols and definitions 


9.2.1 The term ‘house’ is used in this Section to include 
both superstructures and deckhouses. 


9.2.2 The symbols for use within this Section are as 
defined in 1.5.1 unless otherwise specified. 


9.3 House side laminates 


9.3.1 The bending moment assumed to be carried by the 
house side plating is to be not less than that determined from 
1.9.1, using the design pressure from Pt 5, Ch 3,3.1 or Pt 5, 
Ch 4,3.1 for non-displacement or displacement type craft as 
appropriate. This bending moment is to be applied to 
laminates of both single skin and sandwich construction in the 
determination of the panel scantling required by 9.3.2 and 
9.3.4 respectively. 


9.3.2 An estimate of the thickness of house side single 
skin plating is to be determined from 1.12.1. The tensile and 
compressive stresses are to be determined for each ply of 
reinforcement in the proposed laminate using 1.12.3 and 
1.12.4, see also LR’s Guidance Notes for Calculation 
Procedures for Composite Construction. The allowable tensile 
and compressive stress limits indicated in Table 7.3.1 in 
Chapter 7 are to be complied with. 


9.3.3 In no case is the minimum thickness of single skin 
plating to be taken as less than 2,5 mm. 


9.3.4 An estimate of the stiffness E/, thickness of single 
skin plating for outer and inner skins of the house side 
sandwich panels and the thickness of core material is to be 
determined from 1.13.2 and 1.13.9 respectively. The tensile 
and compressive stresses are to be determined for each ply 
of reinforcement in the proposed laminate using 1.13.7 and 
1.13.8. The allowable tensile and compressive stress limits 
indicated in Table 7.3.1 in Chapter 7 are to be complied with. 


9.3.5 The amount of reinforcement in laminates that form 
the skins of a sandwich laminate is to comply with the require- 
ments of 2.5.1. 


9.4 House front laminates 


9.4.1 The bending moment assumed to be carried by the 
house front plating is to be not less than that determined from 
1.9.1, using the design pressure from Pt 5, Ch 3,3.1 or Pt 5, 
Ch 4,3.1 for non-displacement or displacement type craft as 
appropriate. This bending moment is to be applied to 
laminates of both single skin and sandwich construction in the 
determination of the panel scantling required by 9.4.2 and 
9.4.4 respectively. 


9.4.2 An estimate of the thickness of house front single 
skin plating is to be determined from 1.12.1. The tensile and 
compressive stresses are to be determined for each ply of 
reinforcement in the proposed laminate using 1.12.3 and 
1.12.4, see also LR’s Guidance Notes for Calculation 
Procedures for Composite Construction. The allowable tensile 
and compressive stress limits indicated in Table 7.3.1 in 
Chapter 7 are to be complied with. 


9.4.3 In no case is the minimum thickness of single skin 
plating to be taken as less than 3,0 mm. 


9.4.4 An estimate of the stiffness E/, the thickness of 
single skin plating for outer and inner skins of the house front 
sandwich panels and the thickness of core material is to be 
determined from 1.13.2 and 1.13.9 respectively. The tensile 
and compressive stresses are to be determined for each ply 
of reinforcement in the proposed laminate using 1.13.7 and 
1.13.8. The allowable tensile and compressive stress limits 
indicated in Table 7.3.1 in Chapter 7 are to be complied with. 


9.4.5 The amount of reinforcement in laminates that form 
the skins of a sandwich laminate is to comply with the require- 
ments of 2.5.1. 
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9.5 House aft end laminates 


9.5.1 The bending moment assumed to be carried by the 
house aft end plating is to be not less than that determined 
from 1.9.1, using the design pressure from Pt 5, Ch 3,3.1 or 
Pt 5, Ch 4,3.1 for non-displacement or displacement type 
craft as appropriate. This bending moment is to be applied to 
laminates of both single skin and sandwich construction in the 
determination of the panel scantling required by 9.5.2 and 
9.5.4 respectively. 


9.5.2 An estimate of the thickness of house aft end 
single skin plating is to be determined from 1.12.1. The 
tensile and compressive stresses are to be determined for 
each ply of reinforcement in the proposed laminate using 
1.12.3 and 1.12.4, see also LR’s Guidance Notes for 
Calculation Procedures for Composite Construction. The 
allowable tensile and compressive stress limits indicated in 
Table 7.3.1 in Chapter 7 are to be complied with. 


9.5.3 In no case is the minimum thickness of single skin 
plating to be taken as less than 2,5 mm. 


9.5.4 An estimate of the stiffness EJ, the thickness of 
single skin plating for outer and inner skins of the house aft 
end sandwich panels and the thickness of core material is 
to be determined from 1.13.2 and 1.13.9 respectively. The 
tensile and compressive stresses are to be determined for 
each ply of reinforcement in the proposed laminate using 
1.13.7 and 1.13.8. The allowable tensile and compressive 
stress limits indicated in Table 7.3.1 in Chapter 7 are to be 
complied with. 


9.5.5 The amount of reinforcement in laminates that form 
the skins of a sandwich laminate is to comply with the require- 
ments of 2.5.1. 


9.6 House top laminates 


9.6.1 The bending moment assumed to be carried by the 
house top plating is to be not less than that determined from 
1.9.1, using the design pressure from Pt 5, Ch 3,3.1 or Pt 5, 
Ch 4,3.1 for non-displacement or displacement type craft as 
appropriate. This bending moment is to be applied to 
laminates of both single skin and sandwich construction in the 
determination of the panel scantling required by 9.6.3 and 
9.6.5 respectively. 


9.6.2 An estimate of the thickness of house top single 
skin plating is to be determined from 1.12.1. The tensile and 
compressive stresses are to be determined for each ply of 
reinforcement in the proposed laminate using 1.12.3 and 
1.12.4, see also LR’s Guidance Notes for Calculation 
Procedures for Composite Construction. The allowable tensile 
and compressive stress limits indicated in Table 7.3.1 in 
Chapter 7 are to be complied with. 


9.6.3 In no case is the minimum thickness of single skin 
plating to be taken as less than 2,5 mm. 


9.6.4 An estimate of the stiffness EJ, the thickness of 
single skin plating for outer and inner skins of the house 
top sandwich panels and the thickness of core material is 
to be determined from 1.13.2 and 1.13.9 respectively. The 
tensile and compressive stresses are to be determined for 
each ply of reinforcement in the proposed laminate using 
1.13.7 and 1.13.8. The allowable tensile and compressive 
stress limits indicated in Table 7.3.1 in Chapter 7 are to be 
complied with. 


9.6.5 The amount of reinforcement in laminates that form 
the skins of a sandwich laminate is to comply with the require- 
ments of 2.5.1. 


9.7 Coachroof laminates 


9.7.1 The bending moment assumed to be carried by the 
coachroof plating is to be not less than that determined from 
1.9.1, using the design pressure from Pt 5, Ch 3,3.1 or Pt 5, 
Ch 4,3.1 for non-displacement or displacement type craft as 
appropriate. This bending moment is to be applied to 
laminates of both single skin and sandwich construction in the 
determination of the panel scantling required by 9.7.2 and 
9.7.4 respectively. 


9.7.2 An estimate of the thickness of coachroof single 
skin plating is to be determined from 1.12.1. The tensile and 
compressive stresses are to be determined for each ply of 
reinforcement in the proposed laminate using 1.12.3 and 
1.12.4, see also LR’s Guidance Notes for Calculation 
Procedures for Composite Construction. The allowable tensile 
and compressive stress limits indicated in Table 7.3.1 in 
Chapter 7 are to be complied with. 


9.7.3 In no case is the minimum thickness of single skin 
plating to be taken as less than 2,5 mm. 


9.7.4 An estimate of the stiffness E/, thickness of single 
skin plating for outer and inner skins of the coachroof 
sandwich panels and the thickness of core material is to be 
determined from 1.13.2 and 1.13.9 respectively. The tensile 
and compressive stresses are to be determined for each ply 
of reinforcement in the proposed laminate using 1.13.7 and 
1.13.8. The allowable tensile and compressive stress limits 
indicated in Table 7.3.1 in Chapter 7 are to be complied with. 


9.7.5 The amount of reinforcement in laminates that form 
the skins of a sandwich laminate is to comply with the require- 
ments of 2.5.1. 


9.8 Machinery casing laminates 


9.8.1 The bending moment assumed to be carried by the 
machinery casing plating is to be not less than that 
determined from 1.9.1, using the design pressure from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment type craft as appropriate. This bending moment is to be 
applied to laminates of both single skin and sandwich 
construction in the determination of the panel scantling 
required by 9.8.2 and 9.8.4 respectively. 
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9.8.2 An estimate of the thickness of the machinery 
casing single skin plating is to be determined from 1.12.1. 
The tensile and compressive stresses are to be determined 
for each ply of reinforcement in the proposed laminate using 
1.12.3 and 1.12.4, see also LR’s Guidance Notes for 
Calculation Procedures for Composite Construction. The 
allowable tensile and compressive stress limits are indicated in 
Table 7.3.1 in Chapter 7 for house side plating. 


9.8.3 In no case is the minimum thickness of single skin 
plating to be taken as less than 3,0 mm. 


9.8.4 An estimate of the stiffness EJ, the thickness of 
single skin plating for outer and inner skins of the machinery 
casing sandwich panels and the thickness of core material 
is to be determined from 1.13.2 and 1.13.9 respectively. The 
tensile and compressive stresses are to be determined for 
each ply of reinforcement in the proposed laminate using 
1.13.7 and 1.13.8. The allowable tensile and compressive 
stress limits indicated in Table 7.3.1 in Chapter 7 are to be 
complied with. 


9.8.5 The amount of reinforcement in laminates that form 
the skins of a sandwich laminate is to comply with the require- 
ments of 2.5.1. 


9.9 Forecastle requirements 


9.9.7 The side laminate may be a continuation of the hull 
laminate, an integral part of the deck moulding or connected 
as a separate assembly. The laminate is to be the same 
weight as the side hull laminate at the deck edge position, and 
is to be increased along the connection, if fitted, to the top 
edge of the hull. Suitable scarfing arrangements are to be 
made to ensure the continuity of the effect of the sheerstrake 
at the break and at the upper edge of the forecastle side. The 
laminate is to be stiffened by sideframes carried up or they 
may be stopped short of the deck provided the ends are 
effectively built-in. Deep webs are to be fitted to ensure over- 
all rigidity of the side laminate. 


9.10 House side stiffeners 

9.10.1. The Rule requirements for bending moment, shear 
force, shear stress and deflection for the house side primary 
stiffeners are to be determined from the general equations 
given in 1.14, using the design pressure from Pt 5, Ch 3,3.1 or 
Pt 5, Ch 4,3.1 for non-displacement or displacement type 
craft as appropriate, and the coefficients oy, ds and os as 
indicated in Table 3.1.10 for the load model (a). 


9.10.2 The Rule requirements for bending moment, shear 
force, shear stress and deflection for the house side 
secondary stiffeners are to be determined from the general 
equations given in 1.14, using the design pressure from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment type craft as appropriate, and the coefficients by, dg and 
os as indicated in Table 3.1.10 for the load model (b). Special 
consideration will be given to the application of other load 
models subject to the structural arrangement and degree of 
end fixity provided. 


9.10.3 The allowable tensile, compressive and shear 
stress limits indicated in Table 7.3.1 in Chapter 7, and the 
span/deflection ratios indicated in Table 7.2.1 in Chapter 7 are 
to be complied with. 


9.10.4 The geometric properties of stiffener sections are 
to be calculated in accordance with 1.15 using an effective 
width of attached plating as given in 1.7. 


9.11 House front stiffeners 

9.17.1. The Rule requirements for bending moment, shear 
force, shear stress and deflection for the house front primary 
stiffeners are to be determined from the general equations 
given in 1.14, using the design pressure from Pt 5, Ch 3,3.1 or 
Pt 5, Ch 4,3.1 for non-displacement or displacement type 
craft as appropriate, and the coefficients dy, dg and os as 
indicated in Table 3.1.10 for the load model (a). 


9.17.2 The Rule requirements for bending moment, shear 
force, shear stress and deflection for the house front 
secondary stiffeners are to be determined from the general 
equations given in 1.14, using the design pressure from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment type craft as appropriate, and the coefficients by, dg and 
$s as indicated in Table 3.1.10 for the load model (b). Special 
consideration will be given to the application of other load 
models subject to the structural arrangement and degree of 
end fixity provided. 


9.11.3 The allowable tensile, compressive and shear 
stress limits indicated in Table 7.3.1 in Chapter 7, and the 
span/deflection ratios indicated in Table 7.2.1 in Chapter 7 are 
to be complied with. 


9.11.4 The geometric properties of stiffeners sections are 
to be calculated in accordance with 1.15 using an effective 
width of attached plating as given in 1.7. 


9.12 House aft end stiffeners 

9.12.1. The Rule requirements for bending moment, shear 
force, shear stress and deflection for the house aft end 
primary stiffeners are to be determined from the general 
equations given in 1.14, using the design pressure from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment type craft as appropriate, and the coefficients oy, bs and 
3 as indicated in Table 3.1.10 for the load model (a). 


9.12.2 The Rule requirements for bending moment, shear 
force, shear stress and deflection for the house aft end 
secondary stiffeners are to be determined from the general 
equations given in 1.14, using the design pressure from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment type craft as appropriate, and the coefficients oy, os 
and 3s as indicated in Table 3.1.10 for the load model (b). 
Special consideration will be given to the application of other 
load models subject to the structural arrangement and degree 
of end fixity provided. 
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9.12.3. The allowable tensile, compressive and shear 
stress limits indicated in Table 7.3.1 in Chapter 7, and the 
span/deflection ratios indicated in Table 7.2.1 in Chapter 7 are 
to be complied with. 


9.12.4 The geometric properties of stiffener sections are 
to be calculated in accordance with 1.15 using an effective 
width of attached plating as given in 1.7. 


9.13 House top stiffeners 

9.13.1 The house top is to be efficiently supported by a 
system of transverse or longitudinal beams and girders. The 
span of the beams is generally not to exceed 2,4 m and the 
beams are to be effectively built into the house upper 
coamings and girders. 


9.13.2 The Rule requirements for bending moment, shear 
force, shear stress and deflection for the house top primary 
stiffeners are to be determined from the general equations 
given in 1.14, using the design pressure from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment type craft as appropriate, and the coefficients oy, ds and 
os as indicated in Table 3.1.10 for the load model (a). 


9.13.3 The Rule requirements for bending moment, shear 
force, shear stress and deflection for the house top 
secondary stiffeners are to be determined from the general 
equations given in 1.14, using the design pressure from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment type craft as appropriate, and the coefficients oy, ds and 
ds as indicated in Table 3.1.10 for the load model (b). Special 
consideration will be given to the application of other load 
models subject to the structural arrangement and degree of 
end fixity provided. 


9.13.4 The allowable tensile, compressive and shear 
stress limits indicated in Table 7.3.1 in Chapter 7, and the 
span/deflection ratios indicated in Table 7.2.1 in Chapter 7 are 
to be complied with. 


9.13.5 The geometric properties of stiffeners sections are 
to be calculated in accordance with 1.15 using an effective 
width of attached plating as given in 1.7. 


9.14 Coachroof stiffeners 

9.14.1. The Rule requirements for bending moment, shear 
force, shear stress and deflection for the coachroof primary 
stiffeners are to be determined from the general equations 
given in 1.14, using the design pressure from Pt 5, Ch 3,3.1 or 
Pt 5, Ch 4,3.1 for non-displacement or displacement type 
craft as appropriate, and the coefficients by, ds and os as 
indicated in Table 3.1.10 for the load model (a). 


9.14.2 The Rule requirements for the bending moment, 
shear force, shear stress and deflection for the coachroof 
secondary stiffeners are to be determined from the general 
equations given in 1.14, using the design pressure from Pt 5, 
Ch 8,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment type craft as appropriate, and the coefficients oy, ds 
and $s as indicated in Table 3.1.10 for the load model (b). 


Special consideration will be given to the application of other 
load models subject to the structural arrangement and degree 
of end fixity provided. 


9.14.3 The allowable tensile, compressive and shear 
stress limits indicated in Table 7.8.1 in Chapter 7, and the 
span/deflection ratios indicated in Table 7.2.1 in Chapter 7 are 
to be complied with. 


9.14.4. The geometric properties of stiffener sections are 
to be calculated in accordance with 1.15 using an effective 
width of attached plating as given in 1.7. 


9.15 Machinery casing stiffeners 

9.15.1 The Rule requirements for bending moment, shear 
force, shear stress and deflection for the machinery casing 
primary stiffeners are to be determined from the general 
equations given in 1.14, using the design pressure from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment type craft as appropriate, and the coefficients oy, os 
and $s as indicated in Table 3.1.10 for the load model (a). 


9.15.2 The Rule requirements for bending moment, shear 
force, shear stress and deflection for the machinery casing 
secondary stiffeners are to be determined from the general 
equations given in 1.14, using the design pressure from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment type craft as appropriate, and the coefficients dy, ds 
and 9s as indicated in Table 3.1.10 for the load model (b). 
Special consideration will be given to the application of other 
load models subject to the structural arrangement and degree 
of end fixity provided. 


9.15.3 The allowable tensile, compressive and shear 
stress limits indicated in Table 7.3.1 in Chapter 7, and the 
span/deflection ratios indicated in Table 7.2.1 in Chapter 7 are 
to be complied with. 


9.15.4 Where casing sides act as girders supporting decks 
over, care is to be taken that access openings do not 
seriously weaken the structure. Openings are to be effectively 
framed and reinforced if found necessary. Particular attention 
is to be paid to stiffening where the casing supports the funnel 
or exhaust uptakes. 


9.15.5 Where casing stiffeners carry loads from deck 
transverses, girders, etc., or where they are in line with pillars 
below, they are to be suitably reinforced. 


9.15.6 |The geometric properties of stiffener sections are 
to be calculated in accordance with 1.15 using an effective 
width of attached plating as given in 1.7. 
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9.16 Forecastle stiffeners 

9.16.1. The Rule requirements for bending moment, shear 
force, shear stress and deflection for the forecastle primary 
stiffeners are to be determined from the general equations 
given in 1.14, using the design pressure from Pt 5, Ch 3,3.1 or 
Pt 5, Ch 4,3.1 for non-displacement or displacement type 
craft as appropriate, and the coefficients by, ds and os as 
indicated in Table 3.1.10 for the load model (a). 


9.16.2 The Rule requirements for bending moment, shear 
force, shear stress and deflection for the forecastle 
secondary stiffeners are to be determined from the general 
equations given in 1.14, using the design pressure from Pt 5, 
Ch 8,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment type craft as appropriate, and the coefficients oy, bs and 
os as indicated in Table 3.1.10 for the load model (b). Special 
consideration will be given to the application of other load 
models subject to the structural arrangement and degree of 
end fixity provided. 


9.16.3 The allowable tensile, compressive and shear 
stress limits indicated in Table 7.3.1 in Chapter 7, and the 
span/deflection ratios indicated in Table 7.2.1 in Chapter 7 are 
to be complied with. 


9.16.4 |The geometric properties of stiffener sections are 
to be calculated in accordance with 1.15 using an effective 
width of attached plating as given in 1.7. 


9.17 Superstructures formed by extending side 
structure 
9.17.1 Superstructure first tier sides formed by extending 


the hull side structure are to be in accordance with the 
requirements for house fronts indicated in 9.4 and 9.11 for 
laminates and stiffeners respectively, but need not be taken 
as greater than the side structure requirements at the deck 
edge at the same longitudinal position. 


9.18 Fire aspects 
9.18.1 Fire detection, protection and extinction require- 
ments are given in Part 17. 


9.19 Openings 

9.19.1 All openings are to be substantially framed and 
have well rounded corners. Arrangements are to be made to 
minimise the effect of discontinuities. Continuous coamings 
or girders are to be fitted below and above doors and similar 
openings. 


9.19.2 Particular attention is to be paid to the effectiveness 
of end bulkheads when large openings for doors and 
windows are fitted, and also to the upper deck stiffening in 
way. 


9.19.3 Special care is to be taken to minimise the size and 
number of openings in the side bulkheads in the region of the 
ends of houses within 0,5Lp amidships. Account is to be 
taken of the high vertical shear loading which may occur in 
these areas. 


9.19.4. The requirements for closing arrangements and 
outfit are given in Pt 3, Ch 4. 


9.20 Mullions 
9.20.1. Window openings are to be suitably framed and 
mullions will in general be required. 


9.20.2 The scantlings of mullions are to be not less than 
as required for a stiffener in the same position. 


9.20.3 The geometric properties of stiffener sections are 
to be calculated in accordance with 1.15 using an effective 
width of attached plating as indicated in 1.7, in no case is the 
width of effective plating to be taken greater than the distance 
between adjacent window openings. 


9.20.4 Where significant shear forces are to be transmit- 
ted by window frames, adequate shear rigidity requires to be 
verified. 


9.21 Global strength 

9.21.1 Transverse rigidity is to be maintained throughout 
the length of the house by means of web frames, bulkheads 
or partial bulkheads. Particular attention is to be paid when a 
superimposed tier is wider than its supporting tier and when 
significant loads are carried on the house top. 


9.21.2 Where practicable, web frames are to be arranged 
in line with bulkheads below. 


9.21.3 Internal bulkheads are to be fitted in line with 
bulkheads or deep primary stiffeners below. 


9.22 House/deck connection 

9.22.1 | Adequate support under the ends of houses is to 
be provided in the form of webs, pillars, diaphragms or 
bulkheads in conjunction with reinforced deck beams. 


9.22.2 Special attention is to be given to the connection of 
the house to the deck in order to provide an adequate load 
distribution and avoid stress concentrations. 


9.22.3 Typical design details of house/deck connections 


are given in LR’s Guidance Notes for Structural Details. 


9.23 Sheathing 


9.23.1 Sheathing arrangements are to comply with 2.9. 
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9.24 Novel features 

9.24.1 Laminate and stiffener requirements may need to 
be determined by direct calculation where the house is of 
unusual design, form or proportions, see also 2.7. 


9.25 Bulwarks 

9.25.1 General requirements for bulwarks are given in 
Pt 3, Ch 4.8. 

9.25.2 The bending moment assumed to be carried by the 


bulwark plating is to be not less than that determined from 
1.9.1, using the design pressure from Pt 5, Ch 3,3.1 or Pt 5, 
Ch 4,3.1 for non-displacement or displacement type craft as 
appropriate. This bending moment is to be applied to 
laminates of both single skin and sandwich construction in the 
determination of the panel scantling required by 9.25.3 and 
9.25.5 respectively. 


9.25.3 Anestimate of the thickness of the bulwark single 
skin plating is to be determined from 1.12.1. The tensile and 
compressive stresses are to be determined for each ply of 
reinforcement in the proposed laminate using 1.12.3 and 
1.12.4, see also LR’s Guidance Notes for Calculation 
Procedures for Composite Construction. The allowable tensile 
and compressive stress limits indicated in Table 7.3.1 in 
Chapter 7 are to be complied with. 


9.25.4 — In no case is the minimum thickness of single skin 
plating to be taken as less than 2,5 mm. 


9.25.5  Anestimate of the stiffness EJ, thickness of single 
skin plating for outer and inner skins of the bulwark 
sandwich panels and the thickness of core material is to be 
determined from 1.13.2 and 1.13.9 respectively. The tensile 
and compressive stresses are to be determined for each ply 
of reinforcement in the proposed laminate using 1.13.7 and 
1.13.8. The allowable tensile and compressive stress limits 
indicated in Table 7.3.1 in Chapter 7 are to be complied with. 


9.25.6 The amount of reinforcement in laminates that form 
the skins of a sandwich laminate is to comply with the require- 
ments of 2.5.1. 


9.25.7 The Rule requirements for bending moment, shear 
force, shear stress and deflection for the bulwark stays are to 
be determined from the general equations given in 1.14, using 
the design pressure from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for 
non-displacement or displacement type craft as appropriate, 
and the coefficients oy, ds and os as indicated in Table 3.1.10 
for the load model (d). 


9.25.8 The allowable tensile, compressive and shear 
stress limits indicated in Table 7.3.1 in Chapter 7, and the 
span/deflection ratios indicated in Table 7.2.1 in Chapter 7 are 
to be complied with. 


9.25.9 The geometric properties of stiffener sections are 
to be calculated in accordance with 1.15 using an effective 
width of attached plating as given in 1.7. 


9.25.10 Bulwarks should not be cut for gangway or other 
openings near the breaks of houses. 


9.25.11. Attention is to be paid to avoid discontinuity of 
strength of the bulwark, particularly in way of local increases 
in stress and changes in height. 


9.25.12 Fishing craft are to have bulwarks fitted. The 
bulwark may be formed as a continuation of the hull laminate, 
an integral part of the deck moulding or connected as a 
separate assembly. Where the bulwark is considered to be 
stressed and contributing to the global strength of the craft, 
the laminate weight of the bulwark is not to be less than the 
sheer laminate weight. In no case is the bulwark laminate 
weight to be taken as less than 80 per cent of the shell 
weight. The bulwark is to be supported by suitable stiffening 
which may be formed by a continuation of the side frames, or 
by top hat, or plate laminate stays of the same weight as the 
bulwark. These frames are not generally to be spaced more 
than two side frame spacings apart. 


9.25.13 In way of gantries, trawl gallows, mooring pipes etc. 
the laminate in way is to be increased by 50 per cent. 


9.25.14 Pilot craft are to be fitted with a suitable hand rail 
system adjacent to the exposed areas of the working decks 
and platforms and in addition these areas should have non 
skid surfaces. Where permitted by the Flag Administration, a 
suitable approved continuous safety rail system will be 
acceptable. Suitable operating procedures are to be in place 
for the trained crew. 


9.26 Freeing arrangements 


9.26.1. The requirements for freeing arrangements are 
given in Pt 3, Ch 4,9. 


9.27 Free flow area 

9.27.1 The requirements for free flow area are given in 
Pt 3, Ch 4,9.3. 

9.28 Guard rails 

9.28.1 The requirements for guard rails are given in Pt 3, 
Ch 4,8.4. 
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| Section 10 
Pillars and pillar bulkheads 


10.1 General 


10.1.7. Pillars are to be arranged to transmit loads from 
decks and superstructures into the bottom structure. Pillars 
are to be constructed out of materials of adequate compres- 
sive strength and modulus, usually steel or aluminium and 
these are generally to be of solid, tubular or J beam form. A 
pillar may be a fabricated trunk or partial bulkhead. 


10.2 Symbols and definitions 


10.2.1. The symbols for use within this Section are as 
defined in 1.5.1, unless otherwise specified in the appropri- 
ate sub-Section. 


10.3 Determination of spans 


10.3.1 The effective span length of pillar, /gp, is in general 
the distance between the head and heel of pillar. Where 
substantial brackets are fitted, the effective length of pillar, leps 
may be reduced by 2/3 of the depth of the brackets at 
each end. 


10.4 Head and heel connection 


10.4.1. | The structure in way of head and heel connections 
is to be suitably reinforced. The webs and face reinforcement 
of such supporting structure are to be locally increased as 
necessary with due account being taken of both the compres- 
sion and bending moment in way. 


10.4.2 Pillars are to be attached at their heads and heels 
to plates supported by efficient brackets. Where the attach- 
ment is through bolted, suitable inserts or compression tubes 
are to be incorporated within the deck and hull framing to 
prevent over-compression and damage to the laminate in way. 
Alternatively, tapping plates may be incorporated within the 
face reinforcement of the stiffener. Details of the proposed 
arrangement are to be indicated on the submitted plans. 


10.5 Alignment and arrangement 


10.5.1 Pillars are to be fitted on main structural members. 
They should be fitted below deckhouses, windlasses, winches, 
capstans and elsewhere where considered necessary. 


10.5.2 Wherever possible, deck pillars are to be fitted in 
the same vertical line as pillars above and below, and effective 
arrangements are to be made to distribute the load at the 
heads and heels of all pillars. 


10.5.3 Where pillars support eccentric loads, or are 
subjected to lateral pressures, they are to be suitably 
strengthened for the additional bending moment imposed 
upon them. 


10.6 Minimum thickness 


10.6.1. The minimum wall thickness of steel or aluminium 
pillars are to be as required by Pt 6, Ch 3 or Pt 7, Ch 3 
respectively. 


10.6.2 The minimum wall thickness of FRP pillars will be 
specially considered. 


10.7 Pillar scantlings 


10.7.1 The scantlings of steel or aluminium pillars, and 
pillar bulkheads, are to be as required by Pt 6, Ch 3 and Pt 7, 
Ch 8 respectively. 


10.7.2 The scantlings of FRP pillars/pillar bulkheads are to 
be in accordance with 10.10. 


10.7.3. Where a pillar is of unusual material, the scantlings 
will be specially considered. 


10.8 Pillars in tanks 


10.8.1 Pillars are in no circumstances to pass through 
tanks. Where loads are to be transmitted through the tank, 
pillars within the tanks are to be carefully aligned with the 
external pillars. 


10.8.2 Pillars within tanks are, in general, to be of solid 
cross section. Proposals to use hollow section or tubular 
pillars will be subject to special consideration and the 
scantlings as determined from the Rules may be required to 
be increased dependent upon the material to be used, the 
fluid contained and the arrangement of the pillars. Hollow 
pillars are to be adequately drained and vented. 


10.8.3 Pillars within tanks which may be subjected to 
tensile stresses due to hydrostatic pressure, are to be 
designed to provide sufficient connection to withstand the 
tension load imposed. 


10.9 Pillar bulkheads 


10.9.1 Where the pillar bulkhead is of steel or aluminium 
construction the method of attachment to the surrounding 
structure/framing will be specially considered. 


10.9.2 Where a pillar bulkhead supports a concentrated 
load the structure in way is to be suitably reinforced to 
distribute the load into the adjacent stiffening. 


10.10 Composite pillars and pillar bulkhead 
scantlings 


10.10.1 The load Po assumed to be carried by a pillar is to 
be determined from: 


Po = Sgt Ogt Po + Pa kN 
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= design load supported by the pillar, which is to be 
taken as not less than 5 kN 

P. = basic deck girder design pressure as appropriate, 

plus any other loadings above the pillar, in KN/m2 


ne) 
| 


P, = load, in kN, from pillar or pillars above, assumed 
zero if there are no pillars over 

Sgt = Spacing, or mean spacing, of girders or trans- 
verses, in metres 

bgt = distance between centres of two adjacent spans of 
girders or transverses supported by the pillars, in 
metres. 


10.10.2 The load Py, assumed to be carried by a pillar 
bulkhead is to be determined from: 
Pop = Sbs Ppp Po + Pa KN 
where 
Pob = design load supported by the stiffener plate 
combination of the pillar bulkhead, in kN 
P. = basic deck girder design pressure, as appropriate, 
plus any other loadings directly above the pillar, in 
kN/m2 
Sps = Spacing, or mean spacing of bulkheads or effective 
transverses/longitudinal stiffeners, in metres 
b = distance between centres of two adjacent spans of 
girders or transverses supported by the pillar 
bulkhead, in metres, and can be taken as the 
distance between pillar bulkhead stiffeners where 
the stiffener at the top of the bulkhead effectively 
distributes the load evenly into the stiffeners. 


10.10.3 The slenderness ratio (lep/t) of a pillar or plate 
stiffener combination is to be determined from: 


_ {264 
x (EA) 
where 
r= least radius of gyration of pillar cross section, in cm 
l = effective length of pillar, in cm 


ep 
Ej, J, and A; are as defined in 1.5.1. 


Table 3.10.1 Pillar location factors 


Location 


Supporting weatherdeck 


Supporting vehicle deck 


Supporting passenger deck 


Supporting lower/inner deck 


Supporting coachroof 


Supporting deckhouse top 


10.10.4 The compressive loads P, Or Ppp, from 10.10.1 and 
10.10.2 for pillars and pillar bulkheads respectively are not to 
exceed a function of the critical load P,,, determined from 
10.10.5: 


Pr (Of Pop) < fy Por KN 


where 
fy is a factor dependent upon location and is as 
indicated in Table 3.10.1. 


10.10.5 The critical compressive load, P.,, for pillars and 
plate/stiffener combinations with a slenderness ratio (/,/r) 
between 75 and 110 may be determined from: 


k m2 x (Eoj I) 
Poo = x 105 kN 
lop 
where 
lep = effective span length of pillar or stiffener plate 


combination, in metres 
E. = compressive modulus of plate laminate, in N/mm? 
k = end fixity factor 
= 1,5 for full fixed/bracketed 
= 0,75 for partially fixed 
= 0,5 for free ended 
Where the proposed slenderness ratio is below 75 the pillar 
will be specially considered. Slenderness ratios in excess of 
110 are not to be contemplated. 


10.10.6 The stiffener/plate combination used to determine 
the scantlings for pillar bulkheads is to be that of a stiffener 
with an effective width of attached plating carrying a load as 
determined from 1.7. 


10.10.7 The scantlings of wooden pillar bulkheads will be 
specially considered on the basis of the Rules. Such pillar 
bulkheads are to be of equivalent strength, stiffness and load 
carrying capability. 


10.11 Detail in way of sandwich structure 


10.11.71 The attachment of pillars to sandwich structures 
should, in general, be through an area of single skin laminate, 
see Ch 2,4.3. Where this is not practicable and the 
attachment of the pillar has to be by bolting through a 
sandwich structure then a wood, or other suitable solid insert 
is to be fitted in the core in way. 


10.12 Fire aspects 

10.12.17 Pillars are to be suitably protected against fire, 
where necessary, be self extinguishing or be capable of 
resisting fire damage. All pillars are to comply with Part 17. 
10.13 Novel features 

10.13.1 Where pillars are of unusual design or constructed 


from novel material they will be specially considered in 
accordance with 2.7. 
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Section 

1 General 

2 Minimum thickness requirements 

3 Shell envelope laminate 

4 Shell envelope framing 

5 Single bottom structure and appendages 

6 Double bottom structure 

7 Bulkheads and deep tanks 

8 Deck structures 

9 Superstructures, deckhouses, bulwarks and 
pillars 


| Section 1 
General 


1.1 Application 


7.7.1 The requirements of this Chapter are applicable to 
multi-hull craft of composite construction as defined in Pt 1, 
Ch 1,1. 


1.2 General 


de2c1 Except as otherwise specified within this Chapter, 
the scantlings and arrangements of multi-hull craft are to be 
determined in accordance with the procedures described in, 
or as required by Chapter 3 for mono-hull craft, using the 
pressures from Part 5 appropriate to multi-hull craft. 


1.3 Direct calculations 


1.3.1 Where the craft is of unusual design, form or 
proportions, or where the speed of the craft exceeds 60 knots 
the scantlings are to be determined by direct calculation. 


1.3.2 The requirements of this Chapter may be 
modified where direct calculation procedures are adopted to 
analyse the stress distribution in the primary structure. 


1.4 Equivalents 


1.4.1 Lloyd’s Register (hereinafter referred to as ‘LR’) will 
consider direct calculations for the derivation of scantlings as 
an alternative and equivalent to those derived by Rule 
requirements in accordance with Pt 8, Ch 1,2. 


1.5 Symbols and definitions 


TOV Unless otherwise specified the symbols and 
definitions for use within this Chapter are as defined in 
Ch 3,1.5. 


1.5.2 Bottom outboard. For high speed craft, where the 
scantlings of the bottom shell are governed by impact 
pressure considerations, the bottom outboard shell is defined 
as the area of the hull between the outboard edge of the keel 
and the outer bilge tangential point. For displacement and 
semi displacement type craft where the scantlings of the 
bottom shell are governed by either hydrostatic or pitching 
pressures, the bottom outboard shell is to extend to the chine 
line or 150 mm above the static load waterline, whichever is 
the greater. 


7.5.3 Bottom inboard. For high speed craft, where the 
scantlings of the bottom shell are governed by impact 
pressure considerations, the bottom inboard shell is defined 
as the area of the hull between the inboard edge of the keel 
and the inner bilge tangential point. For displacement and 
semi displacement type craft where the scantlings of the 
bottom shell are governed by either hydrostatic or pitching 
pressures the bottom inboard shell is to extend to the chine 
line or 150 mm above the static load waterline, whichever is 
the greater. 


1.5.4 Cross-deck. The cross-deck is defined as the 
structure which forms the bridge connection between any two 
adjacent hulls. 


1:20:59 Haunch. The haunch is defined as the transition 
area between the cross-deck and the side inboard shell 
laminate. 


1.6.6 Side inboard. The side inboard is defined as the 
area between the bottom inboard shell and the wet-deck 
(or lower edge of the haunches, where fitted). 


1.5.7 Side outboard. The side outboard is defined as the 
area between bottom outboard shell and the deck at side. 


1.5.8 Wet-deck. The wet-deck is defined as the area 
between the upper edges of the side inboard laminate 
(or upper edges of the haunches, where fitted). 


a Section 2 
Minimum thickness requirements 


2.1 General 


Zeb The minimum thickness requirements for single skin 
laminates are to be in accordance with Ch 3,2. 
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2.02 The minimum amount of reinforcement in single 
skin laminates which form the skins of sandwich laminate is 
to be in accordance with Ch 3,2. In addition, the minimum 
amount of reinforcement requirements of Table 4.2.1 are to 
be complied with. The amount of reinforcement is to be 
corrected for craft type, craft length and fibre content in 
accordance with Ch 3,2.5. 


Minimum amount of reinforcement in 
sandwich laminate skins 


Table 4.2.1 


Sandwich 
skin 
length 
factor, fis 


Minimum amount of 
reinforcement, Wyrin (g/m2) 


Panel location 
Carbon/ 
Aramid 


Glass 


3650 
2850 
3250 
2450 
3250 
2450 
2450 
1650 


2700 
2100 
2400 
1950 
2400 
1950 0,33 
1950 0,33 
1300 0,0 


0,33 
0,33 
0,33 
0,33 
0,33 


Bottom outboard, outer skin 
Bottom outboard, inner skin 
Side outboard, outer skin 
Side outboard, inner skin 
Wet-deck, outer skin 
Wet-deck, inner skin 
Cross-deck, outer skin 
Cross-deck, inner skin 


NOTE 
The minimum amount of reinforcement in hybrid laminates will be 
individually considered on an equivalence basis. See Ch 3,2.9.2. 


2.1.3 In addition, where laminates contribute to the global 
strength of the craft, the thickness is to be not less than that 
required to satisfy global strength requirements. 


| section 3 
Shell envelope laminate 


3.1 General 


Oeled Except as otherwise specified within this Section, 
the scantlings and arrangements for the shell envelope 
laminate are to be determined in accordance with the 
procedures described in, or as required by Ch 3,8 for 
mono-hull craft, using the pressures from Part 5 appropriate 
to multi-hull craft. 


3.2 Keel plates 


3.2.1 The breadth, 6x, and thickness, t,, of plate keels 
are not to be taken as less than: 


bk = 5,0LpR + 250 mm 
te = VR (5,0Lp945) mm 


LR = Rule length, in metres, as defined in Pt 3, Ch 2,6.1 
k, is as defined in Ch 3,2.1. 


3.2.2 In no case is the thickness of the keel to be less 
than that of the adjacent bottom shell laminate. 


3.2.3 The width and thickness of plate keels are to be 
maintained throughout the length of the craft from the 
transom to a point not less than 25 per cent of the freeboard 
measured at the forward perpendicular (FP) above the 
deepest load waterline on the stem. Thereafter the keel 
thickness may be reduced to that required by Ch 3,3.3.1 for 
the stem. Laminate tapers are to comply with Ch 3,3.14.2. 


3.2.4 Where the bottom shell is of sandwich construction 
the keel is to be formed by locally returning to single skin 
construction for a width as required by 3.2.1. The Rule 
thickness of keel is to comprise both the inner and outer skins 
of the adjacent bottom shell sandwich plus additional 
reinforcement as required. The distribution of reinforcement in 
way of the plate keel and sandwich bottom structure is to be 
in accordance with Fig. 4.3.1. See a/so Ch 3,3.2.4. 


4390/29 


Keel width 


Fig. 4.3.1 
Single skin/Sandwich skin intersection detail 


3.2.5 For large, novel, asymmetric hull form craft, or 
yachts with externally attached ballast keels, or where it is 
proposed to incorporate keels of the ‘bar’ type the scantlings 
of the keel will be specially considered. 


3.3 Bottom outboard 
3.3.1 For all craft types, the minimum bottom outboard 
shell laminate thickness as required by the Rules is to be 
extended over the region as defined in 1.5.2 for displacement 
and semi-displacement craft. 


3.3.2 The bending moment assumed to be carried by the 
bottom outboard shell laminate is to be not less than that 
determined by Ch 3,1.9.1, using the design pressure from 
Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or 
displacement type craft as appropriate. This bending moment 
is to be applied to laminates of both single skin and sandwich 
construction in the determination of the panel scantling 
required by 3.3.3 and 3.3.5 respectively. 
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3.3.3 An estimate of the thickness of bottom outboard 
single skin laminate is to be determined from Ch 3,1.12.1. 
The tensile and compressive stresses are to be determined 
for each ply of reinforcement in the proposed laminate using 
Ch 3,1.12.3 and Ch 3,1.12.4, see also LR’s Guidance Notes 
for Calculation Procedures for Composite Construction. The 
allowable tensile and compressive stress limits indicated in 
Table 7.3.1 in Chapter 7 are to be complied with. 


3.3.4 In no case is the minimum thickness of single skin 
laminate to be taken as less than 5,5 mm. 


3.3.5 An estimate of the stiffness E/, the thickness of 
single skin laminate for outer and inner skins of the bottom 
outboard sandwich panel and the thickness of core material 
is to be determined from Ch 3,1.13.2 and Ch 3,1.13.9 
respectively. The tensile and compressive stresses are to be 
determined for each ply of reinforcement in the proposed 
laminate using Ch 3,1.13.7 and Ch 3,1.13.8. The allowable 
tensile and compressive stress limits indicated in Table 7.3.1 
in Chapter 7 are to be complied with. 


3.3.6 The amount of reinforcement in laminates that form 
the skins of a sandwich laminate is to comply with the 
requirements of 2.1.2. 


3.3.7 Special consideration may be given to laminate 
thicknesses lesser than those required by 3.3.4 and 3.3.6, 
provided that all of the structural strength requirements of the 
Rules are complied with, a satisfactory water barrier is 
provided, see Ch 3,2.3.1, and the equivalent impact resistance 
is demonstrated as required by Ch 3,2.8.2. 


3.4 Bottom inboard 


3.4.1 The scantlings and arrangements for bottom 
inboard shell laminate are to be determined in accordance 
with the procedures described in 3.3 using the bottom 
inboard shell design pressure from Pt 5, Ch 3,3.1 or Pt 5, 
Ch 4,3.1 for non-displacement or displacement craft as 
appropriate. 


3.5 Side outboard 
3.5.1 The side outboard shell is as defined in 1.5.7. 


3.5.2 For all craft types, the minimum side outboard shell 
laminate thickness as required by the Rules is to be extended 
over the region as defined in 3.5.1 for displacement and 
semi-displacement craft. 


3.6.3 The bending moment assumed to be carried by the 
side outboard shell laminate is to be not less than that 
determined by Ch 8,1.9.1, using the design pressure 
from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or 
displacement type craft as appropriate. This bending moment 
is to be applied to laminates of both single skin and sandwich 
construction in the determination of the panel scantling 
required by 3.5.4 and 3.5.6 respectively. 


3.5.4 An estimate of the thickness of side outboard 
single skin laminate is to be determined from Ch 3,1.12.1. 
The tensile and compressive stresses are to be determined 
for each ply of reinforcement in the proposed laminate using 
Ch 8,1.12.3 and Ch 3,1.12.4, see also LR’s Guidance Notes 
for Calculation Procedures for Composite Construction. The 
allowable tensile and compressive stress limits indicated in 
Table 7.3.1 in Chapter 7 are to be complied with. 


3.5.5 In no case is the minimum thickness of single skin 
laminate to be taken as less than 5 mm. 


3.5.6 An estimate of the stiffness EZ, the thickness of 
single skin laminate for outer and inner skins of the side 
outboard sandwich panel and the thickness of core material 
is to be determined from Ch 3,1.13.2 and Ch 3,1.13.9 
respectively. The tensile and compressive stresses are to be 
determined for each ply of reinforcement in the proposed 
laminate using Ch 3,1.13.7 and Ch 3,1.13.8. The allowable 
tensile and compressive stress limits indicated in Table 7.3.1 
in Chapter 7 are to be complied with. 


3.5.7 The amount of reinforcement in laminates that form 
the skins of a sandwich laminate is to comply with the require- 
ments of 2.1.2. 


3.5.8 Special consideration may be given to laminate 
thicknesses lesser than those required by 3.5.5 and 3.5.7, 
provided that all of the structural strength requirements of the 
Rules are complied with, a satisfactory water barrier is 
provided, see Ch 3,2.3.1, and the equivalent impact resistance 
is demonstrated as required by Ch 3,2.8.2. 


3.6 Side inboard 


3.6.1 The scantlings and arrangements for side inboard 
shell laminate are to be determined in accordance with the 
procedures described in 3.3 using the side inboard shell 
design pressure from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for 
non-displacement or displacement type craft as appropriate. 


3.7 Wet-deck 
3.7.1 The wet-deck is as defined in 1.5.8. 


3.7.2 The bending moment assumed to be carried by the 
wet-deck laminate is to be not less than that determined by 
Ch 8,1.9.1, using the design pressure from Pt 5, Ch 3,3.1 or 
Pt 5, Ch 4,3.1 for non-displacement or displacement type 
craft as appropriate. This bending moment is to be applied to 
laminates of both single skin and sandwich construction in the 
determination of the panel scantling required by 3.7.3 and 
3.7.5 respectively. 


3.7.3 An estimate of the thickness of wet-deck single skin 
laminate is to be determined from Ch 3,1.12.1. The tensile 
and compressive stresses are to be determined for each ply 
of reinforcement in the proposed laminate using Ch 3,1.12.3 
and Ch 3,1.12.4, see also LR’s Guidance Notes for Calculation 
Procedures for Composite Construction. The allowable tensile 
and compressive stress limits indicated in Table 7.3.1 in 
Chapter 7 are to be complied with. 
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3.7.4 In no case is the minimum thickness of single skin 
laminate to be taken as less than 5 mm. 


3.7.5 An estimate of the E/, the thickness of single skin 
laminate for outer and inner skins of the wet-deck sandwich 
panel and the thickness of core material is to be determined 
from Ch 3,1.13.2 and Ch 3,1.13.9 respectively. The tensile 
and compressive stresses are to be determined for each ply 
of reinforcement in the proposed laminate using Ch 3,1.13.7 
and Ch 3,1.13.8. The allowable tensile and compressive 
stress limits indicated in Table 7.3.1 in Chapter 7 are to be 
complied with. 


3.7.6 The amount of reinforcement in laminates that form 
the skins of a sandwich laminate is to comply with the require- 
ments of 2.1.2. 


OL L Special consideration may be given to laminate 
thicknesses lesser than those required by 3.7.4 and 3.7.6, 
provided that all of the structural strength requirements of the 
Rules are complied with, a satisfactory water barrier is 
provided, see Ch 3,2.3.1, and the equivalent impact resistance 
is demonstrated as required by Ch 3,2.8.2. 


3.7.8 The wet-deck laminate on the underside of the 
cross-deck structure may require to be additionally protected, 
particularly where the air gap is small and there is a high risk 
of localised impact due to collision with floating debris, ice, 
etc., in the service area. In such cases the requirements for 
sheathing, given in Ch 3,2.9, are to be complied with. 


3.8 Transom 


3.8.1 The scantlings and arrangements of transoms are 
to be not less than as required for the adjacent bottom 
inboard or side outboard structure as appropriate. 


3.8.2 Where water jet or sterndrive units are fitted, the 
scantlings of the plating in way of the nozzles and connec- 
tions will be specially considered. 


3.9 Haunch reinforcement (SWATH) 


3.9.1 For craft above 30 m in length, Lr, the stresses in 
the haunch area are to be derived using a two dimensional 
fine mesh finite element analysis. The model is to extend 
horizontally into the box structure and vertically into the strut 
structure. All discontinuities and cut-outs are to be modelled 
in order to determine shear stresses at critical locations and 
stresses for the determination of fatigue strength. 


3.9.2 Due consideration is to be given to shear lag when 
calculating the effective breadth of the attached laminate. 


3.10 Lower hull (SWATH) 


3.10.1 | Where the lower hull structure incorporates ring 
frames and attached shell laminate fitted between bulkheads 
or diaphragms, the thickness of the lower hull shell laminate 
may be derived from an established method for shell analysis 
or recognised standard for pressure vessels. Modes of failure 


to be considered are buckling, frame collapse, inter frame 
shell collapse and overall frame shell collapse between 
bulkheads. Copies of direct calculations are to be submitted 
for consideration. 


3.10.2 In general the design load to be used is the 
pressure load given in Pt 5, Ch 4,3.1. If other loads are 
considered to be of significance for the scantling determina- 
tion these are to be taken into account. 


3.11 Novel features 


3.11.1. Where the Rules do not specifically define the 
requirements for laminate elements with novel features then 
the scantlings and arrangements are to be determined by 
direct calculations. Such calculations are to be carried out on 
the basis of the Rules, recognised standards and good 
practice, and are to be submitted for consideration. 


a Section 4 
Shell envelope framing 


4.1 General 


4.1.1 Except as otherwise specified within this Section, 
the scantlings and arrangements for shell envelope framing 
are to be determined in accordance with the procedures 
described in, or as required by Ch 3,4 for mono-hull craft, 
using the pressures from Part 5 appropriate to multi-hull craft. 


4.1.2 The requirements in this Section apply to longitudinally 
and transversely framed shell envelopes. 


4.2 Bottom outboard longitudinal stiffeners 


4.2.1 The bottom outboard longitudinal stiffeners are to 
be supported by bottom transverse web frames, floors, 
bulkheads, or other primary structure, generally spaced not 
more than 2 m apart. 


4.2.2 Bottom outboard longitudinal stiffeners are to be 
continuous through the supporting structures. 


4.2.3 Where it is impracticable to comply with the 
requirements of 4.2.2, or where it is desired to terminate the 
bottom outboard longitudinal stiffeners in way of the transom, 
bulkheads or integral tank boundaries, they are to be 
bracketed in way of their end connections to maintain the 
continuity of structural strength. Particular care is to be taken 
to ensure accurate alignment of the brackets. 


4.2.4 The Rule requirements for bending moment, shear 
force, shear stress and deflection are to be determined from 
the general equations given in Ch 3,1.14, using the design 
pressure from Pt 5, Ch 3,3.1, or Pt 5, Ch 4,3.1 for non- 
displacement or displacement type craft as appropriate, and 
the coefficients oy, ds and os as indicated in Table 3.1.10 in 
Chapter 3 for the load model (b). 
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4.2.5 The allowable tensile, compressive and shear 
stress limits indicated in Table 7.3.1 in Chapter 7 and the 
span/deflection ratios indicated in Table 7.2.1 in Chapter 7 are 
to be complied with. 


4.3 Bottom outboard longitudinal primary 
stiffeners 
4.3.1 The bottom outboard longitudinal primary stiffeners 


are to be supported by bottom transverse web frames, floors, 
bulkheads, or other primary structure, generally spaced not 
more than 6 m apart. 


4.3.2 Bottom outboard longitudinal primary stiffeners are 
to be continuous through the supporting structures. 


4.3.3 Where it is impracticable to comply with the 
requirements of 4.3.2, or where it is desired to terminate the 
bottom outboard longitudinal primary stiffeners in way of the 
transom, bulkheads or integral tank boundaries, they are to 
be bracketed in way of their end connections to maintain the 
continuity of structural strength. Particular care is to be taken 
to ensure accurate alignment of the brackets. 


4.3.4 The Rule requirements for bending moment, shear 
force, shear stress and deflection are to be determined from 
the general equations given in Ch 3,1.14, using the design 
pressure from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for non- 
displacement or displacement type craft as appropriate, and 
the coefficients by, dg and $s as indicated in Table 3.1.10 in 
Chapter 3 for the load model (a). 


4.3.5 The allowable tensile, compressive and shear 
stress limits indicated in Table 7.3.1 in Chapter 7, and the 
span/deflection ratios indicated in Table 7.2.1 in Chapter 7 are 
to be complied with. 


4.4 Bottom outboard transverse stiffeners 


4.4.1 Bottom outboard transverse stiffeners are defined 
as local stiffening members which support the bottom shell, 
and which may be continuous or intercostal. 


4.4.2 The Rule requirements for bending moment, shear 
force, shear stress and deflection are to be determined from 
the general equations given in Ch 3,1.14, using the design 
pressure from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for non- 
displacement or displacement type craft as appropriate, and 
the coefficients dy, bs and os as indicated in Table 3.1.10 in 
Chapter 3 for the load model (b). 


4.4.3 The allowable tensile, compressive and shear 
stress limits indicated in Table 7.3.1 in Chapter 7, and the 
span/deflection ratios indicated in Table 7.2.1 in Chapter 7 are 
to be complied with. 


4.5 Bottom outboard transverse frames 


4.5.1 Bottom outboard transverse frames are defined as 
stiffening members which support the bottom shell, they are 
to be effectively continuous and be bracketed at their end 
connections to side frames and bottom floors as appropriate. 


4.5.2 The Rule requirements for bending moment, shear 
force, shear stress and deflection are to be determined from 
the general equations given in Ch 3,1.14, using the design 
pressure from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for non- 
displacement or displacement type craft as appropriate, and 
the coefficients by, dg and $s as indicated in Table 3.1.10 in 
Chapter 3 for the load model (a). 


4.5.3 The allowable tensile, compressive and shear 
stress limits indicated in Table 7.3.1 in Chapter 7, and the 
span/deflection ratios indicated in Table 7.2.1 in Chapter 7 are 
to be complied with. 


4.6 Bottom outboard transverse web frames 


4.6.1 Bottom outboard transverse web frames are 
defined as primary stiffening members which support bottom 
shell longitudinals, they are to be continuous and be 
substantially bracketed at their end connections to side web 
frames and bottom floors. 


4.6.2 Where it is impracticable to comply with the 
requirements of 4.6.1, or where it is desired to terminate the 
bottom inboard transverse web frames in way of bulkheads 
or integral tank boundaries, etc., all web frames are to be 
bracketed in way of their end connections, to maintain the 
continuity of structural strength. Particular care is to be taken 
to ensure accurate alignment of the brackets. All brackets are 
to be ‘soft toed’ (see Fig. 3.4.1 in Chapter 3) and are to 
terminate on suitable supporting structure capable of carrying 
the transmitted bending moment. 


4.6.3 The Rule requirements for the bending moment, 
shear force, shear stress and deflection are to be determined 
from the general equations given in Ch 3,1.14, using the 
design pressure from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for non- 
displacement or displacement type craft as appropriate, and 
the coefficients oy, bs and os as indicated in Table 3.1.10 in 
Chapter 3 for the load model (a). 


4.6.4 The allowable tensile, compressive and shear 
stress limits indicated in Table 7.3.1 in Chapter 7, and the 
span/deflection ratios indicated in Table 7.2.1 in Chapter 7 are 
to be complied with. 


4.7 Bottom inboard longitudinal stiffeners 


4.7.1 The scantlings and arrangements for bottom 
inboard longitudinal stiffeners are to be determined in 
accordance with the procedures described in 4.2 using the 
bottom inboard longitudinal stiffeners design pressure from 
Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or 
displacement craft as appropriate. 
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4.8 Bottom inboard longitudinal primary stiffeners 


4.8.1 The scantlings and arrangements for bottom 
inboard longitudinal primary stiffeners are to be determined in 
accordance with the procedures described in 4.3 using the 
bottom inboard longitudinal primary stiffeners design pressure 
from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or 
displacement craft as appropriate. 


4.9 Bottom inboard transverse stiffeners 


4.9.1 The scantlings and arrangements for bottom 
inboard transverse stiffeners are to be determined in 
accordance with the procedures described in 4.4 using the 
bottom inboard transverse stiffeners design pressure from 
Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or 
displacement craft as appropriate. 


4.10 Bottom inboard transverse frames 

4.10.1 The scantlings and arrangements for bottom 
inboard transverse frames are to be determined in 
accordance with the procedures described in 4.5 using the 
bottom inboard transverse frames design pressure from Pt 5, 
Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or displace- 
ment craft as appropriate. 


4.11 Bottom inboard transverse web frames 

4.11.1 The scantlings and arrangements for bottom 
inboard transverse web frames are to be determined in 
accordance with the procedures described in 4.6 using the 
bottom inboard transverse web frames design pressure from 
Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or 
displacement craft as appropriate. 


4.12 Side outboard longitudinal stiffeners 

4.12.1. The side outboard longitudinal stiffeners are to be 
supported by side transverse web frames, bulkheads, or other 
primary structure, generally spaced not more than 2 m apart. 


4.12.2 Side outboard longitudinal stiffeners are to be 
continuous through the supporting structures. 


4.12.3 Where it is impracticable to comply with the require- 
ments of 4.12.2, or where it is desired to terminate the side 
outboard longitudinal stiffeners in way of the transom, bulk- 
heads or integral tank boundaries, they are to be bracketed 
in way of their end connections to maintain the continuity of 
structural strength. Particular care is to be taken to ensure 
accurate alignment of the brackets. 


4.12.4 The Rule requirements for the bending moment, 
shear force, shear stress and deflection are to be determined 
from the general equations given in Ch 3,1.14, using the 
design pressure from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for non- 
, displacement or displacement type craft as appropriate, and 
1 the coefficients by, ds and os as indicated in Table 3.1.10 in 
Chapter 3 for the load model (b). 


4.12.5 The allowable tensile, compressive and shear 
stress limits indicated in Table 7.3.1 in Chapter 7, and the 
span/deflection ratios indicated in Table 7.2.1 in Chapter 7 are 
to be complied with. 


4.13 Side outboard longitudinal primary stiffeners 
4.13.1 The side outboard longitudinal primary stiffeners are 
to be supported by side transverse web frames, bulkheads, or 
other primary structure, generally spaced not more than 6 m 
apart. 


4.13.2 Side outboard longitudinal primary stiffeners are to 
be continuous through the supporting structures. 


4.13.3 Where it is impracticable to comply with the require- 
ments of 4.13.2, or where it is desired to terminate the side 
outboard longitudinal primary stiffeners in way of the 
transom, bulkheads or integral tank boundaries, they are to 
be bracketed in way of their end connections to maintain the 
continuity of structural strength. Particular care is to be taken 
to ensure accurate alignment of the brackets. 


4.13.4 The Rule requirements for bending moment, shear 
force, shear stress and deflection are to be determined from 
the general equations given in Ch 3,1.14, using the design 
pressure from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for non- 
displacement or displacement type craft as appropriate, and 
the coefficients by, dg and os as indicated in Table 3.1.10 in 
Chapter 3 for the load model (a). 


4.13.5 The allowable tensile, compressive and shear 
stress limits indicated in Table 7.3.1 in Chapter 7, and the 
span/deflection ratios indicated in Table 7.2.1 in Chapter 7 are 
to be complied with. 


4.14 Side outboard transverse stiffeners 

4.14.1. Side outboard transverse stiffeners are defined as 
local stiffening members which support the side shell, and 
which may be continuous or intercostal. 


4.14.2 The Rule requirements for bending moment, shear 
force, shear stress and deflection are to be determined from 
the general equations given in Ch 3,1.14, using the design 
pressure from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for non- 
displacement or displacement type craft as appropriate, and 
the coefficients by, dg and os as indicated in Table 3.1.10 in 
Chapter 3 for the load model (b). 


4.14.3 The allowable tensile, compressive and shear 
stress limits indicated in Table 7.3.1 in Chapter 7, and the 
span/deflection ratios indicated in Table 7.2.1 in Chapter 7 are 
to be complied with. 


4.15 Side outboard transverse frames 

4.15.1. Side outboard transverse frames are defined as 
stiffening members supporting the side shell and spanning 
continuously between bottom floors/frames and decks. They 
are to be effectively constrained against rotation at their end 
connections. 
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4.15.2 The Rule requirements for bending moment, shear 
force, shear stress and deflection are to be determined from 
the general equations given in Ch 3,1.14, using the design 
pressure from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for non- 
displacement or displacement type craft as appropriate, and 
the coefficients by, dg and $s as indicated in Table 3.1.10 in 
Chapter 3 for the load model (a). 


4.15.3 The allowable tensile, compressive and shear 
stress limits indicated in Table 7.3.1 in Chapter 7, and the 
span/deflection ratios indicated in Table 7.2.1 in Chapter 7 are 
to be complied with. 


4.16 Side outboard transverse web frames 

4.16.1. Side outboard transverse web frames are defined 
as primary stiffening members which support side shell 
longitudinals, they are to be continuous and be substantially 
bracketed at their end connections to side web frames and 
side floors. 


4.16.2 Where it is impracticable to comply with the 
requirements of 4.16.1, or where it is desired to terminate the 
side outboard transverse web frames in way of bulkheads or 
integral tank boundaries, etc., all web frames are to be 
bracketed in way of their end connections, to maintain the 
continuity of structural strength. Particular care is to be taken 
to ensure accurate alignment of the brackets. All brackets are 
to be ‘soft toed’, see Fig. 3.4.1 in Chapter 3, and are to 
terminate on suitable supporting structure capable of carrying 
the transmitted bending moment. 


4.16.3 The Rule requirements for bending moment, shear 
force, shear stress and deflection are to be determined from 
the general equations given in Ch 3,1.14, using the design 
pressure from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for non- 
displacement or displacement type craft as appropriate, and 
the coefficients ody, bs and os as indicated in Table 3.1.10 in 
Chapter 3 for the load model (a). 


4.16.4 The allowable tensile, compressive and shear 
stress limits indicated in Table 7.3.1 in Chapter 7, and the 
span/deflection ratios indicated in Table 7.2.1 in Chapter 7 are 
to be complied with. 


4.17 Side inboard longitudinal stiffeners 

4.17.1. The scantlings and arrangements for side inboard 
longitudinal stiffeners are to be determined in accordance with 
the procedures described in 4.12 using the side inboard 
longitudinal stiffeners design pressure from Pt 5, Ch 3,3.1 or 
Pt 5, Ch 4,3.1 for non-displacement or displacement craft as 
appropriate. 


4.18 Side inboard longitudinal primary stiffeners 

4.18.1 | The scantlings and arrangements for side inboard 
longitudinal primary stiffeners are to be determined in 
accordance with the procedures described in 4.8 using the 
side inboard longitudinal primary stiffeners design pressure 


from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for non-displacement or 
displacement craft as appropriate. 


4.19 Side inboard transverse stiffeners 

4.19.1 The scantlings and arrangements for side inboard 
transverse stiffeners are to be determined in accordance with 
the procedures described in 4.14 using the side inboard 
transverse stiffeners design pressure from Pt 5, Ch 3,3.1 or 
Pt 5, Ch 4,3.1 for non-displacement or displacement craft as 
appropriate. 


4.20 Side inboard transverse frames 

4.20.1 The scantlings and arrangements for side inboard 
transverse frames are to be determined in accordance with 
the procedures described in 4.15 using the side inboard 
transverse frames design pressure from Pt 5, Ch 3,3.1 or Pt 5, 
Ch 4,3.1 for non-displacement or displacement craft as 
appropriate. 


4.21 Side inboard transverse web frames 

4.21.1 The scantlings and arrangements for side inboard 
transverse web frames are to be determined in accordance 
with the procedures described in 4.16 using the side inboard 
transverse web frames design pressure from Pt 5, Ch 3,3.1 
or Pt 5, Ch 4,3.1 for non-displacement or displacement craft 
as appropriate. 


4.22 Wet-deck longitudinal stiffeners 

4.22.1. The wet-deck longitudinal stiffeners are to be 
supported by transverse web frames, bulkheads, or other 
primary structure, generally spaced not more than 2 m apart. 


4.22.2 Wet-deck longitudinal stiffeners are to be continuous 
through the supporting structures. 


4.22.3 Where itis impracticable to comply with the require- 
ments of 4.22.2, or where it is desired to terminate the 
wet-deck longitudinal stiffeners in way of the transom, 
bulkheads or integral tank boundaries, they are to be 
bracketed in way of their end connections to maintain the 
continuity of structural strength. Particular care is to be taken 
to ensure accurate alignment of the brackets. 


4.22.4 The Rule requirements for bending moment, shear 
force, shear stress and deflection are to be determined from 
the general equations given in Ch 3,1.14, using the design 
pressure from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for non- 
displacement or displacement type craft as appropriate, and 
the coefficients oy, bs and os as indicated in Table 3.1.10 in 
Chapter 3 for the load model (b). 


4.22.5 The allowable tensile, compressive and shear 
stress limits indicated in Table 7.3.1 in Chapter 7, and the 
span/deflection ratios indicated in Table 7.2.1 in Chapter 7 are 
to be complied with. 
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4.22.6 Inno case are the scantlings and arrangements for 
the wet-deck longitudinal stiffeners to be taken less than as 
required for the side inboard longitudinal stiffeners indicated 
in 4.17. 


4.23 Wet-deck longitudinal primary stiffeners 

4.23.1 The wet-deck longitudinal primary stiffeners are to 
be supported by transverse web frames, bulkheads, or other 
primary structure, generally spaced not more than 6 m apart. 


4.23.2 | Wet-deck longitudinal primary stiffeners are to be 
continuous through the supporting structures. 


4.23.3 Where it is impracticable to comply with the 
requirements of 4.23.2, or where it is desired to terminate the 
wet-deck longitudinal primary stiffeners in way of the 
transom, bulkheads or integral tank boundaries, they are to 
be bracketed in way of their end connections to maintain the 
continuity of structural strength. Particular care is to be taken 
to ensure accurate alignment of the brackets. 


4.23.4 The Rule requirements for bending moment, shear 
force, shear stress and deflection are to be determined from 
the general equations given in Ch 3,1.14, using the design 
pressure from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for non- 
displacement or displacement type craft as appropriate, and 
the coefficients oy, dg and $s as indicated in Table 3.1.10 in 
Chapter 3 for the load model (a). 


4.23.5 The allowable tensile, compressive and shear 
stress limits indicated in Table 7.3.1 in Chapter 7, and the 
span/deflection ratios indicated in Table 7.2.1 in Chapter 7 are 
to be complied with. 


4.23.6 — |Innocase are the scantlings and arrangements for 
the wet-deck longitudinal primary stiffeners to be taken less 
than as required for the side inboard longitudinal primary 
stiffeners indicated in 4.18. 


4.23.7 Additionally the requirements of Chapter 6, in 
respect of global strength are to be complied with. 


4.24 Wet-deck transverse stiffeners 

4.24.1 Wet-deck transverse stiffeners are defined as local 
stiffening members which support the wet-deck shell, and 
which may be continuous or intercostal. 


4.24.2 The Rule requirements for bending moment, shear 
force, shear stress and deflection are to be determined from 
the general equations given in Ch 3,1.14, using the design 
pressure from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for non- 
displacement or displacement type craft as appropriate, and 
the coefficients dy, ds and os as indicated in Table 3.1.10 in 
Chapter 3 for the load model (b). 


4.24.3 The allowable tensile, compressive and shear 
stress limits indicated in Table 7.3.1 in Chapter 7, and the 
span/deflection ratios indicated in Table 7.2.1 in Chapter 7 are 
to be complied with. 


4.24.4 |Innocase are the scantlings and arrangements for 
the wet-deck transverse stiffeners to be taken less than as 
required for the side inboard transverse stiffeners indicated 
in 4.19. 


4.25 Wet-deck transverse frames 

4.25.1 Wet-deck transverse frames are defined as 
stiffening members which support the wet-deck shell, they are 
to be effectively continuous and be bracketed at their end 
connections to side frames and side floors as appropriate. 


4.25.2 The Rule requirements for bending moment, shear 
force, shear stress and deflection are to be determined from 
the general equations given in Ch 3,1.14, using the design 
pressure from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for non- 
displacement or displacement type craft as appropriate, and 
the coefficients by, dg and os as indicated in Table 3.1.10 in 
Chapter 3 for the load model (a). 


4.25.3 The allowable tensile, compressive and shear 
stress limits indicated in Table 7.3.1 in Chapter 7, and the 
span/deflection ratios indicated in Table 7.2.1 in Chapter 7 are 
to be complied with. 


4.25.4 |Innocase are the scantlings and arrangements for 
the wet-deck transverse frames to be taken less than as 
required for the side inboard transverse frames indicated 
in 4.20. 


4.26 Wet-deck transverse web frames 

4.26.1 Wet-deck transverse web frames are defined as 
primary stiffening members which support wet-deck 
longitudinals, they are to be continuous and be substantially 
bracketed at their end connections to side web frames and 
side floors. 


4.26.2 Whereit is impracticable to comply with the require- 
ments of 4.26.1, or where it is desired to terminate the 
wet-deck transverse web frames in way of bulkheads or 
integral tank boundaries, etc., all web frames are to be 
bracketed in way of their end connections, to maintain the 
continuity of structural strength. Particular care is to be taken 
to ensure accurate alignment of the brackets. All brackets are 
to be ‘soft toed’, see Fig. 3.4.1 in Chapter 3, and are to 
terminate on suitable supporting structure capable of carry- 
ing the transmitted bending moment. 


4.26.3 The Rule requirements for bending moment, shear 
force, shear stress and deflection are to be determined from 
the general equations given in Ch 3,1.14, using the design 
pressure from Pt 5, Ch 3,3.1 or Pt 5, Ch 4,3.1 for non- 
displacement or displacement type craft as appropriate, and 
the coefficients oy, bs and os as indicated in Table 3.1.10 in 
Chapter 3 for the load model (a). 


4.26.4 The allowable tensile, compressive and shear 
stress limits indicated in Table 7.3.1 in Chapter 7, and the 
span/deflection ratios indicated in Table 7.2.1 in Chapter 7 are 
to be complied with. 
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4.26.5 Inno case are the scantlings and arrangements for 
the wet-deck transverse web frames to be taken less than as 
required for the side inboard transverse web frames 
indicated in 4.21. 


4.26.6 — Primary transverse web frame members which link 
the strength deck to the wet-deck structure and which carry 
the transverse global loading, are additionally to comply with 
Ch 6,3.4. 


4.26.7 Particular care is to be taken to ensure that the 
continuity of transverse structural strength is maintained. All 
primary transverse members are to be continuous through the 
side inboard structure and be integrated into transverse 
bulkheads or other primary structure within each hull, see 
Fig. 4.4.1. In the case of trimaran type craft the primary 
transverse members are to be continuous through the centre 
hull. Additionally the side inboard shell laminate in way of the 
intersection is to be locally increased in thickness by not less 
than 50 per cent. Copies of direct calculations are to be 
submitted for consideration. 


Continuous web 
; Increased 
plating 


thicknesss 


Outboard A 


web 
Inboard frame 

web 
frame 


4390/30 


Fig. 4.4.1 
End connection detail, wet-deck structure 


4.27 Novel features 


4.27.1. Where the Rules do not specifically define the 
requirements for novel features then the scantlings and 
arrangements are to be determined by direct calculations. 
Such calculations are to be carried out on the basis of the 
Rules, recognised standards and good practice, and are to 
be submitted for consideration. 


a Section 5 
Single bottom structure and 


appendages 
5.1 General 
rola ier Except as otherwise specified within this Section, 


the scantlings and arrangements for single bottom structure 
and appendages are to be determined in accordance with the 
procedures described in, or as required by Ch 3,5 for mono- 
hull craft, using the pressures from Part 5 appropriate to 
multi-hull craft. 


S42 The minimum thickness requirements detailed in 
2.1 are to be complied with as appropriate. 


5.2 Keel 


5.2.1 The scantlings and arrangements of plate keels are 
to be in accordance with 3.2. Where it is proposed to 
incorporate keels of the bar type such arrangements would 
require to be specially considered. 


5.3 Centre girder 


5.3.1 Centreline girders are to be fitted throughout the 
length of each hull and are generally to be fitted in associa- 
tion with transverse frames, transverses supporting 
longitudinals or where the breadth of floors at the upper edge 
is greater than 1,5 m. 


5.3.2 Centreline girders may be formed with intercostal 
or continuous top hat or plate webs. Where girder webs are 
intercostal, additional bracketing and local reinforcement as 
given in Ch 3,3.14 are to be provided to maintain the conti- 
nuity of structural strength. The face reinforcement in all cases 
is to be continuous. 


5.3.3 The web depth of the centre girder in general is to 
be equal to the depth of the floors at the centreline as 
specified in 5.5. 


5.3.4 The web thickness, t,, for a centre girder of 
‘top-hat’ type section is to be not less than that required by 
Ch 3,1.16. or as determined as follows whichever is the 
greater and in no case is ty, to be taken less than 5,0 mm: 


ty = ky (fL_ + 1,37) mm 


where 
ky and Lp are as defined in Ch 3,1.5.1. 


5.3.5 The web thickness for a centre girder of single plate 
laminate construction is to be two times the thickness as 
required by 5.3.4. 
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5.3.6 The face area of the centre girder, A;, is to be not 5.5 Floors 
less than: 
Ay = 1,18Lak, cm2 5.5.17 In transversely framed craft, floors are generally to 


where 
85 
ky = - 
Oy = ultimate tensile strength of the face area laminate, in 
N/mm2 
LR = as defined in Ch 3,1.5.1. 


5.3.7 The face area of the centre girder outside 0,5Lp 
about midships may be reduced to 80 per cent of the value 
given in 5.3.6. 


5.3.8 The face thickness, t;, is to be not less than the web 
thickness of the centre girder. 


5.3.9 Additionally, the requirements of 4.8 for bottom 
longitudinal primary stiffeners are to be complied with. 


5.4 Side girder 


5.4.1 Where the floor breadth at the upper edge exceeds 
4,0 m side girders are to be fitted at each side of the centre 
girder such that the spacing between the side and centre 
girders or between the side girders themselves is not greater 
than 3 m. Side girders where fitted are to extend as far 
forward and aft as practicable and are in general to terminate 
in way of bulkheads, deep floors or other primary transverse 
structure. 


5.4.2 In the engine room, additional side girders are 
generally to be fitted in way of the main machinery. 


5.4.3 The face area of side girders, A;, is not to be taken 
as less than: 


At = 0,82Lp kn cm? 
where 
ka and Lp are as defined in Ch 3,1.5.1. 


5.4.4 The web thickness, t,,, for side girders of ‘top-hat’ 
type section is to be not less than as required by 
Ch 3,1.16. or as determined as follows whichever is the 
greater and in no case is t,, to be taken less than 5,0 mm: 


ae = \{ 0,66K a Lp mm 


where 
ky and Lp are as defined in Ch 3,1.5.1. 


5.4.5 The web thickness for side girders of single plate 
laminate construction is to be two times the thickness as 
required by 5.4.4. 


5.4.6 Additionally, the requirements of 4.8 for bottom 
longitudinal primary stiffeners are to be complied with. 


5.4.7 Watertight side girders, or side girders forming 
boundaries of tank spaces, are also to comply with the 
requirements for watertight bulkheads or deeptanks as 
detailed in Ch 3,7.3. and Ch 8,7.4 respectively. 


be fitted at every frame and underneath each bulkhead. 


5,572 In longitudinally framed craft, floors are to be fitted 
at every transverse web frame and bulkhead and generally at 
a spacing not exceeding 2 m. Additional transverse floors or 
webs are to be fitted at half web-frame spacing in way of 
engine seatings and thrust bearings, pillars, skegs, 
ballast/bilge keels and the bottom of the craft in the forefoot 
region. 


5:39:93 The overall depth of transverse floors at the centre- 
line, Ay, is not to be taken as less than: 


dy = 6,2LR +50 mm 


5.5.4 The web thickness, ty, for transverse floors of ‘top- 
hat’ type section is to be not less than as required by 
Ch 3,1.16. or as determined as follows whichever is the 
greater and in no case is ty, to be taken less than 5,0 mm: 


4,33d 
t, = ‘Kp ( W + 9,75) ( 


1000 


+ 0.5) mm 
1000 
where 
Ay = as defined in 5.5.3 
ky and s are as defined in 5.3.6. 


5.5.5 The web thickness for transverse floors of single 
plate laminate construction is to be two times the thickness 
as required by 5.5.4. 


5.5.6 If the side frames of the craft are attached to the 
floors by brackets, the depth of floor may be reduced by 
15 per cent and the floor thickness determined using the 
reduced depth. The brackets are to have the same thickness 
as the floors, and their arm lengths clear of the frame are to be 
the same as the reduced floor depth given above. 


5.5.7 The face area of floors, A;, is not to be taken as less 
than: 


Ax = 0,82Lp Kp cm? 
where 
ky and Lp are as defined in Ch 3,1.5.1. 


5.5.8 The thickness of the face laminate, t;, is to be not 
less than the web thickness. 


5.5.9 In addition, the requirements of 4.11 for bottom 
inboard transverse web frames are to be complied with. 


5.5.10 Floors are generally to be continuous from side to 
side. 


5.5.11 The tops of floors, in general, may be level from 
side to side. However, in craft having considerable rise of floor 
the depth of the floor plate may require to be increased to 
maintain the required mechanical properties of the section. 


5.5.12 The floors in the aft peak are to extend over and 
provide efficient support to the stern tube(s) where applica- 
ble. 
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5.5.13 Watertight floors, or floors forming boundaries of 
tank spaces, are also to comply with the requirements for 
watertight bulkheads or deeptanks as detailed in Ch 3,7.3 or 
Ch 8,7.4 respectively. 


5.6 Floors in machinery space 


5.6.1 The depth and mechanical properties of floors 
between engine or gearbox girders is to be not less than that 
required to maintain continuity of structural integrity or 50 per 
cent of the depth given in 5.5.3. The web thickness and face 
reinforcement weight of such reduced height floors are to be 
increased appropriately in order to maintain the continuity of 
structural strength. 


5.7 Lower hull (SWATH) 


5.7.1 Where the lower hull structure incorporates ring 
frames and attached shell laminate fitted between bulkheads 
or diaphragms, the scantlings of the lower hull shell stiffening 
may be derived from an established method for stiffening 
analysis or recognised standard for pressure vessels. Modes 
of failure to be considered are buckling, frame collapse, inter 
frame shell collapse and overall frame shell collapse between 
bulkheads. Copies of detailed calculations are to be 
submitted for consideration. 


S.L2 In general, the design load used is to be the design 
pressure from Pt 5,Ch 3,3.1 or Pt 5, Ch 4,3.1 for non- 
displacement or displacement craft as appropriate. If other 
loads are considered to be of significance for the scantling 
determination these are to be taken into account. 


5.8 Forefoot and stem 
5.8.1 The scantlings and arrangements for the forefoot 
and stem construction are to be in accordance with Ch 3,5.11. 


5.9 Transom knee 


5.9.1 Transom knees are to be fitted in each hull as 
necessary in accordance with Ch 3,5.12. 


| Section 6 
Double bottom structure 


6.1 General 


6.1.1 Except as otherwise specified within this Section, 
the scantlings and arrangements for double bottom structure 
are to be determined in accordance with the procedures 
described in, or as required by Ch 3,6 for mono-hull craft, 
using the pressures from Part 5 appropriate to multi-hull craft. 


6.1.2 The minimum thickness requirements detailed in 
Ch 8,2.1 are to be complied with as appropriate. 


6.2 Keel 


6.2.1 The breadth and thickness of plate keels are to 
comply with the requirements of 3.2. 


6.3 Centreline girder 


6.3.1 A centreline girder is to be fitted throughout the 
length of each hull. The web thickness, ty, of centre girders 
of ‘top-hat’ type section is to be not less than as required by 
Ch 3,1.16. or as determined as follows whichever is the 
greater and in no case is ty, to be taken less than 5,0 mm: 


ty = VK (0,073LR + 3,64) mm within 0,4Lp amidships 


= Vk, (0,073Lp + 2,73) mm at ends 
where 
ky and Lp are as defined in Ch 3,1.5.1. 


6.3.2 The web thickness for a centreline girder of single 
plate laminate construction is to be two times the thickness 
as required by 6.3.1. 


6.3.3 The overall depth of the centreline girder, dpp, is not 
to be taken as less than 680 mm and is to be sufficient to give 
adequate access to all parts of the double bottom. 


6.3.4 Additionally, the requirements of 4.8 for bottom 
inboard longitudinal primary stiffeners are to be complied with. 


6.4 Side girders 


6.4.1 Where the breadth of the floor at the upper edge, 
within a single hull, does not exceed 4,0 m, side girders are 
not required. Vertical stiffeners are to be fitted to the floors on 
each side of the centreline girder, the number and positions 
of these stiffeners being dependent on the arrangement of the 
double bottom structure. 


6.4.2 Where the breadth of the floor at the upper edge, 
within a single hull, exceeds 4,0 m, side girders are to be fitted 
at each side of the centre girder such that the spacing 
between the side and centre girders or between the side 
girders themselves is not greater than 3 m. Side girders, 
where fitted, are to extend as far forward and aft as practica- 
ble and are in general to terminate in way of bulkheads, deep 
floors or other primary transverse structure. 


6.4.3 Under the main engine, girders extending from the 
bottom to the top plate of the engine seating are to be fitted. 
The height of the girders is not to be less than the height of 
the floor. Engine holding-down bolts are to be arranged as 
near as practicable to the girders and floors. Where this 
cannot be achieved, bracket floors are to be fitted. 


6.4.4 Side girders are to have a minimum web 
thickness, t,,, as required by Ch 3,1.16 but not less than as 
determined as follows whichever is the greater and in no case 
is ty, to be taken less than 5,0 mm: 


ty = VKa (0,064L, + 4,32) mm 


where 
ka and Lp are as defined in Ch 3,1.5.1. 


LLoyp’s REGISTER 


11 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Scantling Determination for Multi-Hull Craft 


Part 8, Chapter 4 


Sections 6 & 7 


6.4.5 Additionally, the requirements of 4.8 for bottom 
inboard longitudinal primary stiffeners are to be complied with. 


6.5 Plate floors 


6.5.1 Plate floors may be of single skin, sandwich skin or 
‘top-hat’ type construction, and are to comply with the 
requirements of 5.5 where applicable. 


6.5.2 The web thickness, f,,, of non-watertight plate 
floors of ‘top-hat’ type section is to be not less than as 
required by Ch 3,1.16 or as determined as follows whichever 
is the greater and in no case is t,, to be taken less than 
5,0 mm: 


ty = Vkq (0,036LR +4) mm 
where 
ky and Lp are as defined in Ch 3,1.5.1. 


6.5.3 The web thickness for transverse floors of single 
plate laminate construction is to be two times the thickness 
as required by 6.5.2. 


6.5.4 The amount of reinforcement in laminates that form 
the skins of a sandwich laminate is to comply with the require- 
ments of 2.1.2. 


6.5.5 Additionally, the requirements of 4.11 for bottom 
inboard transverse web frames are to be complied with. 


6.5.6 Plate floors are generally to be continuous between 
the centre girder and the margin plate. 


a Section 7 
Bulkheads and deep tanks 


7.1 General 


7.1.1 Except as otherwise specified within this Section, 
the scantlings and arrangements for bulkheads and deep 
tanks are to be determined in accordance with the procedures 
described in, or as required by Ch 3,7 for mono-hull craft, 
using the pressures from Part 5 appropriate to multi-hull craft. 


7.1.2 The scantlings of non-watertight or partial 
bulkheads are in general to be as required for watertight 
bulkheads. Non-watertight or partial bulkheads supporting 
hull framing are to have scantlings equivalent to frames or web 
frames as appropriate, in the same position. 


L423 Sandwich wood bulkheads, plywood bulkheads or 
other forms of bulkhead construction will be considered on 
the basis of equivalent strength. 


7.2 Longitudinal bulkheads within cross-deck 
structure 


7.2.1 Longitudinal bulkheads are to be fitted within the 
cross-deck structure to prevent cross flooding and the spread 
of flame and smoke. The minimum number of such bulkheads 
is to be two for catamarans and four for trimarans. 
Quadrimarans and other craft of novel configuration will be 
specially considered. 


7.2.2 The scantlings and arrangements of cross-deck 
longitudinal bulkheads are to be determined in accordance 
with the procedures described in Ch 3,7.3 and Ch 3,7.4 for 
bulkheads in mono-hull craft. 


7.2.3 In addition the requirements of 7.4 in respect of 
global strength are to be complied with. 


7.3 Transverse bulkheads within the cross-deck 
structure 


7.3.1 The scantlings and arrangements of cross-deck 
transverse bulkheads are to be determined in accordance 
with the procedures described in Ch 3,7.3 and Ch 3,7.4 for 
bulkheads in mono-hull craft. 


7.3.2 In addition the requirements of 7.4 in respect of 
global strength are to be complied with. 


7.4 Additional strength required for global 
loadings 


7.4.1 Where transverse bulkheads or deep tank bulk- 
heads within the cross-deck structure are to assist in resisting 
torsional or bending loads between the hulls, then the 
watertight/deep tank bulkheads may be required to be 
additionally stiffened and the laminate or skin thicknesses may 
require to be increased. For hull girder strength requirements, 
see Ch 6,3. 


7.4.2 Longitudinal bulkheads within the cross-deck 
structure that are to assist in maintaining the longitudinal 
strength of the vessel are to satisfy both bulkhead/deep tank 
and longitudinal strength requirements. This may require 
additional stiffening and increase in plate thickness require- 
ments. For hull girder strength requirements, see Ch 6,3. 


7.4.3 Where longitudinal or transverse cross-deck bulk- 
heads/deep tanks are to carry global loads, detailed 
calculations are to be submitted. 


7.4.4 For longitudinal or transverse cross-deck members 
carrying global loads, consideration is to be given to stiffener 
arrangement, alignment, and continuity in order to maximise 
the rigidity and stiffness of the structure, in resisting the 
torsional/bending loads. Due consideration is to be given to 
the wrinkling and buckling of the skins of sandwich plate 
laminates. Discontinuity of structural bulkheads is to be 
avoided. 
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7.5 Access 


7.5.1 Access through the cross-deck structure may be 
permitted, provided that the global strength requirements are 
satisfied. Cut-outs through the bulkhead are not to exceed 
50 per cent of its depth. The edges of cut-out in sandwich 
panels are to be suitably reinforced while those of single skin 
construction are to be sealed. 


1.9.2 Where the cross-deck structure acts as a water- 
tight bulkhead pipe or cable runs through, the watertight 
bulkheads are to be fitted with suitable watertight glands. 


7.6 Local strength 


7.6.1 Bulkheads that form the cross-deck structure are 
to be suitably strengthened, if necessary, at the ends of deck 
girders and where subjected to concentrated loads. 


7.7 Integral/deep tanks within cross-deck 
structure 


Lill Where the cross-deck structure forms the boundaries 
of deep tanks, the scantlings of these boundaries are to 
satisfy both deep tank and global strength requirements. For 
general and structural requirements for deep tanks, see 
Ch 8,7.4. For global considerations of strength, see Ch 6,3. 


| Section 8 
Deck structures 


8.1 General 


8.1.1 Except as otherwise specified within this Section, 
the scantlings and arrangements for deck structures are to be 
determined in accordance with the procedures described in, 
or as required by Ch 3,8 for mono-hull craft, using the 
pressures from Part 5 appropriate to multi-hull craft. 


8.1.2 Deck structures are to comply with the minimum 
thickness requirements of Section 2. 


8.1.3 Special attention is to be given to the connections 
of primary transverse beams to hull side web frames in order 
to provide adequate load distribution and avoid stress 
concentrations. 


8.1.4 Primary stiffening members are to be continuous 
and substantially bracketed at their end connections to 
maintain continuity of structural strength. 


8.1.5 Secondary stiffening members are to be effectively 
continuous and bracketed at their end connections as 
appropriate. 


8.1.6 Design loads to be applied for cross-deck 
scantling calculations are transverse vertical bending moment 
and shear force, twin hull torsional connecting moment, 
external pressure load and appropriate internal loads as 
defined in Part 5. 


8.2 Arrangements 


8.2.1 Deck structures are to comply with the longitudinal 
and transverse global strength requirements given in 
Chapter 6. 


8.3 Symbols and definitions 


8.3.1 The term ‘cross-deck’ is used in this Section for the 
bridging deck, connecting two or more hulls, carrying global 
transverse loads. See also 1.5.4. 


8.4 Cross-deck laminate 


8.4.1 The bending moment assumed to be carried by the 
cross-deck laminate is to be not less than that determined by 
Ch 3,1.9.1, using the design pressure from Pt 5, Ch 3,3.1, or 
Pt 5, Ch 4,3.1 for non-displacement or displacement type 
craft as appropriate. This bending moment is to be applied to 
laminates of both single skin and sandwich construction in the 
determination of the panel scantling required by 8.4.2 and 
8.4.4 respectively. 


8.4.2 An estimate of the thickness of strength/weather 
deck single skin laminate is to be determined from 
Ch 3,1.12.1. The tensile and compressive stresses are to be 
determined for each ply of reinforcement in the proposed 
laminate using Ch 3,1.12.3 and Ch 3,1.12.4, see also LR’s 
Guidance Notes for Calculation Procedures for Composite 
Construction. The allowable tensile and compressive 
stress limits indicated in Table 7.3.1 in Chapter 7 are to be 
complied with. 


6.4.3 In no case is the minimum thickness of single skin 
laminate to be taken as less than 4 mm. 


8.4.4 An estimate of the stiffness, EZ, thickness of single 
skin laminate for outer and inner skins of the strength/ 
weather deck sandwich panels and the thickness of core 
material is to be determined from Ch 3,1.13.2 and 
Ch 3,1.13.9 respectively. The tensile and compressive 
stresses are to be determined for each ply of reinforcement in 
the proposed laminate using Ch 3,1.13.7 and Ch 3,1.13.8. 
The allowable tensile and compressive stress limits indicated 
in Table 7.3.1 in Chapter 7 are to be complied with. 


8.4.5 The amount of reinforcement in laminates that form 
the skins of a sandwich laminate is to comply with the require- 
ments of 2.1.2. 
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8.4.6 Special consideration may be given to laminate 
thicknesses lesser than those required by 8.4.3 and 8.4.5, 
provided that all of the structural strength requirements of the 
Rules are complied with, a satisfactory water barrier is 
provided and the equivalent impact resistance is demon- 
strated as required by Ch 8,2.8.2. 


8.4.7 The scantlings of watertight cockpits are to be of 
equivalent strength to those for the strength/weather deck, 
see also Part 4. 


8.4.8 It is recommended that working areas of the 
weather deck have an anti-slip surface. 


8.4.9 Where decks are sheathed with wood or other 
materials, details of the method of attachment are to be 
submitted, see a/so Ch 3,2.9. 


8.5 Cross-deck stiffening 


8.5.1 The Rule requirements for bending moment, shear 
force, shear stress and deflection for the cross-deck primary 
stiffeners are to be determined from the general equations 
given in Ch 8,1.14, using the design pressure from Pt 5, 
Ch 3,3.1, or Pt 5, Ch 4.3.1 for non-displacement or 
displacement type craft as appropriate, and the coefficients 
dus bs and os as indicated in Table 3.1.10 in Chapter 3 for the 
load model (a). 


8.5.2 The Rule requirements for bending moment, shear 
force, shear stress and deflection for the cross-deck 
secondary stiffeners are to be determined from the general 
equations given in Ch 3,1.14, using the design pressure from 
Pt 5, Ch 3,3.1, or Pt 5, Ch 4,3.1 for non-displacement or 
displacement type craft as appropriate, and the coefficients 
ou ds and os as indicated in Table 3.1.10 in Chapter 3 for the 
load model (b). Special consideration will be given to the 
application of other load models subject to the structural 
arrangement and degree of end fixity provided. 


8.5.3 The allowable tensile, compressive and shear 
stress limits indicated in Table 7.3.1 in Chapter 7, and the 
span/deflection ratios indicated in Table 7.2.1 in Chapter 7 are 
to be complied with. 


8.5.4 The geometric properties of stiffener sections are 
to be calculated in accordance with Ch 3,1.15 using an 
effective width of attached laminate as given in Ch 3,1.7. 


8.5.5 For cases where there may be excessive rotations 
or deflections at supports or where the lateral pressure 
distribution is non-uniform, the above scantlings may have to 
be increased appropriately. 


8.5.6 Where stiffeners are subject to concentrated loads 
such as pillars, the concentrated loads are to be superimposed 
on the lateral pressure and strength calculations carried out 
to demonstrate compliance with the deflection and stress 
criteria given in Table 7.2.1 in Chapter 7 and Table 7.3.1 in 
Chapter 7. 


8.5.7 Where the floating frame system is used, the effect 
of the plating attached to the stiffening members is to be 
ignored when calculating the required section stiffness, E7, of 
the primary stiffening members, i.e. the full stiffness, E/, is to 
be provided by the primary stiffening members only. 


8.5.8 Openings in the cross-deck for hatches etc., are to 
comply with the requirements of Ch 3,8.12. 

8.6 Novel features 

8.6.1 Where the cross-deck structure is of unusual 


design, form or proportions, the scantlings are to be 
determined by direct calculation, see Ch 3,2.7. 


LJ Section 9 
Superstructures, deckhouses, 
bulwarks and pillars 


9.1 General 


Otel The scantlings and arrangements for superstruc- 
tures, deckhouses and bulwarks are to be determined in 
accordance with the procedures described in, or as required 
for mono-hull craft indicated in Ch 3,9. 


9.1.2 The scantlings and arrangements for pillars are to 
be determined in accordance with the procedures described 
in, or as required for mono-hull craft indicated in Ch 3,10. 
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| Section 7 
General 


1.1 Application 

11.4 The requirements of this Chapter are applicable to 
both mono-hull and multi-hull craft of composite construction. 
1.2 Symbols and definitions 


12.1 The symbols in this Section are as defined in 
Ch 3,1.5.1 and in the appropriate sub-Section. 


a Section 2 
Special features 


2.1 Water jet propulsion systems - Construction 


2.1.1 The requirements for the construction and 
installation of water jet units apply irrespective of rated power. 


2.1.2 Water jet ducts may be fabricated as an integral 
part of the hull structure, or as a bolted-in unit. In either case, 
detailed plans indicating dimensions, scantlings and 
materials of construction of the following are to be submitted 
in triplicate: 

(a) Arrangement of the system including intended method 
of attachment to the hull and building-in, geometry of 
tunnel, shell opening, method of stiffening, reinforcement, 
etc. 

(b) Shaft sealing arrangements. 

(c) Details of any shafting support or guide vanes used in 
the water jet system. 

(d) Details and arrangements of inspection ports, their 
closing appliances and sealing arrangement, etc. 

(e) Details and arrangements of protection gratings and their 
attachments. 


2.1.3 When submitting the plans requested in 2.1.2, 
details of the designers’ loadings and their positions of 
application in the hull are to be submitted and are to include 
maximum applied thrust, moments and tunnel pressures for 
which approval of the propulsion system is sought. 


2.1.4 All materials used in construction are to be 
manufactured and tested in accordance with the Rules for the 
Manufacture, Testing and Certification of Materials (hereinafter 
referred to as the Rules for Materials). 


2.1.5 Aluminium alloys, where used, are to be of suitable 
marine grades in accordance with the requirements of Part 7. 


2.1.6 Irrespective of the material used, the strength and 
supporting structure of all tunnels are to be examined by 
direct calculation procedures which are to be submitted. In no 
case are the scantlings to be taken as less than the Rule 
requirements for the surrounding structure. The strength of 
the hull structure in way of tunnels is to be maintained. The 
structure is to be adequately reinforced and compensated as 
necessary. All openings are to be suitably reinforced and have 
radiused corners. 


2.1.7 Consideration is to be given to providing the inlet to 
the tunnel with a suitable guard to prevent the ingress of large 
objects into the rotodynamic machinery. The dimensions of 
the guard are to strike a balance between undue efficiency 
loss due to flow restriction and viscous losses, the size of 
object allowed to pass and susceptibility to clog with weed 
and other flow restricting matter. 


2:18 The inlet profile of the tunnel is to be so designed 
as to provide a smooth uptake of water over the range of craft 
operating trims and avoid significant separation of the flow 
into the rotating machinery. 


2.1.9 The leading edges of FRP tunnels are to be 
additionally reinforced by suitable means. Proposals are to be 
submitted as required by 2.1.2. 


2.1.10 — Single or multiple water jet unit installations having 
a total rated power in excess of 500 kW are to be contained 
within their own watertight compartment. Other arrangements 
for maintaining watertight integrity may be specially 
considered depending on the size and installation layout. 


2.1.11 For details of machinery requirements, see Pt 10, 
Ch 2, Machinery Requirements. 


2.2 Water jet propulsion systems - Installation 


ZZ Standard units built for ‘off the shelf’ supply and 
which include the duct are to be installed strictly in 
accordance with the manufacturer’s instructions, see 
also 2.1.4. 


2.2.2 Integral water jet ducts are to be constructed in 
accordance with the manufacturer’s requirements and the 
relevant plans submitted as required by 2.1.2. 
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2.2.3 Where load is transmitted into the transom and/or 
bottom shell, the thickness of the laminate adjacent to the jet 
unit is to be increased. The increase in thickness is to be not 
less than 50 per cent of the calculated transom and bottom 
laminate thicknesses respectively or 12 mm, whichever is the 
greater. Such reinforcement is to extend beyond the 
surrounding stiffening structure. 


2.2.4 For ‘bolted in’ units, hull receiving rings are to be of 
a material compatible with the hull. Scantlings of the 
receiving rings are to be as required by the jet unit 
manufacturer and suitably edge prepared prior to bonding in 
place. The receiving ring is to be installed using an approved 
laminating procedure. Where a manufacturer's specification is 
not provided, full details are to be submitted. 


2.2.5 Bolt sizes and spacings are to be specified by the 
manufacturer, and are to be of suitable marine grade, 
insulated as appropriate and locked by suitable means. 


2.2.6 Where studs are proposed for the receiving ring(s), 
the remaining thickness below the depth of blind tap is to be 
not less than 0,2 times the thickness of the receiving ring or 
5 mm whichever is the greater. Bottoms of all blind taps are to 
be free of sharp corners. 


2.2.7 The use of approved alignment resins may be 
considered where accurate seating and faying surfaces are 
required. Details are to be submitted for consideration and 
approval. 


2.2.8 Where a water jet unit forms an integral part of the 
hull structure, such units are to be installed using an approved 
laminating procedure and in accordance with the manufac- 
turer’s instructions. Materials to be laminated are to be of 
compatible specifications. 


2.2.9 Water jet units transmitting thrust into the transom 
structure are to be supported by a system of radial, 
athwartship and vertical stiffening. Drawings are to be 
accompanied by a set of detailed structural calculations. 
Where complex installations are proposed, a finite element 
model may be submitted in lieu of direct calculations. 


2.2.10 Water jet units transmitting thrust to a bottom shell 
connection or intermediate tunnel connection are to be 
supported by additional stiffening, the details and calculations 
for which are to be submitted. 


2.2.11 In general, sandwich skin laminates in way of water 
jet installations are to be brought together to form single skins 
complying with 2.2.3. Proposals to use sandwich construc- 
tion in way of installations will be specially considered, subject 
to the use of appropriate structural core materials and direct 
calculations being submitted in support. 


2.2.12 Exposed edges of laminates subject to water flow 
are to be over laminated and protected by suitable means; 
proposals are to be submitted for consideration. 


2.2.13 Where the jet-unit is an FRP premoulding of an 
approved type, the surface of the unit is to be suitably 
abraded and degreased prior to installation in the mould tool 
and subsequent over laminating of the main hull structure. 
Particular care is to be given to material compatibility of the 
resin system used for the premould and main hull laminate. 


2.3 Foil support arrangements 


2.3.1 The materials and construction of the lifting surface 
will be considered on a case by case basis. 


2.3.2 The design and performance of the lifting surface is 

outside the scope of classification. However, when submitting 

structural plans for the hull connection installation, the 

designer/Builder is to define: 

a) Operating mode, i.e. fully submerged or surface piercing. 

b) Maximum operational speed for which approval is 
sought. 

c) Maximum, direct, bending, shear and torque loads 
generated by the foil at the point of attachment(s). 

d) The type of profile or section used, e.g. N.A.C.A. 

e) Supply of lift/drag profile. 

f) — If the foil is fixed, movable or retractable. 

g) If the foil is fitted with control surfaces. 

h) If the vertical leg(s) act as a rudder(s). 

(j) f shaft liners are carried to the foils at which support 

arrangements are provided. 

k) If water intakes/scoops are fitted. 

!) If propulsion units are fitted. 


2.3.3 The scantlings and arrangements of foils and their 
supporting structure will be required to be specially considered 
in the following cases where: 

(a) Propulsion units are incorporated within the foil. 

(b) Foils carry shaft support arrangements. 

(c) The foils are of novel design. 


2.3.4 Where fully submerged foils are ‘built-in’ to the hull, 
the attachment area is to be contained within a watertight 
compartment. The structural arrangements of 2.4 are to be 
complied with as appropriate. 


2.3.5 Where foils are to be bolted to the structural 
foundation and not ‘built in’, calculations are to be submitted. 
These are to demonstrate that the effect of loading arising 
from high speed impact, grounding, fouling, etc., is limited to 
failure of the bolted connection. In all cases the structural and 
watertight integrity of the craft is to be maintained. 


2.3.6 Attachment points of foils are in all cases to be 
contained within a watertight compartment. 


2.3.7 Foils attached by rivetted means are, in addition, to 
comply with Pt 7, Ch 2,4.25. 


2.3.8 Bow fairing doors fitted on forward retracting bow 
foils are to be weathertight and are to comply with the require- 
ments of Pt 3, Ch 4. 
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2.3.9 Aft bulkheads of bow foil compartments are to 
comply with the requirements for collision bulkheads as 
detailed in Ch 3,7.6. 


2.3.10 — Hydraulically operated retracting systems are to be 
equipped with low pressure alarms, together with a manual 
system of operation in the event of system failure. 


2.3.11 A mechanical locking system is to be provided on 
retracting systems when the system is in both the operational 
and ‘stowed’ conditions. 


2.4 Surface drive mountings 


2.4.1 Transoms through which surface drive systems 
pass and which are required to carry thrust, significant weight, 
torque, moment, etc., are to be adequately reinforced. 


2.4.2 The thickness of transom laminate is to be not less 
than 50 per cent greater than the adjacent plating or as 
advised by the drive manufacturer, whichever is the greater. 


2.4.3 Steering rams are to be mounted on suitably 
reinforced areas of laminate supported by additional internal 
stiffening; details are to be submitted for consideration. 


2.5 Sea inlet scoops 


2.01 Sea inlet scoops may be integral with or an 
appendage to the hull. 


2.5.2 Scoops are to be suitably positioned to minimise 
ventilation. 


2.5.3 Suitable protective arrangements are to be provided 
to minimise the ingress of debris. The net area through the 
proposed arrangement is to be not less than twice that of the 
valves connected to the scoop. Provision is to be made for 
clearing the scoops by the use of suitable means; proposals 
are to be submitted. 


2.5.4 Scoops are to be contained within a watertight 
compartment. 


2.5.5 The laminate thickness in way of integral scoops is 
to be not less than 50 per cent greater than that of the 
adjacent shell laminate, with additional reinforcement at the 
leading edge. 


2.5.6 For all composite construction, scoops are to be 
fitted as bolted appendages. 


2.5.7 For craft navigating in ice, the arrangements will be 
specially considered on an individual basis. 


2.6 Crane support arrangements 


2.6.1 Crane pedestals are to be efficiently supported and, 
in general, are to be carried through the deck and satisfactorily 
scarfed into the surrounding structure. Alternatively, crane 
pedestals may comprise of a foundation, in which case the 
foundation and its supporting structure are to be of substan- 
tial construction. Proposals for other support arrangements 
will be specially considered. 


2.6.2 The pedestal or proposed arrangement is to be 
designed with respect to the worst possible combinations of 
loads resulting from the crane self weight, live load, wind and 
crane accelerations together with those resulting from the 
craft’s heel and trim. The designer’s calculations for loadings 
are to be indicated on the plans to be submitted. 


2.6.3 Stowage arrangements are to be taken into 
account when calculating the loads applied to the pedestal. 


2.6.4 When submitting plans for the proposed foundation, 
the designer is to include his design calculations covering the 
parameters indicated in 2.6.2. 


2.6.5 The deck laminate is to be additionally reinforced in 
way of crane foundations. The thickness of reinforcement is 
to be that required by the designer’s calculations but in no 
case less than 50 per cent the thickness of the adjacent 
plating. 


2.6.6 Laminate tapers are to be in accordance with 
Ch 2,3.9. 


2.7 Skirt attachment 


2.7.1 The design and scantlings of the skirt are, in 
general, outside the scope of classification, however the 
designers/builders are to submit their proposals in respect of 
the attachment detail. The following supporting information is 
to be submitted: 

(a) Cushion pressure, 

(b) Calculations demonstrating that the effect of damage to 
the flexible membrane and/or the retaining section 
arising from high speed impact, grounding, fouling, etc., 
will not compromise the structural and watertight 
integrity of the craft. 


Z2:f.2 The skirt is to be securely attached around its 
periphery. The supporting structure is to be suitably reinforced 
by the use of tapping plates incorporated into the laminate. 


2.7.3 Where the skirt is retained by bolting the retaining 
bars are to be as long as practicable, with the fasteners being 
spaced not more than 50 mm apart. 


2.7.4 Where the design of the skirt is such that the flexi- 
ble edge is retained by the use of a pre-formed channel, only 
the bolted connection of the preform to the hull structure is to 
be considered. 
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2.8 Trim tab arrangements 


2.8.1 The shape, design and scantlings of the trim tab are 
outside the scope of classification, however Lloyd’s Register 
(hereinafter referred to as ‘LR’) is concerned with their 
attachment to the hull structure. 


2.8.2 The designer/Builder is to submit the following: 

(a) Detailed calculations indicating the maximum lift force 
generated by the tab for which acceptance is sought 
together with the corresponding speed and displacement. 

(b) Details of the hull attachment and loadings in way for the 
trim tab and actuation system. 

(c) Details and calculations of the local internal reinforcement 
to resist the loading in way of the attachment. 


2.8.3 Bearing materials used are to be of an approved 
type. 


2.8.4 Fully submerged retractable trim tabs will be 
specially considered on a case by case basis. 


2.9 Spray rails 


2.9.1 Spray rails are, in general, to be integrated into the 
hull structure but may be added in the form of an appendage 
on completion of the hull shell. 


2.9.2 Where spray rails are integrated, they are to havea 
laminate thickness not less than the adjacent bottom shell and 
additionally have section properties equivalent to that required 
for a longitudinal stiffener in the same position. 


2.9.3 Where spray rails are added as an appendage, they 
are to be attached in accordance with an approved bonding/ 
laminating procedure and are additionally to comply with the 
strength requirements of 2.9.2. Composite preforms bonded 
to the outer hull are to be manufactured and bonded using 
approved materials, compatible with the hull laminate. 


2.9.4 Spray rails are to be supported by the internal stiff- 
ening arrangements and by additional local reinforcement as 
necessary, as given in Ch 3,3.14. 


29.5 In no case are the toes of spray rails to terminate 
on unsupported shell laminate. 


2.9.6 In sandwich construction the outer skin is to be a 
smooth continuous surface, with spray rails attached as 
required by 2.9.3. 


2.10 Other lifting surfaces 


2.10.1 Other lifting surfaces not specifically covered by the 
Rules will be individually considered on the basis of submit- 
ted direct calculations. 


2.10.2 Structure or hull shapes above the running 
waterline designed to generate aerodynamic lift may be 
individually considered on a case by case basis. 


2.10.3 Aerodynamic, hydrodynamic and aero-hydro- 
dynamic stability are outside the scope of classification and 
are subject to the approval of the National Administration 
concerned. 


2.11 Propeller ducting 


2.11.1. Where propellers are fitted within ducts/tunnels the 
laminate weight in way of the blades is to be increased by 
50 per cent. 


2.11.2 The tunnel wall in way of the propeller blades is to 
be additionally stiffened. 


2.12 Ride control ducting and installation for 
Surface Effect Ships (SES) 


2.12.1. Ducts penetrating the side inboard shell plating are 
to comply with the scantling requirements for side inboard 
structures, over their entire length, in the appropriate material. 


2.12.2 Ducts penetrating the wet-deck are to comply with 
the scantling requirements for wet-deck structures over their 
entire length, in the appropriate material. 


2.12.3 Open ends of ducts are to be fitted with a suitable 
protective grille. 


2.12.4 The vent assembly, its design, construction and 
operation is outside the scope of classification and is the 
responsibility of the ride control system designer. 


2.12.5 Details of the installation and securing arrange- 
ments of the vent valve assembly into the duct are to be 
submitted for approval. 


a Section 3 
Vehicle decks 


3.1 General 


Cpa ai Where it is proposed to construct vehicle decks in 
FRP composite materials, each case will be subject to 
individual consideration. The scantlings are to be determined 
by direct calculation or on the basis of the requirements of 
Chapter 8, in conjunction with the procedures, loadings and 
general requirements for vehicle decks of aluminium alloy 
construction, as indicated in Pt 7, Ch 5. 


3.1.2 It is recommended that single skin laminate 
construction incorporating longitudinal or transverse stiffening 
be adopted. Where it is proposed to use sandwich skin 
construction, particular care is to be given to the selection of 
the core material. Such proposals will require to be specially 
considered, and testing may be required to demonstrate the 
suitability of the panels. 
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31.3. The deck and supporting structure are to be 
designed on the basis of the maximum loading to which they 
may be subjected in service. Where applicable, the hatch 
covers are to be similarly designed. In no case, however, are 
the scantlings to be less than would be required for a weather 
or cargo deck or hatch cover, as applicable. 


3.1.4 Details of the deck loading resulting from the 
proposed stowage or operation of vehicles are to be supplied 
by the Builder. These details are to include axle and wheel 
spacing, the wheel load, type of tyre and tyre print dimensions 
for the vehicles. The vehicle types and wheel loads for which 
the vehicle decks, including hatch covers where applicable, 
have been approved are to be included in the craft’s 
documentation and contained in a notice displayed on each 
deck. For design purposes, the wheel loading is to be taken 
as not less than 3,0 KN. 


3.1.5 The scantling requirements are based on 
structural strength and limitations on stress and deflection, 
with no allowance made for wear and tear. Local reinforce- 
ment as given in Ch 3,3.14 is to be fitted as necessary, 
particularly in way of vehicle lanes and passenger routes. 


sory ime) Deck fittings in way of vehicle lanes are to be 
recessed. 


3.2 Securing arrangements 


3.2.1 Details of the loads and connections to the hull of 
vehicle securing arrangements are to be indicated on the 
plans submitted with the Designer’s calculations. 


3.3 Access 


3.3.1 Where access to the vehicle deck is provided by 
bow, side and stern doors, these openings are to comply with 
the requirements of Pt 3, Ch 4,4. 


3.3.2 Doors providing pedestrian access between 
vehicle decks and accommodation spaces are to be gastight, 
and have scantlings and fire restricting characteristics 
equivalent to the surrounding structure, see also Part 17. 


3.4 Hatch covers 


3.4.1 The scantlings and arrangements of hatch covers 
located within vehicle decks are to be not less than those 
required by the Rules for the supporting structure in which 
such hatches are fitted. In general, the end fixity of primary 
stiffening members is to be taken as simply supported. Local 
and secondary stiffening members may be either partially or 
fully fixed at their end connections dependent upon the 
proposed arrangement. 


3.4.2 In no case, however, are the scantlings of plate or 
sandwich laminates and stiffeners to be less than would be 
required for a weather or cargo deck, or hatch cover, as 
applicable. 


3.4.3 Where unusual arrangements of hatch cover 
stiffening are proposed, the scantlings of plating and stiffeners 
may be determined by direct calculations using a two- 
dimensional grillage determination. 


3.5 Heavy and special loads 


3.5.1 Where heavy or special loads are proposed to be 
carried, the scantlings and arrangements of the deck 
structure will be individually considered on the basis of 
submitted calculations. 


36.2 Due account is to be taken of the acceleration 
levels due to craft motion applicable to particular items of 
heavy mass such as vehicles, containers, pallets, etc. 


3.6 Direct calculations 


3.6.1 LR will consider direct calculations for the 
derivation of vehicle deck scantlings as an alternative and 
equivalent to those derived by Rule requirements. The 
assumptions made and the calculation procedures used are 
to be submitted for appraisal in accordance with Pt 3, Ch 1,2. 


O Section 4 
Movable decks 


4.1 Classification 


4.1.17 Movable decks other than those described in 4.1.2 
are not a classification item, although consideration is to be 
given to the associated supporting structure. Where movable 
decks are fitted, it is recommended that they are to be based 
on the requirements of this Section. 


4.1.2 At the Owner’s or Builder’s request, however, 
movable decks will be included as a classification item, and 
the class notation Removable decks will be entered in the 
Register Book. In such cases, all movable decks on board the 
craft are to comply with the requirements of this Section. 


4.2 Arrangements and designs 


4.2.1 Movable decks are generally to be constructed as 
pontoons comprising a web structure with top decking. Other 
forms of construction will be individually considered. 


4.2.2 Positive means of control are to be provided to 
secure decks in the lowered position. 


4.2.3 The decks are to be efficiently supported, and 
hinges, pillars, chains or other means (or a combination of 
these) are to be designed on the basis of the imposed loads. 
Where supporting chains and fittings are required, they are to 
have a factor of safety of at least two on the proof load. 


4.2.4 Plans showing the proposed scantlings and 
arrangements of the system are to be submitted. 
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4.2.5 Where it is proposed to stow the pontoons on 
deck, when not in use, details of the proposals for racks, 
fittings, etc., are to be submitted for consideration. 


4.3 Loading 


4.3.1 The loading requirements for movable decks are to 
be in accordance with 3.1. 


4.3.2 Where it is proposed also to use the decks for 
general cargo, the design loadings are to be submitted for 
consideration. 


4.4 Scantling determination 


4.4.1 The scantlings and arrangements of movable decks 
are to be not less than required by the Rules for the 
supporting structure in which they are fitted. In general the 
end fixity of primary stiffening members is to be taken as 
simply supported. Local and secondary stiffening members 
may be either partially or fully fixed at their end connections 
dependent upon the proposed arrangement. 


4.5 Deflection 


4.5.1 Where wheeled vehicles are to be used, the 
supporting arrangements are to be such that the movement 
at the edge of one pontoon relative to the next does not 
exceed 50 mm during loading or unloading operations. 


4.6 Direct calculations 


4.6.1 As an alternative to the requirements of 4.3 to 4.5, 
the structure may be designed on the basis of a direct 
calculation using a grillage idealisation. The method adopted 
and the stress levels proposed for the material of construc- 
tion are to be submitted for consideration, see also Pt 3, 
Ch 1,2. 


a Section 5 
Helicopter landing areas 


5.1 General 


5.1.1 Where it is proposed to construct helicopter 
landing areas in FRP composite materials, each case will be 
subject to individual consideration. 


5.1.2 Helicopter landing areas are to be designed to suit 
the largest helicopter type which it is intended to use. In 
general, the diameter of the landing area is to be not less than 
1,25 times the rotor diameter. 


5.1.3 Attention is drawn to the requirements of National 
and other Authorities concerning the construction of 
helicopter landing platforms and the operation of helicopters 
as they affect the craft. 


5.1.4 Plans are to be submitted showing the proposed 
scantlings and arrangements of the structure. The type, size 
and weight of helicopters to be used are also to be indicated. 
Details of the helicopter types to be used are to be included in 
the craft’s documentation, and be contained in a notice 
displayed on the helicopter landing deck. 


5.7.5 Where the landing area forms part of a weather or 
erection deck, the scantlings are to be not less than those 
required for decks in the same position. 


5.1.6 The requirements for fire protection, detection and 
extinction are to comply with Part 17. Special consideration 
is to be given to the insulation standard if the space below the 
helicopter deck is a high fire-risk space. 


5.1.7 It is recommended that single skin laminate 
construction incorporating longitudinal or transverse stiffen- 
ing is to be adopted. Where it is proposed to use sandwich 
skin construction, particular care is to be given to the selection 
of the core material; such proposals will require to be specially 
considered, and testing may be required to demonstrate the 
suitability of the panels. 


5.2 Symbols 


5.2.1 The symbols in this Section are as defined in 
Ch 3,1.5.1 and in the appropriate sub-Section. 


5.3 Arrangements 


5.3.1 The landing area is to be sufficiently large to allow 
for the landing and manoeuvring of the helicopter, and is to 
be approached by a clear landing and take-off sector complying 
in extent with the applicable regulations. 


5.3.2 The landing area is to be free of any projections 
above the level of the deck. Projections in the zone surrounding 
the landing area are to be kept below the heights permitted by 
the regulations. 


5.3.3 Suitable arrangements are to be made to minimise 
the risk of personnel or machinery sliding off the landing area. 
A non-slip surface and anchoring devices are to be provided. 


5.3.4 Arrangements are to be made for drainage of the 
platform, including drainage of spilt fuel. 


5.3.5 Details of the connections to the hull of helicopter 
securing arrangements are to be submitted for approval. 


5.3.6 Engine uptake arrangements are to be sited such 
that exhaust gases cannot be drawn into helicopter engine 
intakes during helicopter take off or landing operations. 


5.4 Loadings 
5.4.1 The load cases to be investigated are to be not less 


than those required by Pt 7, Ch 5,6 for helicopter landing 
areas of aluminium alloy construction. 
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5.4.2 The proposed loadings are to be agreed with LR 
prior to scantling analysis and submission of structural plans 
for appraisal. 


5.4.3 Details of the deck loading resulting from the 
proposed stowage arrangements of helicopters are to be 
supplied by the Builder. These details are to include the axle 
and wheel spacing, the wheel load, type of tyre and tyre print 
dimensions for the helicopter. For design purposes the wheel 
loading is to be taken as not less than 3,0 KN (0,3 tonne-f). 


5.4.4 Where it is proposed also to use the decks for 
general cargo or other alternative use, the design loadings are 
to be submitted for consideration. 


5.5 Scantlings 


5.5.7 The scantlings and arrangements of helicopter 
landing areas are to be not less than those required by the 
Rules for the supporting structure in which the helicopter 
landing areas are fitted. In general the end fixity of primary 
stiffening members is to be taken as simply supported. Local 
and secondary stiffening members may be either partially or 
fully fixed at their end connections dependent upon the 
proposed arrangement. 


a Section 6 
Strengthening requirements for 
navigation in ice conditions 


6.1 General 


6.1.1 Where an ice class notation is to be included in the 
class of a craft, the scantlings will require special considera- 
tion, see Pt 3, Ch 2,9. 


6.2 Shell laminate 


6.2.1 It is assumed that single skin laminate construction 
incorporating longitudinal or transverse stiffening will be 
adopted. Where it is proposed to use sandwich skin 
construction, particular care is to be given to the selection of 
the core material; such proposals will require to be specially 
considered, and testing may be required to demonstrate the 
suitability of the panels. 


6.2.2 In way of the main ice belt zone, the thickness of 
the shell laminate is to be determined by direct calculation. 
A copy of these calculations is to be submitted for 
consideration. 


| 6.2.3 


Changes in laminate thicknesses are to take place 
gradually, and in no case is the length of taper to be less than 
20 times the difference in thickness. Additionally individual 
plies of the laminate are to be arranged such that any 
delamination will be directed to the outer surface of the 
laminate. 


6.3 Shell framing 


6.3.1 The web thickness for ice framing members of 
top-hat or plate section is to be determined by direct 
calculation. A copy of these calculations is to be submitted 
for consideration. 


6.3.2 Ice frames are to be attached to the shell plating by 
double primary bonding angles in accordance with Ch 3,1.18. 
The web area of ice frames is to be maintained; air and drain 
holes are to be kept to a minimum. 


6.3.3 The bending moment assumed to be carried by the 
ice framing stiffening member is not to be taken as less than 
50 per cent greater than that required by the appropriate 
Section of the Rules for the stiffening member subjected to 
hydrostatic or pitching pressure whichever is the greater. 


6.4 Stem construction 


6.4.1 The stem is to be additionally protected/ 
reinforced by a metallic shoe or other equivalent arrangement. 
The shoe/reinforcement is to extend from the keel plate to 
750 mm above the ice load waterline and is to be internally 
strengthened by closely spaced floors, brackets or webs. 
Details of such protection and the method of attachment are 
to be submitted for consideration. 


6.4.2 Attachment by mechanical means such as bolting 
or other methods is not to impair the watertight integrity of the 
craft. Through bolting of the hull is to be kept to a minimum 
and avoided where practicable. 
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Section 

1 General 

2 Hull girder strength for mono-hull craft 
3 Hull girder strength for multi-hull craft 


Bi Section 7 
General 


1.1 Application 


LAs The requirements for longitudinal and transverse 
global strength for both mono-hull and multi-hull craft of 
composite construction, are contained within this Chapter. 
Due consideration is taken of the dynamic effects, where 
appropriate, in both the crest and trough wave landing 
conditions. 


1:2 Symbols and definitions 
1.2.1 Unless specified otherwise the symbols used in this 
Chapter are defined as follows: 
a, = cross sectional area of the individual ply, /, in m2 
Ej = compressive modulus of individual ply, /, 
in N/mm2 


E, = &, or Ej of the individual ply /, relative to its 
position above or below the neutral axis, 


in N/mm2 

E,; = tensile modulus of individual ply, /, in N/mm2 

J, = inertia of the of individual ply, /, about the neutral 
axis, in mm4 


Mp = the appropriate Rule bending moment, as 
defined in Pt 5, Ch 5,5 
Qr_ = the appropriate Rule shear force, as defined in 
Pt 5, Ch 5,5 
xX; = the distance to the centre of area of the individual 
ply, /, from the outer surface of the keel plate 
laminate, in metres 
y; = vertical distance from the hull transverse neutral 
axis to the centre of the individual ply, in metres 
Yna_ = the distance of the neutral axis, from the outer 
surface of the keel plate laminate, in metres. 
X(E, FH = total (EZ), (stiffness) for the hull midship section, 


in Nm4/mm2 

6, = Compressive stress within an individual element, 
i, in N/mm2 

64 = tensile stress within an individual element, /, 
in N/mm2 


ty = shear stress at any position along the length of 
the craft, in N/mm2 
Lp and B are as defined in Pt 3, Ch 1,6.2. 


1.2.2 The strength deck is to be taken as follows: 

(a) Where there is a complete upper deck the strength deck 
is the upper deck. 

(bo) Where the upper deck is stepped, as in the case of 
raised quarterdeck craft, the strength deck is stepped 
as shown in Fig. 6.1.1. 


4390/32 


Fig. 6.1.1 Strength deck 


1.3 General 


1.30.4 The additional pressures arising from the influence 
of the global loading are considered in the determination of 
the longitudinal strength requirements for local and secondary 
stiffening and bottom shell laminate. 


71.3.2 All continuous longitudinal structural material is to 
be included in the calculation of the stiffness, (EZ), of the hull 
midship section, and the lever, y;, is to be measured vertically 
from the neutral axis to the centre of the individual ply, /. The 
inertia of an individual horizontal ply, i, about its own axes is to 
be ignored. 


7.3.3 Structural members which contribute to the 
overall hull girder strength are to be carefully aligned so as to 
avoid discontinuities resulting in abrupt variations of stresses 
and are to be kept clear of any form of openings which may 
affect their structural performance. 


1.3.4 In general, superstructures or deckhouses will not 
be accepted as contributing to the global longitudinal or 
transverse strength of the craft. However, where it is proposed 
to include substantial, continuous stiffening members, special 
consideration will be given to their inclusion on submission of 
the designer’s/builder’s calculations. Such calculations are to 
make due allowance for superstructure efficiency. See also 
Pt 7, Ch6,2.5. 


7.3.5 Where continuous deck longitudinals or deck 
girders are arranged above the strength deck, special 
consideration may be given to the inclusion of their sectional 
area in the calculation of the hull stiffness (EZ)4. The lever is 
to be taken to a position corresponding to the depth of the 
longitudinal member above the moulded deckline at side 
amidships. Each such case will be individually considered. 


1.3.6 Adequate transition brackets are to be fitted at the 
ends of effective continuous longitudinal strength members in 
the deck and bottom structures. 
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1.3.7 Scantlings of all continuous longitudinal members 
of the hull girder based on the minimum section stiffness 
requirements given in 2.2 are to be maintained within 0,4L, 
amidships. However, in special cases, based on considera- 
tion of type of ship, hull form and loading conditions, the 
scantlings may be gradually reduced towards the ends of the 
0,4L_ part, bearing in mind the desire not to inhibit the 
vessel’s loading and operational flexibility. Lp is as defined in 
1.2.1. 


1.4 Openings 


1.4.1 Deck openings having a length in the fore and aft 
directions exceeding 0,18 m or a breadth exceeding 0,05B m, 
are always to be deducted from the sectional areas used in 
the section stiffness calculation. B is as defined in 1.2.1. 


1.4.2 Deck openings smaller than stated in 1.4.1 including 
manholes, need not be deducted provided they are isolated 
and the sum of their breadths or shadow area breadths (see 
1.4.3), in one transverse section does not exceed 0,06 (B; — Zb}). 
where 

B, breadth of craft at section considered 
x6, = sum of breadths of deductible openings. 
Where a large number of deck openings are proposed in any 
transverse space, special consideration will be required. 


1.4.3 Where calculating deduction-free openings, the 
openings are assumed to have longitudinal extensions as 
shown by the shaded areas in Fig. 6.1.2. The shadow area is 
obtained by drawing two tangent lines to an opening angle of 
30°. The sections to be considered are to be perpendicular to 
the centreline of the ship and are to result in the maximum 
deduction in each transverse space. 


1.4.4 Isolated openings in longitudinals or longitudinal 
girders need not be deducted if their depth does not exceed 
25 per cent of the web depth or 75 mm whichever is the lesser. 


1.4.5 Openings are considered isolated if they are spaced 
not less than 1 m apart. 


1.4.6 A reduction for drainage holes and scallops in 
beams and girders, etc., is not necessary so long as the 
original section stiffness at deck or keel is reduced by no more 
than three per cent. 


1.5 Direct calculation procedure 


7.5.1 In direct calculation procedures capable of deriving 
the wave induced loads on the ship, and hence the required 
modulus, account is to be taken of the ship’s actual form and 
weight distribution. 


Transverse 


Transverse 


4390/150 


Total equivalent breadth of small openings 
at XX = b4 +bo+b3 


Fig. 6.1.2 Isolated openings 


1.5.2 Lloyd’s Register’s (hereinafter referred to as ‘LR’) 
direct calculation method involves derivation of response to 
regular waves by strip theory, short-term response to 
irregular waves using the sea spectrum concept, and long- 
term response predictions using statistical distributions of sea 
states. Other direct calculation methods submitted for 
approval are normally to contain these three elements and 
produce similar and consistent results when compared with 
LR’s methods. 


1.6 Approved calculation systems 


1.6.1 Where the assumptions, method and procedures 
of a longitudinal strength calculation system have received 
general approval from LR, calculations using the system for a 
particular ship may be submitted. 


1.7 Information required 


Lsf1 In order that an assessment of the longitudinal 

strength requirements can be made, the following information is 

to be submitted, in LR’s standard format where appropriate: 

(a) General arrangement and capacity plan or list, showing 
details of the volume and position of centre of gravity of 
all tanks and compartments. 

(b) Bonjean data, in the form of tables or curves, for at least 
21 equally spaced stations along the hull. A lines plan 
and/or Tables of offsets may also be required. 
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(c) Details of the calculated lightweight and its distribution. 

(d) Details of the weights and centres of gravity of all dead- 
weight items for each of the main loading conditions. It is 
recommended that this information be submitted in the 
form of a preliminary Loading Manual, and that it 
includes the calculated still water and dynamic bending 
moments and shear forces. 


1.8 Loading guidance information 


1.8.1 Sufficient information is to be supplied to the 
Master of every craft to enable him to arrange loading in such 
a way as to avoid the creation of unacceptable stresses in the 
craft’s structure. 


a Section 2 
Hull girder strength for mono-hull 


craft 
2.1 General 
2.1.1 Longitudinal strength calculations are to be submit- 


ted for all craft with a Rule length, Lp, exceeding 40 m, 
covering the range of load and ballast conditions proposed, in 
order to determine the required hull girder strength. Still water, 
static wave and dynamic bending moments and shear forces 
are to be calculated for both departure and arrival conditions. 


24:2 For craft of ordinary hull form with a Rule length, Lp, 
less than 40 m, the minimum hull girder strength requirements 
are generally satisfied by scantlings obtained from local strength 
requirements. However longitudinal strength calculations may 
be required at LR’s discretion dependent upon the hull form, 
constructional arrangement and proposed loading. 


2.1.3 Where the Rule length, Lp, of the craft exceeds 
65 m, or for new designs of large, structurally complicated 
craft, the design loads and scantling determination formulae in 
this Chapter are to be supplemented by direct calculation and 
structural analysis by 3-D finite element methods. These 
supplementary calculations are to include the results of model 
tests and full scale measurement where available or required 
by LR. Full details of such methods and all assumptions and 
calculations, which are to be based on generally accepted 
theories, are to be submitted for appraisal. 


2.2 Bending strength 


2.2.1 The effective geometric properties of the midship 
section are to be calculated directly from the dimensions of the 
section using only the effective material elements which 
contribute to the global longitudinal strength. For the purposes 
of this analysis an element may be a deck plating, longitudinal 
girder, inner bottom, etc., or other continuous member. 


2.2.2 The distance of the neutral axis, yyja, from the outer 
surface of the keel plate laminate may be determined from the 
following: 

= Ejaix) 

= (Ea) y 


YNA = 


2.2.3 The resultant compressive stress within an individual 
ply, /, may be determined from the following: 
Ei yiM 


R 
, = > x 10-3 N/mm2 
Ooi > E& Du x mm 


2.2.4 The resultant tensile stress within an individual ply, 
/, may be determined from the following: 
Ey y,M 
oy = St "B 10-3 Nimm? 
ZEA 


2.2.0. The ultimate tensile and compressive strengths of 
the laminate or face reinforcement which form an element, 
may be determined from suitable tests or alternatively may be 
predicted using classical stress/strain relationships with due 
account being taken of the amounts of different materials and 
their associated strain rates to failure. In this respect materials 
which are incompatible in terms of their strain rates to failure 
are not to be mixed. Where materials are mixed the 
requirements of 2.2.6 for reserve factors are to be complied 
with when a first ply failure analysis is carried out. 


2.2.6 The allowable tensile and compressive stress limits 
indicated in Table 7.3.2 in Chapter 7 are to be complied with. 


2.3 Shear strength 


2.3.1 The shear strength of the craft at any position along 
the length is to be examined. The shear stress, ty, is 
determined from the following: 


Q 
+ = ra x 10-3 N/mm? 
T 


A. = effective shear area of transverse section, in m2, to 
be taken as the net sectional area of the side shell 
plating and the longitudinal bulkheads after 
deductions for openings, in m2 

Qr is as defined in 1.2.1. 


2.3.2 The allowable shear stress limits indicated in 
Table 7.3.2 in Chapter 7 are to be complied with. 


2.4 Torsional strength 


2.4.1 Torsional stresses are typically small for ordinary 
mono-hulls less than 65 m in Rule length, Lp, and can 
generally be ignored. 


2.4.2 The calculation of torsional stresses and/or 
deflections may be required when considering craft with 
unusual form or proportions, or with large deck openings. In 
general, calculations may be required to be carried out using 
a direct calculation procedure. Such calculations are to be 
submitted in accordance with 1.5. 
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a Section 3 
Hull girder strength for 
multi-hull craft 


3.1 Application 


3.1.1 Except as otherwise specified within this Section, 
the global strength requirements for multi-hull craft are to 
comply with Section 2. 


3.1.2 Longitudinal strength calculations are to be submit- 
ted for all craft with a Rule length, Lp, exceeding 35 m, 
covering the range of load conditions proposed, in order to 
determine the required hull girder strength. Still water, static 
wave and dynamic bending moments and shear forces are to 
be calculated for both departure and arrival conditions and for 
any special mid-voyage conditions caused by changes in 
ballast distribution. 


318 For craft of ordinary hull form with Rule length, Lp, 
less than 35 m, the minimum hull girder strength requirements 
are generally satisfied by scantlings obtained from local strength 
requirements. However longitudinal strength calculations may 
be required at LR’s discretion dependent upon the hull form, 
constructional arrangement and proposed loading. 


3.1.4 Where the Rule length, Lp, of the craft exceeds 
50 m, or for new designs of large, structurally complicated 
craft, the design loads and scantling determination formulae in 
this Chapter are to be supplemented by direct calculation and 
structural analysis by 3-D finite element methods. These 
supplementary calculations are to include the results of model 
tests and full scale measurement where available or required 
by LR. Full details of such methods and all assumptions and 
calculations, which are to be based on generally accepted 
theories, are to be submitted for appraisal. 


3.1.5 The strength deck plating in way of the cross-deck 
structure, the wet-deck plating, longitudinal bulkheads and 
girders, and other continuous members may be included in 
the determination of the midship section stiffness. 


3.1.6 Special consideration will be given to the global 
strength requirements for craft with more than two hulls linked 
by cross-deck structure. 

3.2 Hull longitudinal bending strength 

3.2.1 The requirements of 2.2 are to be complied with, 
using the appropriate design bending moment applicable to 
multi-hull craft, as determined from Pt 5, Ch 5,5. 

3.2.2 The allowable tensile and compressive stress limits 
indicated in Table 7.3.2 in Chapter 7 are to be complied with. 


3.3 Hull shear strength 


3.3.1 The requirements of 2.3 are to be complied with in 
so far as they are applicable. 


3.3.2 The allowable shear stress limits indicated in 
Table 7.3.2 in Chapter 7 are to be complied with. 


3.4 Torsional strength 


3.4.1 At the discretion of LR or where a craft is of unusual 
form or novel construction, the torsional stress is to be 
determined by direct calculation methods using the twin hull 
torsional connecting moment as defined in Pt 5, Ch 5. Such 
calculations are to be submitted in accordance with 1.5. 


3.5 Strength of cross-deck structures 


35:1 Cross-deck structures are to have adequate 
transverse strength in relation to the design loads and 
moments. Generally the net areas with effective flange, after 
deductions of openings, are to be used for the calculations of 
the total stiffness of the longitudinal section of the cross-deck 
structures. The effective shear area of transverse strength 
members is the net web area after deduction of openings. 


3.5.2 The twin hull transverse bending strength of the 
craft at any position along the length is to be examined. 


3.5.3 The twin hull transverse bending stresses for both 
the compressive and tensile cases are to be determined by 
direct calculation methods, or on the basis of 2.2.3 and 2.2.4 
respectively. The stresses are to be determined in conjunction 
with the twin hull transverse bending moment, Mp, as defined 
in Pt 5, Ch 5,5. 


3.5.4 Due consideration is to be given to the increased 
bending moments which may arise due to local point 
loadings from pillars, fuel bunkers, heavy items of machinery, 
stores, etc. 


3.5.5 The shear strength of the cross-deck structure is to 
be examined by applying the appropriate vertical shear force 
at the centreline of the cross-deck structure between the twin 
hulls. The shear stress, ty, is to be determined from: 


Q 
ty = i x 10-3) N/mm? 
T 


b 
Il 


a the net cross sectional area of the primary transverse 
cross-deck structure, in m2 
Qr is as defined in 1.2.1. 


3.5.6 The allowable shear stress limits indicated in 
Table 7.3.2 in Chapter 7 are to be complied with. 


3.6 Grillage structures 


3.6.1 For complex girder systems, a complete structural 
analysis using numerical methods may be required to be 
performed to demonstrate that the stress levels are accept- 
able when subjected to the most severe and realistic 
combination of loading conditions intended, see also 
Ch 3,4.15. 
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3.6.2 In general, the transverse and vertical girders, 
bottom and side structures, bridge structure, deck structures 
and any other parts of the craft which LR considers critical to 
the craft’s structural integrity are to be included in the 
numerical modelling of the craft. 


3.7 Analysis techniques 


3.7.1 General or special purpose computer programs or 
any other analytical techniques may be used provided that the 
effects of bending, shear, axial and torsion are properly 
accounted for and the theory and idealisation used can be 
justified. 


3.7.2 In general, grillages consisting of slender girders may 
be idealised as frames based on beam theory provided proper 
account of the variations of geometric properties is taken. For 
cases where such an assumption is not applicable, finite 
element analysis or equivalent methods may have to be used. 


3.7.3 Analysis of the cross deck structures with regard to 
impact loads due to slamming may have to be carried out 
using advanced structural analysis techniques. 
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Section 

1 General 

2 Deflection control 

3 Stress control 

4 Buckling control 

5 Impact control 

6 Temperature control of cored sandwich 
structures 


C Section 7 
General 


1.1 Application 


11.1 The requirements of this Chapter are applicable to 
mono-hull and multi-hull craft of composite construction as 
defined in Ch 1,1.1. 


1.2 General 


7.2.1 The failure modes criteria contained within this 
Chapter are to be used in formulae from the preceding 
Chapters to determine the scantling requirements. In addition, 
they are to be used when direct calculations are proposed as 
an alternative. 


1.3 Symbols and definitions 


7.3.1 The symbols and definitions applicable to this 
Chapter are defined below or in the appropriate Section: 


fs; = span/deflection ratio. 


1.4 Direct calculations 


1.4.1 The requirements of this Section may be modified 
where direct calculation procedures are adopted to analyse 
the various failure modes. 


1.5 Equivalents 


7.5.1 Where direct calculations are proposed, the 
requirements of Pt 3, Ch 1,2 are to be complied with. 


7.5.2 In addition, with the agreement of Lloyd’s Register 
(hereinafter referred to as ‘LR’), tests may be conducted to 
demonstrate the actual response of the structure and the 
results verified against the failure mode criteria in this Chapter. 


Section 2 
Deflection control 


2.1 General 


Zeb The requirements in respect of limiting deflection for 
both panels and stiffening members are given in this Section. 
These limits are generally based on a span/deflection ratio, fs, 
as given in Table 7.2.1, in consistent units. 
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Item 


Limiting span/deflection ratio 


Shell envelope: 
e sandwich construction 


Bottom structure: 
e secondary stiffening 
e primary girders and web frames 


Side structure: 
e secondary stiffening 
e primary girders and web frames 


Main/strength deck structures: 
e sandwich construction 
e secondary stiffening 
e primary girders and web frames 
e hatch covers 


Superstructure/deckhouse laminates: 
(a) Generally: | © sandwich construction 


b) Coachroof: © sandwich construction 


) 
) 


House top: ¢ sandwich construction 
Lower/inner decks and house top subject to 
personnel loading: 

e sandwich construction 


( 
(c 
(d 


Superstructure/deckhouse stiffeners: 
(a) Generally: | ° secondary 
e primary 
(b) Coachroof: © secondary 
e primary 
(c) House top: © secondary 
© primary 
(d) Lower/inner decks and house top subject to 
personnel loading: 
e secondary members 
e primary members 


Deep tank structures: 
(a) Laminates: ¢ sandwich construction 


(b) Stiffeners: | ¢ secondary members 
© primary members 


Watertight bulkhead structures: 
(a) Laminates: ¢ sandwich construction 


(b) Stiffeners: | ¢ secondary members 
e primary members 


100 


150 


Multihull cross-deck structures: 
(a) Laminates: ¢ sandwich construction 


(b) Stiffeners: | ¢ secondary members 
e primary members 


100 


150 


Vehicle deck structures: 
(a) Laminates: ¢ sandwich construction 


(b) Stiffeners: | ¢ secondary members 
© primary members 


150 
200 
250 


Helicopter/flight decks: 
(a) Laminates: ¢ sandwich construction 


(b) Stiffeners: | ¢ secondary members 
e primary members 


150 


200 
250 


NOTE 
Where significant curvature exists over the span of t 


breadth of the panel, the allowable deflections wi 
considered. 


he stiffener or 
| be specially 


O Section 3 
Stress control 


3.1 General 


311 The nominal limiting stress for panels and primary 
and secondary stiffening members, subject to local and global 
loading conditions, are given in this Section. 


3.2 Tensile and compressive stress 


3.2.1 The limiting tensile and compressive stress 
criteria values for local and global loading conditions are given 
in Tables 7.3.1 and 7.3.2 respectively. These values are 
expressed as a fraction of the ultimate tensile and 
compressive strength of the laminate at first ply failure. 


3.2.2 The ultimate compressive strength of the sandwich 
skin laminate shall not be taken greater than the critical skin 
buckling stress given by 


Se = 0,5 EopsE G3 


where 
‘ss : F 2 
Scr = critical skin buckling stress, in N/mm 
Ey = compressive modulus of the core material, in 


N/mm 
en and G are as defined in Ch 3,1.5.1 


3.3 Shear stress 


3.3.1 The limiting shear stress criteria values for local and 
global loadings are given in Tables 7.3.1 and 7.3.2 respec- 
tively. These values are expressed as a fraction of the ultimate 
shear strength of the laminate. 


3.4 Interlaminar shear stress 


3.4.1 The interlaminar shear strength of the proposed 
laminate is to be demonstrated to be not less than 
13,8 N/mm2. 


3.5 Core shear stress 


3.5.1 The limiting core shear stress criteria values are 
given in Table 7.3.3. These values are expressed as a fraction 
of the ultimate core shear strength of the core material, see 
also Ch 3,1.13.9. 


3.5.2 The ultimate core shear strength of the core 
material is to be taken as 90 per cent of the mean ultimate 
shear strength determined from accepted mechanical tests, 
or the mean minus two standard deviations based on a 
minimum of five samples, whichever is less. All test pieces 
are to be representative of the product to be manufactured 
and details are to be submitted for consideration. 
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Table 7.3.1 Limiting stress criteria for local Table 7.3.1 


loading (see continuation) 


Limiting stress criteria for local 
loading (conclusion) 


Item 


Limi 


ting stress fraction 


Tensile 


Compressive 


Shear 


Item 


Limiting stress fraction 


Tensile 


Compressive 


Shear 


Shell envelope: 

(a) Bottom shell laminate: 
e slamming zone 
e elsewhere 


Side shell laminate: 
e slamming zone 
e elsewhere 


Keel 


Bottom structure: 

(a) Secondary stiffening: 
e slamming zone 
e elsewhere 


(b) Primary girders and web 
frames 


(c) Engine girders 


Side structure: 

(a) Secondary stiffening: 
e slamming zone 
e elsewhere 


(b) Primary girders and web 
frames 


Main/strength deck 
laminate and stiffeners: 
(a) Laminate 


(b) Secondary stiffening 


(c) Primary girders and web 
frames 


(d) Hatch covers 


Bulkheads: 
(a) Collision bulkhead: 
e laminate 
e secondary stiffening 
e primary stiffening 
(b) Watertight bulkhead: 
e laminate 
e secondary stiffening 
e primary stiffening 
(c) Watertight bulkhead 
doors: 
e in collision bulkhead 
e in other bulkheads 


(d) Structure supporting 
watertight doors: 
e in collision bulkhead 
e in other bulkheads 


(e) Minor bulkheads: 
e laminate 
e secondary stiffening 
e primary stiffening 

(f) Deep tank bulkheads: 
e laminate 
e secondary stiffening 
e primary stiffening 


Superstructures/deckhouses: 


Deckhouse front, 1st tier: 
e laminate 

e stiffening 

Deckhouse front, upper 
tiers: 

e laminate 
e stiffening 
Deckhouse, aft and sides: 
e 

e 


aminate 
stiffening 


Coachroof: 
e laminate 
e stiffening 
House top, not subject to 
personnel loading: 

e laminate 
e stiffening 
Lower/inner decks and 
house top, subject to 
personnel loading: 

e laminate 
e stiffening 


Multihull cross-deck 
structure: 

a) Laminate: 
e slamming zone 
e elsewhere 


b) Secondary stiffening: 
e slamming zone 
e elsewhere 


c) Primary stiffening 


Vehicle deck: 
a) Laminate 


b) Secondary stiffening 
c) Primary stiffening 


Helicopter/flight decks: 
a) Normal usage: 
e laminate 
e secondary stiffening 
e primary stiffening 


(b) Emergency landing: 
e laminate 
e secondary stiffening 
e primary stiffening 


3.5.3 In the absence of suitable test data, LR will 
consider basing the ultimate core shear strength on 
manufacturer recommended minimum design values based 
on mechanical tests performed by the core material 
manufacturer using accepted test methods. 
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Table 7.3.2 


Limiting stress criteria for global loading 


Limiting stress fraction 


Operational 
mode of craft 


Tensile Compressive 


Shear Shear 
see Note 1 see Note 2 


T >38,0 or 
A < 0,04(Lp B)':5 


0,33 


0,33 0,33 


T < 38,0 and 


A>0,04(Ly 8) 0,25 


NOTES 


0,25 0,25 


1. Limiting stress fraction for the hull shear stress at any point along the craft length. 
2. Limiting stress fraction for the vertical shear stress for the cross-deck structure. 


A is the displacement as defined in Pt 5, Ch 2,2. 
T is the Taylor Quotient as defined in Pt 5, Ch 2,2.1.16. 
Lp and B are as defined in Pt 3, Ch 1,6.2. 


Table 7.3.3 Limiting core shear stress criteria 


Core Material Limiting shear stress fraction 


PVC 0,45 


All other cores 0,35 


C] Section 4 


Buckling control 
4.1 General 


4.1.1 The requirements in respect of the control of buckling 
of single skin and sandwich panels, including global buckling 
of structures, pillars and pillar bulkheads are given in this 
Section. 


4.2 Single skin laminate 


4.2.1 Where single skin laminate panels are subject to 
compressive loading likely to cause axial buckling, design 
calculations are to be submitted indicating the margin against 
failure. 


4.3 Sandwich skin laminate 


4.3.1 Where sandwich panel skin laminates are subject to 
compressive loading likely to cause axial buckling, design calcu- 
lations are to be submitted indicating the margin against failure. 


4.3.2 Where sandwich panels subject to compressive 
loading have skin thicknesses which are less than the 
minimum required by Ch 3,2.3, design calculations are to be 
submitted indicating the margin against failure due to 
wrinkling of the sandwich skin laminates. 


4.3.3 Where production methods or the craft design 
gives rise to local distortion or irregularity of the sandwich, the 
designer is to make due allowance for the reduction in critical 
wrinkling stress. 


4.4 Pillars and pillar bulkheads 


4.4.1 In general, the requirements in respect of the 
control of buckling of pillars and pillar bulkheads are given in 
Ch 3,10. 


a Section 5 
Impact control 


5.1 General 


5.1.1 Skin thicknesses may be accepted which are below 
the stated Rule minima indicated throughout the Rules 
provided that acceptable stress levels are predicted for the in 
service condition and that equivalent impact strength can be 
demonstrated to the satisfaction of LR. In such cases due 
consideration is to be given to providing a satisfactory water 
barrier and ensuring suitability to resist abrasion, local point 
loadings, etc., see Ch 3,2. 


5.2 Testing 


5.2.1 All impact tests are to be comparative tests using 
the Rule basic laminate as the comparative standard. Original 
and tested samples of both the proposed laminate and the 
Rule comparison laminate are to be submitted for LR’s 
consideration together with a detailed test report. Testing is 
to be carried out by the Builder and witnessed by the LR 
Surveyor or at an independent testing establishment, accept- 
able to LR. Comparison will be by visual inspection only and 
interpretation of the results will be at the sole discretion of LR. 
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Failure Modes Control 


Part 8, Chapter 7 


Section 6 


| Section 6 
Temperature control of cored 
sandwich structures 


6.1 General 


6.1.1 Where foam core materials are used in sandwich 
construction the properties at elevated temperature are to be 
considered. Where appropriate the mechanical properties are 
to be those at the maximum ambient temperature expected 
under normal operating conditions. 


6.1.2 Alternatively other methods of controlling the 
temperature of the core may be considered, e.g. inserts, 
insulation. 


6.2 Information required 


6.2.1 The source of the mechanical properties data is to 
be shown on the Materials Data Sheet (Form 2075) when the 
plans are initially submitted for approval. 


6.2.2 Test data is to be submitted for each grade of foam 
core in respect of: 
e — Core shear strength. 
e — Core shear modulus. 
e Tensile strength 
(only for high density cores, i.e. > 100 kg/m3). 
e Tensile modulus 
(only for high density cores, i.e. > 100 kg/ms3). 


6.3 Testing 

6.3.1 Core materials are to be tested in accordance with 
the Rules for the Manufacture, Testing and Certification of 
Materials. 

6.4 National Authority requirements 


6.4.7 National Authority requirements are to be complied 
with as applicable. 
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General Requirements for Machinery 


Part 9, Chapter 1 


Section 1 


Section 

1 General requirements 

2 Particulars to be submitted 

3 Certification of materials 

4 Operating conditions 

5 Securing of machinery 

6 Requirements for craft which are not required 


to comply with the HSC Code 


is Section 1 
General requirements 


1.1 Application 


1.7.1 Parts 9 to 16 apply to the design, construction, 

installation and testing of: 

° Main propulsion machinery systems 

e Essential auxiliary machinery systems, excluding the 
crankshaft for diesel engines intended for essential 
services where power does not exceed 110 kW 

e — Steering and manoeuvring systems 

together with their associated equipment, pressure plant, 

piping systems, control engineering and electrical engineering 

systems for the craft types stated in Pt 1, Ch 2,1. 


1.7.2 The Rules incorporate those requirements of the 
International Convention for the Safety of Life at Sea, 1974 as 
amended (SOLAS 74) Chapter X — Safety Measures for High 
Speed Craft (International Code of Safety for High Speed 
Craft) hereinafter referred to as the HSC code, as applicable 
to the classification of such craft. 


1.7.3 Requirements for craft which are not required to 
comply with the IMO Code for High Speed Craft are given at 
the end of each Chapter. Requirements for service craft, 
yachts of 24 m or greater and other craft types have been 
included in these requirements. For the purposes of Parts 9 to 
16, small craft are service craft of less than 24 m in length. 


1.1.4 Special requirements are included for main and 
auxiliary machinery, pumping and piping, electrical and control 
engineering and fire extinction for yachts that are 500 gt or 
more. 


7.1.5 These Rules are applicable to machinery systems 
burning distillate fuels which do not require to be heated. 
1.2 General 


7.2.1 The units and formulae used in the Rules are in 
SI Units. 


1.2.2 It is the responsibility of the Shipbuilder as main 
contractor to ensure that the information required is prepared 
and submitted. 


1.2.3 Where the craft is defined as a Passenger (B) Craft 
(see Pt 1, Ch 2,3), sufficient redundancy is to be provided 
such that in the event of damage to any part of a main 
propulsion drive system, the craft is able to maintain sufficient 
seaway. 


1.2.4 Sufficient astern power is to be provided to 
maintain control of the craft in all normal circumstances. 


72-6 The main propulsion machinery will be approved for 
the maximum continuous power, and associated shaft speed, 
required to achieve the maximum craft velocity at the certified 
maximum operational weight in smooth water. 


1.2.6 Main propulsion machinery will be considered for 
operation at a higher power rating than the classification rating 
for short time intervals (referred to as short term high power 
operation) in conjunction with the intended operation service 
profile. 


1:27 Provision shall be made to facilitate cleaning, 
inspection and mantenance of main propulsion and auxiliary 
machinery including boilers and pressure vessels. 


1.3 Fuel flash point 


7.3.7 The flash point (closed cup test) of oil fuel is in 
general to be not less than 60°C. For emergency generator 
engines a flash point of not less than 43°C is permissible. 


7.3.2 Oil fuel with a flash point lower than 60°C may be 
used where it can be shown that the temperature of the oil 
fuel will always be not less than 10°C below its flash point. 


1.3.3 The use of fuel with a flash point below 43°C is not 
recommended. However, fuel with a lower flash point , but not 
lower than 35°C, may be used in gas turbines only, subject to 
compliance with the provisions in Section 4. 


1.4 Exhaust 


1.4.1 Where the surface temperature of the exhaust 
pipes and silencer may exceed 220°C, they are to be water 
cooled or efficiently lagged to minimise the risk of fire and to 
prevent damage by heat. Where lagging covering the exhaust 
piping system including flanges is oil-absorbing or may permit 
penetration of oil, the lagging is to be encased in sheet metal 
or equivalent. In locations where the Surveyor is satisfied that 
oil impingement could not occur, the lagging need not 
be encased. 
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General Requirements for Machinery 


Part 9, Chapter 1 


Sections 1 & 2 


1.5 Bearings 


7.5.1 Roller element bearings are to have an L10 design 
life of at least 30 000 hours, based upon the design operating 
conditions, including short term high power operation. An L10 
design life of less than 30 000 hours would be accepted, 
provided it is proposed in conjunction with the manufacturer’s 
design/maintenance manual. 


1.6 Vibration of shaft systems 


1.6.1 The Shipbuilders are to ensure that the systems are 
free from excessive vibrations, excessive bearing reactions 
and excessive bending moments under all design operating 
conditions. 


7.6.2 Where changes are subsequently made to a 
dynamic system which has been approved by Lloyd’s 
Register (hereinafter referred to as ‘LR’), e.g. machining a 
shaft, fitting a propeller of a different design to the working 
propeller or fitting a different flexible coupling, full details of the 
changes are to be advised. Revised calculations may be 
required to be submitted. 


7.6.3 Where there is experience of previous similar 
systems which have been approved, full details of these 
installations may be submitted for consideration in lieu of 
calculations. 


1.7 Alternative system of survey 


1.7.1 Where items of machinery are manufactured as 
individual or series produced units, LR will give consideration 
to the adoption of a survey procedure based upon an 
approved quality assurance system to ISO 9001 (or equiva- 
lent) utilising regular and systematic audits of the approved 
manufacturing and quality control processes and procedures 
as an alternative to the direct survey of individual components. 


| Section 2 
Particulars to be submitted 


2.1 Submission of information 

2.1.1 At least three copies of plans, information and 
specifications as listed are to be submitted before 
commencement of manufacture. 

2.2 Plans 

2.2.1 Plans are to indicate clearly the scantlings and 
materials of construction. Any design alteration to the plan is 


to be resubmitted for approval, indicating clearly the alteration. 


2.2.2 Individual Chapters also list plans to be submitted 
for specific machinery systems or components. 


2.2.8 Where machinery system components have been 
approved under LR’s Type Approval System or Machinery 
General Design Appraisal for the proposed design conditions 
or service, plans of the components will not be required to be 
submitted for individual newbuildings. Full details of the 
components are to be advised. 


2.2.4 Plans showing the arrangement of resiliently 
mounted machinery are to indicate the number, position, type, 
and design of mounts. 


2.2.5 The plans of arrangement of resin chocks for 
machinery requiring accurate alignment are to be submitted. 


2.3 Calculations and specifications 
2.3.1 Relevant data covering the following topics is to be 
submitted. 


2.3.2 Service Profile. The machinery power/speed 
operational envelope indicating all the intended operational 
points applicable to the class notation, and any short term 
high power operation. 


2.3.3 Classification rating: 

(a) The following operational parameters are to be taken, 
using the design conditions for the intended Class 
Notation: 

Total barometric pressure, in bar. 

Temperature of engine room, or suction air, in °C. 

The relative humidity, in per cent. 

Temperature of sea water, or charge air coolant 

inlet, in °C, 

(ob) For unrestricted service, the following operational 
parameters ambient reference conditions are to be taken: 
° Total barometric pressure, at 1000 mb. 

e Temperature of engine room or suction air, at 
45°C. 

e Relative humidity, at 6O per cent. 

e Temperature of sea water or charge air coolant 
inlet, at 82°C. 


2.3.4 Short term high power operation. Where the 
propulsion machinery is being considered for short term high 
power operation, full details of the power, speed and time 
intervals together with fatigue endurance calculations, and 
documentary evidence indicating the suitability of the 
component design under these conditions and for the 
intended class notation are required. The following are to be 
considered; prime mover, gearbox, flexible coupling, vibration 
dampers, shafting and propeller: 

a) The accrued number of load cycles and the percentage 
component overload are to be those recommended by 
the designers. 

b) Excessive overload may require the interval between 
surveys to be reduced. 

c) Machinery is to be maintained in accordance with the 
manufacturers’ requirements. 


2.3.5 Damper and Flexible Coupling characteristics. 
Documentary evidence that the characteristics have been 
verified. 
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General Requirements for Machinery 


Part 9, Chapter 1 


Sections 2, 3 & 4 


2.3.6 Machinery Fastening. 

(a) Documentary evidence and calculations indicating that 
machinery is securely mounted for the accelerations to 
be expected during service. 

(b) Calculations that mountings of large masses such as 
main engines, auxiliary engines, lift fans and electrical 
equipment can withstand the design collision acceleration 
according to 5.2.1 without fracturing. 

(c) Natural frequency calculation of resilient mounted 
machinery. 

(d) For non-metallic machinery chocks: 

(i) Resin type. 

(ii) The effective area and minimum thickness of the 
chocks. 

(iii) | The total deadweight loading of machinery. 

(iv) The thrust load, where applicable, that will be 
applied to the chocked item. 

(v) | The loading to be applied to the holding-down 
bolts. 

(vi) |The material of the holding-down bolts. 

(vii) The number, thread size, and waisted shank 
diameter (where applicable) of the holding-down 
bolts. 


2.3.7 Manuals. The operation and maintenance manuals. 


2.3.8 Failure Mode and Effect Analysis. Where required 
for high speed craft, an FMEA is to be carried out covering 
the following systems: 

(a) Main and auxiliary machinery systems, and their controls. 
(b) Steering systems. 

(c) Electrical systems. 


2.3.9 Fatigue Strength Analysis. Where undertaken as 
an alternative to the requirements of the individual Chapters, 
fatigue strength analysis of components indicating a factor of 
safety of 1,5 at the design loads based on a suitable fatigue 
failure criteria. The effects of stress concentrations, material 
properties and operating environment are to be taken into 
account. 


| Section 3 
Certification of materials 


3.1 Materials of construction 


Oital Materials used in the construction are to be in 
accordance with, or shown to be equivalent to Rules for the 
Manufacture, Testing and Certification of Materials (hereinafter 
referred to as the Rules for Materials). Details of all materials 
included and not included in the Rules for Materials are to be 
forwarded as soon as possible (preferably at the design 
concept stage) and before commencement of manufacture. 


3.1.2 Materials used in the construction of machinery and 
its installation are not to contain asbestos. 


a Section 4 
Operating conditions 
4.1 Machinery control 
4.1.1 The design and arrangement is to be such that the 
machinery can be started and controlled on board, without 


external aid, so that the operating conditions for which the 
craft is classed, can be maintained. 


4.2 Inclinations of the craft 
4.2.1 The main and auxiliary machinery is to be designed 


and installed such that it operates satisfactorily under the 
conditions as shown in Table 1.4.1. 


Table 1.4.1 Inclinations 


Angle of inclination, degrees, see Note 1 


Installations, 


Athwartship 
components 


Fore-and-aft 


Static Dynamic | Static Dynamic 


Main and auxiliary 15 22,5 0,5 
machinery essential to 
the propulsion and 
safety of the craft 


Emergency machinery 
and equipment fitted 
in accordance with 
Statutory 
Requirements 


NOTES 

1. Athwartships and fore-and-aft inclination may occur 
simultaneously. 

2. Where the length of the craft exceeds 100 m, the fore-and- 

aft static angle of inclination may be taken as: 


500 degrees 
Wiser > re 
iva “8 


where 
Ly, = craft waterline length, in metres 


4.2.2 The arrangements for lubricating bearings and for 
draining crankcase and other oil sumps of main and auxiliary 
engines, gearcases, electric generators, motors, and other 
running machinery are to be so designed that lubrication will 
remain efficient with the craft inclined under the conditions as 
shown in Table 1.4.1. 


4.2.3 Deviations from these conditions may be accepted 
taking into consideration type and size of the craft and the 
class notation. The Shipbuilder is to ensure that the main and 
auxiliary machinery is capable of operating at the proposed 
angles of inclination. 
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Sections 4 & 5 


4.3 Power ratings 


4.3.1 In the Chapters where the dimensions of any 
particular component are determined from shaft power, P, in 
kW (H, in shp), and revolutions per minute, R, the values to 
be used are to be derived from the following: 

e For main propelling machinery, the maximum shaft power 
and corresponding revolutions per minute giving the 
maximum torque for which the machinery is to be 
classed. 

e For auxiliary machinery, the maximum continuous shaft 
power and corresponding revolutions per minute which 
will be used in service. 


4.4 Ambient operating conditions 


4.4.1 Main and essential auxiliary machinery and equip- 
ment is to be capable of operating satisfactorily under the 
conditions shown in Table 1.4.2. 


Table 1.4.2 Ambient operating conditions 


Air 


Installations, 
Components 


Location, 
arrangement 


Temperature 
range (°C) 


Machinery and 
electrical 
installations 


In enclosed spaces 


O to +45, see Note 1 


On machinery 


components, boilers. 


In spaces subject to 
higher and lower 


According to 
specific local 
conditions, 
see Note 2 


temperatures 


-25 to +45, 
see Note 1 


On the open deck 


Water 


Coolant Temperature (°C) 


-2 to +32, 
see Notes 1 and 3 


Sea-water or charge air coolant inlet to 
charge air cooler 


NOTES 

1. For ships intended to be classed for restricted service, a 
deviation from the temperatures stated may be considered. 

2. Details of local environmental conditions are stated in Annex B 
of IEC 60092: Electrical installations in ships — Part 101: 
Definitions and general requirements. 
Charge air cooling arrangements utilising re-circulated cooling 
to maintain temperatures in a different range are accepted 
where the machinery and equipment operation is not 
degraded with a primary supply of cooling in the temperature 
range stated in this Table. 


4.4.2 Where it is intended to allow for operation in 
ambient temperatures outside those shown in Table 1.4.2, the 
permissible temperatures and associated periods of time are 
to be specified and details are to be submitted for 
consideration. Propelling and essential auxiliary machinery, 
see Pt 1, Ch 2, 3.10.1, is to retain a continuous level of 
functional capability under these conditions and any level of 
degraded performance is to be defined. Operation under 
these circumstances is not to be the cause of damage to 
equipment in the system and is additionally to be acceptable 
to the National Authority of the country in which the craft is to 
be registered 


| Section 5 
Securing of machinery 


5.1 Fastenings 


aya ee Bedplates, thrust seatings and other fastenings are 
to be of robust construction. The machinery is to be securely 
fixed to the craft’s structure, such that the arrangement is 
sufficient to restrain the dynamic forces arising from vertical 
and horizontal acceleration appropriate to the intended service. 


5.2 Collision load 


5.2.1 Unless an accurate analysis of the collision load is 
submitted and found acceptable by LR, the collision load is 
to be determined from: 


P 
g(collision) = 1,2 —% 


Ag 
where the load Pg} is taken as the lesser of: 
Poo = 460(M C23 (ECy)3 kN 


Peo) = QOOOM C, [Cy (T + 2)]'/2 kN 


Cy = a factor given in Table 1.5.1 


(1 65 + Lw) Lwe 0,4 
245 ( 80 


D = craft depth, in metres, from the underside of keel 
amidships to the top of effective hull girder 
E = 0,54 V2 kNm 
Hy = minimum height, in metres, from tunnel or wet-deck 
bottom to the top of effective hull girder for 
catamarans and surface effect ships 
= D for air cushion vehicles 
Ly = craft waterline length, in metres 
M_ = 1,8 for high tensile steel 
= 1,0 for aluminium alloy 
= 0,95 for mild steel 
= 0,8 for fibre reinforced plastics 
T = buoyancy tank clearance to skirt tip, in metres, 
(negative) for ACVs 
= lifted clearance from keel to water surface, in 
metres, (negative) for hydrofoils 
= craft draught to the underside of keel amidships, in 
metres, for all other craft 
V_ = operational speed of craft, in m/s 


LLoyD’s REGISTER 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRaFT, July 2012 


General Requirements for Machinery 


Part 9, Chapter 1 


Sections 5 & 6 


g = gravitational acceleration = 9,806 m/s2 
A = Craft displacement, to be taken as the mean of the 
lightweight and maximum operational weight, in 
tonnes. 
Table 1.5.1 Factor Cy 


Catamarans, Mono-hulls, 


aston Gy SES H Foils 


T+2+f(D/2) 
2D 


T+2+f (D/2) 


T+2<D-Hy 
D>T+22D-Hry 
T+22>DM 


5.3 Resilient mounts 


5.3.1 Creep of rubber mounts and the effects on the 
alignment are also to be considered. 


5.3.2 Shafting, piping connections and electrical cable 
connections are to be provided with sufficient flexibility to 
accommodate such movements. Particular attention should 
be paid to exhaust bellows and the effectiveness of flexible 
couplings. 


5.3.3 Limit stops are to be fitted as necessary to ensure 
that manufacturers’ limits are not exceeded. Suitable means 
are to be provided to accommodate propeller thrust. 


5.3.4 Mounts are to be shielded from the possible 
detrimental effects of oil. 


5.4 Machinery mounted on resin chocks 


5.4.1 These Rules relate to the application of synthetic 
resin compounds as materials for chocks under machinery 
components where accurate alignments are important, e.g. 
main engine, gearbox and auxiliary installations where the 
engine and generator do not share a common baseplate. 


5.4.2 Resin compounds used in these applications are to 
be of a type accepted by LR. 


5.4.3 The use of resin for chocking gas turbine casings 
or similar high temperature applications will not be considered. 


CJ Section 6 
Requirements for craft which are 
not required to comply with the 
HSC Code 


6.1 Plans and particulars 


Otel At least three copies of the following plans are to 

be submitted for approval at the earliest opportunity: 

e — Crankshaft including details of the material specification. 

e ~~ Gearing including details of the material specification. 

e Arrangement and details of the propulsion shafting, 
couplings and bearing disposition, etc. 

e Propeller where the diameter exceeds 1 m. 
Diagrammatic arrangements of the exhaust systems 
indicating the materials, methods of cooling, and if water 
spray is injected, the method of draining. 

e Starting air system and receivers. 

Diagrammatic arrangements of pumping and piping 
systems including the air and sounding pipes for the 
tanks. 

e Diagrammatic arrangements of bilge and fire water 
pumps and piping for craft having a Rules length 
of 12 m and over and which are subdivided into water- 
tight compartments. 

Diagrammatic arrangement of oil fuel piping. 

e Construction arrangements of separate oil fuel tanks 
having a capacity exceeding 250 litres. 

° Electrical equipment as detailed in Pt 16, Ch 2. 

e — Steering gear machinery and hydraulic circuit diagram if 
applicable. 

e Fire extinction equipment as detailed in Part 17. 

Safety plan showing the position of all fire prevention 
controls, fixed and loose equipment and portable 
extinguishers, see Pt 17, Ch 1 to 4. 

e — Control circuits and alarm points as detailed in Pt 16, Ch 1. 


6.1.2 The following particulars are to be submitted with 

the plans of crankshaft, gearbox or shafting as applicable: 

e Name of manufacturer. 

Type designation. 

Particulars of engine cycle. 

Number of cylinders and vee angle where applicable. 

Maximum combustion pressure and mean indicated 

pressure. 

e Span of bearings adjacent to a crank measured from 
centreline of the bearing to the centreline of the adjacent 
bearing. 

° Proposed shaft power (kW) and revolutions per minute 
of the engine at each operating condition. 

Gear box reduction ratio. 
For engines over 500 kW, see Pt 10, Ch 1,3. 


6.1.3 Where machinery system components or 
equipment have been approved under LR’s Type Approval 
System or Machinery General Design Appraisal for the 
proposed design conditions or intended service, full details of 
the components should be advised to enable the validity of 
the approval to be checked. In cases where valid approvals 
are confirmed, plans are not required to be submitted for 
approval for individual craft. 
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6.2 Calculations 


6.2.1 Design calculations are to be submitted for the 

following systems and conditions: 

(a) Direct calculation for design strength of machinery 
supports, such as engine mountings, on craft subjected 
to high accelerations, see Section 5. 

(b) Calculations of torsional vibrations for main engines 
where the power exceeds 500 kW and for auxiliary 
engines for essential services where the power exceeds 
110 kW. 


6.3 Certification of materials 
6.3.1 The requirements of 3.1 apply to all types of craft. 


6.3.2 Where no provision is made in these Rules, 
materials may be accepted provided that they comply with an 
approved specification and such tests as may be considered 
necessary by the Surveyor. 


6.3.3 The requirements for materials for machinery 
components are indicated in the relevant Part or Chapter of 
the Rules. 


6.4 Operating conditions 


6.4.1 The requirements of 4.2 do not apply to yachts or 
service craft less than 24 m. 


6.4.2 For patrol craft and high speed craft of 24 m or 
greater, the main and auxiliary machinery is to be designed to 
operate under the conditions defined in Sections 4 and 5. 


6.4.3 If operation under the required accelerations cannot 
be demonstrated on trials, alternative documentary evidence 
is to be presented to confirm that the machinery is capable of 
operating under such conditions. 


6.4.4 Additional trials or conditions may be imposed to 
prove the machinery as considered necessary. 


6.5 Securing of machinery 
6.5.7 The requirements of 5.1, 5.3 and 5.4 apply. 


6.5.2 Engines are to be installed so as to permit easy 
access to fittings, such as lubricating oil connections, bilge 
suctions and sea cocks. 


6.5.3 Where the hull is constructed of FRP, wood or 
composites, and the hull surfaces are not adequately 
protected against oil contamination, drip trays are to be fitted 
under those parts of the engine and gearbox where leakage of 
oil fuel or lubricating oil might occur. Means are to be provided 
for removing any leakage easily. 


6.5.4 Where resilient mounts are fitted, the name of the 
manufacturer and details of the type of mounting are to be 
indicated on the plan of the shafting. 


6.5.5 Where inclinations beyond those defined in 4.2 
might be experienced, such as yacht roll over, means are to 
be provided to prevent machinery becoming dislodged. 


6.5.6 Satisfactory arrangements are to be made to 
transmit the propulsion thrust into the craft structure. 


6.6 Ventilation of machinery spaces 


6.6.1 For yachts and service craft of less than 24 m the 
ventilation of the machinery space is to be adequate for all 
conditions of the operation of the machinery and in no case is 
to be less than that required by the engine manufacturer. 


6.6.2 The engine compartment is to be provided with 
inlet and outlet ventilating ducts. One or more inlet ducts are 
to extend down to a suitable low level. 


6.6.3 Outlet ducts are to be connected near or at the top 
of the compartment and are to be arranged for natural or 
mechanical extraction as necessary. 


6.6.4 Consideration will be given to equivalent alternative 
arrangements provided full details are submitted before 
construction is commenced. 
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Section 

7 General requirements 
2 Diesel engines 

3 Turbo-chargers 

4 Gas turbines 

5 Gearing 

6 Shafting systems 

7 Propellers 

8 Water jet units 

9 Thrusters 


10 Steering systems 


11 Sea trials 


LI Section 1 
General requirements 


aa Surveys during construction 


7.7.1 Machinery is to be surveyed at the manufacturer’s 
works from the commencement of work until the final test 
under working conditions. The Surveyors are to be satisfied 
that the materials, workmanship and arrangements are 
satisfactory and in accordance with the Rules. 


1.7.2 Lloyd’s Register’s (hereinafter referred to as LR) 
requirements for the conditions of manufacture, survey and 
certification of materials used for the production of forged 
steel and castings used in the production of components are 
given in Rules for the Manufacture, Testing and Certification 
of Materials (hereinafter referred to as the Rules for Materials). 


1.2 Miscellaneous surveys 


b2et Resilient mounts are to be installed under survey 
and the machinery tested under full working conditions. 


1.2.2 Alignment of machinery is to be checked after the 
first six months of operation. 


a Section 2 
Diesel engines 


2.1 Construction and welding 


Zickel Welding of engine structures is to be in accordance 
with the requirements specified in Chapter 13 of the Rules for 
Materials. 


2.1.2 On completion of welding and stress relief heat 
treatment, welds are to be examined. Welds in transverse 
girder assemblies are to be crack detected by an approved 
method. Other joints are to be similarly tested if required by 
the Surveyors. 


2.1.3 Forgings and castings are to be examined at the 
manufacturer’s works. 


2.2 Hydraulic testing 


2.2.1 Items are to be tested by hydraulic pressure as indi- 
cated in Table 2.2.1. 


2.3 Non-destructive testing 


2:3.1 Non-destructive examination of welded construc- 
tion is to be conducted in accordance with the requirements 
specified in Chapter 13 of the Rules for Materials. 


2.4 Engine type testing 


2.4.1 New engine types or developments of existing 
types are to be subjected to an agreed programme of type 
testing to complement the design appraisal and review of 
documentation. The programme will need to include short 
term high power operation where applicable. 


2.4.2 Guidelines for type testing of engines will be 
supplied on application. 


2.4.3 Wherever practical, type tests are to be conducted 
with the engine control systems operational in the approved 
configuration, see Pt 10, Ch 1,2.1.5 and 2.1.6. Configuration 
management documents are to be reviewed at testing for 
validity and referenced in the type test report. 


2.4.4 An engine type is defined in terms of: 
e Basic engine data, e.g. bore, stroke. 
e Working cycle; 2 stroke, 4 stroke. 
° Cylinder arrangement; in-line, vee. 
e — Cylinder rating. 

° Fuel supply, e.g. direct or indirect injection. 

e Gas exchange; natural aspiration, pressure charging 

arrangement. 


2.4.5 Where an engine type has subsequently proved 
satisfactory in service with a number of applications a 
maximum uprating of 10 per cent may be considered without 
a further complete type test. 
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Table 2.2.1 Test pressures 


Item 


Test pressure 


Pump body, pressure side 
Fuel injection system Valve 
Pipe 


Cylinder cover, cooling space 

Cylinder liner, over the whole length of cooling space 

Piston crown, cooling space (where piston rod seals cooling 
space, test after assembly) 


Cylinder jacket, cooling space 

Exhaust valve, cooling space 
Turbo-charger, cooling space 

Exhaust pipe, cooling space 

Coolers, each side 

Engine driven pumps (oil, water, fuel, bilge) 


Air compressor, including cylinders, covers, intercoolers and 
aftercoolers 


Scavenge pump cylinder 


The lesser of 1,59 or p + 295 bar 


The greater of 4,0 bar or 1,5p 


Air side: 1,5 
Water side: The greater of 4,0 bar or 1,59 


4,0 bar 


NOTES 


1. pis the maximum working pressure, in bar, in the item concerned. 


Fuel pumps of the jerk or timed pump system are not included. 


2 
3. Turbo-charger air coolers need only be tested on the water side. 
4 


For forged steel cylinder covers alternative testing methods will be specially considered. 


2.4.6 A type test will be considered to cover engines of a 
given design for a range of cylinder numbers in a given 
cylinder arrangement. 


| Section 3 
Turbo-chargers 


3.1 Type testing 


3.1.1 A type test is to consist of a hot gas running test of 
at least one hour duration at the maximum permissible speed 
and maximum permissible temperature. Following the test the 
turbo-charger is to be completely dismantled for examination 
of all parts. 


3.1.2 Alternative arrangements will be considered. 


3.2 Dynamic balancing 


3.2.1 All rotors are to be dynamically balanced on final 
assembly to the Surveyor’s satisfaction. 


3.3 Overspeed tests 


3.3.1 All fully bladed rotor sections and impeller/inducer 
wheels are to be overspeed tested for three minutes at either 
20 per cent above the maximum permissible speed at room 
temperature or 10 per cent above the maximum permissible 
speed at the normal working temperature. 


3.4 Mechanical running tests 


3.4.1 Turbo-chargers are to be given a mechanical running 
test of 20 minutes duration at the maximum permissible speed. 


3.4.2 Upon application, with details of an historical audit 
covering previous testing of turbo-chargers manufactured 
under an approved quality assurance scheme, consideration 
will be given to confining the test to a representative sample of 
turbo-chargers. 


C Section 4 
Gas turbines 


4.1 Dynamic balancing 


4.1.1 All rotors as finished-bladed and complete with 
half-coupling are to be dynamically balanced in accordance 
with the manufacturer’s specification in a machine of sensitivity 
appropriate to the size of rotor. 


4.2 Hydraulic testing 


4.2.1 All casings are to be tested to a hydraulic pressure 
equal to 1,5 times the highest pressure in the casing during 
normal operation, or 1,5 times the pressure during starting, 
whichever is the higher. For test purposes, if necessary, the 
casings may be subdivided with temporary diaphragms for 
distribution of test pressure. 


4.2.2 Where hydraulic tests cannot be carried out on the 
casing, alternative proposals will be considered. 
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4.2.3 Intercoolers and heat exchangers are to be tested 
to 1,5 times the maximum working pressure on each side 
separately. 


4.3 Overspeed tests 


4.3.1 Before installation, the gas turbine is to be tested 
for five minutes at five per cent above the nominal setting of 
the overspeed protective device, or 15 per cent above the 
maximum design speed, whichever is the higher. 


4.3.2 Where it is impracticable to overspeed the 
complete installation, each rotor, completely bladed and with 
all relevant parts such as half-couplings, is to be overspeed- 
tested individually at the appropriate speed. 


CO Section 5 
Gearing 


5.1 Construction and welding 


5.17.1 Where castings are used for wheel centres, any 
radial slots in the periphery are to be fitted with permanent 
chocks before shrinking-on the rim. 


5.12 Where welded construction is used for the manu- 
facture of wheels and gearcases, welding is to be in 
accordance with the requirements specified in Chapter 13 of 
the Rules for Materials. 


5.1.3 Welded constructions are to be stress relief heat 
treated on completion of welding. 


5.1.4 Bolted attachments within the gear case are to be 
secured by locking wire or equivalent means. 


5.2 Accuracy of gear cutting 


5.2.1 The machining accuracy (Q grade) of pinions and 
wheels is to be demonstrated. For this purpose records of 
measurements are to be available for review. 


5.3 Non-destructive testing 


5.3.1 Magnetic particle or liquid penetrant testing is to be 
carried out on the teeth of all surface hardened forgings. This 
examination may also be requested on the finished machined 
teeth of through hardened gear forgings. 


O32 The manufacturer is to carry out an ultrasonic 
examination of all forgings where the finished diameter of the 
surfaces, where teeth will be cut, is in excess of 200 mm, and 
is to provide LR with a signed statement that such inspection 
has not revealed any significant internal defects. 


oyrore On gear forgings where the teeth have been 
surface hardened, additional test pieces may be required to 
be processed with the forgings and subsequently sectioned 
to determine the depth of the hardened zone. These tests are 
to be carried out at the discretion of the Surveyor, and for 
induction or carburised gearing the depth of the hardened 
zone is to be in accordance with the approved specification. 
For nitrided gearing, the full depth of the hardened zone, i.e. 
depth to core hardness, is to be not less than 0,5 mm and the 
hardness at a depth of 0,25 mm is to be not less than 500 Hv. 


5.4 Dynamic balancing 
5.4.1 All rotating elements such as pinion and wheel shaft 
assemblies and coupling parts, are to be appropriately 


balanced. 


5.4.2 The permissible residual unbalance, U, is defined 
as follows: 


U = =e Sie mm_ for R < 3000 
U = oer x 108g mm_ for R > 3000 
where 
m= mass of rotating element, in kg 
R= maximum service rev/min of the rotating element. 


5.4.3 Where the size or geometry of a rotating element 
precludes measurement of the residual unbalance a full soeed 
running test of the assembled gear unit at the manufacturer’s 
works will normally be required to demonstrate satisfactory 
operation. 


5.5 Meshing tests 


5.5.1 Initially, meshing gears are to be carefully matched 
on the basis of the accuracy measurements taken. The 
alignment is to be demonstrated in the workshop by meshing 
in the gearbox without oil clearance in the bearings. Meshing 
is to be carried out with the gears locating in their light load 
positions and a load sufficient to overcome pinion weight and 
axial movement is to be imposed. 


D2 The gears are to be suitably coated to demonstrate 
the contact marking. The thickness of the coating to 
determine the contact marking is not to exceed 0,005 mm. 
The marking is to reflect the accuracy grade specified and end 
relief, crowning or helix correction, where these have been 
applied. 


5.5.3 For gears without crowning or helix correction the 
marking is to be not less than shown in Table 2.5.1. 


5.5.4 Where allowance has been given for end relief, 
crowning or helix correction, the normal shop meshing tests 
are to be supplemented by tooth alignment traces or other 
approved means to demonstrate the effectiveness of such 
modifications. 
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Table 2.5.1 No load tooth contact marking 


ISO accuracy grade Contact marking area 


Q<5 50% b x 40% hy, + 40% b x 20% hy, 
Q>6 35% b x 40% hy + 35% b x 20% hy, 


NOTES 

1. Where 5 is the face width and hy, is the working tooth depth. 

2. For spur gears, the values of hy, should be increased by a 
further 10%. 


5.5.5 For gears with crowning or helix correction, the 
marking is to correspond to the designed no load contact 
pattern. 


5.5.6 A permanent record is to be made of the meshing 
contact for the purpose of checking the alignment when 
installed on board the craft. 


5.5.7 The full load tooth contact marking is to be not less 
than shown in Table 2.5.2. 


Table 2.5.2 Full load tooth contact marking 


ISO accuracy grade Contact marking area 


Q<5 60% b x 70% hy + 30% b x 50% Nyy 
Q>6 45% b x 60% hy, + 35% b x 40% hy, 


NOTES 

1. Where 6 is the face width and hy is the working tooth depth. 

2. For spur gears, the values of hy, should be increased by a 
further 10%. 


5.5.8 Where, due to the compactness of the gear unit, 
meshing tests of individual units cannot be verified visually, 
consideration may be given to the gear manufacturer 
providing suitable evidence that the design meshing condition 
has been attained on units of the same design. 


5.5.9 The normal backlash between any pair of gears 
should not be less than: 


a On 
90000 


+0,1 mm 


where 
Ah 
a 


normal pressure angle, in degrees 
centre distance, in mm. 


a Section 6 
Shafting systems 


6.1 Construction and installation 
Osh Boring of the sternframe, fitting of the sterntube and 


bearings and aligning the shafting are to be carried out to a 
formal traceable procedure. 


6.1.2 Before boring the sternframe the structure should 
be generally complete to the upper deck and to the engine- 
room forward bulkhead. 


i Section 7 


Propellers 
7.1 Construction and welding 
Ltel Castings are to be examined at the manufacturer’s 


works. 


TAe All finished propellers are to be examined for 
material defects and finish, and measured for dimensional 
accuracy of diameter and pitch. Propeller repairs by welding, 
where proposed, are to be in accordance with the require- 
ments of Ch 9,1 of the Rules for Materials. 


7.2 Shop tests of keyless propellers 


7.2.1 The bedding of the propeller with the shaft is to be 
demonstrated. Sufficient time is to be allowed for the 
temperature of the components to equalise before bedding. 
Alternative means for demonstrating the bedding of the 
propeller will be considered. 


7.2.2 Means are to be provided to indicate the relative 
axial position of the propeller boss on the shaft taper. 


7.3 Shop tests of controllable pitch propellers 


7.3.1 The components of controllable pitch propellers are 
also subject to material tests, as in the case of solid propellers. 


7.3.2 Examination of all the major components including 
dimensional checks, hydraulic pressure testing of the hub and 
cone assembly and the oil distribution box, where fitted, 
together with a full shop trial of the completed controllable 
pitch propeller assembly, is to be carried out. 


7.4 Final fitting of keyless propellers 


7.4.1 After verifying that the propeller and shaft are at the 
same temperature and the mating surfaces are clean and free 
from oil or grease, the propeller is to be fitted on the shaft 
under survey. The propeller nut is to be securely locked to the 
shaft. 


7.4.2 Permanent reference marks are to be made on the 
propeller boss nut and shaft to indicate angular and axial 
positioning of the propeller. Care is to be taken in marking the 
inboard end of the shaft taper to minimise stress raising 
effects. 
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7.4.3 The outside of the propeller boss is to be hard 

stamped with the following details: 

° For oil injection method of fitting, the start point load, in 
Newtons, and the axial pull-up at O°C and 35°C, in mm. 

e For the dry fitting method, the push-up load at O°C and 
35°C, in Newtons. 


7.4.4 A copy of the fitting curve relative to temperature 
and means for determining any subsequent movement of the 
propeller are to be placed on board. 


7.5 Final fitting of keyed propellers 


7.5.1 The fit of the screwshaft cone to both the working 
and any spare propeller is to be carried out under survey. 
Generally, a satisfactory fit for keyed type propellers should 
show a light, overall marking of the cone surface with a 
tendency towards heavier marking in way of the larger 
diameter of the cone face. The final fit to cone should be 
made with the key in place. 


| Section 8 
Water jet units 


8.1 Construction and welding 


8.1.1 The following components are to be inspected at 
the manufacturer’s works: 

e Steering nozzle. 

e — Reverse bucket. 

e Stator impeller. 

e Integral bearing. 


8.1.2 Welded construction is to be in accordance with 
the requirements specified in Chapter 13 of the Rules for 
Materials. 


8.1.3 Welded components are to comply with the 
requirements of Pt 15, Ch 4 and be subject to stress relief 
heat treatment upon completion. Where an impeller has 
welded blades, non-destructive testing is to be carried out to 
an approved procedure. 


8.2 Testing 


8.2.1 Testing of the first installation of a new type of water 
jet unit is required and is to demonstrate the adequacy of the 
steering and reversing mechanisms during the most arduous 
manoeuvres. 


C:2:2 Upon completion, the impeller assembly is to be 
suitably balanced in accordance with ISO 940 Grade G6,3 or 
an equivalent Standard. 


O Section 9 
Thrusters 


9.1 Azimuth thrusters 


OA The performance specified for the craft is to be 
demonstrated. 


9.1.2 The actual values of steering torque are to be 
verified during sea trials to confirm that the design maximum 
dynamic duty torque has not been exceeded. 


9.2 Tunnel thrusters 


9.2.1 It is to be demonstrated that the thruster unit meets 
the specified performance. 


| Section 10 
Steering systems 


10.1 Construction 


10.1.1. The requirements of the Rules relating to the 
testing of Class | pressure vessels, piping and related fittings 
including hydraulic testing apply. 


10.2 Type testing 


10.2.1 Each type of power unit pump is to be subjected to 
a type test. The type test is to be for a duration of not less 
than 100 hours, the test arrangements are to be such that the 
pump may run in idling conditions, and at maximum delivery 
capacity at maximum working pressure. During the test, idling 
periods are to be alternated with periods at maximum delivery 
capacity at maximum working pressure. The passage from 
one condition to another should occur at least as quickly as 
on board. During the whole test no abnormal heating, 
excessive vibration or other irregularities are permitted. After 
the test, the pump is to be opened out and inspected. Type 
tests may be waived for a power unit which has been proven 
to be reliable in marine service. 


10.3 Testing 


10.3.7. After installation on board the craft the steering unit 
is to be subjected to the applicable hydrostatic and running 
tests. 


10.3.2 The steering system is to be demonstrated to show 

that the requirements of the Rules have been met. The trial is 

to include the operation of the following: 

(a) The steering system, including demonstration of the 
functional performances. 

(b) The steering power units, including transfer between 
steering power units. 

(c) The isolation of one power actuating system, checking 
the time for regaining steering capability. 


LLOyD’s REGISTER 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRafT, July 2012 


Surveys During Construction, Installation and 


Sea Trials 


Part 9, Chapter 2 


Sections 10 & 11 


(d) The hydraulic fluid recharging system (may be effected 
at the dockside). 

(e) The emergency power supply. 

(f) |The steering controls, including transfer of control and 
local control. 

(g) The means of communication between the steering 
compartment and the wheelhouse, also the engine 
room, if applicable (may be effected at the dockside). 

(nh) The alarms and indicators (may be effected at the 
dockside). 

(j) | Where the steering system is designed to avoid hydraulic 
locking this feature is to be demonstrated (may be 
effected at the dockside). 


O Section 11 
Sea trials 


11.1 Sea trials requirements 


17.1.1 Seatrials are to be of sufficient duration and carried 
out under normal operating conditions applicable to the 
intended class notation. Individual Chapters give specific 
requirements. 


11.2 Programme 


11.2.1. Sea trials are to include the demonstration of: 

(a) The adequacy of the starting arrangements of the main 
engines, auxiliary systems and emergency generators. 

(b) The effectiveness of the steering gear control systems. 

(c) Manoeuvring, to include: 

starting; 

normal and emergency stopping; 

reversing; 

governor testing; 

safety devices, and associated indicators and 

alarms. 

The redundancy arrangements for Category B craft. 

Tooth contact markings in geared installations using a 

recognised technique. The marking is to be as detailed 

in 5.5. 

(f) | For controllable pitch propellers, the pitch setting under 
failure conditions. 


oe 


11.3 Performance testing 


11.3.1 It is to be verified that the propeller performs satis- 
factorily under ahead and astern conditions. Where 
controllable pitch propellers are fitted, the free route astern 
trial is to be carried out with the propeller blades set in the full 
pitch astern condition. 


11.3.2  Itis to be verified that large movements of resiliently 
mounted machinery do not occur during start up and stop, or 
during normal operating conditions. 


11.3.3 The installation should be tested to ensure that gas 
turbines cannot be continuously operated within any speed 
range where excessive vibration, stalling or surging may be 
encountered. 


11.3.4 Overloading of machinery is not to occur under 
continuous astern power. 
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a Section 1 
General requirements 


1.1 Application 


LAA This Chapter is to be read in conjunction with the 
General Requirements for Machinery in Part 9. 


7.1.2 The requirements of Section 4 do not apply to 
diesel engines intended for essential services where power 
does not exceed 110 kW. 


1.2 Power ratings 


L241 In this Chapter where the dimensions of any 
particular component are determined from shaft power, 
P, in kW, and revolutions per minute, A, the values to be used 
are those defined in Part 9. 


1.3 Power conditions for generator sets 


7.3.1 Auxiliary engines coupled to electrical generators are 
to be capable under service conditions of developing continu- 
ously the power to drive the generators at full rated output (kW) 
and of developing for a short period (15 minutes) an overload 
power of not less than 10 per cent, see Pt 16, Ch 2. 


1.4 Inclination of craft 

1.4.1 Main and essential auxiliary diesel engines are to 
operate satisfactorily under the conditions as shown in 
Table 1.4.1 in Pt 9, Ch 1. 

1.5 Engine type testing 


7.5.1 Engines are to be subjected to type testing in 
accordance with Pt 9, Ch 2,2.4. 


oO Section 2 
Particulars to be submitted 


2.1 Plans and information 


Zeid At least three copies of the following plans are to 

be submitted for consideration: 

e — Crankshaft assembly plan (for each crank-throw). 

Crankshaft details plan (for each crank-throw). 

Thrust shaft or intermediate shaft (if integral with engine). 

Output shaft coupling bolts. 

Main engine securing arrangements where non-metallic 

chocks are used. 

e Type and arrangement of crankcase explosion relief valves. 

e — Arrangement and welding specifications with details of the 
procedures for fabricated bedplate, thrust bearing 
bedplate, crankcases, frames and entablatures. Details of 
materials, welding consumables, fit-up conditions, fabri- 
cation sequence and heat treatments are to be included. 

e Details of the securing and collision arrangements, see 

also Part 9. 

Schematic oil fuel system, including controls and safety devices. 

Lubricating oil system. 

Starting air system. 

Cooling water system. 

Control engineering aspects in accordance with Part 16. 

Shielding of high pressure fuel pipes. 

Crankshaft design data as outlined in Section 4. 

Combustion pressure-displacement relationship. 

High pressure parts for fuel oil injection system with 

specification of pressures, pipe dimensions and materials. 

e For new engine types that have not been approved by 

LR, the proposed type test programme. 

e The type test report on completion of type testing for a 
new engine type. For mass produced engines a separate 
report is to be submitted for each engine requiring 
approval, see 10.5. 
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e Additionally, for mass produced engines: 
(a) For consideration of an engine type to be approved: 
(i) Engine specification, see 11.1.4. 
(i) Manufacturing processes and quality control 
information, see 11.2.3. 
(iii) List of sub-contractors for main parts. 
(iv) Procedures for configuring during commissioning. 
(bo) For engines of an approved type to be installed on a 
craft, a compliance and inspection certificate, see 11.4. 
° For engine control, alarm monitoring and safety systems, 
the plans and information required by Pt 16, Ch 1,1.2. 
e For electronically controlled engines, the plans and 
information required by 13.2. 
e Schematic layouts showing details and arrangements of 
oil mist detection/monitoring and alarm systems. 


2.1.2 The following information and calculations are to be 

submitted for information: 

e Power/speed operational envelope. 

e = Calculations and information for short term high power 
operation where applicable. 

e Longitudinal and transverse cross-section. 

e Cast bedplate, thrust bearing bedplate, crankcase and 
frames. 

e Cylinder head assembly. 

e Cylinder liner. 

e Piston assembly. 

e = Tie rod. 

e — Connecting rod, piston rod, and crosshead assemblies. 

e Camshaft drive and camshaft general arrangement. 

e — Shielding and insulation of exhaust pipes. 

e Operation and maintenance manuals. 

e Vibration dampers/detuners and moment compen- 
sators. 

e —_ Details of turbochargers. 

e Cross-sectional plans of the assembled turbo-charger 
with main dimensions. 

e Fully dimensioned plans of the rotor. 

e Material particulars with details of welding and surface 
treatments. 

e —_Turbo-charger operating and test data. 

e  Manufacturer’s burst test assessment. 

e Material specifications covering the listed components 
together with details of any surface treatments, 
non-destructive testing and hydraulic tests. 

e = Arrangement of interior lighting, where provided. 

e Engine Type test programme, where required including 
proposals for short term high power operation. 

e Alternative proposals for hydraulic tests where design 
features are such that modifications to the test 
requirements are necessary. 

e Thrust bearing assembly (if integral with engine and not 
integrated in the bedplate). 

° Counterweights, where attached to crank-throw, 
including fastening. 

e — Main engine holding down arrangement (metal chocks). 


2.1.3 Where it is proposed to use alloy castings, micro 
alloyed or alloy steel forgings or iron castings, details of the 
chemical composition, heat treatment and mechanical 
properties are to be submitted. 


2.1.4 A Failure Mode and Effects Analysis (FMEA) as 
required by Part 9 is to be submitted. The FMEA is to include 
the following associated sub-systems: 

Starting and stopping. 

Oil fuel. 

Lubricating oil. 

Cooling water (fresh and sea). 

Air induction. 

Exhaust. 

Engine mounting. 

Control and monitoring. 

Electrical power supplies. 

Hydraulic oil (for valve lift). 


2.1.5 Plans and details for dead craft condition starting 
arrangements are to be submitted for appraisal, see 7.1. 


2.1.6 For engine types built under licence it is intended 
that the above documentation be submitted by the Licensor. 
Each Licensee is then to submit the following: 

e A list, based on the above, of all documents required 
with the relevant drawing numbers and revision status 
from both Licensor and Licensee. 

e The associated documents where the Licensee 
proposes design modifications to components. In such 
cases a statement is to be made confirming the 
Licensor’s acceptance of the proposed changes. 

In all cases a complete set of endorsed documents will be 

required by the Surveyor attending the Licensee’s works. 


2h Where considered necessary additional documen- 
tation may be required. 


O Section 3 
Materials 


3.1 Materials test and inspections 


3.1.1 Components for engines are to be tested as 
indicated in Table 1.3.1 and in accordance with the relevant 
requirements of the Rules for the Manufacture, Testing and 
Certification of Materials (hereinafter referred to as the Rules 
for Materials). 


3.2 Crankshaft materials 


3.2.1 The specified minimum tensile strength of castings 
and forgings for crankshafts is to be selected within the 
following general limits: 
a) Carbon-manganese steel castings — 
400 to 550 N/mm2. 
b) Carbon-manganese steel forgings (normalised and 
tempered) — 
400 to 600 N/mmé2. 
c) Carbon-manganese steel forgings (quenched and 
tempered) — 
not exceeding 700 N/mm2. 
d) Alloy steel castings - 
not exceeding 700 N/mm2. 
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Table 1.3.1 Material testing requirements 


Non-destructive tests 


Component 


Material tests 


Magnetic particle 
or 
Liquid penetrant 


Ultrasonic 


Crankshai 


Crankshaft coupling flange (non-integral) for main 


propulsion engines 


Crankshaft coupling bolts 

Steel piston crowns 

Piston rods 

Connecting rods, including bearing caps 
Crosshead 

Cylinder liner 


Cylinder cover 


all 


above 400 mm bore 


above 400 mm bore 
above 400 mm bore 
above 400 mm bore 


all 


above 400 mm bore 
above 300 mm bore 


above 300 mm bore 


all 


above 400 mm bore 
above 400 mm bore 


all 


above 400 mm bore 


all 
above 400 mm bore 


above 400 mm bore 


Steel castings for welded bedplates all 
Steel forgings for welded bedplates all 
Plates for welded bedplates, frames and entablatures all 
Crankcases, welded or cast all 


Tie rods all 


Turbo-charger, shaft and rotor 


Bolts and studs for cylinder covers, crossheads, 
main bearings, connecting rod bearings 


Steel gear wheels for camshaft drives 


above 300 mm bore — 


above 300 mm bore 


above 400 mm bore 


all 


above 400 mm bore 


above 400 mm bore 


above 400 mm bore 


NOTES 


For closed-die forged crankshafts the ultrasonic examination may be confined to the initial production and to subsequent occasional 


checks. 


Magnetic particle or liquid penetrant testing of tie rods may be confined to the threaded portions and the adjacent material over a length 


equal to that of the thread. 


Cylinder covers and liners manufactured from spheroidal or nodular graphite iron castings may not be suitable for ultrasonic NDE, 
depending upon the grain size and geometry. An alternative NDE procedure is to be agreed with LR. 


Bore dimensions refer to engine cylinder bores. 


All required material tests are to be witnessed by the Surveyor unless alternative arrangements have been specifically agreed by LR. 


For mass produced engines, see Section 10. 


(e) Alloy steel forgings — 
not exceeding 1000 N/mm<2. 

(f) | Spheroidal or nodular graphite iron castings — 
370 to 800 N/mm2. 


a Section 4 
Crankshaft design 


4.1 Application 


4.1.1 The formulae given in this Section are applicable to 
solid or semi-built crankshafts, having a main support bearing 
adjacent to each crankpin, and are intended to be applied to a 
single crankthrow analysed by the static determinate method. 


4.1.2 Alternative methods, including a fully documented 
stress analysis, will be considered. 


4.1.3 Calculations are to be carried out for the maximum 
continuous power rating for all designed operating conditions. 
Calculations are to include short term high power operation 
where applicable. 


4.1.4 Designs of crankshafts not included in this scope 
will be subject to special consideration. 


LLOyD’s REGISTER 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Diesel Engines 


Part 10, Chapter 1 


Section 4 


4.2 


4.2.1 


Fig. 1.4.1(a) 


Symbols 


For the purposes of this Chapter the following 


symbols apply, see also Fig. 1.4.1: 


= radial thickness of web, in mm 
= bending stress factor 


transverse breadth of web, in mm 

outside diameter of pin or main journal, in mm 
internal diameter of pin or main journal, in mm 
shrink diameter of main journal in web, in mm 
diameter of radial oil bore in crankpin, in mm 
alternating force at the web centreline, in N 


= fatigue enhancement factor due to manufacturing 


process 


= fatigue enhancement factor due to surface treatment 
= alternating bending moment at web centreline, in 


N-mm (Note: alternating is taken to be 1/2 range value) 


= alternating bending moment calculated at the outlet 


of crankpin oil bore 


= undercut of fillet radius into web measured from 


web face, in mm 


= fillet radius at junction of web and pin or journal, in mm 


stroke, in mm 
axial thickness of web, in mm 


= alternating torsional moment at crankpin or crank 


journal, in N-mm (Note: alternating is taken to be 
1/2 range value) 


= pin overlap 


bending stress concentration factor for crankpin 
torsional stress concentration factor for crankpin 
bending stress concentration factor for main journal 
direct shear stress concentration factor for main journal 


= torsional stress concentration factor for main journal 
= bending stress concentration factor for radially 


drilled oil hole in the crankpin 
torsional stress concentration factor for radially 
drilled oil hole in the crankpin 


= alternating axial stress, in N/mm2 


alternating bending stress, in N/mm2 


= alternating bending stress in the outlet of the oil 


bore, in N/mm? 
maximum bending stress in pin and main journal 
taking into account stress raisers, in N/mm2 


4.3 


4.3.1 


3336/03 


Crank dimensions necessary for the calculation of stress concentration factors 


Crankshaft without overlap 


Fig 1.4.1(b) 
Crank dimensions for crankshaft without overlap 


= specified minimum UTS of material, in N/mm? 
= specified minimum yield stress of material, in N/mm? 


maximum bending stress in the outlet of the oil 
bore, in N/mm? 

alternating direct stress, in N/mm? 

alternating torsional stress, in N/mm? 

maximum torsional stress in pin and main journals 
taking into account stress raisers, in N/mm? 
maximum torsional stress in outlet of crankpin oil 
bore taking into account stress raisers, in N/mm2. 


Stress concentration factors 


Geometric factors. Crankshaft variables to be used 


in calculating the geometric stress concentrations together 
with their limits of applicability are shown in Table 1.4.1. 
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Table 1.4.1 Crankshaft variables 4.3.3 Crank journal stress concentration factors (not 
applicable to semi-built crankshafts) 
Bending 
Variable Ba = 2,71fp(ut) fet) fe) fa(0 fa(Ch) fal) frec) 
b= BID, where 
faut) = 1,2 -0,5t + 0,32t2 - u (0,80 - 1,15t + 0,55¢?) 
qj = Dj/Dp u2 (2,4 6 - 2,33t +1 ,26t2) 
fa(t) = 2,24 0.755 
An = DoD. 
fg(b) = 0,562 + 0,126 + 0,118b2 
m= M/D, fal) = 0,1 91r7_U0.557) 
Mp =Mp/Dp faq) = 1-0,644d, + 1,23(a,) 
fp(dp) = 1-0,19d, + 0,0073(d,) 
rip = R/Dp flrec) = 1+(m,+m) (1,8 + 3,2u) 


Gr = Py 
lp = Ro/Dp 
i T/Dp 


Ce red/Dp 
see Note 3 


d = dD, 


u = U/Dp 


NOTES 
1. Where variables fall outside the range, alternative methods 
are to be used and full details submitted for consideration. 
2. A lower limit of u can be extended down to large negative 
values provided that: 
(i) If calculated f(rec) < 1 then the factor f(rec) is not to be 
considered (f(rec) = 1) 
(ii) If u< -0,5 then f(ut) and f(ru) are to be evaluated 
replacing the actual value of u by -0,5. 
For crankshafts without overlap see also 4.3.6. 


4.3.2 Crankpin stress concentration factors: 


Bending 
ag = 2,70 fut) f(t) FO) fF fdp) fai) frec) 
where 
fut) = 1,52-4,1t+ 11,2t2-13,6t3 + 6,07¢4- 


U (1,86 — 8,26¢ + 18,2t 2 - 18,5t 3 + 6,93t 4) - 
u?2 (8,84 - 25,0t + 70,6t 2 - 87,0t 3 + 39,2¢ 4) 


f(t) = 2,18 9.717 
flo) = 0,684 - 0,0077b + 0,147b2 
fi) = 0,208), (0529) 


fdp) = 1 +0,315(d,) - 1,52(d,)? + 2,41(d,) 


fd) = 1+ 0,270; - 1,02(d,)2 + 0,531 (dj)$ 
f(rec) = 1+ (M, + m)) (1,8 + 8,2u) 
valid only between u = - 0,5 and 0,5 
Torsion 
az = 0,8 fru) f(b) ft) 
where 


fru) = is —(0,22 + 0,1u) 
f(b) 7,9 - 10,656 + 5,35b? — 0,857b3 
f(t) = t (0,145) 


p j 
valid only between u = —- 0,5 and 0,5 


Direct shear 
Bq = 3,01fQ(U) falt) fal) fal) falap) frec) 


where 
fg(u) = 1,08 + 0,88u - 1,52(u)2 
t 
fal) = 90687 + 0,937t 
fQ(o) = 6-0,5 
foi) = 0,533rjg0-0204) 
fo(ap) = 1-1,19d, + 1,74(d,)* 
firec) = 1+ (Mp + m) (1,8 + 3,2u) 
valid only between u = - 0,5 and 0,5 
Torsion 
Br = 0,8f(ru) fb) FO) 
where 
fru) = Ap eet + 0,1u) 
fib) = 7,9-10,65b + 5,35b2 — 0,857b8 
f(t) = t(-0,145) 
4.3.4 Crankpin oil bore stress concentration factors for 
radially drilled oil holes: 
e Bending 
Yep = 3-5,88 ¢ a, +34,6 © d,2 
e Torsion 


Yr = 4-6¢d, +30 °d,2 


4.3.5 Where experimental measurements of the stress 
concentrations are available these may be used. The full 
documented analysis of the experimental measurements is to 
be submitted for consideration. 


4.3.6 In the case of semi-built crankshafts when 
Mo > Ro the web thickness is to be taken as: 
Trea = T- (Mp - Ap) and the web width B is to be taken in 
way of the crankpin fillet radius centre see 
Fig. 1.4.1(b). 
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4.4 Nominal stresses 


4.4.1 The nominal alternating bending stress, op, is to be 
calculated from the maximum and minimum bending moment 
at the web centreline taking into account all forces being 
applied to the crank throw in one working cycle with the crank 
throw simply supported at the mid length of the main journals. 


4.4.2 Nominal bending stresses are referred to the web 
bending modulus. 


4.4.3 Nominal alternating bending stress: 


Op = + ke N/mm? 
Zweb 
where 
BT 
Zwed = —g- mme 


k, = 0,8 for crosshead engines 
= 1,0 for trunk piston engines. 


4.4.4 Nominal alternating bending stress in the outlet of 

the crankpin oil bore: 

hay See 

Zorankpin 

where 

Mgon is taken as the ¥2 range value 
Mgon = + % (Mgomax ~ Meomin) 

and 

Mego = (Mpto cosy + Mpro sin), see Fig. 1.4.2 

The two relevant bending moments are taken in the crankpin 

cross-section through the oil bore. 

Mpro = bending moment of the radial component of the 
connecting-rod force 


Meto = bending moment of the tangential component of 
the connecting-rod force 
n D*-d4 
Zorankpin = 5 a Zorankpin felated to the cross-section 


of axially bored crankpin. 


4.4.5 The nominal direct shear stress in the web for the 
purpose of assessing the main journal is to be added 
algebraically to the bending stress, using the alternating 
forces which have been used in deriving M, in 4.4.3. 


4.4.6 Nominal stress is referred to the web cross-section 
area or the pin cross-section area as applicable. 


4.4.7 Nominal alternating direct shear stress: 


oq =+# k, N/mm2 


Aweb 
where 
Awep = BT mm2 


4.4.8 The nominal alternating torsional stress, t,, is to be 
taken into consideration. The value is to be derived from 
forced-damped vibration calculations of the complete 
dynamic system. Alternative methods will be given consider- 
ation. The engine designer is to advise the maximum level of 
alternating vibratory stress that is permitted. 


Fig. 1.4.2 Crankpin section through the oil bore 


4.4.9 The results of torsional vibration calculations for the 
full dynamic system, carried out in accordance with Part 13 
are to be submitted. 


4.4.10 | Nominal alternating torsional stress: 


a 
es, St a N/mm? 


Zy, = torsional modulus of crankpin and main journal 


- lec rane 


16 D 
D = outside diameter of crankpin or main journal, in mm 
d = inside diameter of crankpin or main journal, in mm 
Ty is to be ascertained from assessment of the 


torsional vibration calculations where the maximum 
and minimum torques are determined for every 
mass point of the complete dynamic system and 
for the entire speed range by means of a harmonic 
synthesis of the forced vibrations from the 1st order 
up to and including the 15th order for 2-stroke 
cycle engines and from the 0,5th order up to and 
including the 12th order for 4-stroke cycle engines. 
Whilst doing so, allowance must be made for the 
damping that exists in the system and _ for 
unfavourable conditions (misfiring [*] in one of the 
cylinders). The speed step calculation shall be 
selected in such a way that any resonance found in 
the operational speed range of the engine shall be 
detected. 

If T, is not known, a value can be calculated by the following 

formula as an approximation in the first instance: 


i, = ((18,6-0,01320,) x( 21°) xZ, N/mm 
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where 
3 D, 4 
De. =D AN +(2) 
j 
or 
3 D.. 4 
pl 
Dp -( D 
p 
whichever is the smaller 
Ze = corresponding torsional modulus 
(0 =a) 
= — ——— mm. 
16D, 


4.4.11 For the purpose of the crankshaft assessment, the 
nominal alternating torsional stress considered in calculations 
is to be the highest calculated value, according to the method 
described in 4.4.10, occurring at the most torsionally loaded 
mass point of the crankshaft system. 


4.4.12 The approval of the crankshaft will be based on the 
installation having the largest nominal alternating torsional 
stress (but not exceeding the maximum figure specified by the 
engine manufacturer). For each installation it is to be ensured 
by calculation that the maximum approved nominal alternating 
tersional stress is not exceeded. 


4.4.13 Reference should be made to Pt 13, Ch 1 on the 
calculations of torsional vibration characteristics. 


4.4.14 In addition to the bending stress, op, the axial 
vibratory stress, o,,, is to be taken into consideration, for 
crosshead type engines. For trunk piston engines, o,, = 0. 
The value is to be derived from forced-damped vibration 
calculations of the complete dynamic system. Alternative 
methods will be given consideration. The engine designer is to 
advise the maximum level of alternating vibratory stress that is 
permitted. The corresponding crankshaft free-end deflection 
is also to be stated. 


4.5 Maximum stress levels 


4.5.1 Crankpin fillet: 
e Maximum alternating bending stress: 


Op = OB (Cp + Sax) N/mm? 
where 
ag = bending stress concentration, see 4.3.2. 


e = Maximum alternating torsional stress: 
Tp = OT Tax N/mm? 


where 
a7 = torsional stress concentration, see 4.3.2 
Ta = nominal alternating torsional stress in crankpin 


N/mm2. 


4.5.2 Outlet of crankpin oil bore 
e — Maximum alternating bending stress: 
SB0 = YB (CBON + Sax) N/mm? 
where 
YB = bending stress concentration factor, see 4.3.4 
e Maximum alternating torsional stress: 
Ttob = Yt ta N/mm? 


where 
yt = torsional stress concentration factor, see 4.3.4 
Ta = nominal alternating torsional stress in crankpin 


N/mm2. 


4.5.3 Crank journal fillet (not applicable to semi-built 
crankshafts): 
Maximum alternating bending stress: 


5) = Bg Op + Sax) + BQ Sq N/mm? 
where 
Bg = bending stress concentration, see 4.3.3 
Bq = direct stress concentration, see 4.3.3. 
Maximum alternating torsional stress: 
qj = Br Ta N/mm2 
where 
B+; = torsional stress concentration, see 4.3.3 


Ta = nominal alternating torsional stress in main journal 
N/mrm2. 
4.6 Equivalent alternating stress 
4.6.1 Equivalent alternating stress of the crankpin, og, 


or crank journal o,;, is defined as: 


Sep, = Vio +10)? +3t2 N/mm? 


where 
o = 0)0°G; N/mm2 
T = TOT N/mm2 


4.6.2 Equivalent alternating stress for the outlet of the 
crankpin oil bore Ggop, is defined as: 


1 9 [te . 
Seo = + 3 Sho 12 oy ae N/mm<. 


4.7 Fatigue strength 


4.7.1 The fatigue strength of a crankshaft is based upon 
the crankpin and crank journal as follows: 


Sip = Ky Ky (0,420, + 39,3) (0.264 + 1,073D,-02 + 
785 — 
cae + 16 u ) N/mm2 
4900 oy Rp 


To calculate the fatigue strength in the oil bore area, replace 
Rp with Yady and oj, with ofp. 


64 = Ky Ky (0,420, + 89,3) (0.264 + 1,073D;0:2 + 


785 — 
Su , 196 1 ) Ntenege 
4900 Su Ri 
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where 
oy = UTS of crankpin or crank journal as appropriate, in 
N/mm2 
K, = fatigue endurance factor appropriate to the 


manufacturing process 
= 1,05 for continuous grain-flow (CGF) or die-forged 
= 1,0 for freedom forged (without CGF) 
= 0,93 for cast steel manufactured using a LR 
approved cold rolling process 
Ky = fatigue enhancement factor for surface treatment. 
These treatments are to be applied to the fillet radii. 


4.7.2 A value for Ky will be assigned upon application by 
the engine designers. Full details of the process, together with 
the results of full scale fatigue tests will be required to be 
submitted for consideration. Alternatively, the following values 
may be taken (surface hardened zone to include fillet radii): 
Ky = 1,15 for induction hardened 
= 1,25 for nitrided 
Where a value of K; or Ky greater than unity is to be applied 
then details of the manufacturing process are to be submitted. 


4.8 Acceptability criteria 


4.8.1 The acceptability factor, Q, is to be greater than 


OF 
Q = a for crankpin, journal and the outlet of crankpin 
e 
oil bore 
where 
Of = Ofp: Of OF Of ob 
Gg = gp; Ggj OF Seop- 
4.9 Crankshaft oil hole 


4.9.1 The junction of the oil hole with the crankpin or main 
journal surface is to be formed with an adequate radius and 
smooth surface finish down to a minimum depth equal to 
1,5 times the oil bore diameter. 


4.9.2 Fatigue strength calculations or, alternatively, fatigue 
test results may be required to demonstrate acceptability. 


4.9.3 When journal diameter is equal or larger than the 
crankpin diameter, the outlets of main journal oil bores are to 
be formed in a similar way to the crankpin oil bores, otherwise 
separate fatigue strength calculations or, alternatively, fatigue 
test results may be required. 


4.10 Shrink fit of semi-built crankshafts 
4.10.1 | The maximum permissible internal diameter in the 


journal pin is to be calculated in accordance with the following 
formula: 


Di =o, 4]1- 


where the symbols are as defined in 4.10.7. 


4QOOFOS Manax 
unD? Le oy 


4.10.2 When 4.10.1 cannot be complied with, then 4.10.7 
is not applicable. In such cases b,j, and Sa, are to be 
established from FEM calculations. 


4.10.3 The following formulae are applicable to crankshafts 
assembled by shrinking main journals into the crankwebs. 


4.10.4 — In general, the radius of transition, Aj, between the 
main journal diameter, Dj, and the shrink diameter, Dg, is to be 
not less than 0,015D; or 0,5(D; — D)). 


4.10.5 The distance, y, between the underside of the pin 
and the shrink diameter should be greater than 0,05D.. 


4.10.6 Deviations from these parameters will be specially 
considered. 


4.10.7 | The proposed diametral interference is to be within 
the following limits, see also Fig. 1.4.3: 

The minimum required diametral interference is to be taken as 
the greater of: 


12,156 x 106 (FoS) P (1 ) ke — [2 


San = —————— mm 
ne TDspeE R (k2 -1)(1 - 2) 
or 
Gy Ds 
8 min E mm 
where 


h = minimum radial thickness of the web around the 
diameter D,, mm 


C = ratio of torsional vibratory torque to the mean 
transmitted torque at the P/R rating being considered 
Do = D,+2h,mm 


D, = shrink diameter, mm 
E = Young’s modulus of elasticity of crankshaft material, 
N/mm2 


FoS = Factor of Safety against rotational slippage to be 
taken as 2,0. A value less than 2,0 may be used 
where documented by experiments to demonstrate 
acceptability 

= output power, in kW 

speed at associated power, in rom 

= crankweb thickness, in mm 

= coefficient of static friction to be taken as 0,2 for 
degreased surfaces. A value greater than 0,2 may 
be used where documented by experiments to 
demonstrate acceptability 
Sy, = minimum yield strength of material for journal pin 

Mmax = absolute maximum value of the torque taking 

Ch 8,2 into consideration 
Ls = length of shrink fit, in mm 

Maximum diametral interference, dy, is not to be greater 

than: 


er yDV 
I 


D,  0,8D, 
© max + 
E 1000 


mm 
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) f 


Do 4390/167 


Fig. 1.4.3 Crankthrow of semi-built crankshaft 


4.10.8 | Reference marks are to be provided on the outer 
junction of the crankwebs with the journals. 


i Section 5 
Construction and welded 
structures 


5.1 Crankcases 


5.1.1 Crankcases and their doors are to be of robust 
construction to withstand anticipated crankcase pressures 
that may arise during a crankcase explosion, taking into 
account the installation of explosion relief valves required by 
Section 6, and the doors are to be securely fastened so that 
they will not be readily displaced by a crankcase explosion. 


5.2 Welded joints 


5.2.1 Bedplates and major components of engine 
structures are to be made with a minimum number of welded 
joints. 


5.2.2 Double welded butt joints are to be adopted 
wherever possible in view of their superior fatigue strength. 


5.2.3 Girder and frame assemblies should, so far as 
possible, be made from one plate or slab, shaped as necessary, 
rather than by welding together a number of small pieces. 


5.2.4 Steel castings are to be used for parts which would 
otherwise require complicated weldments. 


8:22) Care is to be taken to avoid stress concentrations 
such as sharp corners and abrupt changes in section. 


5.2.6 Joints in parts of the engine structure which are 
stressed by the main gas or inertia loads are to be designed 
as continuous full strength welds and for complete fusion of 
the joint. They are to be so arranged that, in general, welds 
do not intersect, and that welding can be effected without 
difficulty and adequate inspection can be carried out. Abrupt 
changes in plate section are to be avoided and where plates 
of substantially unequal thickness are to be butt welded, the 
thickness of the heavier plate is to be gradually tapered to that 
of the thinner plate. Tee joints are to be made with full bevel or 
equivalent weld preparation to ensure full penetration. 


5.2.7 In single plate transverse girders the castings for 
main bearing housings are to be formed with web extensions 
which can be butt welded to the flange and vertical web 
plates of the girder. Stiffeners in the transverse girder are to 
be attached to the flanges by full penetration welds. 


5.3 Materials and construction 


5.3.7 All welded construction is to be in accordance with 
the requirements specified in Chapter 13 of the Rules for 
Materials. 


53.2 Plates, sections, forgings and castings are to be of 
welding quality in accordance with the requirements of 
the Rules for Materials, and with a carbon content generally 
not exceeding 0,23 per cent. Steels with higher carbon 
contents may be approved subject to satisfactory results from 
welding procedure tests. 


& Section 6 
Safety arrangements on engines 


6.1 Cylinder relief valves 


6.17.7 Scavenge spaces in open connection with cylinders 
are to be provided with explosion relief valves. 


6.2 Crankcase relief valves 


6.2.1 Crankcases are to be provided with lightweight 
spring-loaded valves or other quick-acting and self-closing 
devices to relieve the crankcases of pressure in the event of 
an internal explosion and to prevent any inrush of air thereafter. 
The valves are to be designed and constructed to open quickly 
and be fully open at a pressure not greater than 0,2 bar. 


6.2.2 The valve lids are to be made of ductile material 
capable of withstanding the shock of contact with stoppers 
at the full open position. 
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6.2.3 Each valve is to be fitted with a flame arrester that 
permits flow for crankcase pressure relief and prevents the 
passage of flame following a crankcase explosion. The valves 
are to be type tested in a configuration that represents the 
installation arrangements that will be used on an engine and in 
accordance with Section 15. The valves are to be positioned on 
engines to minimise the possibility of danger and damage aris- 
ing from emission of the crankcase atmosphere. Where 
shielding from the emissions is fitted to a valve, the valve is to 
be type tested to demonstrate that the shielding does not 
adversely affect the operational effectiveness of the valve. 


6.2.4 In engines having cylinders not exceeding 200 mm 
bore or having a crankcase gross volume not exceeding 
0,6 mS, relief valves may be omitted. 


6.2.5 In engines having cylinders exceeding 200 mm but 
not exceeding 250 mm bore, at least two relief valves are to be 
fitted; each valve is to be located at or near the ends of the 
crankcase. Where the engine has more than eight crank throws 
an additional valve is to be fitted near the centre of the engine. 


6.2.6 In engines having cylinders exceeding 250 mm but 
not exceeding 300 mm bore, at least one relief valve is to be 
fitted in way of each alternate crank throw with a minimum of 
two valves. For engines having 3, 5, 7, 9, etc., crank throws, 
the number of relief valves is not to be less than 2, 3, 4, 5, 
etc., respectively. 


6.2.7 In engines having cylinders exceeding 300 mm bore 
at least one valve is to be fitted in way of each main crank throw. 


6.2.8 Additional relief valves are to be fitted for separate 
spaces on the crankcase, such as gear or chaincases for 
camshaft or similar drives, when the gross volume of such 
spaces exceeds 0,6 ms. 


6.2.9 The combined free area of the crankcase relief 
valves fitted on an engine is to be not less than 115 cm?/m$ 
based on the volume of the crankcase. 


6.2.10 — The free area of each relief valve is to be not less 
than 45 cm2?. 


6.2.11 The free area of the relief valve is the minimum flow 
area at any section through the valve when the valve is fully open. 


6.2.12 — In determining the volume of the crankcase for the 
purpose of calculating the combined free area of the 
crankcase relief valves, the volume of the stationary parts 
within the crankcase may be deducted from the total internal 
volume of the crankcase. No deduction shall be made for the 
volumes of the rotating and reciprocating components. 


6.2.13 The valves are to be provided with a copy of the 
manufacturer’s installation and maintenance manual for the 
size and type of valve being supplied for installation on a 
particular engine. The manual is to contain the following 
information: 

e Description of valve with details of function and design 


limits. 
e Copy of type test certification. 
e Installation instructions. 


° Maintenance and in-service instructions to include test- 
ing and renewal of any sealing arrangements. 
° Actions required after a crankcase explosion. 


6.2.14 | Acopy of the installation and maintenance manual 
required by 6.2.13 is to be provided on board the ship. 


6.2.15 Plans showing details and arrangements of the 
relief valves are to be submitted for approval, see 2.1. 


6.2.16 The valves are to be provided with suitable markings 
that include the following information: 

e Name and address of manufacturer. 

° Designation and size. 

e = Month/Year of manufacture. 

e — Approved installation orientation. 


6.3 Vent pipes 


6.3.1 Through ventilation, and any arrangement which 
could produce a flow of external air within the crankcase, is in 
principle not permitted except for trunk piston type dual fuel 
engines where crankcase ventilation is to be provided. Where 
crankcase vent or breather pipes are fitted, they are to be 
made as small as practicable and/or as long as possible to 
minimise the inrush of air after an explosion. Vent or breather 
pipes from crankcases of main engines are to be led to a safe 
position on deck or other approved position. 


6.3.2 If provision is made for the extraction of gases from 
within the crankcase, e.g. for oil mist detection purposes, the 
vacuum within the crankcase is not to exceed 25 mm of water. 


6.3.3 Lubricating oil drain pipes from engine sump to 
drain tank are to be submerged at their outlet ends. Where 
two or more engines are installed, vent pipes, if fitted, and 
lubrication oil drain pipes are to be independent to avoid 
intercommunication between crankcases. 


6.4 Warning notice 


6.4.1 A warning notice is to be fitted in a prominent 
position, preferably on a crankcase door on each side of the 
engine, or alternatively at the engine room control station. This 
warning notice is to specify that whenever overheating is 
suspected in the crankcase, the crankcase doors or sight 
holes are not to be opened until a reasonable time has 
elapsed after stopping the engine, sufficient to permit 
adequate cooling within the crankcase. 


6.5 Crankcase access and lighting 
6.5.1 Where access to crankcase spaces is necessary for 
inspection purposes, suitably positioned rungs or equivalent 


arrangements are to be provided as considered appropriate. 


6.5.2 Interior lighting, where fitted, is to be flameproof. 
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6.6 Oil mist detection 


6.6.1 Where crankcase oil mist detection arrangements 
are fitted, they are to be of a type approved by LR, tested in 
accordance with Section 16 and comply with 6.6.2 to 6.6.15. 


6.6.2 The oil mist detection system and arrangements are 

to be installed in accordance with the engine designer's and oil 

mist detection equipment manufacturer’s instructions/ 
recommendations. The following particulars are to be included in 
the instructions: 

(a) | Aschematic layout of the engine oil mist detection and 
alarm system showing locations of engine crankcase 
sample points and cabling/piping arrangements 
together with pipe dimensions to the detector. 

(bo) Evidence of study to justify the selected locations of 
sample points and sample extraction rate (if applicable) 
in consideration of the crankcase arrangements and 
geometry, and the predicted crankcase atmosphere 
where oil mist can accumulate. 

(c) |The manufacturer’s maintenance and test manual. 

(d) Information relating to type or in-service testing of the 
engine with engine protection system test arrangements 
having approved types of oil mist detection equipment. 


6.6.3 A copy of the oil mist detection equipment mainte- 
nance and test manual required by 6.6.2 is to be provided on 
board the craft. 


6.6.4 Oil mist detection and alarm information is to be 
capable of being read from a safe location away from the engine. 


6.6.5 In the case of multi engine installations, each engine 
is to be provided with individual, dedicated oil mist detection 
arrangements and alarm(s). 


6.6.6 Oil mist detection and alarm systems are to be 
capable of being tested on the test bed and on board when 
the engine is at a standstill and when the engine is running at 
normal operating conditions in accordance with test proce- 
dures that are acceptable to LR. 


6.6.7 Alarms and safeguards for the oil mist detection 
system are to be in accordance with Pt 16, Ch 1 as applica- 
ble. 


6.6.8 The oil mist detection arrangements are to provide 
an alarm indication in the event of a foreseeable functional 
failure in the equipment and installation arrangements. 


6.6.9 The oil mist detection system is to provide an indi- 
cation that any lenses fitted in the equipment and used in 
determination of the oil mist level have been partially obscured 
to a degree that will affect the reliability of the information and 
alarm indication. 


6.6.10 Where oil mist detection equipment includes the 
use of programmable electronic systems, the arrangements 
are to be in accordance with Pt 16, Ch 1, as applicable. 


6.6.77. Schematic layouts showing details and arrange- 
ments of oil mist detection and alarm systems are to be 
submitted. See 2.1. 


6.6.12 The equipment together with detectors is to be 
tested when installed on the test bed and on board the craft 
to demonstrate that the detection and alarm system functions 
correctly. The testing arrangements are to be to the satisfac- 
tion of the Surveyor. 


6.6.73 | Where sequential oil mist detection arrangements 
are provided, the sampling frequency and time is to be as 
short as reasonably practicable. 


6.6.14 Where alternative methods are provided for the 

prevention of the build-up of oil mist that may lead to a poten- 

tially explosive condition within the crankcase, detailed 
information is to be submitted for consideration. The informa- 
tion is to include: 

(a) Engine particulars — type, power, speed, stroke, bore 
and crankcase volume. 

(b) Details of arrangements designed to prevent the build 
up of potentially explosive conditions within the 
crankcase, e.g., bearing temperature monitoring, oil 
splash temperature monitoring, crankcase pressure 
monitoring, and recirculation arrangements. 

(c) | Evidence to demonstrate that the arrangements are effec- 
tive in preventing the build up of potentially explosive 
conditions together with details of in-service experience. 

(d) Operating instructions and the maintenance and test 
instructions. 


6.6.15 Where it is proposed to use the introduction of inert 
gas into the crankcase to minimise a potential crankcase 
explosion, details of the arrangements are to be submitted for 
consideration. 


4 Section 7 
Starting arrangements 


7.1 Dead craft condition starting arrangements 


7.1.1 Means are to be provided to ensure that machinery 
can be brought into operation from the dead craft condition 
without external aid. 


7.1.2 Dead craft condition for the purpose of 7.1.1 is to 
be understood to mean a condition under which the main 
propulsion plant and auxiliaries are not in operation. In 
restoring propulsion, no stored energy for starting and operating 
the propulsion plant is assumed to be available. Additionally, 
neither the main source of electrical power nor other essential 
auxiliaries is assumed to be available for starting and operating 
the propulsion plant. 


7.1.3 Where the emergency source of power is an emer- 
gency generator which fully complies with the requirements of 
Pt 16, Ch 2, this generator may be used for restoring opera- 
tion of the main propulsion plant, boilers and auxiliaries where 
any power supplies necessary for engine operation are also 
protected to a similar level as the starting arrangements. 
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7.1.4 Where there is no emergency generator installed or 
an emergency generator does not comply with Pt 16, Ch 2, 
the arrangements for bringing main and auxiliary machinery 
into operation are to be such that the initial charge of starting 
air or initial electrical power and any power supplies for engine 
operation can be developed on board the craft without 
external aid. If, for this purpose, an emergency air compressor 
or an electric generator is required, these units are to be 
powered by a hand-starting oil engine or a hand-operated 
compressor. The arrangements for bringing main and auxiliary 
machinery into operation are to have capacity such that the 
starting energy and any power supplies for engine operation 
are available within 30 minutes of a dead craft condition. 


7.2 Starting arrangements — Air compressors 


7.2.1 Two or more air compressors are to be fitted having 
a total capacity, together with a topping-up compressor 
where fitted, capable of charging the air receivers within 
one hour from atmospheric pressure, to the pressure 
sufficient for the number of starts required by 7.3. At least one 
of the air compressors is to be independent of the main 
propulsion unit and the capacity of the main air compressors 
is to be approximately equally divided between them. The 
capacity of an emergency compressor which may be installed 
to satisfy the requirements of 7.1 is to be ignored. 


7.2.2 The compressors are to be so designed that the 
temperature of the air discharged to the starting air receivers 
will not substantially exceed 93°C in service. A small fusible 
plug or an alarm device operating at 121°C is to be provided 
on each compressor to give warning of excessive air 
temperature. The emergency air compressor is excepted from 
these requirements. 


7.2.3 Each compressor is to be fitted with a safety valve 
so proportioned and adjusted that the accumulation with the 
outlet valve closed will not exceed 10 per cent of the 
maximum working pressure. The casings of the cooling water 
spaces are to be fitted with a safety valve or bursting disc so 
that ample relief will be provided in the event of the bursting of 
an air cooler tube. 


7.2.4 Each compressor is to be fitted with an alarm for 
failure of the lubricating oil supply which will initiate an 
automatic shutdown. 


7.3 Air receivers 


7.3.1 Where the main engine is arranged for air starting 
the total air receiver capacity is to be sufficient to provide 
without replenishment, not less than 12 consecutive starts of 
the main engine, alternating between ahead and astern if of 
the reversible type and not less than six consecutive starts if 
of the non-reversible type. At least two air receivers of 
approximately equal capacity are to be provided. For 
scantlings and fittings of air receivers, see Pt 15, Ch 4. 


7.3.2 For multi-engine installations, where more than one 
engine is driving each propulsion shaft line, the following 
requirements apply: 

(a) Twin engine installations driving fixed pitch propeller, 
where one of the engines can be reversed, six consecu- 
tive starts per engine are required. 

(b) For all other types of multi-engine installations three 
consecutive starts per engine are required. 


7.3.3 Each air receiver is to be fitted with a drain 
arrangement at its lowest part, permitting oil and water to be 
blown out. 


7.3.4 Each receiver which can be isolated from a relief 
valve is to be provided with a suitable fusible plug to discharge 
the contents in case of fire. The melting point of the fusible 
plug is to be approximately 150°C, see a/so Pt 15, Ch 4,9.2. 


7.3.5 Receivers used for the storage of air for the control 
of remotely operated valves are to be fitted with relief valves 
and not fusible plugs. 


7.4 Starting air pipe systems and safety fittings 


7.4.1 Air start piping systems are in general to comply 
with the requirements of Part 15, due regard being paid to the 
particular type of installation. 


7.4.2 In designing the compressed air installation, care is 
to be taken that the compressor air inlets will be located in an 
atmosphere reasonably free from oil vapour or, alternatively, 
an air duct from outside the machinery space is to be led to 
the compressors. 


7.4.3 The air discharge pipe from the compressors is to 
be led direct to the starting air receivers. Provision is to be 
made for intercepting and draining oil and water in the air 
discharge for which purpose a separator or filter is to be fitted 
in the discharge pipe between compressors and receivers. 


7.4.4 The starting air pipe system from receivers to main 
and auxiliary engines is to be entirely separate from the 
compressor discharge pipe system. Stop valves on the 
receivers are to permit slow opening to avoid sudden 
pressure rises in the piping system. Valve chests and fittings 
in the piping system are to be of ductile material. 


7.4.5 Drain valves for removing accumulations of oil and 
water are to be fitted on compressors, separators, filters and 
receivers. In the case of any low-level pipelines, drain valves 
are to be fitted to suitably located drain pots or separators. 


7.4.6 The starting air piping system is to be protected 
against the effects of explosions by providing an isolating non- 
return valve or equivalent at the starting air supply to each engine. 


7.4.7 In direct reversing engines bursting discs or flame 
arresters are to be fitted at the starting valves on each 
cylinder; in non-reversing and auxiliary engines at least one 
such device is to be fitted at the supply inlet to the starting air 
manifold on each engine. The fitting of bursting discs or flame 
arresters may be waived in engines where the cylinder bore 
does not exceed 230 mm. 
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7.4.8 Alternative safety arrangements may be submitted 
for consideration. 


7.5 Electrical starting arrangements 


7.5.1 Where main engines are fitted with electric starters, 
two batteries are to be fitted. Each battery is to be capable of 
starting the engines when cold and the combined capacity is 
to be sufficient without recharging to provide the number of 
starts of the main engines as required by 7.3. 


7.5.2 Electric starting arrangements for auxiliary engines 
are to have two separate batteries or be supplied by separate 
circuits from the main engine batteries when such are 
provided. Where one of the auxiliary engines only is fitted with 
an electric starter one battery will be acceptable. 


7.5.3 The combined capacity of the batteries for starting 
the auxiliary engines is to be sufficient for at least three starts 
for each engine. 


7.5.4 Engine starting batteries are to be used only for the 
purposes of starting the engines and for the engines’ own 
control, alarm, monitoring and safety arrangements. Means 
are to be provided to ensure that the stored energy in the 
batteries is maintained at a level required to start the engines 
as defined in 7.5.1 and 7.5.3. 


7.5.5 Where engines are fitted with electric starting 
batteries, an alarm is to be provided for low battery level. 


7.5.6 The requirements for battery installations are given 
in Pt 16, Ch 2. 


7.6 Starting of the emergency source of power 


7.6.1 Emergency generators are to be capable of being 
readily started in their cold conditions down to a temperature 
of 10°C. If this is impracticable, or if lower temperatures are 
likely to be encountered, consideration is to be given to the 
provision and maintenance of heating arrangements, so that 
ready starting will be assured. 


7.6.2 Each emergency generator that is arranged to be 
automatically started is to be equipped with an approved 
starting system having two independent sources of stored 
energy, each of which is sufficient for at least three consecu- 
tive starts. When hand (manual) starting is demonstrated to 
be effective, only one source of stored energy need be 
provided. However, this source of stored energy is to be 
protected against depletion below the level required for starting. 


7.6.3 Provision is to be made to maintain continuously 

the stored energy at all times, and for this purpose: 

(a) Electrical and hydraulic starting systems are to be 
maintained from the emergency switchboard. 

(b) Compressed air starting systems may be maintained by 
the main or auxiliary compressed air receivers, through a 
suitable non-return valve, or by an emergency air 
compressor energised by the emergency switchboard. 


(c) All these starting, charging and energy storing devices 
are to be located in the emergency generator room. 
These devices are not to be used for any purpose other 
than the operation of the emergency generator. 


7.6.4 When automatic starting is not required by the 
Rules and where it can be demonstrated as being effective, 
hand (manual) starting is permissible, such as manual 
cranking, inertial starters, manual hydraulic accumulators, 
powder charge cartridges. 


7.6.5 When hand (manual) starting is not practicable, the 
provisions of 7.6.2 and 7.6.3 are to be complied with except 
that starting may be manually initiated. 


7.6.6 Electric starting arrangements are to also satisfy 
7.5.2 to 7.5.5. 


7.7 Engine control, alarm monitoring and safety 
system power supplies 


7.7.1 Power supplies are to be arranged so that power 
for electrically powered control, alarm monitoring and safety 
systems required for engine starting and operation will remain 
available in the event of a failure. Power is to remain available 
to permit starting attempts for the number of starts specified 
by this Section for each source of stored energy. 


7.7.2 Where adequate battery and charging capacity 
exists, an engine starting battery may be used as one source 
of electrical power required by 8.6.1. 


7.7.3 An alarm is to be activated in the event of failure of 
a power supply and, where applicable, low battery charge 
level. Manual power supply changeover facilities are 
permitted. 


a Section 8 
Piping systems 


8.1 General 


8.1.1 Diesel engine piping systems are, in general, to 
comply with the requirements of Pt 15, Ch 1 and Ch 3, due 
regard being paid to the particular type of installation. 


8.1.2 Short lengths of synthetic rubber hoses that comply 
with the requirements of Pt 15, Ch 1,13 may be used in diesel 
engine piping systems to accommodate relative movement 
between machinery and fixed piping systems. 


8.2 Oil fuel systems 


8.2.1 Oil fuel arrangements are to comply with the 
requirements of Pt 15, Ch 3,3 and 3,4, as applicable. 
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8.2.2 All external high pressure fuel delivery lines between 
the high pressure fuel pumps and fuel injectors are to be 
protected with a jacketed piping system capable of containing 
fuel from a high pressure line failure. If flexible hoses are used 
for shielding purposes, these arrangements are to be 
approved. 


8.2.3 The protection is to prevent oil fuel or oil fuel mist 
from reaching a source of ignition on the engine or its 
surroundings. Suitable drainage arrangements are to be made 
for draining any oil fuel leakage and for preventing contamina- 
tion of the lubricating oil by oil fuel. 


8.3 Oil fuel filters and fittings 


8.3.1 Two or more filters are to be fitted in the oil fuel 
supply lines to the main and auxiliary engines, and the arrange- 
ments are to be such that any filter can be cleaned without 
interrupting the supply of filtered oil fuel to the engines. 


8.3.2 Drip trays are to be fitted under oil fuel filters and 
other fittings which are required to be opened up frequently 
for cleaning or adjustment or where there is the possibility of 
leakage. Alternative arrangements may be acceptable and full 
details should be submitted for consideration. 


8.4 Lubricating oil systems 


8.4.1 Lubricating oil arrangements are to comply with the 
requirements of Part 15 as applicable. 


8.5 Engine cooling water systems 


8.5.1 Cooling water arrangements are to comply with the 
requirements of Part 15, as applicable. 


8.6 Inlet and exhaust systems 


8.6.1 Engine inlets are to be arranged to provide sufficient 
air to the engines whilst minimising the ingestion of harmful 
particles. 


8.6.2 Where the exhaust is led overboard near the water- 
line, means are to be provided to prevent water from being 
siphoned back to the engine. Where the exhaust is cooled by 
water spray, the exhaust pipes are to be self-draining 
overboard. Erosion/corrosion resistant shut-off flaps or other 
devices are to be fitted on the hull side shell or pipe end and 
acceptable arrangements made to prevent water flooding the 
space or entering the engine exhaust manifold. 


8.6.3 Where the exhausts of two or more engines are led 
to a common silencer or exhaust gas-heated boiler or 
economiser, an isolating device is to be provided in each 
exhaust pipe. 


8.6.4 The arrangement of the exhaust system is to be 
such as to prevent exhaust gases being drawn into the 
manned spaces, air conditioning systems and air intakes. 
They should not discharge into air cushion intakes. 


8.6.5 Plastic pipes intended for exhaust systems are to 
be in accordance with a recognised Code or Standard suit- 
able for the intended service conditions. 


8.7 High pressure oil systems 


8.7.1 Where flammable oils are used in high pressure 
systems, the oil pipe lines between the high pressure oil pump 
and actuating oil pistons are to be protected with a jacketed 
piping system capable of preventing oil spray from a high 
pressure line failure. 


a Section 9 
Control and monitoring 


9.1 General 


co ey ee | The Control and Monitoring systems are to comply 
with the requirements of Part 16. 


9.1.2 While it is recommended that oil mist detection, 

engine bearing temperature monitors or alternative methods 

for crankcase protection be fitted, they are in any case to be 
provided: 

(a) When arrangements are fitted to override the automatic 
stop for excessive reduction of the lubricating oil supply 
pressure. 

(b) For engines of 2,250 kW and above or having cylinders 
of more than 300 mm bore. 

Notes: 

1. For medium and high speed engines automatic shut- 
down of the engine is to occur, see also 9.7.2. 

2. Where arrangements are made to override the automatic 
shutdown due to high oil mist or bearing temperature, 
the override is to be independent of other overrides. 

8. Where engine bearing temperature monitors or alternative 
methods are provided for the prevention of the build-up 
of oil mist that may lead to a potentially explosive 
condition within the crankcase, details are to be submit- 
ted for consideration. The submission is to demonstrate 
that the arrangements are equivalent to those provided 
by oil mist detection, see 6.6.14. 


9.1.3 All main and auxiliary engines intended for essen- 
tial services are to be provided with means of indicating the 
lubricating oil pressure supply to them. Where such engines 
are of more than 220 kW, audible and visual alarms are to be 
fitted to give warning of an appreciable reduction in pressure 
of the lubricating oil supply. Further, these alarms are to be 
actuated from the outlet side of any restrictions, such as 
filters, coolers, etc. 


9.2 Main engine governors 
9.2.1 An efficient governor is to be fitted to each main 


engine so adjusted that the speed does not exceed that for 
which the engine is to be classed by more than 15 per cent. 
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9.3 Auxiliary engine governors 


9.3.1 Auxiliary engines intended for driving electric 

generators are to be fitted with governors which, with fixed 

setting, are to control the speed within 10 per cent momen- 

tary variation and 5 per cent permanent variation under the 

following conditions: 

(a) Full load is suddenly taken off. 

(b) Full load is suddenly applied following a minimum of 
15 minutes no load. If the BMEP is greater than 8 bar the 
load may be applied as follows: 


me (bu not less than — full load), then full load 
BMEP 3 

being attained in not more than two equal stages as 
rapidly as possible. 


9.3.2 Emergency engines are to comply with 9.3.1 
except that the initial load required by 9.3.1(b) is to be not less 
than the total connected emergency statutory load. 


9.3.3 For alternating current installations, the permanent 
speed variation of the machines intended for parallel opera- 
tion are to be equal within a tolerance of +0,5 per cent. 
Momentary speed variations with load changes in accordance 
with 9.5.1 are to return to and remain within one per cent of 
the final steady state speed in not more than eight seconds. 


9.4 Overspeed protective devices 


9.4.1 Each main engine developing 220 kW or over 
which can be declutched or which drives a controllable 
(reversible) pitch propeller, also each auxiliary engine developing 
220 kW and over for driving an electric generator, is to be 
fitted with an approved overspeed protective device. 


9.4.2 The overspeed protective device, including its 
driving mechanism, is to be independent of the governor 
required by 9.4 or 9.5 and is to be so adjusted that the speed 
does not exceed that for which the engine and its driven 
machinery are to be classed by more than 20 per cent for 
main engines and 15 per cent for auxiliary engines. 


9.5 Engine stopping 


9.5.1 At least two independent means of stopping the 
engines quickly from the control station under any conditions 
are to be available. 


9.6 Unattended machinery 


9.6.1 Where machinery is fitted with automatic or remote 
controls so that under normal operating conditions it does not 
require any manual intervention by the operators, it is to be 
provided with the alarms and safety arrangements required 
by 9.1 to 9.8 as appropriate. Alternative arrangements which 
provide equivalent safeguards will be considered. 


9.6.2 Where a first stage alarm together with a second 
stage alarm and automatic shutdown of machinery are 
required by Tables 1.9.1 and 1.9.2, the sensors and circuits 
utilised for the second stage alarm and automatic shutdown 
are to be independent of those required for the first stage 
alarm. 


9.6.3 Means are to be provided to prevent leaks from 
high pressure oil fuel injection piping for main and auxiliary 
engines dripping or spraying onto hot surfaces or into 
machinery air inlets. Such leakage is to be collected and, 
where practicable, led to a collector tank(s) fitted in a safe 
position. An alarm is to be provided to indicate that leakage is 
taking place. These requirements may also be applicable to 
high pressure hydraulic oil piping depending upon the 
location. 


9.6.4 Where machinery specified in this Section is 
required to be provided with a standby pump, the standby 
pump is to start automatically if the discharge pressure from 
the working pumps falls below a predetermined value. 


9.7 Diesel engines for propulsion purposes 


9.7.1 Alarms and safeguards are indicated in 9.7.2 to 
9.7.8 and Table 1.9.1, see also 9.1.2 and 9.6.3. 


9.7.2 Alarms are to operate, and indication is to be given 
at the relevant control stations that the speed or power of the 
main propulsion engine(s) is to be reduced for the following 
fault conditions: 

a) Oil mist in crankcase or high bearing temperature (if 
detection is fitted, see 9.1.2). 

b) Low piston coolant pressure or flow. 

c) High piston coolant outlet temperature. 

d) Low cylinder coolant pressure or flow. 

e) High cylinder coolant temperature. 

f) High exhaust gas temperature per cylinder or deviation 

from average temperature (high). 

g) High thrust bearing temperature. 

h) Low cylinder lubricator flow. 

Notes: 

1. For medium and high speed engines automatic 
slowdown is required for items (d), (e), (f) and (h). 
However, an automatic shutdown is required for (a). 

2. Common sensors are acceptable for alarms and 
slowdown functions. 


9.7.3 Reduction of speed or power may be effected by 
either manual or automatic control. 


9.7.4 The following engine services are to be fitted with 
automatic temperature controls so as to maintain steady state 
conditions throughout the normal operating range of the 
propulsion engine(s): 

(a) Lubricating oil supply. 

(b) Piston coolant supply, where applicable. 

(c) Cylinder coolant supply, where applicable. 

(d) Fuel valve coolant supply, where applicable. 


9.7.5 Indication of the starting air pressure is to be 
provided at each control station from which it is possible to 
start the main propulsion engine(s). 
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Table 1.9.1 


Item 


Alarm 


Oil engines for propulsion purposes 
alarms and safeguards (see continuation) 


Note 


Table 1.9.1 Oil engines for propulsion purposes 


alarms and safeguards (conclusion) 


Item 


Lubricating oil sump 
level 


Lubricating oil inlet 
pressure*** 


Lubricating oil inlet 
temperature* 


Lubricating oil filters 
differential pressure 


Cylinder lubricator 
flow 


Piston coolant inlet 
pressure 


Piston coolant outlet 
temperature* 


Piston coolant outlet 
flow* 


Cylinder coolant inlet 
pressure or flow**+ 


Cylinder coolant 
outlet 
temperature**++ 


Sea-water cooling 
pressure 


Thrust bearing 
temperature* 


Common rail servo 
oil pressure 


Fuel valve coolant 
pressure 


Fuel valve coolant 
temperature 


Oil fuel pressure from 
booster pump 


Oil fuel temperature 
or viscosity* 


Common rail fuel 
oil pressure 


Charge air cooler 
outlet temperature 


Scavenge air 
temperature 


Exhaust gas 
temperature* 


Low 


1st stage 
Lowt* 
nd stage 
Low 


igh 


Low 
ist stage 
High** 
2nd stage 
High 
Low 
High 
Low 
Low 
High 
Low 
High and 
Low 
Low 
High and 
Low 


High 


High 


Engines (and gearing if 
fitted) 


Engines (and gearing if 
fitted) 


Automatic shutdown 
engines (and gearing 
if fitted), see 9.6.2 


Engines (and gearing 
if fitted) 


One sensor per lubricator 
If a separate system 
Per cylinder (if a separate 


system) 


Per cylinder (if a separate 
system) 


Per cylinder (if a separate 
system) or manifold** 


Automatic shutdown 


medium and high speed 
engines, see 9.6.2 


If a separate system 


If a separate system 


Heavy oil only 


4 stroke medium and high 
speed engines 


Per cylinder, (fire detection, 
2 stroke engines) 


Per cylinder (or deviation 
from average temperature) 


Turbo-charger 
exhaust gas outlet 
temperature* 


Turbo-charger 
lubricating oil inlet 
pressure 


If system not integral 
with turbo-charger 


Turbo-charger 
lubricating oil outlet 
temperature 


Each bearing, if system not 

integral with turbo-charger. 

See Note 4 

Starting air pressure* Before engine 
manoeuvring valve 


Automatic shutdown 
of engine, see also 9.4. 
Details of alternative 
proposals in accordance 
with the manufacturer’s 
instructions may be 
submitted for consideration 


Overspeed* 


Automatic start of Failure See 9.7.6 


engine 


Electrical starting Low 
battery charge level 


NOTES 
Where ‘per cylinder’ appears in this Table, suitable alarms 
may be situated on manifold outlets for medium and high 
speed engines. 
For engines and gearing of 1500 kW or less, only the items 
marked* are required. 
For service craft with engines of 500 kW or less, only the 
items marked ** are required. 
Where the outlet temperature for each bearing cannot be 
measured due to the design, details of alternative proposals 
in accordance with the turbocharger manufacturer’s 
instructions may be submitted for consideration. 


9.7.6 The number of automatic consecutive attempts 
which fail to produce a start is to be limited to three attempts. 
For reversible engines which are started and stopped for 
manoeuvring purposes, means are to be provided to maintain 
sufficient starting air in the air receivers. For electric starting, 
see 7.5. 


9.7.7 Prolonged running in a restricted speed range is to 
be prevented automatically or, alternatively, an indication of 
restricted speed ranges is to be provided at each control 
station. 


9.8 Auxiliary and other engines 


9.8.1 Alarms and safeguards are indicated in Table 1.9.2, 
see also 9.1.2 and 9.6.3. 


9.8.2 For engines operating on heavy oil fuel, automatic 
temperature of viscosity controls is to be provided. 
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Table 1.9.2 Auxiliary engine alarms and safeguards 


Item Alarm 


Lubricating oil inlet High 
temperature 


1st stage 

Low 
Lubricating oil inlet 
pressure 2nd stage Automatic shutdown of 


Low engine, see 9.6.2 


1st stage For engines over 
High 220 kW 
Coolant outlet 
temperature 2nd stage — For engines over 
High 220 kW 
Automatic shutdown 


of engine, see 9.6.2 


Coolant pressure or = 
flow 


Automatic shutdown 
of engine, see also 9.4. 
Details of alternative 
proposals in accordance 
with the manufacturer’s 
instructions may be 
submitted for consideration 


Overspeed 


Starting air pressure Low 


Electrical starting Low 
battery charge level 


Oil fuel inlet temperature High and 
or viscosity low 


Heavy oil only 
Common rail servo Low 
oil pressure 


Common rail fuel Low 
oil pressure 


9.9 Alarms and safeguards for emergency diesel 
engines 


9.9.1 These requirements apply to emergency diesel 
engines required to be immediately available in an emergency 
and capable of being controlled remotely or automatically. 


9.9.2 Alarms and safeguards are indicated in Table 1.9.3. 
See also 9.1.2 and 9.6.3. 


9.9.3 The safety and alarm systems are to be designed 
to ‘fail safe’. The characteristics of the ‘fail safe’ operation are 
to be evaluated on the basis not only of the system and its 
associated machinery, but also the complete installation, as 
well as the craft. 


9.9.4 Regardless of the engine output, if shutdowns 
additional to those specified in Table 1.9.3 are provided 
except for the overspeed shutdown, they are to be auto- 
matically overridden when the engine is in automatic or 
remote control mode during navigation. 


Table 1.9.3 Alarms and safeguards for 


emergency diesel engines 
tem Alarm Alarm 
Emergency diesel engine = 220kW <220 kW 


Fuel oil leakage from See 9.6.3 


pressure pipes 


Leakage Leakage 


Lubricating oil High 
temperature 


Lubricating oil pressure Low 


Oil mist concentration in High 
crankcase 


See Note 


Coolant pressure or flow Low 


Coolant temperature High 
(can be air ) 


Overspeed High 


Automatic 
shutdown 


NOTE 
For engines having a power of more than 2250 kW or a cylinder 
bore of more than 300 mm. 


9.9.5 Grouped alarms of at least those items listed in 
Table 1.9.3 are to be arranged on the bridge. 


9.9.6 In addition to the fuel oil control from outside the 
space, a local means of engine shutdown is to be provided. 


9.9.7 Local indications of at least those items listed in 
Table 1.9.3 are to be provided within the same space as the 
diesel engines and are to remain operational in the event of 
failure of the alarm and safety systems. 


a Section 10 
Requirements for craft which are 
not required to comply with the 
HSC Code 


10.1 General 
10.1.1. The requirements of Sections 1 to 9 apply to craft 
which are not required to comply with the HSC code, unless 


specifically exempted by the contents of this Section. 


10.7.2 The requirements of 1.4.1 do not apply to yachts 
or service craft less than 24 m. 


10.1.3. The requirements of 1.5.1 do not apply to service 
craft less than 24 m. 
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10.2 Details to be submitted 


10.2.1. +The requirements of 2.1.1 do not apply to yachts 
or service craft less than 24 m, see Pt 9, Ch 1,6.1. 


10.2.2. The requirements of 2.1.4 (FMEA as detailed in 
Part 9) do not apply to yachts or to service craft less than 
24 m unless used for passenger carrying duties. 


10.3 Materials 


10.3.1 Materials for which no provision is made in this Part 
of the Rules may be accepted provided that they comply with 
an approved specification and such tests as may be 
considered necessary. 


10.4 Crankshaft design 


10.4.1. The requirements of Section 4 do not apply to the 
following types of craft having main or auxiliary diesel engines 
with a power output not exceeding 110 kW: 

(a) service craft of less than 24 m, 

(b) yachts, 

(c) ACVs. 


o Section 11 
Mass produced engines 


11.1 Definition 


11.1.1. Mass produced engines, for main and auxiliary 
purposes, are defined as those which are produced under the 
following criteria: 

(a) In quantity under strict quality control of material and 
parts, according to a quality assurance scheme accept- 
able to LR. 

(b) By the use of jigs and automatic machine tools designed 
to machine parts to specified tolerances for inter- 
changeability, and which are verified on a regular 
inspection basis. 

(c) By assembly with parts taken from stock and requiring 
little or no fitting. 

(d) With bench tests carried out on individual assembled 
engines according to a specified programme. 

(e) With appraisal by final examination of engines selected at 
random after workshop testing. 


11.1.2 Castings, forgings and other parts for use in mass 
produced engines are also to be produced by methods 
similar to those given in 11.1.1(a), (b) and (c), with appropriate 
inspection. 


17.1.3 Pressure testing of components is to comply with 
Pt 9, Ch 2,2.2. 


11.1.4 The specification of a mass produced engine is to 
define the limits of manufacture of all component parts. The 
total production output is to be certified by the manufacturer 
and verified as may be required, by LR in accordance with the 
agreed manufacturer’s quality assurance scheme, see 
11.1.1(a). 


11.2 Procedure for approval of mass produced 
engines 


11.2.1. The procedure outlined in 11.2.2 to 11.2.5 applies 
to the inspection and certification of mass produced oil 
engines having a bore not exceeding 300 mm. 


11.2.2 For the approval of a mass produced engine type, 

the manufacturer is to submit: 

(a) The plans and particulars required by 2.1 for assessment; 

(b) As necessary, information to assess compliance with 
Section 4; 

(c) Alist of subcontractors for main parts; and 

(d) Control, alarm monitoring and safety system configuration 
procedures, see 11.4.2. 


77.2.3. The manufacturer is to supply full information 
regarding the manufacturing processes and quality control 
procedures applied in the workshops. The information is to 
address the following: 

(a) Organisation of quality control systems. 

(b) Recording of quality control operations. 

(c) Qualification and independence of personnel in charge of 

quality control. 


11.2.4 Arunning type test of at least 100 hours duration is 
to be carried out on an engine chosen from the production 
line. The type testing is to comply with 11.5. 


11.2.5. LRreserves the right to limit the duration of validity 
of approval of a mass produced engine. LR is to be informed, 
without delay, of any change in the design of the engine, 
including changes to the software and control, alarm 
monitoring or safety systems, in the manufacturing or quality, 
control processes, in the selection of materials or in the list of 
subcontractors for main parts. 


11.3 Continuous review of production 


71.3.1 LR Surveyors are to be provided free access to the 
manufacturer’s workshops and to the quality control files. 


17.3.2. The control of production, which is subject to 

survey, is to include the following: 

(a) Inspection and testing records are to be maintained to 
the satisfaction of the Surveyor. 

(b) The system for identification of parts is to be in 
accordance with recognised practice, and acceptable to 
LR. 
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(c) The manufacturer is to provide full information about the 
quality control of the parts supplied by subcontractors 
for which certification may be required. LR reserves the 
right to apply direct and individual inspection procedures 
for parts supplied by subcontractors when deemed 
necessary. 

(d) At the request of an attending LR surveyor, a workshop 
test may be required for an individual engine. 


11.4 Compliance and inspection certificate 


11.4.1. Each engine which is to be installed on a ship 
classed by LR is to be supplied with a statement certifying 
that the engine is identical to the one which underwent the 
tests specified in 11.2.4, and state the test and inspection 
results. The statement is to be made on a form agreed with 
LR. Each statement is to include the identification number 
which appears on the engine. A copy of this statement is to 
be submitted to LR. 


11.4.2 The certificate is to include reference to the 
manufacturer’s procedures to be followed during commis- 
sioning for configuring control, alarm monitoring and safety 
systems for multi-purpose engines or other engine types that 
require parameters and settings to be adjusted for the 
intended application. 


11.5 Type test conditions 


71.5.1. The requirements in this Section are applicable to 
the type testing of mass produced internal combustion 
engines where the manufacturer has requested approval. 
Omission or simplification of the type test requirements will be 
considered by LR for engines of an established type on 
application by the manufacturer. 


11.5.2 The engine to be tested is to be selected from the 
production line and agreed by LR. 


11.5.3 The type tests are to be conducted with the engine 
control systems operational in the approved configuration, see 
2.1.5 and 2.1.6. Configuration management documents are to 
be reviewed at testing for validity and referenced in the type 
test report. 


11.5.4 The duration and programme of type tests is to 

include the following: 

(a) 80h at rated output. 

(bo) Sh at 110 per cent overload. 

(c) 10h at varying partial loads (25 per cent, 50 per cent, 
75 per cent and 90 per cent of rated output). 

(d) 2h at maximum intermittent loads. 

(e) Starting tests. 

f) | Reverse running of direct reversing engines. 

g) Testing of speed governor. 

h) Testing of over-speed device. 

) Testing of lubricating oil system failure alarm device. 

k) Testing of the engine with turbocharger out of action 

when applicable. 

() Testing of minimum speed for main propulsion engines 

and the idling speed for auxiliary engines. 


17.5.5 The type tests in 11.5.4 at the required outputs are 
to be combined together in working cycles for the whole 
duration within the limits indicated. See a/so 11.5.11 and 
11.5.12. 


11.5.6 The overload testing required by 11.5.4 is to be 

carried out with the following conditons: 

(a) 110 per cent of rated power at 103 per cent revolutions 
per minute for engines directly driving propellers. 

(b) 110 per cent of rated power at 100 per cent revolutions 
per minute for engines driving electrical generators or for 
other auxiliary purposes. 


11.5.7 For prototype engines, the duration and programme 
of tests are to be specially agreed between the manufacturer 
and LR. 


11.5.8 As far as practicable during type testing, the 
following particulars are to be continuously recorded: 

(a) Ambient air temperature. 

(b) Ambient air pressure. 

(c) Atmospheric humidity. 

(d) External cooling water temperature. 

(e) Fuel and lubrication oil characteristics. 


11.5.9 In addition to the particulars stated in 11.5.8 and 
as far as practicable, the following are also to be continuosly 
measured and recorded: 


a) Engine revolutions per minute. 

b) Brake power. 

c) Torque. 

d) Maximum combustion pressure. 

e) Indicator pressure diagrams where practicable. 

f) Exhaust smoke (with an approved smoke meter). 

g) Lubricating oil pressure and temperature. 

h) Exhaust gas temperature in exhaust manifold, and, 
where facilities are available, from each cylinder. 

(j) | For turbocharged engines: 


e Turbocharger revolutions per minute. 

e Air temperature and pressures before and after 
turbo-blower and charge cooler. 

° Exhaust gas temperature and pressures before 
and after the turbine. 

e The cooling water inlet temperature to the charge 
air cooler. 


171.5.10 After the type test, the main parts and especially 
those subject to wear are to be dismantled for examination 
by LR Surveyors. 


11.5.11 For engines that are required to be approved for 
different purposes (multi-purpose engines), and that have 
different performance profiles and control, alarm, monitoring 
and safety systems configurations for each purpose, the 
programme and duration of test is to be modified to cover the 
whole range of the engine performance, taking into account 
the most severe conditions and intended purpose(s). 


17.5.12 The rated output for which the engine is to be 
tested is the output corresponding to that declared by the 
manufacturer and agreed by LR, i.e. actual maximum power 
which the engine is capable of delivering continuously 
between the normal maintenance intervals stated by the 
manufacturer at the rated speed and under the stated 
ambient conditions. 
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| Section 12 
Mass produced turbo-chargers 


12.1 Application 


12.1.1. The following procedure applies to the inspection 
of exhaust driven turbo chargers which are manufactured on 
the basis of mass production methods similar to 11.1 as 
applicable and for which the maker has requested the 
approval. 


12.2 Procedure for approval of mass produced 
turbo-chargers 


12.2.1. | The procedure outlined in 12.2.2 to 12.2.5 applies 
to the inspection and certification of mass produced 
turbo-chargers when a simplified method of inspection has 
been requested by the manufacturers. 


12.2.2 For the approval of a mass produced turbo- 
charger, the manufacturer is to submit, in addition to the plans 
and particulars required by Chapter 1, as applicable, a list of 
main current suppliers and subcontractors for rotating parts 
and an operation and maintenance manual. 


12.2.3. The manufacturer will supply full information 
regarding the material and quality control system used in the 
organisation as well as the inspection methods, the way of 
recording and proposed frequency, and the method of 
material testing of important parts. 


12.2.4 A Type test, see Pt 9, Ch 2,3.1, is to be carried out 
on a standard unit taken from the assembly line and is to be 
witnessed by the Surveyor. The performance data which may 
have to be verified are to be made available at the time of the 
type test. For manufacturers who have facilities for testing the 
turbo-charger unit on an engine for which the turbo-charger is 
intended, substitution of the hot running test by a test run of 
one hour’s duration at overload (110 per cent of the rated 
output) may be considered. 


12.2.5 LRreserves the right to limit the duration of validity 
of approval of a mass produced turbo-charger. LR is to be 
informed, without delay, of any change in the design of the 
turbo-charger, in the manufacturing or control processes, in 
the selection of materials or in the list of subcontractors for 
main parts. 


12.3 Continuous inspection of individual units 


12.3.1 LR Surveyors are to be provided with free access 
to the manufacturer’s workshop to inspect at random the 
quality control measures and to witness the tests required by 
12.3.3 to 12.3.7 as deemed necessary, and to have free 
access to all control records and subcontractor’s certificates. 


12.3.2 — Each individual unit is to be tested in accordance 
with 12.3.4 to 12.3.7 by the maker who is to issue a final 
certificate. 


12.3.3 Rotating parts of the turbo-charger blower are to 
be marked for easy identification with the appropriate certificate. 


12.3.4 Material tests of the rotating parts are to be carried 
out by the maker or his subcontractor in accordance with the 
requirements of the Rules for Materials as applicable. The 
relevant certificate is to be produced and filed to the 
satisfaction of the Surveyor. 


12.3.5 Pressure tests are to be carried out in accordance 
with Table 2.2.1. Special consideration will be given where 
design or testing features may require modification of the test 
requirements. 


12.3.6 | Dynamic balancing and overspeed tests are to be 
carried out, see Pt 9, Ch 2,3.2 and 3.3, in accordance with 
the approved procedure for quality control. If each forged 
wheel is individually controlled by an approved non-destruc- 
tive examination method, then no overspeed test may be 
required except for wheels of the test unit. 


12.3.7 A mechanical running test, see Pt 9, Ch 2,3.4, is 
to be carried out. The duration of the running test may be 
reduced to 10 minutes provided that the manufacturer is able 
to verify the distribution of defects established during the 
running tests on the basis of a sufficient number of tested 
turbo-chargers. For manufacturers who have facilities in their 
works for testing the turbo-chargers on an engine for which 
the turbo-chargers are intended, the bench test may be 
replaced by a test run of 20 minutes at overload (110 per cent 
of the rated output) on this engine. 


12.4 Compliance and certificate 


12.4.1 For every turbo-charger unit liable to be installed on 
an engine intended for a ship classed by LR, the manufac- 
turer is to supply a statement certifying that the turbo-charger 
is identical with one that underwent the tests specified in 
12.2.4 and that prescribed tests were carried out. Results of 
these tests are also to be stated. This statement is to be made 
on a form agreed with LR and a copy is to be sent to LR. Each 
statement must have a number which is to appear on the 
turbo-charger. 


| Section 13 
Electronically controlled engines 


13.1 Scope 


13.1.1. The requirements of this Section are applicable to 
engines for propulsion, auxiliary or emergency power 
purposes with programmable electronic systems imple- 
mented and used to control fuel injection timing and duration, 
and which may also control combustion air or exhaust 
systems. The requirements of this Section also apply to 
programmable electronic systems used to control other func- 
tions (e.g. starting and control air, cylinder lubrication, etc.) 
where essential for the operation of the engine. 
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13.1.2 These engines may be of the slow, medium or 
high-speed type. They generally have no direct camshaft 
driven fuel systems, but have common rail fuel/hydraulic 
arrangements and may have hydraulic actuating systems for 
the functioning of the exhaust systems. 


13.1.3. The operation of these engines relies on the 
effective monitoring of a number of parameters such as crank 
angle, engine speed, temperatures and pressures using 
programmable electronic systems to provide the services 
essential for the operation of the engine such as fuel injection, 
air inlet, exhaust and speed control. 


13.1.4. Details of proposals to deviate from the requirements 
of this Section are to be submitted and will be considered on 
the basis of a technical justification produced by the 
Enginebuilder. 


13.1.5. Each engine is to be configured for the specified 
performance and is to satisfy the relevant requirements for 
propulsion, auxiliary or emergency engines. 


13.1.6 During the life of the engine details of any proposed 
changes to control, alarm, monitoring or safety systems which 
may affect safety and the reliable operation of the engine are 
to be submitted to LR for approval. 


13.2 Plans and particulars 


13.2.1 In addition to the plans and particulars required by 

Section 2 the following information is to be submitted: 

(a) Ageneral overview of the operating principles, supported 
by schematics explaining the functionality of individual 
systems and sub-systems. The information is to relate 
to the engine capability and functionality under defined 
operating and emergency conditions such as recovery 
from a failure or malfunction, with particular reference to 
the functioning of programmable electronic systems and 
any sub-systems. The information is also to indicate if 
the engine has different modes of operation, such as to 
limit exhaust gas emissions and/or to run under an 
economic fuel consumption mode or any other mode 
that is electronically controlled. 

(b) Operating manuals which describe the particulars of 
each system and, together with maintenance 
instructions, include reference to the functioning of 
sub-systems. 

(c) A risk-based analysis of the mechanical, pressure 
containing, electrical, electronic and programmable 
electronic systems and arrangements that support the 
operation of the engine. The analysis is to demonstrate 
that suitable risk mitigation has been achieved in accor- 
dance with 13.3. 

(d) Details of hydraulic systems for actuation of subsystems 
(fuel injection or exhaust), to include details of the design/ 
construction of pipes, pumps, valves, accumulators and 
the control of valves/pumps. Details of pump drive 
arrangements are also to be included. 

(e) Quality plan for sourcing, design, installation and testing 
of all components used in the oil fuel and hydraulic oil 
systems installed with the engine for engine operation. 


(f) | Fatigue analysis for all high pressure oil fuel and hydraulic 
oil piping arrangements required for engine operation 
where failure of the pipe or its connection or a compo- 
nent would be the cause of engine unavailability. The 
analysis is to concentrate on high pressure components 
and sub-systems and recognise the pressures and 
fluctuating stresses that the pipe system may be subject 
to in normal service. 

(g) Evidence of type testing of the engine with the 
programmable electronic system, or a proposed test 
plan at the Enginebuilders with the programmable 
electronic system functioning, to verify the functionality 
and behaviour under all operating and fault conditions of 
the programmable electronic system. 

(nh) Schedule of testing at Enginebuilders, pre-sea trial 
commissioning and sea trials. The test schedules are to 
identify all modes of engine operation and the sea trials 
are to include typical port manoeuvres under the 
intended engine operating modes. The schedule is to 
include: 

(i) testing and trials to demonstrate that the engine is 
capable of operating as described in (a); 

(ii) tests to verify that the response of the complete 
mechanical, hydraulic, electrical and electronic system 
iS as predicted for the intended operational modes; and 
(iii) testing required to verify the conclusions of the risk- 
based analysis. 

The scope of these tests is to be agreed with LR. 


13.2.2 |In addition to the applicable plans and particulars 

required by Pt 16, Ch 1,1.2.3 to 1.2.6 the following information 

for control, alarm, monitoring and safety systems relating to 

the operation of an electronically controlled engine is to be 

submitted: 

(a) Engine configuration details, see 13.5.2; 

(b) Software quality plans, including configuration management 
documents; 

(c) Software safety evidence; and 

(d) Software assessment inspection report. 


13.3 Risk-based analysis 


13.3.1. An analysis is to be carried out in accordance with 
relevant standards acceptable to LR to demonstrate 
compliance with the applicable requirements of this sub- 
Section appropriate to the engine application. The analysis is 
to be a risk-based consideration of engine operation and craft 
and personnel safety, and is to demonstrate adequate risk 
mitigation through fault tolerance and/or reliability in 
accordance with the specified criteria in 13.3.2 to 13.3.4 
relevant to the engine application. 
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13.3.2 For craft with a single main propulsion engine, a 

Failure Mode and Effects Analysis (FMEA), or alternative 

recognised analysis of system reliability, is to be carried out 

and is to demonstrate that an electronic control system failure: 

(a) will not result in the loss of the ability to provide the 
services essential for the operation of the engine, see 
Pt 16, Ch 1,2.5.11 and 2.12.2; 

(b) will not affect the normal operation of the services 
essential for the operation of the engine other than those 
services dependent upon the failed part, see Pt 16, 
Ch 1,2.13.4 and 2.13.5; and 

(c) will not leave either the engine, or any equipment or 
machinery associated with the engine, or the craft in an 
unsafe condition, see Pt 16, Ch 1,2.3.14, 2.4.6, 2.5.5, 
2.10.3, 2.10.4 and 2.13.5. 


13.3.3 A risk-based analysis is to be carried out for: 

(a) main engines on craft with multiple main engines or other 
means of providing propulsion power; and/or 

(b) auxiliary engines intended to drive electric generators 
forming the craft’s main source of electrical power or 
otherwise providing power for essential services. 

The analysis is to demonstrate that adequate hazard mitiga- 

tion has been incorporated in electronically controlled engine 

systems or the overall craft installation with respect to person- 

nel safety and providing propulsion power and/or power for 

essential services for the safety of the craft. Arrangements 

satisfying the criteria of 13.3.2(a) to (c) will also be acceptable. 


13.3.4 For engines for emergency power purposes, a risk- 
based analysis is to be carried out to demonstrate that the 
design incorporates adequate hazard mitigation, such that the 
likelihood of an electronic control system failure, resulting in 
the loss of the ability to provide emergency power when 
required, has been reduced to a level considered acceptable 
by LR, and that means are provided to detect failures and 
permit personnel to restore engine availability to operate on 
demand. Failures which would result in engine failure and/or 
damage or loss of availability are to be identified, and the 
report is to include documentation of: 

(a) component reliability evidence; 

(b) failure detection and alarms; and 

(c) failure response required to restore engine availability and 

maintain personnel safety. 


13.3.5 The risk-based analysis report is to: 

(a) Identify the standards used for analysis and system 
design; 

(b) Identify the engine, its purpose and the associated 
objectives of the analysis; 

(c) Identify any assumptions made in the analysis.; 

(d) Identify the equipment, system or sub-system, mode of 
operation and the equipment; 

(e) Identify potential failure modes and their causes. 

(f) Evaluate the local effects (e.g. fuel injection failure) and 
the effects on the system as a whole (e.g. loss of propul- 
sion power) of each failure mode; 

(g) Identify measures for reducing the risks associated with 
each failure mode (e.g. system design, failure detection 
and alarms, redundancy, quality control procedures for 
sourcing, manufacture and testing, etc.); and 

(h) Identify trials and testing necessary to prove conclusions. 


13.3.6  Atsub-system level, it is acceptable to consider fail- 
ure of equipment items and their functions, e.g. failure of a 
pump to produce flow or pressure head. It is not required that 
the failure of components within that pump be analysed, and 
failure need only be dealt with as a cause of failure of the 
pump. 


13.4 Oil fuel and hydraulic oil systems 
13.4.1. Oil fuel and hydraulic oil piping system arrange- 
ments are to comply with Part 15 as applicable. 


13.4.2 Where pumps are essential for engine operation, no 
fewer than two oil fuel and two hydraulic oil pressure pumps 
are to be provided for their respective service and arranged 
such that failure of one pump does not render the other 
inoperative. Each oil fuel pump and hydraulic oil pump is to 
be capable of supplying the quantity of oil for engine operation 
at its maximum continuous rating and arranged ready for 
immediate use. 


13.4.3 The oil fuel pressure piping between the oil fuel high 
pressure pumps and the fuel injectors is to be protected with 
a jacketed piping system capable of containing oil fuel leakage 
from a high pressure pipe failure. 


13.4.4 The hydraulic oil pressure piping between the high 
pressure hydraulic pumps and hydraulic actuators is to be 
protected with a jacketed piping system capable of containing 
hydraulic oil leakage from a high pressure pipe failure. 


13.4.5 | Accumulators and associated high pressure piping 
are to be designed, manufactured and tested in accordance 
with a standard applicable to the maximum pressure and 
temperature rating of the system. 


13.4.6 All valves, cocks and screwed connections are to 
be of a type-tested type applicable to the maximum service 
conditions anticipated in normal service. 


13.4.7 |solating valves and cocks are to be located as near 
as practicable to the equipment to be isolated. All valves 
forming part of the oil fuel and hydraulic oil installation are to 
be capable of being controlled from readily accessible 
positions above the working platform. 


13.4.8 High pressure oil fuel and high pressure hydraulic 
oil piping systems are to be provided with high pressure 
alarms with set points that do not exceed the system design 
pressures. 


13.4.9 High pressure oil fuel and high pressure hydraulic 
piping systems are to be provided with suitable relief valves 
on any part of the system that can be isolated and in which 
pressure can be generated. The settings of the relief valves 
are not to exceed the design pressures. The valves are to be 
of adequate size and so arranged as to avoid an undue rise in 
pressure above the design pressures. 


13.4.10 Equipment fitted for monitoring pressures and 
temperatures in the high pressure oil fuel and high pressure 
hydraulic oil systems is to comply with a recognised standard 
suitable to the anticipated vibration and temperature conditions. 
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13.4.17 A fatigue analysis is to be carried out in accordance 
with a standard applicable to the system under consideration 
and all anticipated pressure, pulsation and vibration loads are 
to be addressed. The analysis is to demonstrate that the 
design and arrangements are such that the likelihood of failure 
is as low as reasonably practicable. The analysis is to identify 
all assumptions made and standards to be applied during 
manufacture and testing of the system. Any potential weak 
points which may develop due to incorrect construction or 
assembly are also to be identified. 


13.4.12 For high pressure oil containing and mechanical 

power transmission systems, the quality plan for sourcing, 

design, installation and testing of components is to address 

the following issues: 

(a) Design and manufacturing standard(s) applied. 

(b) Materials used for construction of key components and 
their sources. 

(c) Details of the quality control system applied during 
manufacture and testing. 

(d) Details of type approval, type testing or approved type 
status assigned to the machinery or equipment. 

(e) Details of installation and testing recommendations for 
the machinery or equipment. 


13.5 Control engineering systems 

13.5.1 Control, alarm, monitoring, safety and 
programmable electronic systems are to comply with Pt 16, 
Ch 1 as applicable. 


13.5.2 The engine control, alarm monitoring and safety 

systems are to be configured to comply with the relevant 

requirements (e.g. operating profile, alarms, shutdowns, etc.) 

of this Chapter and Pt 16, Ch 1 for an engine for main, auxil- 

iary or emergency power purposes. Details of the engine 

configuration are to be submitted for consideration, 

identifying: 

(a) Local and remote means to carry out system configura- 
tion. 

(b) Enginebuilder procedures for undertaking configuring. 

(c) Roles and responsibilities for configuration (e.g. 
Enginebuilder, engine packager, system integrator or 
other nominated party) with accompanying schedule. 

(d) Configurable settings and parameters (including those 
not to be modified from a default value). 

(e) Configuration for propulsion, auxiliary or emergency 
engine application. 

Configuration records are to be maintained and are to be 

made available to the Surveyor at testing and trials and on 

request in accordance with Pt 16, Ch 1,1.4 and 7.1.3. 

13.6 Software 

13.6.1 Software lifecycle activities are to be carried out in 

accordance with an acceptable quality management system, 

see Pt 16, Ch 1,2.12.2 and 2.12.7. 


13.6.2. Appropriate safety related processes, methods, 
techniques and tools are to be applied to software develop- 
ment and maintenance by the Enginebuilder. Selection and 
application of techniques and measures in accordance with 
Annex A of IEC 61508-3, Functional safety of electri- 
cal/electronic/programmable electronic systems: Software 
requirements, or other relevant standards or codes accept- 
able to LR, will generally be acceptable. 


13.6.3 

13.6.2: 

(a) software quality plans and safety evidence are to be 
submitted for consideration, see 13.2.2(b) and (c); and 

(b) an assessment inspection of the Enginebuilder’s 
completed development is to be carried out by LR. The 
inspection is to be tailored to verify application of the 
standards and codes used in software safety assurance 
accepted by LR. 


To demonstrate compliance with 13.6.1 and 


i Section 14 
Programme for trials of diesel 
engines to assess operational 
capability 


14.1 Works trials (acceptance test) 


14.7.1. Diesel engines which are to be subjected to trials on 
the test bed at the manufacturer’s works and under atten- 
dance by the Surveyor(s) are to be tested in accordance with 
the scope of works trials specified in 14.1.2 to 14.1.10. The 
scope of the trials is to be agreed between the LR Surveyor 
and the manufacturer prior to testing. At the discretion of the 
Surveyor, the scope of the trials may be extended depending 
on the engine application. 


14.1.2 For electronically controlled engines: 

(a) works tests in accordance with 13.2.1(h); and 

(b) verification of engine configuration, see 13.5.2, and that 
the approved software quality plans, including the 
software configuration management process, are being 
applied. 


14.1.3. For all stages of the works trials, the pertaining 
operation values are to be measured and recorded by the 
engine manufacturer. All results are to be compiled in an 
acceptance protocol to be issued by the engine manufacturer. 


14.1.4 In each case given in Table 1.14.1, all measurements 
conducted at the various load points shall be carried out at 
steady operating conditions. The readings for 100 per cent 
power (rated power at rated speed) are to be taken twice at 
an interval of at least 30 minutes. 


14.1.5 The data to be measured and recorded, when test- 
ing the engine at various load points, are to include all neces- 
sary parameters for the engine operation. The crankshaft 
deflection is to be checked when this check is required by the 
manufacturer during the operating life of the engine. Crankshaft 
deflection measurements are to be taken before (cold 
condition) and after (hot condition) works acceptance trials. 
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Table 1.14.1 Scope of works trials for diesel engines 


Main engines driving propellers and waterjets 


Trial condition Duration Note 


> 60 minutes 


100 per cent power (rated power) at rated engine speed, R 


After having reached steady conditions 


110 per cent power at engine speed corresponding to 
1,032*R 


380-45 minutes 


After having reached steady conditions (1) 


90 per cent (or maximum continuous power), 75 per cent, 
50 per cent and 25 per cent 


Powers in accordance with the nominal propeller curve 


Starting and reversing manoeuvres 


Testing of governor and independent overspeed protective 
device 


See 9.2 


Shut-down device 


See 9.4 


Engines driving generators 


Trial condition 


Duration Note 


100 per cent power (rated power) at rated engine speed, R 


> 50 minutes 


After having reached steady conditions (2) 


110 per cent power 


15 minutes 


After having reached steady conditions (2) (3) 


75 per cent, 50 per cent and 25 per cent power and idle run 


(2) 


Start-up tests 


Testing of governor and independent overspeed protective 
device 


See 9.3 


Shut-down device 


See 9.4 


NOTES 


After running on the test bed, the fuel delivery system of main engines is normally to be so adjusted that overload power cannot be 


given in service. 


The test is to be performed at rated speed with a constant governor setting. 
After running on the test bed, the fuel delivery system of diesel engines driving generators must be adjusted such that overload (110 per 
cent) power can be given in service after installation on board, so that the governing characteristics including the activation of generator 


protective devices can be fulfilled at all times. 


14.1.6 | Checks of components to be presented for inspec- 
tion after the works trials are left to the discretion of the 
Surveyor. 


14.1.7 The Surveyor may require that after the trials the fuel 
delivery system is restricted so as to limit the engines to run at 
not more than 100 per cent power. The setting of the restric- 
tion is to be made as applicable to the intended fuel. Any 
restriction settings, and other changes to the engine's fuel 
injection equipment required for operation on special fuels, are 
to be recorded and included by the engine manufacturer. 


14.1.8 For the duration of the acceptance test, no interven- 
tions or adjustments will be made to the machinery under test. 


14.1.9 | The testing of exhaust gas emissions is to comply 
with MARPOL as applicable. 


14.71.10 For all stages that the engine is to be tested and 
where no duration is specified in Table 1.14.1, the load point 
is to be maintained for a sufficient period to allow pertaining 
values to be measured and recorded when the engine has 
achieved a steady operating condition. 


14.2 On board trials 


14.2.1 After the conclusion of the running-in programme 
prescribed by the engine manufacturer, engines are to undergo 
on board trials as specified in Table 1.14.2. The scope of the 
trials is to be agreed between the LR Surveyor and the Builder 
prior to testing. 
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Table 1.14.2 


Scope of shipboard trials for diesel engines 


Main engines driving fixed-pitch propellers (1) (2) 


Trial condition 


At rated engine speed, R 


Duration 


> 4 hours 


At engine speed corresponding to normal continuous power 


> 2 hours 


At engine speed corresponding to 1,032*R 


30 minutes Where the engine adjustment permits, see 14.1.7 


At minimum on-load speed 


Starting and reversing manoeuvres 


See Ch 1,7 


In reverse direction of propeller rotation during the dock or 
sea trials at a minimum engine speed of 0,7*R 


10 minutes 


Control, monitoring, alarms and safety systems 


Operation to be demonstrated 


Where imposed, test to ensure engine can pass safely 
through barred speed range 


Single engine driving generator for propulsion only 


Trial condition 


Duration 


100% power (rated propulsion power), see 14.2.3 


At normal continuous propulsion power 


> 4 hours 


> 2 hours 


110% power (rated propulsion power) 


30 minutes 


In reverse direction of propeller rotation at a minimum 
speed of 70% of the nominal propeller speed 


10 minutes 


Starting manoeuvres 


Control, monitoring, alarm and safety systems 


Operation to be demonstrated 


NOTES 


1. For main propulsion engines driving controllable pitch propellers, waterjets or reversing gears, the tests for main engines driving fixed- 
pitch propellers apply as appropriate. 

2 Controllable pitch propellers are to be tested with various propeller pitches. 

3. The tests to be performed at rated speed with a constant governor setting. 

4 Tests are to be based on the rated electrical powers of the electric propulsion motors. 


14.2.2 Engines driving generators or important auxiliaries 

are to be subjected to an operational test for at least 4 hours. 

During the test, the set concerned is required to operate at its 

rated power for an extended period. It is to be demonstrated 

that the engine is capable of supplying 100 per cent of its 

rated power, and in the case of on board generating sets, 

account shall be taken of the times needed to actuate the 14.2.5 For electronically controlled engines: 

generator’s overload protection system (a) Onboard tests in accordance with 13.2.1(h); and 

(b) verification of engine configuration, see 13.5.2, and that 
the approved software quality plans, including the 
software configuration management process, are being 


14.2.4 Trials are to include demonstration of engine con- 
trol, monitoring, alarm and safety system operation to confirm 
that they have been provided, installed and configured as 
intended and in accordance with the relevant requirements for 
main, auxiliary or emergency engines. 


14.2.3 |In addition to 14.2.2, for engines driving generators 
for electric propulsion motors as well as auxiliaries, an opera- 


tional test is to be carried out of at least 4 hours duration at a applied. 
load which corresponds to 100 per cent of the electric propul- 
sion motor(s) rated power. The astern/ahead manoeuvring 14.2.6 The suitability of an engine to burn residual or other 


capability of the propulsion system is to be demonstrated. special fuels is to be demonstrated, if the machinery installa- 
tion is arranged to burn such fuels in service. See also Pt 16, 


t Ch 1.7.20; 
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14.2.7 At the discretion of the attending Surveyor, the 
scope of the trials may be expanded in consideration of 
special operating conditions, such as towing, trawling, etc. 


4 Section 15 
Type testing procedure for 
crankcase explosion relief valves 


15.1 Scope 


15.1.1. To specify type tests and identify standard test 
conditions using methane gas and air mixture to demonstrate 
that LR requirements are satisfied for crankcase explosion 
relief valves intended to be fitted to engines and gear cases. 


15.1.2 The test procedure is only applicable to explosion 
relief valves fitted with flame arresters. Where internal oil 
wetting of a flame arrester is a design feature of an explosion 
relief valve, alternative testing arrangements that demonstrate 
compliance with these requirements may be proposed by the 
manufacturer. The alternative testing arrangements are to be 
submitted to LR for approval. 


15.2 Purpose 


15.2.1. The purpose of type testing crankcase explosion 

relief valves is fourfold: 

(a) To verify the effectiveness of the flame arrester. 

b) To verify that the valve closes after an explosion. 

c) To verify that the valve is gas/air tight after an explosion. 

d) To establish the level of over-pressure protection provided 
by the valve. 


15.3 Test facilities 


15.3.1 Test houses for carrying out type testing of 
crankcase explosion relief valves are to meet the following 
requirements: 

(a) The test houses where testing is carried out are to be 
accredited to a National or International Standard for 
the testing of explosion protection devices, such as 
ISO/IEC 17025. 

(b) The test facilities are to be acceptable to LR. 

(c) The test facilities are to be equipped so that they can 
perform and record explosion testing in accordance 
with this procedure. 

(d) The test facilities are to have equipment for controlling 
and measuring a methane gas in air concentration within 
a test vessel to an accuracy of +0,1 per cent. 

(e) The test facilities are to be capable of effective point- 
located ignition of a methane gas in air mixture. 


(f) The pressure measuring equipment is to be capable of 
measuring the pressure in the test vessel in at least two 
positions, one at the valve and the other at the test 
vessel centre. The measuring arrangements are to be 
capable of measuring and recording the pressure 
changes throughout an explosion test at a frequency 
recognising the speed of events during an explosion. 
The result of each test is to be documented by video 
recording and by recording with a heat sensitive 
camera. 

(g) | The test vessel for explosion testing is to have docu- 
mented dimensions. The dimensions are to be such 
that the vessel is not pipe-like with the distance 
between dished ends being not more than 2,5 times 
the diameter. The internal volume of the test vessel is to 
include any standpipe arrangements. 

(h) The test vessel is to be provided with a flange, located 
centrally at one end at 90° to the vessel longitudinal 
axis for mounting the explosion relief valve. The test 
vessel is to be arranged in an orientation consistent 
with how the valve will be installed in service, i.e., in the 
vertical plane or the horizontal plane. 

(j) A circular flat plate is to be provided for fitting between 
the pressure vessel flange and valve to be tested with 
the following dimensions: 

‘lle Outside diameter of 2 times the outer diameter of 
the valve top cover. 

2. Internal bore having the same internal diameter as 
the valve is to be tested. 

(k) The test vessel is to have connections for measuring the 
methane in air mixture at the top and bottom. 

(I) The test vessel is to be provided with a means of fitting 
an ignition source at a position as specified in 15.4.3. 

(m) The test vessel volume is to be as far as practicable, 
related to the size and capability of the relief valve to be 
tested. In general, the volume is to correspond to the 
requirement in 6.3.1 for the free area of explosion relief 
valve to be not less than 115 cm?/m3 of crankcase 
gross volume, e.g., the testing of a valve having 
1150 cm? of free area, would require a test vessel with 
a volume of 10 m8. The following is to apply: 

(i) Where the free area of relief valves is greater than 
115 cm?/m8 of the crankcase gross volume, the 
volume of the test vessel is to be consistent with 
the design ratio. 

(ii) In no case is the volume of the test vessel to vary 
by more than +15 per cent from the design 
cm?/ms volume ratio. 


15.4 Explosion test process 


15.4.7. All explosion tests to verify the functionality of 
crankcase explosion relief valves are to be carried out using an 
air and methane mixture with a volumetric methane concen- 
tration of 9,5 per cent +0,5 per cent. The pressure in the test 
vessel is to be not less than atmospheric and is not to exceed 
the opening pressure of the relief valve. 


15.4.2 | The concentration of methane in the test vessel is to 
be measured at the top and bottom of the vessel and these 
concentrations are not to differ by more than 0,5 per cent. 
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15.4.3 The ignition of the methane and air mixture is to be 
made at the centreline of the test vessel at a position approx- 
imately one third of the height or length of the test vessel 
opposite to where the valve is mounted. 


15.4.4 The ignition is to be made using a maximum 
100 joule explosive charge. 


15.5 Valves to be tested 


oon The valves used for type testing (including the 
testing specified in 15.5.3) are to be selected from the 
manufacturer’s normal production line for such valves by the 
LR Surveyor witnessing the tests. 


15.5.2 For approval of a specific valve size, three valves 
are to be tested in accordance with 15.5.3 and 15.6. For a 
series of valves, see 15.8. 


15.5.3 The valves selected for type testing are to have 
been previously tested at the manufacturer’s works to demon- 
strate that the opening pressure is in accordance with the 
specification within a tolerance of +20 per cent and that the 
valve is air tight at a pressure below the opening pressure for 
at least 830 seconds. This test is to verify that the valve is air 
tight following assembly at the manufacturer’s works and that 
the valve begins to open at the required pressure demonstrating 
that the correct spring has been fitted. 


15.5.4 The type testing of valves is to recognise the orien- 
tation in which they are intended to be installed on the engine 
or gear case. Three valves of each size are to be tested for 
each intended installation orientation, i.e. in the vertical and/or 
horizontal positions. 


15.6 Method 


15.6.1 — The following requirements are to be satisfied at 

explosion testing: 

(a) The explosion testing is to be witnessed by a LR 
surveyor. 

(b) | Where valves are to be installed on an engine or gear 
case with shielding arrangements to deflect the emis- 
sion of explosion combustion products, the valves are 
to be tested with the shielding arrangements fitted. 

(c) Successive explosion testing to establish a valve’s func- 
tionality is to be carried out as quickly as possible 
during stable weather conditions. 

(d) The pressure rise and decay during all explosion testing 
is to be recorded. 

(e) The external condition of the valves is to be monitored 
during each test for indication of any flame release by 
video and heat sensitive camera. 


15.6.2 The explosion testing is to be in three stages for 
each valve that is required to be approved as being type 
tested. 


15.6.3 Stage 1. Two explosion tests are to be carried out 
in the test vessel with the circular plate as specified in 15.3.1 (j) 
fitted and the opening in the plate covered by a 0,05 mm thick 
polythene film. These tests establish a reference pressure level 
for determination of the capability of a relief valve in terms of 
pressure rise in the test vessel, see 15.7.1(f). 


15.6.4 Stage 2. 

(a) Two explosion tests are to be carried out on three 
different valves of the same size. Each valve is to be 
mounted in the orientation for which approval is sought, 
i.e., in the vertical or horizontal position with the circular 
plate described in 15.3.1(j) located between the valve 
and pressure vessel mounting flange. 

(o) The first of the two tests on each valve is to be carried 
out with a 0,05 mm thick polythene bag, having a mini- 
mum diameter of three times the diameter of the 
circular plate and volume not less than 30 per cent of the 
test vessel, enclosing the valve and circular plate. Before 
carrying out the explosion test the polythene bag is to be 
empty of air. The polythene bag is required to provide a 
readily visible means of assessing whether there is flame 
transmission through the relief valve following an explosion. 
During the test, the explosion pressure will open the 
valve and some unburned methane/air mixture will be 
collected in the polythene bag. When the flame reaches 
the flame arrester and if there is flame transmission 
through the flame arrester, the methane/air mixture in the 
bag will be ignited and this will be visible. 

(c) Provided that the first explosion test successfully 
demonstrated that there was no indication of combus- 
tion outside the flame arrester and there are no signs of 
damage to the flame arrester or valve, a second 
explosion test without the polythene bag arrangement is 
to be carried out as quickly as possible after the first 
test. During the second explosion test, the valve is to be 
visually monitored for any indication of combustion out- 
side the flame arrester and video records are to be kept 
for subsequent analysis. The second test is required to 
demonstrate that the valve can still function in the event 
of a secondary crankcase explosion. 

(d) After each explosion, the test vessel is to be maintained 
in the closed condition for at least 10 seconds to enable 
the tightness of the valve to be ascertained. The tight- 
ness of the valve can be verified during the test from the 
pressure/time records or by a separate test after 
completing the second explosion test. 


15.6.5 Stage 3. Carry out two further explosion tests as 
described in Stage 1. These further tests are required to 
provide an average baseline value for assessment of pressure 
rise, recognising that the test vessel ambient conditions may 
have changed during the testing of the explosion relief valves 
in Stage 2. 
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15.7 Assessment and records 


19/61 For the purposes of verifying compliance with the 
requirements of this Section, the assessment and records of 
the valves used for explosion testing is to address the following: 
(a) The valves to be tested are to have evidence of 
appraisal/approval by LR, see a/so 15.5.1. 

(b) The designation, dimensions and characteristics of the 
valves to be tested are to be recorded. This is to include 
the free area of the valve and of the flame arrester, and the 
amount of valve lift at 0,2 bar. 

c) The test vessel volume is to be determined and recorded. 

(d) For acceptance of the functioning of the flame arrester 

there is not to be any indication of flame or combustion 
outside the valve during an explosion test. 

(e) The pressure rise and decay during an explosion is to be 
recorded, with indication of the pressure variation 
showing the maximum overpressure and steady under- 
pressure in the test vessel during testing. The pressure 
variation is to be recorded at two points in the pressure 
vessel. 

(f) The effect of an explosion relief valve in terms of pressure 
rise following an explosion is ascertained from maximum 
pressures recorded at the centre of the test vessel during 
the three stages. The pressure rise within the test vessel 
due to the installation of a relief valve is the difference 
between average pressure of the four explosions from 
Stages 1 and 3 and the average of the first tests on the 
three valves in Stage 2. The pressure rise is not to exceed 
the limit specified by the manufacturer. 

(g) The valve tightness is to be ascertained by verifying from the 
records at the time of testing that an under-pressure of at least 
0,3 bar is held by the test vessel for at least 10 seconds 
following an explosion. This test is to verify that the valve 
has effectively closed and is reasonably gas-tight following 
dynamic operation during an explosion. 

(h) After each explosion test in Stage 2, the external condi- 
tion of the flame arrester is to be examined for signs of 
serious damage and/or deformation that may affect the 
operation of the valve. 

(i) | After completing the explosion tests, the valves are to be 
dismantled and the condition of all components ascer- 
tained and documented. In particular, any indication of 
valve sticking or uneven opening that may affect the 
operation of the valve is to be noted. Photographic 
records of the valve condition are to be taken and included 
in the report. 


15.8 Design series qualification 


15.8.1. The qualification of quenching devices to prevent 
the passage of flame can be evaluated for other similar 
devices of identical tyoe where one device has been tested 
and found satisfactory. 


15.8.2 The quenching ability of a flame arrester depends 
on the total mass of quenching lamellas/mesh. Provided the 
materials, thickness of materials, length of lamellas/thickness 
of mesh layer and the quenching gaps are the same, then the 
same quenching ability can be qualified for different sizes of 
flame arresters subject to (a) and (b) being satisfied. 


8) No So 
A 
a) Az Sp 
where 
n, = total depth of flame arrester corresponding to the 


number of lamellas of size 1 quenching device for a 
valve with a relief area equal to S; 

Ny = total depth of flame arrester corresponding to the 
number of lamellas of size 2 quenching device for a 
valve with a relief area equal to S» 

A, = free area of quenching device for a valve with a relief 
area equal to S; 

A = free area of quenching device for a valve with a relief 
area equal to So. 


15.8.3 The qualification of explosion relief valves of larger 
sizes than that which has been previously satisfactorily tested 
in accordance with 15.6 and 15.7 can be evaluated where 
valves are of identical type and have identical features of 
construction subject to the following: 

(a) The free area of a larger valve does not exceed three 
times + 5 per cent that of the valve that has been 
satisfactorily tested. 

(b) One valve of the largest size, subject to (a), requiring 
qualification is subject to satisfactory testing required by 
15.5.3 and 15.6.4 except that a single valve will be 
accepted in 15.6.4(a) and the volume of the test vessel is 
not to be less than one third of the volume required by 
15.3.1(m). 

(c) The assessment and records are to be in accordance 
with 15.7, noting that 15.7.1(f) will only be applicable to 
Stage 2 for a single valve. 


15.8.4. The qualification of explosion relief valves of smaller 
sizes than that which has been previously satisfactorily tested 
in accordance with 15.6 and 15.7 can be evaluated where 
valves are of identical type and have identical features of 
construction subject to the following: 
(a) The free area of a smaller valve is not less than one third 
of that of the valve that has been satisfactorily tested. 
(b) One valve of the smallest size, subject to (a), requiring 
qualification is subject to satisfactory testing required by 
15.5.3 and 15.6.4 except that a single valve will be 
accepted in 15.6.4(a) and the volume of the test vessel is 
not to be more than the volume required by 15.3.1(m). 
(c) The assessment and records are to be in accordance 
with 15.7, noting that 15.7.1(f) will only be applicable to 
Stage 2 for a single valve. 
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15.9 The report 


15.9.1 The test house is to deliver a full report that includes 

the following information and documents: 

(a) Test specification. 

(b) Details of test pressure vessel and valves tested. 

(c) | The orientation in which the valve was tested (vertical or 
horizontal position). 

d) Methane in air concentration for each test. 

e Ignition source. 

f) Pressure curves for each test. 

g) Video recordings of each valve test. 

h The assessment and records stated in 15.7. 


15.10 Approval 


15.10.71 The approval of an explosion relief valve is at the 
discretion of LR, based on the appraisal of plans and 
particulars and the test facility’s report of the results of type 
testing. 


Fe Section 16 
Type testing procedure for 
crankcase oil mist detection and 
alarm equipment 


16.1 Scope 


16.1.1. To specify the tests required to demonstrate that 
crankcase oil mist detection and alarm equipment intended to 
be fitted to diesel engines satisfy LR requirements. 


16.7.2 This test procedure is also applicable to oil mist 
detection and alarm arrangements intended for gear cases. 


16.2 Purpose 


16.2.1. The purpose of type testing crankcase oil mist 

detection and alarm equipment is sevenfold: 

(a) To verify the functionality of the system. 

(b) To verify the effectiveness of the oil mist detectors. 

(c) To verify the accuracy of the oil mist detectors. 

(d) — To verify the alarm set points. 

(e) To verify time delays between oil mist leaving the source 

and alarm activation. 

(f) To verify functional failure detection. 

(g) To verify the influence of optical obscuration on 
detection. 


16.3 Test facilities 


16.3.7 Test houses carrying out type testing of crankcase 
oil mist detection and alarm equipment are to satisfy the 
following criteria: 

(a) — A full range of facilities for carrying out the environmental 
and functionality tests required by this procedure shall 
be available and be acceptable to LR. 

(b) The test house that verifies the functionality of the equip- 
ment is to be equipped so that it can control, measure 
and record oil mist concentration levels in terms of mg/l 
to an accuracy of +10 per cent in accordance with this 
procedure. 


16.4 Equipment testing 


16.4.1 The range of tests is to include the following for the 
alarm/monitoring panel: 


a) Functional tests described in 16.5. 

b) — Electrical power supply failure test. 

c) | Power supply variation test. 

d) Dry heat test. 

e) Damp heat test. 

f) Vibration test. 

g) EMC test. 

h) — Insulation resistance test. 

j) High voltage test. 

k) Static and dynamic inclinations, if moving parts are contained. 


16.4.2 The range of tests is to include the following for the 
detectors: 


a) Functional tests described in 16.5. 
b) Electrical power supply failure test. 
c) | Power supply variation test. 

d) Dry heat test. 

e) Damp heat test. 

f) Vibration test. 

g) EMC test. 

h) — Insulation resistance test. 

j) High voltage test. 

k) — Static and dynamic inclinations. 
16.5 Functional tests 


16.5.7 All tests to verify the functionality of crankcase oil 
mist detection and alarm equipment are to be carried out in 
accordance with 16.5.2 to 16.5.6 with an oil mist concentra- 
tion in air, known in terms of mg/l to an accuracy of +10 per 
cent. 


16.5.2 |The concentration of oil mist in the test chamber is 
to be measured in the top and bottom of the chamber and 
these concentrations are not to differ by more than 10 per 
cent. See 16.7.2(a). 


16.5.3. The oil mist monitoring arrangements are to be 
capable of detecting oil mist in air concentrations of between 
O and 10 per cent of the lower explosive limit (LEL), which 
corresponds to an oil mist concentration of approximately 
50 mg/l (15 per cent oil-air mixture) or between O and a 
percentage corresponding to a level not less than twice the 
maximum oil mist concentration alarm set point. 
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16.5.4 The alarm set point for oil mist concentration in air 
is to provide an alarm at a maximum setting corresponding to 
not more than 5 per cent of the LEL or approximately 2,5mq/I. 


16.5.5 Where alarm set points can be altered, the means 
of adjustment and indication of set points are to be verified 
against the equipment manufacturer's instructions. 


16.5.6 | Where oil mist is drawn into a detector via piping 
arrangements, the time delay between the sample leaving the 
crankcase and operation of the alarm is to be determined for 
the longest and shortest lengths of pipes recommended by 
the manufacturer. The pipe arrangements are to be in accor- 
dance with the manufacturer's instructions/recommendations. 


16.5.7. Detector equipment that is in contact with the 
crankcase atmosphere and may be exposed to oil splash and 
spray from engine lubricating oil is to be tested to demonstrate 
that openings do not occlude or become blocked under 
continuous oil splash or spray conditions. Testing is to be in 
accordance with arrangements proposed by the manufacturer 
and agreed by LR. 


16.5.8 Detector equipment may be exposed to water 
vapour from the crankcase atmosphere which may affect the 
sensitivity of the equipment. It is to be demonstrated that 
exposure to such conditions will not affect the functional 
operation of the detector equipment. Where exposure to 
water vapour and/or water condensation has been identified 
as a possible source of equipment malfunctioning, testing is to 
demonstrate that any mitigating arrangements such as 
heating are effective. Testing is to be in accordance with 
arrangements proposed by the manufacturer and agreed by 
LR. This testing is in addition to that required by 16.4.2(e) and 
is concerned with the effects of condensation caused by the 
detection equipment being at a lower temperature than the 
crankcase atmosphere. 


16.6 Detectors and alarm equipment to be tested 


16.6.7 | The detectors and alarm equipment selected for the 
type testing are to be selected from the manufacturer’s normal 
production line by the LR Surveyor witnessing the tests. 


16.6.2 Two detectors are to be tested. One is to be tested 
in the clean condition and the other in a condition representing 
the maximum level of lens obscuration specified by the 
manufacturer. 


16.7 Method 


16.7.1. The requirements of 16.7 are to be satisfied at type 
testing. 


16.7.2 Oil mist generation is to satisfy the following: 

(a) Oil mist is to be generated with suitable equipment using 
an SAE 80 monograde mineral oil or equivalent and 
supplied to a test chamber having a volume of not less 
than 1 m%. The oil mist produced is to have a maximum 
droplet size of 5 um. The oil droplet size is to be checked 
using the sedimentation method. 

(b) The oil mist concentrations used are to be ascertained 
by the gravimetric deterministic method or equivalent. 
For this test, the gravimetric deterministic method is a 
process where the difference in weight of a 0,8 um pore 
size membrane filter is ascertained from weighing the 
filter before and after drawing 1 litre of oil mist through 
the filter from the oil mist test chamber. The oil mist 
chamber is to be fitted with a recirculating fan. 

(c) Samples of oil mist are to be taken at regular intervals 
and the results plotted against the oil mist detector 
output. The oil mist detector is to be located adjacent to 
where the oil mist samples are drawn off. 

(d) The results of a gravimetric analysis are considered 
invalid and are to be rejected if the resultant calibration 
curve has an increasing gradient with respect to the oil 
mist detection reading. This situation occurs when 
insufficient time has been allowed for the oil mist to 
become homogeneous. Single results that are more than 
10 per cent below the calibration curve are to be 
rejected. This situation occurs when the integrity of the 
filter unit has been compromised and not all of the oil is 
collected on the filter paper. 

(e) The filters require to be weighed to a precision of 0,1 mg 
and the volume of air/oil mist sampled to 10 ml. 


16.7.3 The testing is to be witnessed by an LR Surveyor 
where type testing approval is required by LR. 


16.7.4 Oil mist detection equipment is to be tested in the 
orientation (vertical, horizontal or inclined) in which it is 
intended to be installed on an engine or gear case as 
specified by the equipment manufacturer. 


16.7.5 Type testing is to be carried out for each type of oil 
mist detection and alarm equipment for which a manufacturer 
seeks LR approval. Where sensitivity levels can be adjusted, 
testing is to be carried out at the extreme and mid-point level 
settings. 


16.8 Assessment 


16.8.1 Assessment of oil mist detection equipment after 

testing is to address the following: 

(a) The equipment to be tested is to have evidence of 
design appraisal/approval by LR, see a/so 16.6.1. 

(bo) Details of the detection equipment to be tested are to 
be recorded such as name of manufacturer, type desig- 
nation, oil mist concentration assessment capability and 
alarm settings. 

(c) | After completing the tests, the detection equipment is to 
be examined and the condition of all components ascer- 
tained and documented. Photographic records of the 
monitoring equipment condition are to be taken and 
included in the report. 
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16.9 Design series qualification 


16.9.1 The approval of one type of detection equipment 
may be used to qualify other devices having identical con- 
struction details. Proposals are to be submitted for considera- 
tion. 


16.10 The report 


16.10.71 The test house is to provide a full report which 
includes the following information and documents: 

(a) Test specification. 

(b) Details of equipment tested. 

(c) Results of tests. 


16.11 Acceptance 


16.11.71 Acceptance of crankcase oil mist detection equipment 
is at the discretion of LR, based on the appraisal of plans and 
particulars and the test house report of the results of type testing. 


16.11.2 The following information is to be submitted to LR 
for acceptance of oil mist detection equipment and alarm 
arrangements: 
(a) Description of oil mist detection equipment and system 
including alarms. 
(b) | Copy of the test house report identified in 16.10. 
Schematic layout of engine oil mist detection arrange- 
ments showing location of detectors/sensors and 
piping arrangements and dimensions. 
(d) Maintenance and test manual which is to include the 
following information: 
° Intended use of equipment and its operation. 
e Functionality tests to demonstrate that the equip- 
ment is operational and that any faults can be 
identified and corrective actions notified. 


cS 


e Maintenance routines and spare parts recom- 
mendations. 

° Limit setting and instructions for safe limit levels. 

e Where necessary, details of configurations in 


which the equipment is and is not to be used. 
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Section 

7 General requirements 

2 Particulars to be submitted 

3 Materials 

4 Design 

5 Construction 

6 Starting arrangements 

7 Piping systems 

8 Control and monitoring 

9 Requirements for craft which are not required 


to comply with the HSC Code 


a Section 1 
General requirements 


1.1 Application 


Af This Chapter is to be read in conjunction with the 
General Requirements for Machinery in Part 9. 


7.1.2 The requirements of this Chapter are applicable to 
gas turbines for main propulsion and essential auxiliary 
services. 


1.2 Power ratings 


TezT In this Chapter, where the dimensions of any 
particular component are determined from shaft power, P, in 
kW, and revolutions per minute, R, the values to be used are 
those defined in Part 9. 


1.3 Power conditions for generator sets 


7.3.1 Auxiliary gas turbines coupled to electrical 
generators are to be capable under service conditions of 
developing continuously the power to drive the generators at 
full rated output and of developing for a short period 
(15 minutes) an overload power of not less than 10 per cent, 
see Pt 16, Ch 2. 


1.4 Inclination of craft 
1.4.1 Main and essential auxiliary gas turbines are to 


operate satisfactorily under the conditions as shown in 
Table 1.4.1 in Pt 9, Ch 1. 


CO Section 2 
Particulars to be submitted 


2.1 Plans and information 


2ebed At least three copies of the following plans are to 

be submitted: 

e Sectional assembly. 

Casings. 

Combustion chambers and heat exchangers. 

Rotors, bearings and couplings. 

Blades and blade attachments. 

Inlet and exhaust ducting. 

Securing arrangement (including details of resilient 

mounts where applicable). 

e — Control engineering aspects in accordance with Pt 16, 
Ch 1. 

e Fuel oil system schematic, including controls and safety 
devices. 
Lubricating oil system schematic. 

e Starting system schematic. 

e Cooling water system schematic, where applicable. 


2:12 The following information and calculations are to be 

submitted: 

(a) Details of the acoustic enclosure fire detection and 
extinguishing system, where applicable. 

(b) Power/speed operational envelope. 

Calculations and information for short term high power 
operation, where applicable. 
Operation and Maintenance Manuals. 

(c) Calculations of the critical soeeds of blade and rotor 
vibration, giving full details of the basic assumptions. 
An analysis of the effect of a rotor blade failure and any 
details of service experience, see 4.3. 

(d) High temperature characteristics of the materials, where 
applicable, including (at the working temperatures) the 
associated creep rate and rupture strength for the 
designed service life, fatigue strength, corrosion resistance 
and scaling properties. 

Particulars of heat treatment, including stress relief, 
where applicable. 

Material specifications covering the listed components 
together with details of any surface treatments, 
non-destructive testing and hydraulic tests. 


2.1.3 The most onerous pressures and temperatures to 
which each component may be subjected are to be indicated 
on plans or provided as part of the design specification. 


2.1.4 Calculations of the steady state stresses, including 
the effect of stress raisers, etc., in the turbine and compressor 
rotors and blading at the maximum speed and temperature in 
service are to be submitted. Such calculations should indicate 
the designed service life and be accompanied, where 
possible, by test results substantiating the limiting criteria. 


21:8 Details of calculations and tests to establish the 
service life of other stressed parts, including gearing (where 
applicable), bearings, seals, etc., are also to be submitted. All 
calculations and tests should take account of all relevant 
environmental factors including particular type of service and 
fuel intended to be used. 
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2.1.6 Components fabricated by means of welding will be 
considered for acceptance if constructed by firms whose 
works are properly equipped to undertake welding of the 
standards appropriate to the components. Details are to be 
submitted for consideration. 


2.1.7 Before work is commenced, manufacturers are to 
submit for consideration details of proposed welding 
procedures and their proposals for routine examination of 
joints by non-destructive means. 


2.1.8 The manufacturer’s proposals for testing the gas 
turbine are to be submitted for consideration. 


2.1.9 A Failure Mode and Effects Analysis (FMEA) is to be 
submitted as detailed in Part 9. 


| Section 3 


Materials 
3.1 Materials for forgings 
3.1.1 Rotors and discs are to be of forged steel. For 


carbon and carbon-manganese steel forgings, the specified 
minimum tensile strength is to be selected within the limits of 
400 and 600 N/mm2. For alloy steel rotor forgings, the 
specified minimum tensile strength is to be selected within the 
limits of 500 and 800 N/mm. For discs and other alloy steel 
forgings, the specified minimum tensile strength is to be 
selected within the limits of 500 and 1000 N/mm2. See also 
Rules for the Manufacture, Testing and Certification of 
Materials (hereinafter referred to as the Rules for Materials). 


3.1.2 For alloy steels, specifications giving the proposed 
chemical composition and heat treatment are to be submit- 
ted for approval. 


3.1.3 When it is proposed to use a material of higher 
tensile strength, full details are to be submitted for approval. 


3.1.4 Components of non-ferrous construction should be 
submitted for consideration, together with full details of 
materials to be used and method of fabrication. 


3.2 Material tests and inspection 


3.2.1 Components are to be tested in accordance with 
the relevant requirements of the Rules for Materials. 


3.2.2 For components of novel design special considera- 
tion will be given to the material test and non-destructive 
testing requirements. 


a Section 4 
Design 


4.1 General 


4.1.1 All parts of turbines, compressors, etc., are to have 
clearances and fits consistent with adequate provision for the 
relative thermal expansion of the various components. Special 
attention is to be given to minimising casing and rotor 
distortion under all operating conditions. 


4.1.2 Turbine bearings are to be so disposed and 
supported that lubrication is not adversely affected by heat 
flow from adjacent hot parts. Effective means are to be 
provided for intercepting oil leakage and preventing oil from 
reaching high temperature glands and casings. 


4.2 Vibration 


4.2.1 Care is to be taken in the design and manufacture 
of turbine and compressor rotors, rotor discs and rotor blades 
to ensure freedom from undue vibration within the operating 
speed range. Where critical speeds are found by calculation 
to occur within the operating speed range, vibration measure- 
ments may be requested in order to verify the calculations, 
see Part 13. 


4.3 Containment 


4.3.1 Gas turbines are to be designed and installed so as 
to contain debris in the event of an internal failure. 


4.3.2 The gas turbine is to be located such that any flying 
debris resulting from a failure will not endanger the craft, other 
machinery, occupants of the craft or any other persons. 


4.3.3 Where an acoustic enclosure is fitted which 
completely surrounds the gas generator and the high 
pressure oil pipes, a fire detection and extinguishing system is 
to be provided for the acoustic enclosure. 


4.4 External influences 


4.4.1 Pipes and ducting connected to casings are to be 
so designed that no excessive thrust loads or moments are 
applied by them to the compressors and turbines. 


4.4.2 Platform gratings and fittings in way of the supports 
are to be so arranged that casing expansion is not restricted. 


4.4.3 Where main turbine seatings incorporating a tank 
structure are proposed, consideration is to be given to the 
temperature variation of the tank in service to ensure that 
turbine alignment will not be adversely affected. 


4.4.4 For securing arrangements, including resilient 
mounting, see Pt 9, Ch 1. 
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| Section 5 
Construction 


5.1 Welded components 


Dabal All welded construction is to be in accordance with 
the requirements specified in Chapter 13 of the Rules for 
Materials. 


5.1.2 Major joints are to be designed as full-strength 
welds and for complete fusion of the joint. 


5:13 Stress relief heat treatment is to be applied to all 
cylinders, rotors and associated components on completion of 
the welding of all joints and attached structures, see Part 15. 


a Section 6 
Starting arrangements 


6.1 Initial starting arrangements 


6.1.1 Equipment for starting main and auxiliary turbines 
is to be provided and arranged such that the necessary initial 
charge of starting air or initial electric power can be developed 
on board the craft without external aid. If for this purpose an 
emergency air compressor or electric generator is required, 
these units are to be power driven by manually started oil 
engines except in the case of small installations where a hand 
operated compressor of approved capacity may be accepted. 
Alternatively, other devices of approved type may be accepted 
as a means of providing the initial start, see a/so Pt 16, 
Ch 2,2.4.2. 


6.2 Purging before ignition 


6.2.1 Means are to be provided, preferably automatic or 
interlocked, to clear all parts of the gas turbine of the 
accumulation of oil fuel or for purging gaseous fuel before 
ignition commences on starting, or recommences after failure 
to start. The purge is to be of sufficient duration to displace 
at least three times the volume of the exhaust system. 


6.3 Air starting 


6.3.1 Where the gas turbine is arranged for air starting 
the total air receiver capacity is to be sufficient to provide, 
without replenishment, not less than six consecutive starts. 
At least two air receivers of approximately equal capacity are 
to be provided. For scantlings and fittings of air receivers, see 
Part 15. 


6.3.2 For multi-engine installations three consecutive 
starts per engine are required. 


6.4 Electric starting 


6.4.1 Where main turbines are fitted with electric starters, 
two batteries are to be fitted. Each battery is to be capable of 
starting the turbines when cold and the combined capacity is 
to be sufficient without recharging to provide the number of 
starts of the main turbines as required by 6.3. 


6.4.2 Electric starting arrangements for auxiliary turbines 
are to have two separate batteries or be supplied by separate 
circuits from the main turbine batteries when such are 
provided. Where one of the auxiliary turbines only is fitted with 
an electric starter one battery will be acceptable. 


6.4.3 The combined capacity of the batteries for starting 
the auxiliary turbines is to be sufficient for at least three starts 
for each turbine. 


6.4.4 The requirements for battery installations are given 
in Pt 16, Ch 2. 


CJ Section 7 
Piping systems 


7.1 General 


7.1.1 Gas turbine piping systems are, in general, to 
comply with the requirements given in Pt 15, Ch 1 and Ch 3, 
due regard being paid to the particular type of installation. 


7.1.2 Synthetic rubber hoses, with single or double 
closely woven integral wire braid reinforcement, or convoluted 
metal pipes with wire braid protection, may be used in 
compressed air, fresh water, sea-water, oil fuel and lubricating 
oil systems. Where synthetic rubber hoses are used for fuel 
or supply to burners, the hoses are to have external wire braid 
protection in addition to the integral wire braid. 


7.2 Oil fuel systems 


7.2.1 Oil fuel arrangements are to comply with the 
requirements of Pt 15, Ch 3. 


Lae Two or more filters are to be fitted in the oil fuel 
supply lines to the main and auxiliary turbines, and the 
arrangements are to be such that any filter can be cleaned 
without interrupting the supply of filtered oil fuel to the 
turbines. 


7.3 Lubricating oil systems 


7.3.1 Lubricating oil arrangements are to comply with the 
requirements of Pt 15, Ch 3. 


7.3.2 Where the lubricating oil for main propelling gas 
turbines is circulated under pressure, provision is to be made 
for the efficient filtration of the oil. The filters are to be capable 
of being cleaned without stopping the turbine or reducing the 
supply of filtered oil to the turbine. 
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7.4 Cooling systems 


7.4.1 Cooling water arrangements are to comply with the 
requirements of Pt 15, Ch 3, as applicable. 


7.5 Inlet and exhaust systems 


7.5.1 The air-inlet system is to be designed to minimise 
the ingestion of harmful particles. Icing up of air intakes is to 
be prevented. 


78:2 Means for preventing the accumulation of salt 
deposits in the compressors and turbines, e.g. water washing, 
are to be provided. 


7.5.3 The arrangement of the exhaust system is to be 
such as to prevent exhaust gases being drawn into manned 
spaces, air conditioning systems and air intakes. They should 
not discharge into air cushion intakes. 


7.5.4 Where the exhaust is led overboard near the 
waterline, means are to be provided to prevent water from 
being siphoned back to the turbine. Where the exhaust is 
cooled by water spray, the exhaust pipes are to be self 
draining overboard. Erosion/corrosion resistant shut off flaps 
or other devices are to be fitted on the hull side shell or pipe 
end and acceptable arrangements made to prevent water 
flooding the space. 


7.5.5 Where two or more turbines have a common 
exhaust, an isolating device is to be provided in each exhaust 
pipe. 


7.5.6 The exhaust system is to be arranged so that hot 
exhaust gases are directed away from areas to which 
personnel have access, either on board or in the vicinity of 
where the craft is berthed. 


a Section 8 
Control and monitoring 


8.1 General 


8.1.1 Control engineering systems are to comply with the 
requirements of Part 16. 


8.2 Overspeed protective devices 


8.2.1 An overspeed protective device is to be provided 
for each shaft of main and auxiliary turbines to automatically 
shut off the fuel, near the burners, to prevent a dangerous 
overspeed condition of the shaft, unless it can be established 
that such a condition cannot arise. 


8.2.2 The overspeed device is to be set to operate before 
the speed of the line exceeds the rated maximum speed by 
10 per cent. For auxiliary turbines driving electric generators 
this setting may be increased to 15 per cent. 


8.3 Speed governors 


8.3.1 Where a main propulsion installation incorporates a 
reverse gear, electric transmission or controllable (reversible) 
pitch propeller, a speed governor, independent of the 
overspeed protective device, is to be fitted and is to be 
capable of controlling the speed of the unloaded power 
turbine without bringing the overspeed protective device into 
action. 


8.3.2 Where an auxiliary turbine is intended for driving an 
electric generator, a speed governor, independent of the over- 
speed protective device, is to be fitted which, with fixed 
setting, is to control the speed within 10 per cent momentary 
variation and five per cent permanent variation when full load 
is suddenly taken off or put on. The permanent speed 
variations of a.c. machines intended for parallel operations are 
to be equal within a tolerance of +0,5 per cent. 


8.4 Lubricating oil failure 


8.4.1 Main turbines are to have an arrangement whereby 
fuel is automatically shut off, near the burners, in the event of 
failure of the lubrication system. 


8.5 Indication of temperature 


8.5.1 Means are to be provided for indicating the temper- 
ature of power turbine exhaust gases. 


8.6 Automatic and remote controls 


8.6.1 Where gas turbines are fitted with automatic or 
remote controls so that under normal operating conditions 
they do not require any manual intervention by the operators, 
they are to be provided with the alarm and safety arrange- 
ments required by 8.6.2 and Table 2.8.1 as appropriate. 
Alternative arrangements which provide equivalent safeguards 
will be considered. 


8.6.2 The following turbine services are to be fitted with 
automatic temperature controls so as to maintain steady state 
conditions throughout the normal operating range of the 
turbine: 

(a) Lubricating oil supply. 

(b) Oil fuel supply, see also 8.6.3. 

(c) Exhaust gas. 


8.6.3 The oil fuel supply may be fitted with an automatic 
control for viscosity instead of the temperature control 
required by 8.6.2. 


8.6.4 A means of manually shutting off the fuel in an 
emergency is to be provided at the manoeuvring station. 
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Table 2.8.1 Alarms and safeguards 


Item Alarm Note 


Overspeed High Automatic shut down 


Lubricating oil pressure 1st stage 
for turbine and low 
gearing 2nd stage Automatic shut down 
low 
Lubricating oil High 
temperature 
Lubricating oil filter igh 
differential pressure 
Oil fuel supply pressure Low 
Oil fuel supply High 
temperature 
Bearing temperature High 


Exhaust gas ist stage 
temperature high 


Automatic shu 


Turbine vibration 


Automatic shu 


Automatic shu 
see Note 2 


Automatic shu 
Automatic shu 


Rotor axial displacement 


Flame and ignition 
Automatic starting 


Compressor inlet 
vacuum 


Automatic shu 


Control system Failure 


NOTES 
1. Automatic or interlocked means are to be provided for 
clearing all parts of the main gas turbine of the accumulation 
of liquid fuel or for purging gaseous fuel, before ignition 
commences on starting or recommences after failure to start. 
Except for gas turbines with rolling element bearings. 


a Section 9 
Requirements for craft which are 
not required to comply with the 
HSC Code 


9.1 General 

9.1.1 The requirements of Sections 1 to 8 apply to craft 
which are not required to comply with the HSC Code, unless 
specifically exempted by the contents of this Section. 

9.1.2 The requirements of 1.4.1 do not apply to yachts 
or service craft less than 24 m. 

9.2 Information and calculations 

9.2.1 Gas turbines for craft with a power output not 


exceeding 110 kW do not have to comply with 2.1.2(c) and 
(d) or 2.1.4 to 2.1.7 inclusive and 2.1.9. 


9.3 Starting arrangements 

9.3.1 Craft with a Service Group notation of G1 or G2 do 
not have to comply with 6.1.1. 

9.4 Piping systems 


9.4.1 Soft solder is not to be used for attaching pipe 
fittings forming part of oil fuel systems. 
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a Section 1 
General requirements 


1.1 Application 


ee | This Chapter is to be read in conjunction with the 
General Requirements for Machinery in Part 9. 


7.1.2 The requirements of this Chapter, except where 
otherwise stated are applicable to electric motor, gas turbine 
and diesel engine gearing for driving: 

(a) Conventional, totally submerged propeller(s)/impeller(s) 
for main propulsion purposes, for transmitted powers 
greater than 220 kW. 

(b) Auxiliary machinery which is essential for the safety of 
the craft or for safety of persons on board where the 
transmitted powers exceed 110 kW. 

Note 

Alternatively calculations using the methods defined in 

ISO 6336 —- Calculation of load capacity of spur and helical 

gears will be considered. 


7.1.3 Gear designs for applications other than those 
specified in 1.1.2 will be specially considered. 


1.1.4 In any mesh, the terms pinion and wheel refer to the 
smaller and larger gear respectively. 


7.1.5 Bevel gears will be specially considered on the 
basis of a conversion to equivalent cylindrical gears. 


1.6 For vibration and alignment requirements, see 
Part 13. 


1.2 Power ratings 


1.2.1 In this Chapter where the dimensions of any 
particular components are determined from shaft power, P, in 
kW, and revolutions per minute, R, the values to be used are 
those defined in Part 9. 


24d At least three copies of the following plans and 
information as detailed in 2.2 to 2.3 are to be submitted. 


2.2 Plans 


2.2.1 Gearing: 
a) — Cross sectional views indicating general arrangement. 
b) Detailed plans of elements. 


2.2.2 Shafting and auxiliary systems: 

a) Mass elastic schematic showing gear unit torsional data. 

b) Arrangements plan indicating bearing positions. 

c) Detailed plans indicating scantlings of shafts, couplings 
and bolting. 

d) Schematic plans of the lubricating oil system, together 
with pipe material, relief valve and working pressures. 

e) Schematic of the control and electrical system. 


2.3 Information 


2.3.1 Gearing: 

a) Operational power/speed envelope for each pinion. 

b) Number of teeth in each gear. 

c) Reference diameters. 

d) Helix angles at reference diameters. 

e) Normal pitches of teeth at reference diameters. 

f) Tip diameters. 

g) Root diameters. 

h) Face widths and gaps, where applicable. 

(j) | Pressure angles of teeth (normal or transverse) at 
reference diameters. 

k) Accuracy grade Q in accordance with ISO 1328 or an 
equivalent Standard. 

|) | Surface texture of tooth flanks and roots. 

m) Minimum backlash. 


n) Centre distance. 

0) Basic rack tooth form. 

p) Protuberance and final machining allowance. 
q) Details of post hobbing processes, if any. 


r) Details of tooth flank corrections, if adopted. 

s) Case depth for surface-hardened teeth. 

t) | Shrinkage allowance for shrunk-on rims and hubs. 

u) Type of coupling proposed for oil engine applications. 

v) Details of surface treatment. 

w) Additional measures, not covered by the Rules, taken 
during manufacture of the gear elements, to improve the 
load capacity of the gear teeth. 
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(x) Calculations for short term high power operation, where 
applicable, see Part 9. 

Failure mode effects analysis as required by Part 9. 
Specifications for carbon-manganese and alloy steel 
forging materials of pinions, pinion sleeves, wheel rims, 
gear wheels, couplings, bolting and all transmission 
shafting, giving chemical composition, heat treatment 
and mechanical properties. 


NE 


2.3.2 Shafting and auxiliary systems: 

(a) Details of clutch units, where fitted. 

(b) Details of alarms and control systems, where fitted. 

(c) Schematic plans of the lubricating oil system, together 
with pipe material, relief valve and working pressures. 


| Section 3 
Materials 


3.1 Requirements and specifications 


3.1.1 Components for gearboxes are to be in accordance 
with the Rules for the Manufacture, Testing and Certification of 
Materials (hereinafter referred to as the Rules for Materials). 


3.1.2 Manufacturers’ certificates for forgings may be 
accepted where the transmitted power does not exceed 
220 kW, see Ch 1,3.1.3(b) of the Rules for Materials. 


3.1.3 In the selection of materials for pinions and wheels, 
consideration is to be given to their compatibility in operation. 
Except in the case of low reduction ratios, for gears of 
through-hardened steels, provision is also to be made for a 
hardness differential between pinion teeth and wheel teeth. 
For this purpose, the specified minimum tensile strength of 
the wheel rim material is not to be more than 85 per cent of 
that of the pinion. 


3.1.4 Gear wheel and rim forgings with a specified 
minimum tensile strength not in excess of 760 N/mm? may 
be made in carbon-manganese steel. Gear wheel or rim 
forgings where the specified minimum tensile strength is in 
excess of 760 N/mm2, and all pinion or pinion sleeve forgings 
are to be made in a suitable alloy steel. 


3.1.5 Forgings for couplings, quill shafts and gear wheel 
shafts are to comply with the requirements of Chapter 2. 


4.1.1 


Section 4 
Design of gearing 


Symbols 


The following symbols apply: 


= centre distance, in mm 
= face width, in mm 


Note: unless otherwise specified, b is to be taken 
as the lesser value of 6, or Do 

In the case of double helical gears 6 = 2bp where 
bp is the width of one helix 


= reference diameter, in mm 


tip diameter, in mm 

virtual tip diameter, in mm 

base diameter, in mm 

virtual base diameter, in mm 

virtual diameter to the highest point of single tooth 
pair contact, in mm 

root diameter, in mm 

virtual root diameter, in mm 

virtual reference diameter, in mm 

shrink diameter, in mm 

pitch circle diameter, in mm 

tooth flank misalignment due to manufacturing 
errors, inum 

maximum base pitch deviation of wheel, in um 
tooth flank misalignment due to wheel and pinion 
deflections, in tum 

intermediary factor for the determination of fs, 
length of line of action for external gears, in mm: 


0,5 f(da12- dp12) +0,5 “f(dao? - dbo?) — a sino 


for internal gears: 


0,5 (da12 - p12) - 0,54) (da? - Apo?) +. Sindy, 


total depth of tooth, in mm 

basic rack addendum of tool, in mm 

bending moment arm for root stress, in mm 

sum of actual tooth addenda of pinion and wheel, 

inmm 

normal module, in mm 

rev/min of pinion 

machining allowances, in mm 

notch parameter 

intermediary factor for the determination of C, 
Number of teeth in wheel 


ear ratio = 21 
7 Number of teeth in pinion 


linear speed at pitch circle, in m/s 
addendum modification coefficient 
running in allowance, in um 
running in allowance, in um 
number of teeth 

Zz 
virtual number of teeth = ———————— 
cos? 8, cosB 
tooth mesh stiffness (mean total mesh stiffness per 
unit face width), in N/mm um 
nominal tangential tooth load, in N 


P 
— 19,098 x 106 
nd 
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Fx = total tooth alignment deviation (maximum value 
specified), in um 

Fzx = actual longitudinal tooth flank deviation before 
running in, in pm 

FR = actual longitudinal tooth flank deviation after 
running in, in pm 

HV = Vickers hardness number 

Ky = application factor 


Kray = transverse load distribution factor 
Keg = longitudinal load distribution factor 
Ky, = transverse load distribution factor 


Kyg = longitudinal load distribution factor 
Ky, = dynamic factor 
K\. = dynamic factor for spur gears 
Kyg = dynamic factor for helical gears 
Ky = load sharing factor 
P = transmitted power, in kW 
P, = radial pressure at shrinkage surface, in N/mm? 
Pro = protuberance of tool, in mm 
Q = accuracy grade derived from ISO 1328 — Cylindrical 
gears — ISO system of accuracy 
R, = surface roughness — arithmetical mean deviation 
(C.L.A.) as determined by an instrument having a 
minimum wavelength cut-off of 0,8 mm and for a 
sampling length of 2,5 mm, in um 
= residual undercut left by protuberance in mm 
Se min = minimum factor of safety for bending stress 
Se, = tooth root chord in the critical section, in mm 
Su min = minimum factor of safety for Hertzian contact stress 
Yp = design factor 
Ye = tooth form factor 
Yrrett = felative surface finish factor 
Ys = stress concentration factor 
Yst = stress correction factor 
Y, = size factor 
Yp = helix angle factor 
= relative notch sensitivity factor 
Ze = material elasticity factor 
Zy = zone factor 
ZR = surface finish factor 
Zy = velocity factor 
Zx = size factor 
Z3 = helix angle factor 
Z, = contact ratio factor 
Qen = pressure angle at the highest point of single tooth 
contact, in degrees 
a, = normal pressure angle at reference diameter, in 


degrees 
a, = transverse pressure angle at reference diameter, in 
degrees 
Ory = transverse pressure angle at pitch circle diameter, 
in degrees 


Qe en = angle for application of load at the highest point of 
single tooth contact, in degrees 
6B = helix angle at reference diameter, in degrees 
Bp = helix angle at base diameter, in degrees 
y = intermediary factor for the determination of fo), 
€, = transverse contact ratio 


ga cosp 
T™ Mp COSC, 


Eqn = Virtual transverse contact ratio 
&R = overlap ratio 


b sinB 
™ Mn 
e, = total contact ratio 


Pao = tip radius of tool, in mm 
Pc = relative radius of curvature at pitch point, in mm 


2 SING U 


cosBy, (1 + u)? 


pe = tooth root fillet radius at the contact of the 30° 
tangent, in mm 


Oy = yield or 0,2 per cent proof stress, in N/mm2 
6p = ultimate tensile strength, in N/mm2 
Ge = bending stress at tooth root, N/mm? 


SF lim = endurance limit for bending stress in N/mm2 
ofp = allowable bending stress at the tooth root, in 
N/mm? 
oy = Hertzian contact stress at the pitch circle, in N/mm? 
Ou lim = endurance limit for Hertzian contact stress, in 
N/mm? 
Syp = allowable Hertzian contact stress, in N/mm? 
Subscript:; = pinion 
Q= wheel 
o= tool 


NOTE 
a and z are considered positive for both external and internal 
gearing for the purposes of these calculations. 


4.2 Tooth form 
4.2.1 The tooth profile in the transverse section is to be of 
involute shape, and the roots of the teeth are to be formed 


with smooth fillets of radii not less than 0,25m,. 


4.2.2 All sharp edges left on the tips and ends of pinion 
and wheel teeth after hobbing and finishing are to be removed. 


4.3 Tooth loading factors 
4.3.1 For values of application factor, Ky, see Table 1.4.1. 
Table 1.4.1 Values of Ky 


Main and auxiliary gears 


Main propulsion — electric motor or gas turbine, 
reduction gears 


Main propulsion — diesel engine reduction gears: 
Hydraulic coupling or equivalent on input 
High elastic coupling on input 


Other coupling 


Auxiliary Gears: 
Electric, gas turbine and diesel engine drives 
with hydraulic coupling or equivalent on input 
Diesel engine drives with high elastic coupling 
on input 
Diesel engine drives with other couplings 


LLOyD’s REGISTER 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRafT, July 2012 


Gearing 


Part 11, Chapter 1 


Section 4 


4.3.2 Load sharing factor, K,. When a gear drives two or 
more mating gears where the total transmitted load is not 
evenly distributed between the individual meshes, K, is to be 


taken as 1,15, otherwise K, is to be taken as 1,0. Alternatively, 


where measured data exists, a derived value will be considered. 


4.3.3 Dynamic factor, Ky: 
For helical gears with eg 2 1: 
K, 


y = 14+Q2%vz,105=Kyg 
For helical gears with eg < 1: 
Ky = Kya &g (Kya — Kyg) 
For spur gears: 
K, = 14+1,8 Q2vz,10%=K,, 


VZ 
where re > 14 for helical gears, and 


VZ 
where 1 > 10 for spur gears, the value of K,, will be specially 


considered 
NOTE 
Qis to be taken as the larger value of Q; or Qo. 


4.3.4 Longitudinal load distribution factors, Kup and 
Keg: 
b Fay Cy 


Ky =1+ 
i 2F, Ky K, Ky 


Calculated values of Kyp > 2 are to be reduced by improved 
accuracy and helix correction as necessary: 
where 

Fay = Fey-Ypg and 

Fax = 1, 33s, + tna 


ina. = A Fz at the design stage, or 


fs, = A Fa where helix correction has been applied 
F, Ky K, K 
foh = fsho A . yw where 


fono = 23y 10-3 um mm/N for gears without helix 
correction or crowning and without end relief, or 
12y 10-3 um mm/N for gears without helix 
correction but with crowning, see Note 1 

16y 10-3 um mm/N for gears without helix 
correction or crowning but with end relief, where 


<2 
Il 


( =) for single helical and spur gears 
; 


3 ( a ) for double helical gears 
2d; 
The following minimum values are applicable, these also being 
the values where helix correction has been applied: 
fgno = 10x 10-3 pm mm/N for helical gears, or 
5 x 10-3 um mm/N for spur gears 


For through-hardened steels and surface hardened steels 
running on through-hardened steels: 


320 a 
Yp = ——— Fp x up to an upper limit value of 
SH lim 
12800 
Ye = m, and 
SH lim 


For surface hardened steels, when 
Ye = 0,15F up to an upper limit value of 


Ye = 6m 
Fep = Kypn 
where 


NoTES 


b | by bg 
1. — is to be taken as the smaller of —— or 7— 
h hy hp 


b 
2. For double helical gears oy is to be substituted for b in 


the equation for n. 


4.3.5 Transverse load distribution factors, Ky, and Kr, 
= Keg 2 1,000 


4 OACY Ufo ~ Ya) 
Fi Ky K, Ky Kup 


x 
r 
ll 
.—] 
(ce) 
+ 
—) 
IN 


R 
I 
on 
: o 
N IR 
i) 


Kry < >> 
Fa 0,25, + 0,75 


When tip relief is applied, fpp is to be half of the maximum 
specified value: 
160 
Yo (= fob for through-hardened steels, when 
SH lim 
< 6400) m and 
Ya * Sittim & 
Yq = 0,075fpp for surface hardened steels, when 
Va < 3pm 


When pinion and wheel are manufactured from different 
materials: 


Yat + Ya2 


Yo = 9 
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NOTE 
Tip relief is to take the form of either tip and root relief on the 
pinion, or tip relief on pinion and wheel. 


4.3.6 Tooth mesh stiffness, C,: 


C, = a cosB (0,75¢, + 0,25) N/mmpum 
q 
where 

0,1551 = 0,25791 

q’ = 0,04723 + + 0,00635x, — 

2n1 Zn2 
0,11654x, 0,24188x> 
—>—— _ - 0,00193x5 - —>——* + 
21 2n2 


0,00529x,2 + 0,00182x52 
For internals gears Zy5 = 0 
Other calculation methods for C, will be specially considered. 


4.4 Tooth loading for surface stress 


4.4.1 The Hertzian contact stress, oy, at the pitch circle is 
not to exceed the allowable Hertzian contact stress, opp: 


F, (u+ 1) 
6H = 2Zy42Z6Z,Z, yee Ky K, Ky Kug Kya 
1 
and 
Sup = SH tim 4 4v ZX for the pinion/wheel combination 
Sy min 
where 
2 COS B,, COS a 
ca _ b tw 


COS? O; SIN by 


Ze = 189,8 for steel 


4-¢ g 
2 | zo (185) +P for eg <1 and 


a 


0,11 
ZR = (a) but Zp < 1,14 
Where RF, is the surface roughness value of the tooth flanks. 
When pinion and wheel tooth flanks differ then the larger value 
of R, is to be taken: 


-0,5 
Z, = 0,88 +0,23 (os + 2) 
For values of Z,, see Table 1.4.2 
Sy lim: See Table 1.4.3 
SH min See Table 1.4.4. 


Table 1.4.2 Values of Z, 


Pinion heat treatment 


Carburised and 
induction-hardened 


My < 10 1,00 
10 <m,< 30 1,05 — 0,005 mp 


30 <m, 0,9 


Nitrided My < 7,5 1,00 
7,5 <M <30 1,08 - 0,005 m, 


30 <M, 0,75 


Through-hardened All modules 1,00 


Values of endurance limit for Hertzian 
contact stress, OH lim 


Table 1.4.3 


Heat treatment 


Pinion Wheel 


Through-hardened Through-hardened 0,46op9 + 255 


Surface-hardened Through-hardened 0,420p9 + 415 
Carburised, nitrided or Soft bath nitrided 1000 


induction-hardened (tufftrided) 


Carburised, nitrided or Induction-hardened 


induction-hardened 


0,88HV> + 675 


Carburised or nitrided Nitrided 1300 


Carburised Carburised 1500 


Table 1.4.4 Factors of safety 


Main propulsion gears 


Auxiliary gears 


4.5 Tooth loading for bending stress 


4.5.1 The bending stress at the tooth root, o¢ is not to 
exceed the allowable tooth root bending stress orp: 


Fr 
OF = bm, Ye Ys Yp Ky Ky Ky Kgp Key N/mm2 


OF tim Yst YorelT YRretT Yx 
SE min YD 


Opp = N/mm2 

Note 

If 6; and bs are not equal the load bearing width of the wider 
face taken is not to exceed that of the smaller plus 2m,. 


For values of Se min, See Table 1.4.4 
OF jim, See Table 1.4.5 
Stress correction factor Ysz = 2. 
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Table 1.4.5 Values of endurance limit for bending Eun = d 
stress, of | = 
3 OF lim cos2 Bp 
Heat treatment SF fim N/mm2 tn 
7 5 +extanay 
hrough-hardened carbon steel 0,096, + 150 Ve. = a INV. Oy — INV. Wen 
Through-hardened alloy steel 0,log + 185 
wher 
Soft bath nitrided (Tufftrided) 330 a d 
= “bn 
Induction hardened 0,35 HV + 125 pew) teres aie 
Gas nitrided 390 h 
ES ae (cosy —sin ye tan of ep) —— - 
Carburised A 450 Mp 2 : ee ily 
Carburised B 410 Tt G Pao 
Zn COS 3 —-v a pe ae 
NOTES v n 
1. Ais applicable for Cr Ni Mo carburising steels. where 
2. Bis applicable for other carburising steels. = _ 
GAFen = Gen Ye: 


4.5.2 Tooth form factor, Y-: 


he 
6 — COS ties, 
My 
Yo = 


2 
( “Fn COS Gt, 
My 
where 
Ne, Open aNd Se, are shown in Fig. 1.4.1. 


Sen , Tt G Pao 
pale zasin( = -v\) + 18 (Soy - ie) 


Mn COs v 
where 
G 
vo = — tanv-H 
a 
Pao Mao 
G = — -—+4+x 
My Mpy 
H as 2 T E T 4390/168 
Z, \ 2 Mm) 3 NOTE 
For helical gears the normal section is taken with the virtual 
number of teeth 
tr Spor 
i 4 Mn —Agotanany + —(1-sina,) 
COSA, COS, Fig. 1.4.1 Normal tooth section 


E, Nags Ons Spr ANd Pao are shown in Fig. 1.4.2. 


2 
PF = Pao + ae 5 4.5.3 For internal tooth forms the form factor is 
Mn My cos v (Z, Cos* v — 2G) calculated, as an approximation, for a substitute gear rack 
with the form of the basic rack in the normal section, but 
j 27 {| (2 _ (Gel having the same tooth depth as the internal gear: 
en ~ Yor ~ 
iz| 2 2 Soe -2[ 8 tan a (“2 —Paet) , (Pane Sr ) 
m a m m 
nd COS B COS Oy 2 1 Abn \2 V2 7 ‘ A 
ray an] + (*) J 
Pao2 1 
where cos =| and 
n 
dan = d,y+da-d 
d Nea _ Aen ~ Ana i +( Nao Genz — Ana a 
d, = ei Mn 2Mn 4 Mn 2Mn 
Pao2 t 
Apn = ApCOSOy, a] tana, - Sa ( — sin 6) 
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4300/169 
NOTES 
1. Dimensions shown in rack profile of tooth 
2. Spor=Pro- 


Fig. 1.4.2 External tooth forms 


where 
OF en is taken as being equal to a, 
_ Pao2 
2 
dene is calculated as d,,, for external gears, and 
df, = A-d-d, 


4.5.4 Stress concentration factor, Y, 


ar 


(1,2 + 0,18L) gg 721+230 


YY = 
where 
Ss 
c = 
he 
_ Stn 
Ws ~ Bp¢ 
when 


qs < 1 the value of Y, is to be specially considered. 
The formula for Y, is applicable to external gears with 
a, = 20° but may be used as an approximation for other 
pressure angles and internal gears. 


4.5.5 Helix angle factor Yp 
B ) . 
Y, = 1-(q <5), ifs >1lete, =1 
B B 420 B B 


but 
Yp 21-0,25e, 2 0,75 


4.5.6 Relative notch sensitivity factor, Ys ,e 7 


Ys rat = 1 + 0,036 (qs - 2,5) ( 2 —) for through- 


hardened steels 


= 1 + 0,008 (q, — 2,5) for carburised and induction- 
hardened steels, and 


= 1+ 0,04 (g, — 2,5) for nitrided steels. 


4.5.7 Relative surface finish factor, YR rel T 


Yarelt = 1,674 -0,529 (6R, + 1)91 for through- 
hardened, carburised and induction hardened 
steels, and 

= 4,299 — 3,259 (6R, + 1)9:905 for nitrided steels. 


4.5.8 Size factor, Y, 
Y, = 1,00, whenm, <5 
= 1,03-0,006m,, for through-hardened steels 
= 0,85, when m, = 30 
= 1,05-0,01m,__ for surface-hardened steels 
= 0,80, when m, 2 25. 
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4.5.9 Design factor, Yp 
YD 0,83 for gears treated with a controlled shot 
peening process 
1,5 for idler gears 
1,25 for shrunk on gears, or 
0,2d,2 d P; b 
= 1+ , otherwise 
Fi OF lim (A? - ds?) 
1,00, or any combination of the above - e.g. 
Yp = (0,83 x 1,5) for an idler gear treated with a 
controlled shot peening process. 


4.6 Factors of safety 


4.6.1 Factors of safety are shown in Table 1.4.4. 


4.7 Design of enclosed gear shafting 


4.7.1 The following symbols apply: 
Pin kW and Rin rpm, see 1.2.1. 
L = span between shaft bearing centres, in mm 


QO, = normal pressure angle at the gear reference 
diameter, in degrees 

B = helix angle at the gear reference diameter, in 
degrees 


dy = pitch circle diameter of the gear teeth, in mm 
Oy = specified minimum tensile strength of the shaft 
material, in N/mm? 
NoTE 
Numerical value used for o,, is not to exceed 800 N/mm? for 
gear and thrust shafts and 1100 N/mm2 for quill shafts. 


4.7.2 This sub-Section is applicable to the main and 
ancillary transmission shafting, enclosed within the gearcase. 


4.7.3 The diameter of the enclosed gear shafting 
adjacent to the pinion or wheel is to be not less than the 
greater of d, or a, where: 


1/: tan tanB dy \2\1% 
dy = 365 (FA ye +( ae “) ) . 
Rdy Sp cosB 
1/ 
d, = 365 (— : 
RS, 
where 
Sp = 45+ 0,24 (6, - 400) and 


Ss = 42 + 0,09 (6, - 400). 


4.7.4 For the purposes of the above it is assumed that 
the pinion or wheel is mounted symmetrically soaced between 
bearings. 


4.7.5 Outside a length equal to the required diameter at 
the pinion or wheel, the diameter may be reduced, if 
applicable, to that required for a. 


4.7.6 For bevel gear shafts, where a bearing is located 
adjacent to the gear section, the diameter of the shaft is to be 
not less than d;. Where a bearing is not located adjacent to 
the gear the diameter of the shaft will be specially considered. 


4.7.7 The diameter of quill shaft (not axially constrained 
and subject only to external torsional loading) is to be not less 
than given by the following formula: 


3} P400 
Roy 


Diameter of quill shaft = 101 


4.7.8 Where a shaft, located within the gearcase, is 
subject to the main propulsion thrust, the diameter at the 
collars of the shaft transmitting torque, or in way of the axial 
bearing where a roller bearing is used as a thrust bearing, is to 
be not less than 1,10. For thrust bearings located outside the 
gearcase, see Chapter 2. 


4.8 Gear wheels 


4.8.1 In general, arrangements are to be made so that 
the interior structure of the wheel may be examined. 
Alternative proposals will be specially considered. 


4.9 External shafting and components 


4.9.1 For shafting external to the gearbox and other 
components ancillaries, see Pt 11, Ch 2. 


4.10 Clutch actuation 


4.10.1 Where a clutch is fitted in the transmission, 
normal engagement shall not cause excessive stresses in the 
transmission or the driven machinery. Inadvertent operation 
of any clutch is not to produce dangerously high stresses in 
the transmission or driven machinery. 


4.11 Gearcases 


4.11.1 Gearcases and their supports are to be designed 
sufficiently stiff such that misalignment at the mesh due to 
movements of the external foundations and the thermal 
effects under all conditions of service do not disturb the 
overall tooth contact. 


4.11.2 Inspection openings are to be provided at the 
peripheries of gearcases to enable the teeth of pinions and 
wheels to be readily examined. Where the construction of 
gearcases is such that sections of the structure cannot be 
readily be moved for inspection purposes, access openings of 
adequate size are also to be provided at the ends of the 
gearcases to permit examination of the structure of the wheels. 
Their attachment to the shafts is to be capable of being 
examined by removal of bearing caps or by equivalent means. 


4.11.3 For gearcases fabricated by fusion welding the 
carbon content of the steels should generally not exceed 
0,23 per cent. Steels with higher carbon content may be 
approved subject to satisfactory results from weld procedure 
tests. 


4.11.4 Gearcases are to be stress relieved upon 
completion of all welding. 
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4.11.5 Gearcases manufactured from material other 
than steel will be considered upon full details being submit- 
ted. 


4.12 Backlash 


4.12.1 |The normal backlash between any pair of gears 
should not be less than: 


aon 


——— +0,1 mm 
90 000 


4.12.2 |The normal backlash is not to exceed three times 
the value calculated in 4.12.1. 


4.13 Alignment 


4.13.1 Reduction gears with sleeve bearings, for main and 
auxiliary purposes are to be provided with means for checking 
the internal alignment of the various elements in the gearcases. 


4.13.2 In the case of separately mounted reduction 
gearing for main propulsion, means are to be provided by the 
gear manufacturer to enable the Surveyors to verify that no 
distortion of the gearcase has taken place, when chocked and 
secured to its seating on board the craft. 


a Section 5 
Piping systems for gearing 


5.1 General 


5.1.1 Piping systems for gearing are to comply with the 
general design requirements given in Part 15. 


5.42 The specific requirements for lubricating/hydraulic 
oil systems and standby arrangements are given in Part 15. 


5.7.3 Lubricating oil lines are to be screened, or otherwise 
suitably protected, to avoid oil spray or oil leakages onto hot 
surfaces, into machinery air intakes or other sources of igni- 
tion. The number of joints in such piping systems should be 
kept to a minimum. Flexible pipes are to be of an approved 
type. 


5.2 Pumps 
D2.1 Where lubricating oil for the reduction gearing is 


circulated under pressure, pump standby arrangements are 
to be provided in accordance with Part 15. 


5.3 Filters 


5.3.17 Where the lubricating oil for the reduction gearing 
is circulated under pressure, provision is to be made for the 
efficient filtration of the oil. The filters are to be capable of 
being cleaned without stopping the gear set or reducing the 
supply of filtered oil to the gearing. 


a Section 6 
Control and monitoring 


6.1 General 


6.1.1 Control engineering systems are to be in accor- 
dance with Part 16. 


6.1.2 All main and auxiliary gear units, intended for 
essential services, are to be provided with means of indicating 
the lubricating oil supply pressure. Audible and visual alarms 
are to be fitted to give warning of an appreciable reduction in 
pressure of the lubricating oil supply. These alarms are to be 
actuated from the outlet side of any restrictions, such as 
filters, coolers, etc. 


6.2 Unattended machinery 


6.2.1 Where the machinery is fitted with automatic or 
remote controls so that under normal operating conditions it 
does not require any manual intervention by the operators, 
gear units are to be provided with the alarms and safety 
arrangements required by 6.2.2 and Table 1.6.1. The sensors 
and circuits utilised for the second stage alarm and automatic 
shut down in Table 1.6.1 are to be independent of those 
required for the first stage alarm. 


Table 1.6.1 Alarms and safeguards 


Item Alarm 


Lubricating oil Low 
sump level 


Lubricating oil 
inlet pressure* 


1st Stage Low 


Automatic shutdown 
of engine 


2nd Stage Low 


Lubricating oil High 
inlet temperature* 


Thrust bearing High 
temperature* 


NOTE 
For transmitted powers of 1500 kW or less, only the items marked 
* are required. 


6.2.2 Where the gear unit is required to be provided with 
a standby pump, the standby pump is to start automatically if 
the discharge pressure from the working pump falls below a 
predetermined value. 
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a Section 7 
Requirements for craft which are 
not required to comply with the 


HSC Code 
7.1 Details to be submitted 
7.1.1 Failure mode effect analysis is not required for craft 


which do not require to comply with the HSC Code. 


7.1.2 Mass elastic schematic showing gear unit torsional 
data is only required for gears with an input power greater 
than 500 kW, see 2.2.2 and Part 13. 


7.2 Design of gearing 
7.2.1 Where they are not intended for passenger 
carrying duties, the gearing factors of safety for yachts, 


service craft less than 24 m and ACVs are to satisfy 
Table 1.7.1. 


Table 1.7.1. Factors of safety 


Main propulsion gears for yachts, 
etc., single screw 


Main propulsion gears for yachts, 
etc., multiple screw 


7.3 Piping systems 


7.3.1 For service craft less than 24 m and for yachts the 
requirements of 5.2.1 and 5.3.1 do not apply. These craft are 
to have gearing provided with an efficient lubricating oil pump, 
a cooler where necessary, and a filter arrangement which can 


be cleaned. 
7.4 Control and monitoring 
7.4.1 For service craft less than 24 m the alarms required 


by 6.2.1 are not required. 
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7 General requirements 

2 Particulars to be submitted 

3 Materials 

4 Design and construction 

5 Control and monitoring 

6 Requirements for craft which are not required to 


comply with the HSC Code 


is Section 7 
General requirements 


1.1 Application 


1did This Chapter is to be read in conjunction with the 
General Requirements for Machinery in Part 9. 


Tekee This Chapter gives the requirements for the 
dimensions of transmission shafts, couplings, coupling bolts, 
keys, keyways, sternoushes and other associated components 
of main propulsion shafting. 


7.1.3 The diameters may require to be modified as a 
result of alignment considerations and vibration characteris- 
tics (see Part 13), or the inclusion of stress raisers, other than 
those contained in this Chapter. 


1.1.4 For shafting enclosed within an gearbox, see 
Ch 1,4.7. 


7.7.5 For diesel engine crankshaft and turbine rotor 
shafting, see Part 10. 


1.2 Power ratings 


1.2.1 In this Chapter, the dimensions of main propulsion 
component are determined from shaft power, P, in kW, and 
revolutions per minute, R, and general requirements defined in 
Pt 9, Ch 1,1. 


122 For auxiliary machinery, the maximum continuous 
shaft power and corresponding revolutions per minute which 
will be used in service are to be stated. 


1.3 Clutches 


7.3.7 Clutches for single engine propulsion plants are to 
be provided with a suitable means for emergency operation 
in the event of loss of operating fluid systems. Their suitability 
for short term high power operation is to be demonstrated. 


1.4 Safety 


1.4.1 Means are to be provided such that in the event of 
a failure to a shaft or coupling the occupants of the craft are 
not endangered, either directly or by damaging the craft or its 
systems. Where necessary, guards may be fitted to achieve 
compliance with these requirements. 


= Section 2 
Particulars to be submitted 


2.1 Plans 


2:41 At least three copies of the following plans are to 
be submitted: 

e — Shafting arrangement. 

Thrust shaft. 

Intermediate shafting. 

Tube shaft, where applicable. 
Screwshaft. 

Screwshaft oil gland. 

Screwshaft protection. 

Sternbush and arrangement in housing. 
Couplings. 

Coupling bolts. 

Flexible coupling. 

Cardan shafts. 


2:4.2 The shafting arrangement plan is to indicate the 
relative position of the main engine(s), flywheel, flexible 
coupling(s), gearing, thrust block, line shafting and bearing(s), 
sterntube, ‘A’ bracket and propulsion device, as applicable. 


2.2 Calculations and specifications 


2.2.1 The following calculations and specifications are to 

be submitted: 

e Calculations, or relevant documentation indicating the 
suitability of all components for short term high power 
operation, where applicable. 

e Where undertaken as an alternative to the requirements 
of this Chapter, fatigue endurance calculations of all 
components according to Part 9. 

e Vibration analysis and alignment analysis as required by 
Part 13. 

e The material specifications, including the minimum 
specified tensile strength of each shaft and coupling 
component are to be stated. Where corrosion resistant 
material not included in Table 2.4.1 is used for unpro- 
tected screwshafts the corrosion fatigue strength in 
sea-water is to be stated together with the chemical 
composition and mechanical properties. 

e Where it is proposed to use composite (non-metallic) 
shafts, details of materials, resin, lay-up procedure and 
documentary evidence of fatigue endurance strength. 
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Materials 


3.1 Materials for shafts 


Sule Components are to be manufactured and tested in 
accordance with the requirements of the Rules for the 
Manufacture, Testing and Certification of Materials (hereinafter 
referred to as the Rules for Materials). 


3.1.2 Where it is proposed to use alloy steel forgings, 
particulars of the chemical composition, mechanical properties 
and heat treatment are to be submitted for approval. For main 
propulsion shafting, not exposed to sea water, in alloy steels, 
the specified minimum tensile strength is not to exceed 
800 N/mm? and for other forgings is not to exceed 
1100 N/mm2. 


3.1.3 Unprotected screwshafts and tubeshafts exposed 
to sea-water are in general to be manufactured, from 
corrosion resistant ferrous or non-ferrous material, such as 
those indicated in Table 2.4.1. 


3.1.4 In the selection of materials for shafts, keys, locking 
nuts etc., consideration is to be given to their compatibility 
with the proposed propeller material. 


3.1.5 Where shafts are manufactured from composite 
material the process is to be approved. 


a Section 4 
Design and construction 


4.1 Fatigue strength analysis 


4.1.1 As an alternative to the following requirements, a 
fatigue strength analysis of components can be submitted 
indicating a factor of safety of 1,5 at the design loads, based 
on a suitable fatigue failure criteria. The effects of stress 
concentrations, material properties and operating environ- 
ment are to be taken into account. 


4.2 Intermediate shafts 


4.2.1 The diameter, d, of the intermediate shaft is to be 
not less than: 


3 
& 2a roe 


R \o,+ a) as 
where 
k = 1,0 for shafts with integral coupling flanges complying 

with 4.8 or shrink fit couplings 

= 1,10 for shafts with keyways, where the fillet radii in 
the transverse section of the bottom of the keyway 
are not less than 0,0125d 

= 1,10 for shafts with transverse or radial holes where 
the diameter of the hole does not exceed 0,3d 


1,20 for shafts with longitudinal slots having a 
length of not more than 1,4d and a width of not 
more than 0,2d where d, is determined with k = 1,0 
95 for turbine installations, electric propulsion 
installations and diesel engine installations with slip 
type couplings 

= 100 for other diesel engine installations 
P and R are as defined in Part 9 
oy = specified minimum tensile strength of the shaft 
material, in N/mm. 


7 
ll 


4.2.2 Beyond a length of 0,2d from the end of a keyway, 
transverse hole or radial hole and 0,3d from the end of a 
longitudinal slot, the diameter of the shaft may be gradually 
reduced to that determined with k = 1,0. 


4.2.3 For shafts with design features other than stated as 
above, the value of k will be specially considered. 


4.2.4 The Rule diameter of the intermediate shaft for 
diesel engines, turbines and electric propelling motors may be 
reduced by 3,5 per cent for craft classed G1 (Service 
Group 1), see Pt 1, Ch 2,3.5. 


4.3 Thrust shafts 


4.3.1 The diameter at the collars of the thrust shaft 
transmitting torque or in way of the axial bearing where a roller 
bearing is used as a thrust bearing is to be not less than that 
required for the intermediate shaft in accordance with 4.2 with 
ak value of 1,10. Beyond a length equal to the thrust shaft 
diameter from the collars, the diameter may be tapered down 
to that required for the intermediate shaft with a k value of 1,0. 
For the purpose of the foregoing calculations, o, is to be 
taken as the minimum tensile strength of the thrust shaft 
material, in N/mm2. 


4.4 Screwshafts and tube shafts 


4.4.1 Screwshafts and tube shafts, (i.e the shaft which 
passes through the sterntube, but does not carry the 
propeller), made from carbon manganese steel are to be 
protected by a continuous bronze liner, where exposed to sea 
water. Alternatively, the liner may be omitted provided the 
shaft is arranged to run in an oil lubricated bush with an 
approved oil sealing gland at the after end. Lengths of 
shafting between sterntubes and brackets, which are readily 
visible when the craft is slipped, may be protected by 
coatings of an approved type. 


4.4.2 Means for the protection of screwshafts and tube- 
shafts are not required when the shafts are made of corrosion 
resistant material. 


4.4.3 The diameter, d, of the protected forged steel 
screwshaft immediately forward of the forward face of the 
propeller boss or, if applicable, the forward face of the screw- 
shaft flange, is to be not less than: 


3[P / 560 
= 400k 4) {2 
p R earn, ov 


where 
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k = 1,22 for a shaft carrying a keyless propeller, or 
where the propeller is attached to an integral flange, 
and where the shaft is fitted with a continuous liner, 
a coating of an approved type, or is oil lubricated 
and provided with an approved type of oil sealing 
gland 

= 1,26 for a shaft carrying a keyed propeller and 
where the shaft is fitted with a continuous liner, a 
coating of an approved type, or is oil lubricated and 
provided with an approved type of oil sealing gland 
P and RP are as defined in Part 9 

oy = specified minimum tensile strength of the shaft 
material, in N/mm2 but is not to be taken as greater 

than 600 N/mm. 


4.4.4 The diameter, d, of the screwshaft determined in 
accordance with 4.4.3 is to extend over a length not less than 
that to the forward edge of the bearing immediately forward of 
the propeller or 2,5d, whichever is the greater. 


4.4.5 The diameter of the portion of the screwshaft and 
tube shaft forward of the length required by 4.4.4 to the 
forward end of the stern tube seal is to be determined in 
accordance with 4.4.3 with ak value of 1,15. The change of 
diameter from that determined with k = 1,22 or 1,26 to that 
determined with k = 1,15 should be gradual. 


4.4.6 Screwshafts which run in sterntubes and tube 
shafts may have the diameter forward of the forward stern 
tube seal gradually reduced to the diameter of the intermediate 
shaft. Abrupt changes in shaft section at the screwshaft/tube 
shaft to intermediate shaft couplings are to be avoided. 


4.4.7 The diameter of unprotected screwshafts and tube 
shafts of materials having properties as shown in Table 2.4.1 
is to be not less than: 


3[P 
dy = 1284\/— 


where 
‘A’ is taken from Table 2.4.1 and 
P and R are as defined in Part 9. 


Table 2.4.1 Provisional ‘A’ Value for use in 


unprotected screwshaft formula 


Material ‘A’ Value 


ainless steel type 316 (austenitic) 0,71 
ainless steel type 431 (martensitic) 0,69 
anganese bronze 0,8 
uminium bronze 0,65 


ickel copper alloy — monel 400 0,65 


ickel copper alloy — monel K 500 0,55 


Duplex steels 0,49 


4.4.8 The diameter of unprotected screwshafts of mate- 
rials having properties as shown in Table 2.4.1 forward of the 
forward stern tube seal is to be determined in accordance 
with 4.4.7 or 4.4.3, whichever is less. 


4.5 Hollow shafts 


4.5.1 Where the thrust, intermediate, tube shafts and 
screwshafts have central holes having a diameter greater than 
0,4 times the outside diameter, the equivalent diameter, d,, of 
a solid shaft is not to be less than the Rule size, d, (of a solid 
shaft), where d, is given by: 


& 
Il 
os 
wo 
a 
| 
“—SS 
&|2 
bed 
iS 


where 
dy = proposed outside diameter, in mm 
d; = diameter of central hole, in mm. 


4.5.2 Where the diameter of the central hole does not 
exceed 0,4 times the outside diameter, the diameter is to be 
calculated in accordance with the appropriate requirements 
for a solid shaft. 


4.6 Cardan shafts 


4.6.1 Cardan shafts, used in installations having more 
than one propulsion shaftline, are to be of an approved 
design, suitable for the designed operating conditions 
including short term high power operation. Consideration will 
be given to accepting the use of approved cardan shafts in 
single propulsion unit applications if a complete spare 
interchangeable end joint is provided on board. 


4.6.2 Cardan shaft ends are to be contained within 
substantial tubular guards that also permit ready access for 
inspection and maintenance. 


4.7 Coupling bolts 


4.7.1 Close tolerance fitted bolts transmitting shear are 
to have a diameter, d,, at the flange joining faces of the 
couplings not less than: 


240 106 p 


dy = —_ = mm 
nD oy, R 
where 
n = number of bolts in the coupling 
D_ = pitch circle diameter of bolts, in mm 


oy = specified minimum tensile strength of bolts, in 
N/mrm2 
P and R are as defined in Part 9. 


4.7.2 At the joining faces of couplings, other than within 
the crankshaft and at the thrust shaft/crankshaft coupling, the 
Rule diameter of the coupling bolts may be reduced by 
5,2 per cent for craft classed exclusively for smooth water 
service. 


LLoyp’Ss REGISTER 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Shafting Systems 


Part 11, Chapter 2 


Section 4 


4.7.3 Where dowels or expansion bolts are fitted to transmit 
torque in shear they are to comply with the requirements of 
4.7.1. The expansion bolts are to be installed, and the bolt 
holes in the flanges are to be correctly aligned in accordance 
with manufacturer’s instructions. 


4.7.4 The minimum diameter of tap bolts or of bolts in 
clearance holes at the joining faces of coupling flanges, 
pretensioned to 70 per cent of the bolt material yield strength 
value, is not to be less than: 


120 106 FP (1 +C) 1 
da = 1,348 ( +Q) 


RD no 


where dp is taken as the lesser of: 
(a) Mean of effective (pitch) and minor diameters of the 
threads. 
(b) Bolt shank diameter away from threads. (Not for waisted 
bolts which will be specially considered.) 
P and R are defined in Part 9. 
F = 2,5 where the flange connection is not accessible 
from within the craft 
= 2,0 where the flange connection is accessible from 
within the craft 
C = ratio of vibratory/mean torque values at the 
rotational speed being considered 
D_ = pitch circle diameter of bolt holes, in mm 
Q_ = external load on bolt in N ( +ve tensile load tending 
to separate flange, —ve) 
n= number of tap or clearance bolts 
oy = bolt material yield stress in N/mm2. 


y 


4.7.5 Consideration will be given to those arrangements 
where the bolts are pretensioned to loads other than 70 per 
cent of the material yield strength. 


4.7.6 Where clamp bolts are fitted they are to comply 
with the requirements of 4.7.4 and are to be installed, and the 
bolt holes in the flanges correctly aligned, in accordance with 
manufacturer's instructions. 


4.8 Flange connections of couplings 


4.8.1 The minimum thicknesses of the coupling flanges 
are to be equal to the diameters of the coupling bolts at the 
face of the couplings as required by 4.7.1, and for this purpose 
the minimum tensile strength of the bolts is to be taken as 
equivalent to that of the shafts. For intermediate, thrust shafts, 
and the inboard end of of the screwshaft, the thickness of the 
coupling flange is in no case to be less than 0,20 of the 
diameter of the intermediate shaft as required by 4.2.1. 


4.8.2 The fillet radius at the base of the coupling flange, 
integral with the shaft, is to be not less than 0,08 of the 
diameter of the shaft at the coupling. The fillets are to have a 
smooth finish and are not to be recessed in way of nut and 
bolt heads. 


4.8.3 Where the propeller is attached by means of a 
flange, the thickness of the flange is to be not less than 0,25 
of the actual diameter of the adjacent part of the screwshaft. 
The fillet radius at the base of the coupling flange is to be not 
less than 0,125 of the diameter of the shaft at the coupling. 


4.8.4 All couplings which transmit torque are to be of 
approved dimensions. 


4.8.5 Where couplings are separate from the shafts, 
provision is to be made to resist the astern pull. 


4.8.6 Where a coupling is shrunk on to the parallel 
portion of a shaft or is mounted on a slight taper, e.g. by 
means of the oil pressure injection method, the assembly is 
to meet the requirements of 4.11. 


4.9 Tooth couplings 


4.9.1 The contact stress, S., at the flanks of mating teeth 
of a gear coupling is not to exceed that given in Table 2.4.2, 
where 

24,108 P 


—— N/mm? 
Rd, bhz 


where 
P and R are defined in Part 9. 


dy, = pitch circle diameter of coupling teeth, in mm 
b- = tooth facewidth, in mm 
h = tooth height, in mm 
Z = number of teeth (per coupling half). 
Table 2.4.2 Allowable S, values 


Allowable S, Value N/mm? 


Tooth material surface treatment 


Surface hardened teeth 19 


Through hardened teeth 11 


4.9.2 Where experience has shown that under similar 
operating and alignment conditions, a higher tooth loading 
can be accommodated full details are to be submitted for 
consideration. 


4.10 Flexible couplings 


4.10.1 Details of flexible couplings are to be submitted 
together with the manufacturer’s rating capacity, for the 
designed operating conditions including short term high 
power operation. Verification of coupling characteristics will 
be required. 


4.10.2 In determining the allowable mean, maximum and 
vibratory torque ratings consideration of the mechanical 
properties of the selected elastic element type in compression, 
shear and fatigue loading together with heat absorption/ 
generation is to be given. 


4.10.3 In determining the allowable torque ratings of the 
steel spring couplings, consideration of the material mechanical 
properties to withstand fatigue loading and overheating is to 
be given. 
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4.11 Interference fit assemblies 


4.11.1. The interference fit assembly is to have a capacity 
to transmit a torque of S. Tmax without slippage. 
NOTE 
For guidance purposes only Timax = Tmean (1 + C) 
where 
C is to be taken from Table 2.4.3 
S = 2,0 for assemblies accessible from within the vessel 
= 2,5 for assemblies not accessible from within the 
vessel. 


Table 2.4.3 ‘C’ values for guidance purposes 


Coupling location 


High Speed Shafting — 
I.C engine driven 


High Speed Shafting — 
Electric Motor or Turbine driven 


Low Speed Shafting — 
main or PTO stage gearing 


4.11.2 The effect of any axial load acting on the assembly 
is to be considered. 


4.11.3 The resulting equivalent von Mises stress in the 
assembly is not to be greater than the yield strength of the 
component material. 


4.11.4 Reference marks are to be provided on the adjacent 
surfaces of parts secured by shrinkage alone. 


4.12 Keys and keyways for propeller connections 


4.12.1 Round ended or sled-runner ended keys are to be 
used, and the keyways in the propeller boss and cone of the 
screwshaft are to be provided with a smooth fillet at the bottom 
of the keyways. The radius of the fillet is to be at least 0,0125 
of the diameter of the screwshaft at the top of the cone. The 
sharp edges at the top of the keyways are to be removed. 


4.12.2 Two screwed pins are to be provided for securing 
the key in the keyway, and the forward pin is to be placed at 
least one-third of the length of the key from the end. The 
depth of the tapped holes for the screwed pins is not to 
exceed the pin diameter, and the edges of the holes are to be 
slightly bevelled. The omission of pins for keys for small 
diameter shafts will be specially considered. 


4.12.3 The distance between the top of the cone and the 
forward end of the keyway is to be not less than 0,2 of the 
diameter of the screwshaft at the top of the cone. 


4.12.4 The effective sectional area of the key in shear, is to 
be not less than: 
155a8 


Oy d, 


where 
d = diameter, in mm, required for the intermediate shaft 

determined in accordance with 4.2, based on 
material having a specified minimum tensile 
strength of 400 N/mm2 and k = 1 

d, = diameter of shaft at mid-length of the key, in mm 

Oy = specified minimum tensile strength (UTS) of the key 
material, N/mm2. 


4.12.5 The effective area in crushing of key, shaft or boss 
is to be not less than: 
248 


Oy d, 


mm? 


where 
o, = yield strength of key, shaft or boss material as 


y 
appropriate, N/mm2. 


4.13 Keys and keyways for inboard shaft 
connections 


4.13.1. Round ended keys are to be used and the keyways 
are to be provided with a smooth fillet at the bottom of the 
keyways. The radius of the fillet is to be at least 0,0125 of the 
diameter of the shaft at the coupling. The sharp edges at the 
top of the keyways are to be removed. 


4.13.2 The effective area of the key in shear, A, is to be not 
less than: 


12608 
Oy d, 


where 
d = diameter, in mm, required for the intermediate shaft 
determined in accordance with 4.2, based on 
material having a specified minimum tensile 
strength of 400 N/mm2 and k = 1 
d, = diameter of shaft at mid-length of the key, in mm 
oy = specified minimum tensile strength (UTS) of the key 
material, N/mm?2 
Alternatively, consideration will be given to keys conforming 
to the design requirements of a recognised National Standard. 


4.14 Corrosion resistant liners on shafts 


4.14.1 Liners may be bronze, gunmetal, stainless steel or 
other approved alloy. 


4.14.2 The thickness, ft, of liners fitted on screwshafts or 
on tube shafts, in way of the bushes, is to be not less, when 
new, than given by the following formula: 


D + 230 
—— mm 
32 


where 
t = thickness of the liner, in mm 
= diameter of the screwshaft or tube shaft under the 
liner, in mm. 


iw) 
| 


LLoyp’Ss REGISTER 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Shafting Systems 


Part 11, Chapter 2 


Section 4 


4.14.3 The thickness of a continuous liner between the 
bushes is to be not less than 0,75t. 


4.14.4 Continuous liners are to be fabricated or cast in one 
piece. 


4.14.5 Where liners consist of two or more lengths, these 
are to be butt welded together. In general, the lead content of 
the gunmetal of each length forming a butt welded liner is not 
to exceed 0,5 per cent. The composition of the electrodes or 
filler rods is to be substantially lead-free. 


4.14.6 The circumferential butt welds are to be of multi-run, 
full penetration type. Provision is to be made for contraction of 
the weld by arranging for a suitable length of the liner 
containing the weld, if possible about three times the shaft 
diameter, to be free of the shaft. To prevent damage to the 
surface of the shaft during welding, a strip of heat resisting 
material covered by a copper strip should be inserted between 
the shaft and the liner in way of the joint. Other methods for 
welding this joint may be accepted if approved. The welding is 
to be carried out by an approved method and to the Surveyor’s 
satisfaction. 


4.14.7 | Each continuous liner or length of liner is to be 
tested by hydraulic pressure to 2,0 bar after rough machining. 


4.14.8 Liners are to be carefully shrunk onto the shafts by 
hydraulic pressure. Pins are not to be used to secure the liners. 


4.14.9 Effective means are to be provided for preventing 
water from reaching the shaft at the part between the after 
end of the liner and the propeller boss. 


4.15 Intermediate bearings 


4.15.1. Long unsupported lengths of shafting are to be 
avoided by the fitting of steady bearings at suitable positions, 
see Part 13. 


4.16 Sternbushes and sterntube arrangement 


4.16.1 Where the sterntube or sternbushes are to be 
installed using a resin, of an approved type, the following 
requirements are to be met: 

(a) Pouring and venting holes are to be provided at 
opposite ends with the vent hole at the highest point. 

(b) The minimum radial gap occupied by the resin is to be 
not less than 6 mm at any one point with a nominal resin 
thickness of 12 mm. 

(c) In the case of oil lubricated sterntube bearings, the 
arrangement of the oil grooves is to be such as to 
promote a positive circulation of oil in the bearing. 

(d) Provision is to be made for the remote measurement of 
the temperature at the aft end of the aft bearing, with 
indication and alarms at the control stations. 


4.16.2 The length of the bearing in the sternbush next to 

and supporting the propeller is to be as follows: 

(a) For water lubricated bearings which are lined with rubber 
composition or staves of approved plastics material, the 
length is to be not less than four times the diameter 
required for the screwshaft under the liner. 

(o) For water lubricated bearings lined with two or more 
circumferentially spaced sectors, of an approved plastics 
material, without axial grooves in the lower half, the length 
of the bearing is to be such that the nominal bearing 
pressure will not exceed 0,55 N/mm2. The length of the 
bearing is to be not less than twice its diameter. 

(c) For bearings which are white-metal lined, oil lubricated 
and provided with an approved type of oil sealing gland, 
the length of the bearing is to be approximately twice the 
diameter required for the screwshaft and is to be such 
that the nominal bearing pressure will not exceed 
0,8 N/mm2. The length of the bearing is to be not less 
than 1,5 times its diameter. 

(d) For bearings of cast iron and bronze which are oil 
lubricated and fitted with an approved oil sealing gland, 
the length of the bearing is, in general, to be not less 
than four times the diameter required for the screwshaft. 

(e) Oil lubricated non-metallic bearings are to be manufactured 
from an approved material. The length of the bearing is to 
be such that the maximum approved bearing pressure is 
not exceeded for any limiting length to diameter ratio. 


4.16.3 Sternbushes are to be adequately secured in 
housings. 


4.16.4 Forced water lubrication is to be provided for all 
bearings lined with rubber or plastics. The supply of water may 
come from a circulating pump or other pressure source. Flow 
indicators are to be provided for the water service to plastics 
and rubber bearings. The water grooves in the bearings are to 
be of ample section and of a shape which will be little affected 
by weardown, particularly for bearings of the plastics type. 


4.16.5 The shut-off valve or cock controlling the supply of 
water is to be fitted directly to the after peak bulkhead, or to 
the sterntube where the water supply enters the sterntube 
forward of the bulkhead. 


4.16.6 Oil sealing glands must be capable of accommo- 
dating the effects of differential expansion between hull and 
line of shafting for all sea temperatures in the proposed area 
of operation. This requirement applies particularly to those 
glands which span the gap and maintain oiltightness between 
the sterntube and the propeller boss. 


4.16.7. Where a tank supplying lubricating oil to the 
sternbush is fitted, it is to be located above the load waterline 
and is to be provided with a low level alarm device in the 
machinery space, see a/so 5.1.1. 


4.16.8 Where sternbush bearings are oil lubricated, 
provision is to be made for cooling the oil by maintaining water 
in the after peak tank above the level of the sterntube or by 
other approved means. Means for ascertaining the tempera- 
ture of the oil in the sterntube are also to be provided. 
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4.16.9 Where an *IWS (|In-water Survey) notation is to be 
assigned, means are to be provided for ascertaining the 
clearance in the sternbush with the vessel afloat. 


4.17 Vibration and alignment 


4.17.1 For the requirements for torsional, axial and lateral 
vibration, and for alignment of the shafting, see Part 13. 


a Section 5 
Control and monitoring 


5.1 Unattended machinery 


5.1.1 Where sterntube lubrication oil systems are fitted 
with automatic or remote controls so that under normal 
operating conditions they do not require any manual interven- 
tion by the operators, they are to be provided with the alarms 
indicated in Table 2.5.1. 


Table 2.5.1 Alarms 


Item 


6.3.2 For the survey and testing of shaft material, see the 
Rules for Materials. 


6.4 Sternbushes and sterntube arrangement 


6.4.1 For service craft less than 24 m, the requirements 
of 4.16.1 do not apply. Sterntube bearings of approved 
plastics materials are to be installed so as to ensure a supply 
of water for lubrication in accordance with the bearing 
manufacturer’s recommendations. 


6.4.2 The aftermost propeller shaft bearing in the 
sterntube is to be secured to prevent rotational and axial 
movement. 


6.4.3 For service craft less than 24 m, the requirements 
of 4.16.8 do not apply. 


6.4.4 The lubrication of propulsion shafting bearings on 
SES craft less than 24 m will be considered. 
6.5 Alarms 


6.5.1 The requirements of 5.1.1 do not apply to service 
craft less than 24 m. 


Sterntube lubricating oil tank level 


Sterntube bearing temperature 
(oil lubricated) 


EJ Section 6 
Requirements for craft which are 
not required to comply with the 
HSC Code 


6.1 General 

6.1.1 Service craft of less than 24 m do not have to 
comply with 1.3.1 in respect of emergency operation of 
clutches on single screw installations. 

6.2 Details to be submitted 

6.2.1 The corrosion fatigue strength of corrosion resistant 
shaft material need not be submitted if the material is as 
shown in Table 2.4.1, see also 2.2. 


6.3 Materials 


6.3.1 The proposals to use extruded non-ferrous or 
composite materials will receive special consideration. 
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mid-chord line 
7 Requirements for craft which are not required 


to comply with the HSC Code 


a Section 1 
General requirements 


1.1 Application 


hell This Chapter is to be read in conjunction with the 
General Requirements for Machinery in Part 9. 


1.2 Power ratings 


1.2.1 In this Chapter where the dimensions of main 
propulsion components are determined from shaft power, P, 
in KW, and revolutions per minute, R, the values to be used 
are those defined in Part 9. 


1.3 Highly skewed propellers 


7.3.1 The maximum skew angle of a propeller blade is 
defined as the angle, in projected view of the blade, between 
a line drawn through the blade tip and the shaft centreline and 
a second line through the shaft centreline which acts as a 
tangent to the locus of the mid-points of the helical blade 
sections, see Fig. 1.1.1. 


1.4 Supercavitating propellers 
1.4.1 A supercavitating propeller is defined as one in 


which the sheet cavity is designed to cover the entire blade 
width over at least the outer 50 per cent of the blade span. 


4390/170 


Projected view 


Fig. 1.1.1 


Definition of skew angle 


a Section 2 
Plans and particulars 


2.1 Particulars to be submitted 


2.1.1 At least three copies of the following plans and 
information are to be submitted. 


2.2 Plans 


2254 A plan of the propeller, together with the following 

particulars is to be submitted: 

a) Maximum blade thickness of the expanded cylindrical 
section considered, in mm, excluding any allowance for 
fillet, 7, in mm. 

b) Maximum shaft power, P, in kW, see Part 9. 

c) Estimated craft speed at design loaded draught in the 
free running condition at maximum shaft power and 
corresponding revolutions per minute (see (b) and (d)). 

d) Revolutions per minute of the propeller at maximum 
power, R. 

e) Propeller diameter, D, in metres. 

f) Pitch at 25 per cent radius (for solid propellers only), 
Po,25, in metres. 

g) Pitch at 35 per cent radius (for controllable pitch 
propellers only), Pg,35, in metres. 

h) Pitch at 60 per cent radius, Po 6, in metres. 

(j) | Pitch at 70 per cent radius, P97, in metres. 
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(k) Length of blade section of the expanded cylindrica 
section at 25 per cent radius ( for solid propellers only), 
Los, inmm. 

() Length of blade section of the expanded cylindrica 
section at 35 per cent radius (for controllable pitch 
propellers only), Lo 35, in mm. 

(m) Length of blade section of the expanding cylindrica 
section at 60 per cent radius, Lo g, in mm. 

(n) Rake at blade tip measured at shaft axis (backward rake 
positive, forward rake negative), A, in mm. 

(0) Number of blades, N. 

(co) Developed area ratio, B. 

(q) Material: type and specified minimum tensile strength. 

(r) 

(s 


Skew angle, 0,, in degrees, see Fig. 1.1.1. 
) Connection of propeller to shaft- details of fit, push up 

and securing. 

(t) Keyed connection details. 

(u) Details of control/hydraulic system and pressures for CP 
Propellers actuating mechanisms. 

(v) Inertia of propeller assembly, kgm2. 

(w) Total mass of propeller assembly, kg. 


2.2.2 For propellers having a skew angle equal or greater 
than 50° in addition to the particulars detailed in 2.2.1 details 
are to be submitted of: 

(a) Full blade section details at each radial station defined 
for manufacture. 

(bo) A detailed blade stress computation supported by the 
following hydrodynamic data for the ahead mean wake 
condition and when absorbing full power: 

(i) Radial distribution of lift and drag coefficients, 
section inflow velocities and hydrodynamic 
pitch angles. 

(ii) | Section pressure distributions calculated by either 
an advised viscid or viscous procedure. 


2.3 Calculations and information 


2.3.1 In cases where the craft has been the subject of 
model wake field tests a copy of the results is to be submitted. 


2.3.2 The following information is to be submitted as 

applicable: 

e For controllable pitch propellers plans (in diagrammatic 
form) of the hydraulic systems together with pipe 
material and working pressures. 

e —_ Details of contro! engineering aspects in accordance with 
Part 16. 

e Calculations, or relevant documentation indicating the 
suitability of all components for short term high power 
operation. 

e Where undertaken, fatigue strength analysis of 
components indicating a factor of safety of 1,5 at the 
design loads. 

e For cases where the propeller material is not specified in 
Table 1.3.1, details of the chemical composition, 
mechanical properties and density are to be provided, 
together with results of fatigue tests in sea water in order 
to assign a value for U. 


| Section 3 
Materials 


3.1 Castings for propellers 


3.1.1 Castings for propellers and propeller blades are to 
comply with the requirements of the Rules for the Manufacture, 
Testing and Certification of Materials (hereinafter referred to as 
the Rules for Materials). The chemical composition and 
mechanical properties of steel castings are given in Ch 4,5 of 
the Rules for Materials and those of the copper alloys are given 
in Ch 9,1 of the Rules for Materials. 


3.1.2 The specified minimum tensile strength of the 
castings is to be not less than stated in Table 1.3.1. 


Table 1.3.1 Materials for propellers 


Specified G U 
minimum 


Material tensile Density Allowable 
strength g/cm? stress 


N/mm2 N/mm?2 


Carbon steels 


Low alloy steels 


13% chromium stainless 
steels 


Chromium — nickel 
austenitic stainless steel 


Duplex stainless steels 


Grade Cu 1 
anganese bronze 
igh tensile brass) 


rade Cu 2 
i-Manganese bronze 
igh tensile brass) 


rade Cu 3 
i-Aluminium bronze 


rade Cu 4 
n-Aluminium bronze 


3.1.3 Where propellers of carbon and low alloy steels 
shown in Table 1.3.1 are provided with an approved method 
of cathodic protection, special consideration will be given to 
the value of U. 
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a Section 4 
Propeller design 


4.1 Minimum blade thickness 


4.1.1 For propellers having a skew angle of less than 25° as 
defined in 1.3.1, the minimum blade thickness, 7, of the propeller 
blades at 25 per cent radius for solid propellers, 35 per cent 
radius for controllable pitch propellers, neglecting any increase 
due to fillets, and at 60 per cent radius, is to be not less than: 


KCA 3150MP 
7 + 100 4 ————_ _ mm 
EFULN EFRULN 
L = Lo25, Logs, or Lo.¢, as appropriate 
3R2 
kK GBD°R: 
675 
G = density, in g/cm, see Table 1.3.1 
U 


= allowable stress, in N/mm2, see 4.1.2, 4.1.3, 4.1.4 
and Table 1.3.1. 


actual face modulus 

0,0972 L 
For aerofoil sections with and without trailing edge 
washback, EF may be taken as 1,0 and 1,25 
respectively. 


m 
| 


For solid propellers at 25 per cent radius 


Gedo 
P, 
F = 2408 
D 
P 
M = 1,0 3,75D 428 0,25 
Po 


For controllable pitch propellers at 35 per cent radius 
C =1,4 


P 
= + 1,6 
D 
5D P 
MU 21352 —— 436 = 
Pov D 


For all propellers at 60 per cent radius 


C =1,6 
P 

Fo 25 
D 


5D P 
{382 —— 44.05 —2 


M 
Poz D 


4.1.2 The fillet radius between the root of a blade and the 
boss of a propeller is to be not less than the Rule thickness of 
the blade or equivalent at this location. Composite radiused 
fillets or elliptical fillets which provide a greater effective radius 
to the blade are acceptable and are to be preferred. Where 
fillet radii of the required size cannot be provided, the value of 
U is to be multiplied by 


(r) 


where 


if proposed fillet radius at the root, in mm 

T Rule thickness of the blade at the root, in mm. 
Where a propeller has bolted-on blades, consideration is also 
to be given to the distribution of stress in the palms of the 
blades. In particular, the fillets of recessed bolt holes and the 
lands between bolt holes are not to induce stresses which 
exceed those permitted at the outer end of the fillet radius 
between the blade and the palm. Counterbored bolt holes in 
blade flanges are to be provided with adequate fillet radii at 
the bottom of the counter bore. 


4.1.3 The value U may be increased by 10 per cent for 
twin screw and outboard propellers of triple screw craft. 


4.1.4 For propellers having skew angles of 25° or greater, 
but less than 50°, the mid chord thickness, T.9,6, at the 
60 per cent radius is to be not less than: 


Tk0,6 = 0,54To.6 \/(1 + 0,18.) mm 


The mid chord thickness, Ts, root, at 25 Or 35 per cent radius, 
neglecting any increase due to fillets, is to be not less than: 


4 
Ts root = 9:7 5T root 4/(1 + 0,103) mm 


0, = proposed skew angle as defined in 1.3.1 

= thickness at 60 per cent radius, calculated by 4.1.1 

= thickness at 25 per cent radius or 35 per cent 
radius, calculated by 4.1.1 

The thickness at the remaining radii are to be joined by a fair 

curve and the sections are to be of suitable aerofoil section. 


eS) 
Oo ® 
©: 
3 
| 


4.1.5 Results of detailed calculations where carried out, 
are to be submitted. 


4.1.6 Where the design of a propeller has been based on 
analysis of reliable wake survey data in conjunction with a 
detailed fatigue analysis and is deemed to permit scantlings 
less than required by 5.1.1, a detailed stress analysis for the 
blades is to be submitted for consideration. 


4.2 Interference fit of keyless propellers 


4.2.1 The symbols used in 4.2.2 are defined as follows: 
d, = diameter of the screwshaft cone at the mid-length 
of the boss or sleeve, in mm 
d3 = outside diameter of the boss at its mid-length, in mm 


d,; = bore diameter of screwshaft, in mm 
d 
kg = = 
dy 
dij 
[ See 
dj 
ral Ge *")) 
= —— (-14 \/14+V, |—~ +1 
< A; 91 V4 { "\ve 
A, = contact area fitting at screwshaft, in mm? 


1 1 -fier 
Bz = | 2 v3) a ( “0 
Ex kg -1 E, 1=/2 
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C = O for turbine installations or electric propulsion 


vibratory torque at the service speed 
mean torque at the service speed 


for oil 


engine installations 

E, = modulus of elasticity of screwshaft material, in 
N/mm 

F, = modulus of elasticity of propeller material, in N/mm? 


2000Q 
Fee (140) 
ay 


M_ = propeller thrust, in N 
Q = mean torque corresponding to P and RF as defined 


in Part 9, in Nm 
T, = temperature at time of fitting propeller on shaft, 
in°C 
VY, == 061 # } -1 
9; 
a, = coefficient of linear expansion of screwshaft material, 
in mm/mm/°C 
a3 = Coefficient of linear expansion of propeller material, 
in mm/mm/°C 
0, = taper of the screwshaft cone, but is not to exceed 
1 r 
=~ on the diameter, i.e. 0, < — 
15 ° e diameter, i.e. 0; F 
iy = coefficient of friction for fitting of boss assembly on 
shaft 
= 0,13 for oil injection method of fitting 
v; = Poisson's ratio for screwshaft material 


v3 = Poisson’s ratio for propeller material. 


4.2.2 Where it is proposed to fit a keyless propeller by the 
oil shrink method, the pull-up, 6 on the screwshaft is to be not 
less than: 
ei 
5 = om (0, Bs + (43-04) (85-T})) mm 
The yield stress or 0,2 per cent proof stress, oo, of the 
propeller material is to be not less than: 


0,56 3kn4 + 1 
44 (S80 re (1 -04)) vena 


N/mm2 


lo¥e) = 
where 
5p = proposed pull-up at the fitting temperature. 
The start point load, W, to determine the actual 
pull-up is to be not less than: 


0 18 
Ww = A,(0,002 + St )( + B(ag-a))) N. 
1 5G Py B, °° 1) 


4.3 Keyed propellers pushed up by an hydraulic 
nut 


4.3.1 Calculations are to be undertaken to show that the 
proof stress of the boss material is not exceeded in way of the 
keyway root fillet radius. In order to reduce the likelinood of 
frettage a grip stress of not less than 20 N/mm? between boss 
and shaft is to be achieved. 


4.4 Propeller boss 


4.4.1 The forward edge of the bore of the propeller boss 
is to be rounded to a 6 mm radius. In the case of keyed 
propellers, the length of the forward fitting surface is to be 
about one diameter. 


4.4.2 Drilling holes through propeller bosses is to be 
avoided, except where it is essential to the design. 
4.5 Fixed and steering nozzles 


4.5.1 The requirements for scantlings for fixed and 
steering nozzles are given in Pt 3, Ch 3,4. 


LJ Section 5 
Piping systems 


5.1 General 


5.1.1 The piping system for a controllable pitch propeller is 
to comply with the general design requirements given in Part 15. 


S12 The specific requirements for lubricating hydraulic 
oil systems and standby arrangements are given in Part 15. 


5:13 The hydraulic power operating systems are to be 
provided with arrangements to maintain the cleanliness of the 
hydraulic fluid, taking into consideration the type and design 
of the hydraulic system. 


a Section 6 
Control and monitoring 


6.1 General 


6.1.1 Control and monitoring is to comply with the 
requirements of Pt 16, Ch 1. 


6.2 Automatic and remote controls 


6.2.1 Where controllable pitch propellers are fitted with 
automatic or remote controls so that under normal operating 
conditions they do not require any manual intervention by the 
operators, they are to be provided with the alarms and safety 
arrangements required by 6.2.2, 6.2.3 and Table 1.6.1. 


6.2.2 For controllable pitch propellers for main propul- 
sion, a standby or alternative power source of actuating 
medium for controlling the pitch of the propeller blades is to 
be provided. Automatic start of the standby pump supplying 
hydraulic power for pitch control is to be provided. 
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Table 1.6.1 Alarms 7.2 Alternative materials and design 
Item Alarm 7.2.1 Propellers made from materials not listed in the 


Hydraulic system Low 
pressure 


Hydraulic oil supply Low 
tank level 


Where an oil cooler 
temperature is fitted 


Hydraulic oil High 


Power supply to the Failure 
control system 


Failure of any power 
supply to a control 
between the remote system is to operate 
control station and an audible and visual 
hydraulic actuator alarm 

See Part 16 


Propulsion motor Overload 


6.2.3 For controllable pitch propellers, a shaft speed 
indicator and a pitch indicator which shows the degree of 
pitch as a measure of the propeller blade or actuator 
movement are to be provided at each station from which it is 
possible to control shaft speed or propeller pitch. 


2) Section 7 
Requirements for craft which are 
not required to comply with the 
HSC Code 


7.1 Propellers not exceeding one metre in 
diameter 


7.1.1 The materials and the scantlings need not comply 
with Sections 1 to 3 inclusive or 4.1 to 4.3 inclusive. 


7.1.2 Propellers for service craft less than 24 m and main 
engine power output not exceeding 500 kW are to be 
manufactured from materials in accordance with the Rules for 
Materials at a works recognised for the quality of its casting 
and machining, and be free from defects. 


7.1.3 Certificates of construction are not required. 


7.1.4 Specific requirements for the piping systems are 
given in Part 15. 


7:15 The alarm and monitoring arrangements, and for 
controllable pitch propellers, the safety arrangements and 
standby power sources, will be specially considered, see also 
Part 16. 


Rules for Materials or of unusual form or design will be 
specially considered. 
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Section 

1 Scope 

2 General requirements 

3 Design requirements 

4 Piping systems 

5 Control and monitoring 

6 Electrical systems 

7 Inspection testing and fitting of waterjets 
8 Installation, maintenance and replacement 


a Section 7 


Scope 
1.1 General 
detal For the purposes of these Rules, a waterjet propul- 


sion unit is described as a machine which takes in water, by 
means of a suitable inlet and conduit, and accelerates the 
mass of water using an impeller and nozzle to form a jet 
propulsion system. The waterjet system comprises the unit 
and its associated actuation and control devices. The detail 
of the prime mover is excluded but not its effect on the water- 
jet system. 


LA This Chapter defines the requirements for the 
design and service life of marine waterjet propulsion systems 
and is to be read in conjunction with the General 
Requirements for the Design and Construction of Machinery 
in Chapter 1. 


1.7.3 The requirements for a fixed or steerable waterjet 
propulsion system rated at 500 kW and above, which is 
integral with the ship’s hull structure and forms a means of 
main propulsion, are detailed in this Chapter. This includes 
support arrangements, controls and the systems necessary 
to maintain operation and functionality of the waterjet unit. 


1.1.4 These requirements relate to waterjets driven by 
axial or mixed flow pumps. Where units driven by radial flow 
pumps or inducers are proposed, details are to be submitted 
for consideration. 


a Section 2 
General requirements 


2.1 Waterjet arrangement 


Zeb In general, for a ship to be assigned an unrestricted 
service notation, a minimum of two waterjet systems is to be 
provided where these form the sole means of propulsion. For 
ships where a single waterjet system is the sole means of 
propulsion, a detailed engineering and safety justification is to 
be evaluated by LR, see 2.3.22. This evaluation process will 
include a risk analysis, using a recognised technique to verify 
that sufficient levels of redundancy and monitoring are 
incorporated in the waterjet unit’s essential support systems 
and operating equipment. 


2.1.2 Waterjet propulsion units are to be capable of 
continuous operation between their maximum and minimum 
output power rating at specified operating conditions, see 
Ch 1,3 and within the operational service profiles defined by 
2.3.11 and 2.3.12. 


2.1.3 It is the Shipbuilder’s responsibility to ensure that all 
of the installed equipment is suitable for operation in the 
location and under the environmental conditions defined in 
Chapter 1. Where anticipated environmental conditions are 
outside these limits or where additional conditions are to be 
considered, such as vibration and impulsive accelerations, 
requirements and details of compliance are to be submitted to 
LR. 


2.2 Plans to be submitted 


2.2.1 Plans, in triplicate, and information as detailed 
below and in 2.3 and 2.4 are to be submitted for considera- 
tion. 


2.2.2 General arrangement plans showing details of the 
following: 

a) Shafting assembly indicating bearing positions. 

b) Steering assembly. 


c) Reversing assembly. 
d) Shaft sealing arrangement assembly. 
e) Longitudinal section of the complete waterjet unit. 


2.2.3 Detailed and dimensioned plans indicating scant- 
ings, materials of construction and, where applicable, surface 
finish of the following: 

a) Arrangement of the system, including the intended 
method of attachment to the hull and building-in, tunnel 
geometry, shell openings, method of stiffening, rein- 
forcement, etc. 

b) All torque transmitting components, including the 
shafting system, impeller and stator if fitted. 

c) Steering components, together with a description and 
line diagram of the control circuit. This is to include steer- 
able exit waterjet nozzles where fitted. 

d) Components of the retractable buckets where these are 
used for providing astern thrust. 

e) The bearing or bearings absorbing the thrust and 
supporting the impeller, together with the method of 
lubrication. 
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(f) Details of any shafting support or guide vanes used in 
the waterjet system. 


2.2.4 Schematic plans of the lubrication and hydraulics 
required for steering/reversing systems, together with pipe 
material, relief valves and the working pressures required. 


2.3 Calculations and information 


2.3.1 Strength calculations based on fatigue considera- 

tions incorporating the maximum continuous torque rating 

and the most ‘onerous’ operating condition, see 2.3.12, 

including any short-term high power operation, and including 

the effects of mean and fluctuating loads, transitory loadings, 
residual stress allowances, and stress raisers, for the follow- 
ing components: 

(a) Impeller, stator and any bolting arrangements 
supporting propulsion or steering loads. 

(b) Shaft supports and coupling arrangements. 

c) Inlet guide vanes, if fitted. 

(d) Steering components, including the lugs of steerable 
nozzles where fitted. 

(e) Retractable buckets and associated mechanisms which 
are used to provide astern thrust. A calculation of the 
hydrodynamic transient loads is to be made for each 
design and is to include the full ahead to full astern 
condition. The calculation procedure used is to be 
supported, where possible, with full scale or model test 
data, or satisfactory service experience, to validate the 
design method. 


2.3.2 Calculations supporting the connection method of 
the impeller to the shaft including details of the fit, push-up, 
securing, bolting arrangements, etc. In addition, where 
lengths of shafts are joined using couplings of the shrunk 
element type, full particulars of the method of achieving the 
grip force. 


2.3.3 Calculations relating to the design of the shaftline 
as evidence of compliance with Pt 11, Ch 2. 


2.3.4 Torsional vibration calculations of the complete 
dynamic system in accordance with the relevant requirements 
included in Pt 18, Ch 1. 


2.3.5 Shaft lateral vibration calculations where required 
by Pt 13, Ch3. 


2.3.6 Calculations of the tunnel strength and supporting 
structure. 


2.3.7 A calculation to determine the stresses within the 
impeller blade. 


2.3.8 A calculation of the blade natural frequency for the 
impeller blades. 


2.3.9 A calculation of the relative blade passing frequency 
between the rotor and stator blades. 


2.3.10 The value of the fluctuating stresses during one 
revolution of the impeller and from transient loadings. 


2.3.11 Details of the power/speed range of operation, indi- 
cating the maximum continuous torque rating, together with 
the associated thrusts; this information may be presented in 
the form of a characteristic curve for the waterjet. 


2.3.12 The waterjet thrust for the assessment of the 

strength condition being considered is to be as follows: 

(a) For ships which are intended to operate predominantly in 
a free-running condition and at steady service condi- 
tions, the waterjet thrust is to correspond to the 
absorption of the maximum continuous shaft power and 
corresponding revolutions per minute, giving the maxi- 
mum torque for which the shaft system is approved. 

(b) For ships which are designed for several operating 
conditions, the maximum thrust associated with these 
conditions and the absorption of the corresponding 
power, in addition to the maximum continuous powering 
condition, are to be used in the calculation. 

(c) The justification for the thrust selected is to be submitted 
for consideration in the approval process and this is to 
include the ship type and the ship speed at the condi- 
tions considered. 


2.3.13  Ajustification that the waterjet system will meet the 
self-priming criteria, see 3.1.6. 


2.3.14 Specifications of materials and NDE procedures for 
components essential for propulsion and steering operation 
and, in the case of the impeller and stator, the yield strength 
and the fatigue characteristics of the material intended for 
their manufacture. 


2.3.15 Adetailed weld specification where an impeller has 
welded blades. 


2.3.16 Full details of the means of corrosion protection in 
the case of carbon or carbon manganese steel shafts. 
Alternatively, where it is proposed to use composite shafts, 
details of the connections at flanges, materials, resin, lay-up 
procedures, quality control procedures and documentary 
evidence of fatigue endurance strength is to be provided. 


2.3.17 Dry impeller mass and polar moment of inertia. 


2.3.18 The prime mover type and designation. 


2.3.19 Details of the control engineering aspects of the 
system design in accordance with Pt 16, Ch 1. 


2.3.20 The tolerance specification, agreed between the 
manufacturer and the Shipbuilder or Owner, to which the 
components of the unit are to be manufactured is to be 
defined together with a justification. 


2.3.21 Details of the waterjet’s loading reactions together 
with the positions of application within the hull and is to 
include the maximum applied thrust, tunnel pressures, 
moments and forces imposed on the ship. 


2.3.22 The waterjet unit’s rated flow and head. 


LLoyD’s REGISTER 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Waterjet Systems 


Part 12, Chapter 2 


Sections 2 & 3 


2.3.23 Where an engineering and safety justification report 

is required, the following supporting information is to be 

submitted: 

e A Failure Mode and Effects Analysis report (FMEA), see 
2.4. 

e —_ Design standards and assumptions. 

e Limiting operating parameters. 

e <Astatement and evidence in respect of the anticipated 
reliability of any non-duplicated components. 


2.3.24 | Recommended installation, inspection, maintenance 
and component replacement procedures. This is to include 
any in-water engineering procedures where recommended by 
the waterjet manufacturer. 


2.3.25 — All transient loads which the steering unit is likely to 
experience from manoeuvring, accelerating, decelerating and 
the sea conditions. 


2.4 Failure Mode and Effects Analysis 
(FMEA) 


2.4.1 An FMEA is to be carried out where a single water- 
jet system is the ship’s sole means of propulsion, see 2.2.3. 
The FMEA is to identify components where a single failure 
could cause the loss of all propulsion and/or steering 
capability and the proposed arrangements for preventing and 
mitigating the effects of such a failure. 


2.4.2 The FMEA is to be carried out using the format 
presented in Table 22.2.1 in Chapter 22 of the Rules and 
Regulations for the Classification of Ships (hereinafter referred 
to as the Rules for Ships) or an equivalent format that 
addresses the same reliability issues. Analyses in accordance 
with IEC 60812 Analysis for System Reliability — Procedure for 
Failure Mode and Effects Analysis, or the IMO Code of Safety 
for High Speed Craft, 2000, Annex 4 — Procedures for Failure 
Mode and Effects Analysis, would be acceptable. 


2.4.3 The FMEA is to be organised in terms of equipment 
and function. The effects of item failures at a stated level and 
at higher levels are to be analysed to determine these effects 
on the system as a whole. Actions for mitigation of the effects 
of failure are to be determined, see 2.4.1. 


2.4.4 The FMEA is to: 
(a) identify the equipment or sub-system and mode of 
operation; 

(b) identify potential failure modes and their causes; 

c) evaluate the effects on the system of each failure mode; 

(d) identify measures for reducing the risks associated with 
each failure mode; 

(e) identify measures for preventing failure; and 

(f) identify trials and testing necessary to prove conclusions. 


2.4.5 At sub-system level it is acceptable, for the 
purposes of these Rules, to consider failure of equipment 
items and their functions. It is not required that the failure of 
components within that equipment item be analysed, see 
Ch 22,2.1.5 of the Rules for Ships. 


2.4.6 Where a FMEA is used for consideration of systems 
that depend on software-based functions for control or 
co-ordination, the analysis is to investigate failure of the 
functions rather than a specific analysis of the software code 
itself. 


| Section 3 
Design requirements 


3.1 General 


lA The arrangement of waterjet units is to be such that 

the ship can be satisfactorily manoeuvred to a declared 

performance capability. The operating conditions covered are 
to include the following: 

a) Maximum continuous shaft power/speed to the impeller 
in the ahead condition at the declared steering angles 
and conditions. 

b) Manoeuvring speeds of the impeller shaft and/or reversing 
mechanism in the ahead and astern direction at the 
declared steering angles and sea conditions. 

c) The stopping manoeuvre described in Pt 9, 

Ch 2,8.2. 
d) Astern running conditions for the craft. 


3.1.2 The mean loadings are those loadings induced by 
the waterjet absorbing the mean torque supplied by the prime 
mover. 


3.1.3 Fluctuating loads are defined as those loads which 
occur during one revolution of the impeller due to cyclic vari- 
ations. For example, the spatial flow variations and torsional 
vibration at nominally steady state operating conditions. 


3.1.4 Transient loads are defined as those loadings 
resulting from acceleration and deceleration of the ship, 
manoeuvring, Seaway conditions and other similar forms of 
loading. This also includes any significant back-pressure 
effects developed from the operation of the reversing bucket, 
if fitted. 


3.1.5 To ensure self-priming of the waterjet unit, the shaft 
centreline of the unit is to be lower than the light draught static 
waterline of the ship. In cases where this is either impracticable 
or undesirable, the distance of the impeller shaft centreline 
above the ship’s light draught waterline is to be less than or 
equal to 10 per cent of the pump inlet diameter. 


3.1.6 Provision is to be made to allow for the in-service 
visual inspection of the complete blade surfaces of both the 
impeller and stator blades using either a direct visual or 
borescope inspection technique. 


3.2 Shaftline 


3.2.1 The diameter of the shaftline components are to 
comply with Pt 11, Ch 2. For calculation purposes the shaft 
carrying the impeller is to be taken as equivalent to a screw- 
shaft. 
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3.2.2 Where it is proposed to use carbon or carbon 
manganese steel shafts which may be in contact with sea- 
water, these are to be protected. 


3.2.3 The diameter of unprotected screwshafts of 
corrosion-resistant material is not to be less than that given in 
Pt 11, Ch 2,4.4.7. 


3.2.4 The use of composite shafts is permitted, see 
2.3.16. 


3.2.5 Where lengths of shafts are joined using couplings 
of the shrunk element type, a factor of safety, based upon the 
mean plus the vibratory and transient torques, against slip- 
page of 2,0 is to be achieved for couplings which are located 
inboard and 2,5 for couplings which are located outboard. 


3.2.6 Where shaftline components are bolted together, 
the design of the bolted connection should demonstrate a 
factor of safety of 1,5 when considered in the context of the 
mean, fluctuating and transitory loadings. 


BAL If a keyed fitting of the impeller to the shaft is 
contemplated, then the requirements of Pt 11, Ch 2,4.12 are 
to be satisfied. 


3.2.8 Where it is proposed to fit a Keyless impeller, the 
fitting is to comply with the requirements of Ch 1,4.2, as appli- 
cable, excluding the requirements for Ice Class. Use of the 
words ‘propeller’ and ‘screwshaft’ are to be taken as meaning 
‘impeller’ and ‘impellershaft’ respectively. 


3.3 Shaft support system and guide vanes 


3.3.1 In cases where the shaft requires support from the 
tunnel walls ahead of the impeller or, alternatively, where guide 
vanes are required to assist the flow around a bend in the 
ducting system, the supports or guide vanes are to be 
suitably aligned to the flow and have suitably rounded lead- 
ing and trailing edges or be of an aerofoil section. 


3.3.2 n general, the fillet radius should be greater than or 
equal to the maximum thickness of the vane or support at that 
location. Smaller radii may be considered, for which the 
results of an approved measurement programme or calcula- 
tion procedure are to be submitted. In all cases, a factor of 
safety of at least 1,5 is to be demonstrated for the maximum 
designed operating conditions. 


3.3.3 A facility for the inspection of the supports or guide 
vanes is to be provided, which will allow either direct visual or 
borescope inspection of these components and their transi- 
tion to other members. 


3.4 Impeller 


3.4.1 A calculation to determine the stresses within the 
impeller blades is to be carried out which takes into account 
the mean blade loading, fluctuating loadings, transient loads 
and centrifugal force. The computations may be accomplished 
by either classical methods or numerical analysis. Designs of 
waterjet systems which have been based on a combination 
of computational fluid dynamics and finite element methods 
will be considered. However, it will be necessary to 
demonstrate to the satisfaction of LR that the formulation of 
the methods used has been correlated with previous full scale 
measurement or other calculation experience. 


3.4.2 For the purposes of the calculation required by this 
sub-Section, the fluctuating stresses during one revolution of 
the impeller is to be taken as 20 per cent of the maximum 
mean stress, and the stresses from transient loadings are to 
be taken as 15 per cent of the hydrodynamic mean stress, 
unless otherwise specified by the designer. 


3.4.3 The fatigue assessment of the impeller blades is to 
be based on the stress in the root sections, excluding the 
influence of the blade root fillets. This assessment is to include 
the following components: 

e — the maximum stresses derived from the mean loading, 
including both the hydrodynamic and centrifugal 
components; 

e the amplitude of the fluctuating stresses during one 
revolution of the impeller; 

e the stresses derived from transient loading and an 
allowance for any residual stresses in the material. 

It is permissible to combine the variable components of stress 

in a linear fatigue damage accumulation assessment proce- 

dure. A factor of safety of at least 1,5 against fatigue failure is 
to be demonstrated for the maximum continuous rating 

condition or any other more onerous condition, see 3.1.1. 


3.4.4 In general, the fillet radius is to be greater than the 
maximum thickness of the impeller blade at that location. 
Composite radiused fillets or elliptical fillets which provide an 
improved stress concentration factor are preferred. 


3.4.5 Where an impeller has bolted-on blades, consider- 
ation is to be given to the distribution of stress in the palms 
of the blade and in the hub and bolting arrangements. 


3.4.6 Where an impeller has welded blades, the welds 
are to be of the full penetration type or of equivalent strength. 
Where laser welding is to be used, details are to be submitted 
for consideration. 


3.4.7 The blades are to be provided with hydrodynamically 
faired leading and trailing edges which may be either of simple 
radius or of a more complex aerofoil edge form. The tip 
clearance, whilst being kept to a minimum for hydrodynamic 
purposes, is to be sufficient to allow for any transient 
vibrational behaviour, axial shaft movement or differential 
thermal expansion. 
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Waterjet Systems 


Part 12, Chapter 2 


Section 3 


3.4.8 A calculation of the blade natural frequency for the 
impeller blades is to be undertaken. The fundamental natural 
frequency in water of the blade is to be shown to lie outside 
any expected excitation frequencies within a speed range of 
the waterjet unit and up to 10 per cent above the maximum 
impeller speed. 


3.5 Stator 


3.5.1 The stator blades, where fitted, are to be designed 
to be capable of withstanding the combined hydrodynamic 
mean, fluctuating, transient and mechanical loads, including 
any loads transmitted via shaft bearings, developed by the 
unit and reacted through the blades when the impeller is 
absorbing full power. Consideration is to be given to situations 
when the vessel is either free running or in a condition 
specified by 3.1.1 or undergoing stopping, accelerating or 
decelerating manoeuvres. A factor of safety against mechanical 
failure by yielding of the blades of 1,5 is to be demonstrated. 


3.5.2 n general, the fillet radius is to be greater than the 
maximum thickness of the blade at that location. Composite 
radiused fillets or elliptical fillets which provide improved stress 
concentration factors are preferred. 


3.5.3 f the stator ring comprises a segmented assembly, 
then consideration is also to be given to the distribution of 
stress in the various adjacent members of the overall 
assembly. 


3.5.4 A calculation of the relative blade passing frequency 
between the rotor and stator blades is to demonstrate that 
this does not coincide with the natural frequency of the stator 
blades over the speed range of the waterjet unit and up to 10 
per cent above maximum impeller speed. 


315.5 The stator blades are to be provided with 
hydrodynamically faired leading edges which may have either 
a simple radius or a more complex aerofoil edge form. 


3.5.6 Where the stator blading assembly forms part of 
the nozzle, the requirements of 3.7 are to be considered in 
association with those for the stator assembly. 


3.6 Tunnel and securing arrangements 


3.6.1 The tunnel is to be adequately supported, framed 
and fully integrated into the hull structure. The critical 
locations and integrity of the supports and framing are to be 
as specified in the FMEA and agreed by the Shipbuilder and 
LR. 


3.6.2 The tunnel and supporting structure scantlings are 
to be not less than the Rule requirements for the surrounding 
structure. The strength of the hull structure in way of tunnel(s) 
is to be maintained. The structure is to be adequately reinforced 
and compensated as necessary. All openings are to be suit- 
ably reinforced and have radiused corners. 


3.6.3 Consideration is to be given to providing the inlet to 
the tunnel with a suitable guard to prevent the ingress of large 
objects into the rotodynamic machinery. The dimensions of 
this guard, if fitted, are to strike a balance between undue 
efficiency loss due to flow restriction and viscous losses, the 
size of object allowed to pass and the susceptibility to clog 
with weed and other flow-restricting matter. 


3.6.4 The inlet profile of the tunnel is to be designed so 
as to provide a smooth uptake of the water over the range of 
vessel operating trims and avoid significant separation and/or 
cavitation of the flow which may then pass downstream into 
the rotating machinery. 


3.6.5 Design consideration is to take account of pres- 
sures which could develop as a result of a duct blockage as 
well as in relation to the axial location of rotating parts. 


3.6.6 The strength of the tunnel and supporting structure 
are to be examined by direct calculation procedures. 


3.7 Nozzle/steering arrangements 


3.7.1 In general, the steering systems and components 
are to comply with the requirements of Pt 14, Ch 1. 


3.7.2 Nozzles can be either of a fixed or steerable form. 
The design of the nozzle is to take into account fully the 
change in pressure distribution along its inner surface together 
with the other mechanical loads (e.g. stator assembly loads) 
and transient loads caused by the flow directing attachments 
which may be reacted through the body of the nozzle. In this 
analysis, the changes to the pressure distribution caused by 
transient manoeuvres are to be considered. 


3.7.3 In addition to the requirements of Pt 14, Ch 1, the 
steering mechanism and bucket are to be capable of 
maintaining the manoeuvrability of the ship in terms of 
turning circle, zig-zag and stopping requirements within the 
limits defined by IMO Resolution MSC.137(76), Standards for 
Ship Manoeuvrability. 


3.7.4 Consideration is to be given to all transient loads 
which the steering unit is likely to experience from manoeuvring, 
accelerating, decelerating and the sea conditions. 


3.7.5 The nozzle/bucket is to be given mechanical 
protection by the Shipbuilder from other impact damage such 
as collision. 


3.8 Bolts 


3.8.1 Detailed consideration and analysis is to be given 
to essential bolting arrangements in critical locations as 
specified in the FMEA and where indicated by the 
Manufacturer or Shipbuilder and agreed by LR. These are to 
include bolts used in the securing of blades or guide vanes, 
assembly of the unit in the ship and any conduit components. 
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Part 12, Chapter 2 


Sections 4 to 7 


a Section 4 
Piping systems 
4.1 General 
4.1.1 The piping systems for a waterjet unit are to comply 


with the general requirements of Pt 15, Ch 3. 


4.1.2 Lubricating and hydraulic oil systems and standby 
arrangements are to comply with the requirements of Pt 15, 
Ch 8; in addition, steering hydraulic systems are to comply 
with the applicable requirements of Pt 14, Ch 1. 


a Section 5 
Control and monitoring 
5.1 General 
5.1.1 In addition to this Section, the control engineering 


systems are to comply with Pt 16, Ch 1. 


5.1.2 Steering control for the waterjet is to be provided at 
the ship’s normal conning stations. 


5.1.3 For waterjets used as the only means of propulsion 
and steering, a standby or alternative power source for the 
actuating device, that controls the angular position and/or the 
reversing angle, is to be provided. Automatic start of the 
standby pump supplying hydraulic power for steering and 
reversing is to be provided. 


5.1.4 Means are to be provided at each control station to 


stop each waterjet. 


5.2 Monitoring and Alarms 


5.2.1 In addition to the requirements of Pt 14, Ch 1, 


alarms and monitoring requirements are indicated in 5.2.2 to 
5.2.4 and Table 12.5.1. 


Table 12.5.1 Alarms 


Item 


Alarm 


5.2.2 An indication of the angular position of the nozzle 
is to be provided at each station from which it is possible to 
control the direction of thrust from the units. 


5.2.3 An indication of both the required and actual revers- 
ing bucket position is to be provided at each station from 
which it is possible to control the reversal of thrust. 


5.2.4 All alarms associated with waterjet unit faults are to 
be indicated individually at the control stations and in accor- 
dance with the alarm system specified by Pt 16, Ch 1. 


| Section 6 

Electrical systems 
6.1 Installation and distribution arrangements 
6.17.1 The electrical installation is to comply with the 


relevant sections of Pt 16, Ch 2. 


6.1.2 Waterjet auxiliaries and controls are to be served by 
individual circuits. Services that are duplicated are to be 
separated throughout their length as widely as practicable and 
without the use of common feeders, transformers, converters, 
protective devices or control circuits. 


a Section 7 
Inspection, testing and fitting of 
waterjets 

7.1 General 

ede The finished impeller is to be statically balanced on 


completion of the manufacturing process and meet the 
requirements of ISO 1940 or an alternative standard 
acceptable to LR. In the case where the blade tip speed is 
greater than 60 m/s, dynamic balancing is required unless 
otherwise agreed by the Manufacturer and LR. 


Hydraulic system pressure 
Hydraulic oil supply tank level 
Hydraulic oil temperature 
Lubricating oil temperature 
Lubricating oil pressure 
Lubricating oil tank level 
Ratio of jet rom/vessel speed 


Control system failure 


Control system power supply 


Low 
Low 
High 
High 
Low 
Low 
High 
Fault 


Failure 


Where an oil cooler is fitted 


In forced lubrication systems 
Where a tank is provided 
Only if installed power per jet > 4 MW 


Includes follow-up failure of steering or reversng 
system 
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Part 12, Chapter 2 


Sections 7 & 8 


7.1.2 The following tests, markings and inspections are to 

be carried out in the presence of the Surveyor: 

(a) The balancing of the impeller or the blades. 

(ob) Non-destructive examination of the impeller blades and 
the principal component parts of the propulsion system: 
for austenitic stainless steels, see Ch 4,8, and for 
aluminium alloys, see Ch 8,3, of the Rules for Materials. 

(c) The quality of the fit of the impeller boss on the shaft 
taper. 

(d) The fitting of the impeller to the shaft and its subsequent 
functional testing. 

(e) The finished surfaces of the impeller boss, hub, conical 
bores, fillets, cones and blade surfaces are to be shown 
to conform to the tolerances specified on the impeller 
drawing. 


7.1.3 Bolts and nuts in critical locations, as specified in 
the FMEA and where indicated by the Manufacturer or 
Shipbuilder and agreed by LR, are to be equipped with 
adequate securing arrangements to the satisfaction of the LR 
Surveyor. 


7.2 Shop tests and installation of waterjet 
systems 


7.2.1 The completed waterjet unit is to undergo a 
tightness test in which an internal hydrostatic pressure of 1,5 
bar above the maximum working pressure of the unit is to be 
applied. 


C22 In cases where the impeller is fitted to the shaft 
using an interference fit, the bedding of the impeller with the 
shaft is to be demonstrated in the shop to the satisfaction of 
the LR Surveyor. Sufficient time is to be allowed for the 
temperature of the components to equalise before bedding. A 
contact marking between the bore of the impeller boss and 
the shaft surface of better than 80 per cent is to be 
demonstrated when the contact marking ink is spread thinly 
on the surface of the shaft. Alternative means for 
demonstrating the bedding of the impeller will be considered. 


7.2.3 Means are to be provided to indicate the relative 
axial position of the impeller boss on the shaft. Permanent 
reference marks are to be made on the impeller boss, shaft 
and any nut to indicate angular and axial positioning of the 
impeller. Care is to be taken in marking the inboard end of the 
shaft taper to minimise stress-raising effects. 


7.2.4 A copy of the fitting curve relative to temperature 
and means for determining any subsequent movement are to 
be placed on board. 


72:9 The impeller running clearances are to be checked 
following the installation of the unit in the ship. 


7.2.6 The thrust bearing clearances in the waterjet 
system are to be verified against the required design values. 
This is to be done following the installation of the unit in the 
ship. 


7.2.7 The piping systems are to be adequately flushed in 
accordance with the Manufacturer’s recommendations and 
the final levels of contamination recorded. Similarly, pressure 
testing of the piping systems is to comply with Pt 15, Ch 1. 


7.3 Sea trial requirements 


7.3.1 The following requirements are to be complied with: 
e Pt 9, Ch 2,8.2 for sea trials. 

e Pt 14, Ch 1,4.4 for steering trials. 

In addition, the general design capability specified in 3.1.1 is 
to be demonstrated to the Surveyor’s satisfaction. 


7.3.2 The control systems relating to the correct 
functioning of the waterjet is to be the subject of harbour and 
then sea trials. Demonstration of the requirements of Pt 16, 
Ch 1 is required and the design combinations of control 
functions are to be undertaken during the trials programme. 


7.3.3 On sea trials and under free running conditions, the 
relationship between ship speed and impeller rotational speed 
is to be verified against the waterjet’s design basis. 


7.3.4 Any trials and testing identified from the FMEA 
report, see 2.4, are to be carried out. 


a Section 8 
Installation, maintenance and 
replacement 


8.1 General 


8.1.1 All waterjet system propulsion units are to be 
provided with a copy of the Manufacturer’s installation and 
maintenance manual that is pertinent to the actual equipment. 
See 2.3.24. 


8.1.2 The manual required by 8.1.1 is to be placed on 

board and is to contain the following information: 

(a) Description of the waterjet propulsion system with details 
of function and design operating limits. This is also to 
include details of support systems such as lubrication, 
cooling and condition monitoring arrangements. 

(b) Identification of all components together with details of 
any that have a defined maximum operating life. 

(c) Instructions for installation of the system on board ship 
with details of any required specialised equipment. 

(d) Instructions for commissioning at initial installation and 
following maintenance. 

(e) Maintenance and service instructions to include inspec- 
tion/renewal of bearings and sealing arrangements. This 
is also to include component fitting procedures, clear- 
ance measurements and lubricating oil treatment where 
applicable. 

(f) | Actions required in the event of fault/failure conditions 
being detected. 

(g) Precautions to be taken by personnel working during 
installation and maintenance. 
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Thrusters Part 12, Chapter 3 
Sections 1,2&3 
Section 4 Section 2 
; General requiranients Particulars to be submitted 
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3 Materials Zeb ld . At least three copies of the following plans are to 
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2 Piping systems showing all the connections of the torque transmitting 
eee components from the prime mover to the propeller, 
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7 Electrical systems pa the nozzle ring structure and nozzle support 
8 Requirements for craft which are not required (b) Detailed and dimensional plans of the individual torque 


to comply with the HSC Code 


a Section 1 
General requirements 


1.1 Application 


LAs This Chapter is to be read in conjunction with the 
General Requirements for Machinery in Part 9. 


TeliZ This Chapter gives requirements for fixed or 
steerable thruster units (azimuth thrusters) which are used for 
propulsion and steering, and also applies to transverse 
propulsion (tunnel) thrusters which are an aid to manoeuvring. 


1.7.3 In this Chapter where the dimensions of any 
particular component are determined from shaft power, P, 
in KW, and revolutions per minute, R, the values to be used 
are those defined in Part 9. 


1.2 Redundancy 


1.2.1 A minimum of two azimuth thruster units are to be 
provided where these form the sole means of propulsion. 
Where a single azimuth thruster installation is proposed, it will 
be subject to consideration, taking into account the proposed 
restricted area notation. 


1.2.2 The failure of one azimuth thruster unit or its control 
system is not to render any other thruster inoperative. 
1.3 Inclination of craft 


1.3.1 Thruster units are to operate satisfactorily under the 
conditions as shown in Part 9. 


transmitting components. 

(c) Schematic plans of lubricating and hydraulic systems, 
together with pipe material, relief valves and working 
pressures. 


2.1.3 Tunnel thrusters. 
Structural assembly plan including connections to tunnel. 


2.2 Calculations and specifications 


2.204 At least three copies of the following information are 
to be submitted. 


2.2.2 Fixed/Azimuth propulsion thrusters 

a) Thruster prime mover type and operational power/speed 
envelope. 

b) Rating and type of motor for the azimuthing mechanism 
(e.g. type — hydraulic or electric). 

c) Gearing calculations for the azimuthing mechanism which 
is to be designed to a recognised National Standard. 

d) Bearing specifications. 

e) Details of control engineering aspects in accordance with 
Pt 16, Ch 1. 

f) Calculations indicating suitability of components for short 
term high power operation, where applicable. See 
Part 9. 

g) Where carried out in accordance with Part 9, a fatigue 
strength analysis of components indicating a factor of 
safety of 1,5 at the design loads, based on a suitable 
fatigue failure criteria. 


2.2.3 Tunnel thrusters. Specification for materials of 
gears, shafts, couplings and propeller, stock and struts. 


| Section 3 
Materials 


3.1 Azimuth thrusters 


3.7.7 The materials used in the construction are to be 
manufactured and tested in accordance with the Rules for the 
Manufacture, Testing and Certification of Materials (hereinafter 
referred to as the Rules for Materials). 
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Thrusters 


Part 12, Chapter 3 


Sections 4 & 5 


ie Section 4 
Design and construction 


4.1 General 


4.1.1 The arrangement of all types of thrusters is to be 
such that the craft can be manoeuvred in accordance with the 
design specifications. 


4.1.2 The requirements associated with the structural 
and watertight integrity and the installation arrangement are 
to be in accordance with Pt 3, Ch 3. 


4.1.3 In addition to the requirements of this Section 

reference is to be made to: 

a) Main transmission gearing (Pt 11, Ch 1). 

b) Main transmission shafting (Pt 11, Ch 2). 

c) Propeller (Chapter 1). 

d) Torsional vibration (Pt 13, Ch 1). 

e) Lateral vibration for shafting systems which include 
cardan shafts (Pt 13, Ch 8). 


aS 


( 
( 
( 
( 
( 


4.2 Azimuth thrusters 


4.2.1 The following requirements are to be complied with: 
(a) The azimuthing mechanism is to be capable of a 
maximum rotational speed of not less than 1,5 rev/min. 
(b) Gearing for the azimuthing mechanism is to be designed 
to a recognised National Standard. 
The design is to consider both static (<10% cycles) and 
dynamic loading conditions. 
(c) Under dynamic operating conditions, the gear is to be 
considered for 
(i) design maximum dynamic duty steering torque, 
(ii) variable loading, where applicable. A spectrum 
(duty) factor may be used. The load spectrum 
value is to be derived using load measurements 
of similar units, where possible. 
(d) Under a static duty (<10% load cycles) steering torque, 
which should be not less than My, as defined in 4.3.1. 
(e) The following minimum factor of safety values are to be 
achieved: 
Surface Stress Summing = 1,0. 
Bending Stress Semin = 1,5. 
(f | For hydraulic pressure retaining parts and load bearing 
components, see also Part 14. 


4.3 Azimuth thrusters with a nozzle 


4.3.1 Where the propeller is contained within a nozzle, 
the equivalent rudder stock diameter in way of tiller, used in 
Table 1.4.1 in Pt 14, Ch 1 is to be determined as follows: 


3 
dsu = 26,03 Al(V + 3)2 An Xpe mm 


V = maximum service speed, in knots, which the craft is 
designed to maintain under thruster operation 
Ay = projected nozzle area, in m2, and is equal to the 
length of the nozzle multiplied by the mean external 
vertical height of the nozzle 


Xpe = horizontal distance from the centreline of the 
steering tube to the centre of pressure, in metres. 
The position of the centre of pressure is determined 
from Table 3.2.6 in Pt 3, Ch 3. 
The corresponding maximum turning moment, Mrz, is to be 
determined as follows: 


My = 11,1 X day Nmm 
4.3.2 In addition to the requirements of Part 3 the 
scantlings of the nozzle stock or steering tube are to be such 


that the section modulus Z against transverse bending at any 
section x-x is not less than: 


2 
Z = 1,73 A] (V+ 3)4 An? Xpp2 + a Ty2 104 om 


where 
a = dimension, in metres, as shown in Fig. 3.4.1 
Ty = maximum thrust of the thruster unit, in tonnes. 


4450/02 


Fig. 3.4.1 Azimuth thruster 


4.3.3 The scantlings of nozzle connections or struts will 
be specially considered. In the case of certain high powered 
craft, direct calculation may be required. 


4.3.4 Where the propeller is not contained in a nozzle, 
the scantlings in way of the tiller will be subject to special 
consideration. 


a Section 5 
Piping systems 


5.1 General 


to a | The piping system for azimuth thrusters is to comply 
with the general design requirements given in Pt 15, Ch 1. 
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Thrusters 


Part 12, Chapter 3 


Sections 5, 6 & 7 


5.1.2 The specific requirements for lubricating/hydraulic oil 
systems and standby arrangements are given in Pt 15, Ch 3. 


5.2 Azimuth thruster 


5.2.1 The hydraulic power operating systems for each 

azimuth thruster are to be provided with the following: 

(a) arrangements to maintain the cleanliness of the hydraulic 
fluid, taking into consideration the type and design of the 
hydraulic system, 

(b) a fixed storage tank having sufficient capacity to 
recharge at least one azimuth power actuating system 
including the reservoir. The piping from the storage tank 
is to be permanent and arranged in such a manner as to 
allow recharging from within the thruster space. 


5.2.2 Where the lubricating oil for the azimuth thrusters 
is circulated under pressure, provision is to be made for the 
efficient filtration of the oil. The filters are to be capable of 
being cleaned without stopping the thruster or reducing the 
supply of filtered oil. 


a Section 6 
Control and monitoring 


6.1 General 


6.1.1 Except where indicated in this Section the control 
engineering systems are to be in accordance with Pt 16, Ch 1. 


6.1.2 Azimuthing control for azimuth thruster(s) and 
propeller pitch control for azimuth and/or tunnel thruster(s) are 
to be provided from the navigating bridge, the main machinery 
control station and locally. 


6.1.3 Means are to be provided at the remote control 
station(s) to stop each azimuth or tunnel thruster unit. 


6.2 Monitoring and alarms 


6.2.1 Alarms and monitoring requirements are indicated 
in 6.2.2, 6.2.3 and Table 3.6.1. 


6.2.2 An indication of the angular position of the azimuth 
thruster(s) and the propeller pitch position for azimuth and/or 
tunnel thruster(s) are to be provided at each station from 
which it is possible to control the direction of thrust or the 
pitch. 


6.2.3 All alarms associated with thruster unit faults are to 
be indicated individually on the navigating bridge and in 
accordance with the alarm system specified by Part 16. 


Table 3.6.1 Alarms 


Item Note 


Thruster, azimuth or 
tunnel 


Indicators, see 6.2.2 


Azimuthing motor Power failure, | Also running indication 
single phase on bridge and at 


machinery control station 


Propeller pitch Power failure Also running indication 
motor on bridge and at 
machinery con ion 


Propulsion motor Overload, Also running indication 
power failure on bridge and at 


machinery contro ion 


Control system Failure 


Hydraulic oil Low 
supply tank level 


Hydraulic oil Low 
system pressure 
Hydraulic oil High Where oil cooler is fitted 
system temperature 


Hydraulic oil filters High Where oil filters are fitted 


differential pressure 


Lubricating oil Low 
supply pressure 


If separate forced 
lubrication 


a Section 7 
Electrical systems 


7.1 General 
7.1.1 The electrical installation is to be designed, 


constructed and installed in accordance with the requirements 
of Part 16. 


7.2 Emergency power for steering systems and 
drives 
7.2.1 For high speed craft, in the event of total power 


failure, either: 

(a) emergency power for steering systems/drives is to be 
restored automatically within five seconds. To achieve this 
an interim fast acting system may be required to come into 
operation until such time as the auxiliary/emergency 
power source comes on line. (Note: starting arrangements 
are to comply with the requirements relating to starting 
arrangements of emergency generators), or 

(b) means are to be provided to bring the craft to a safe 
condition. 
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Thrusters Part 12, Chapter 3 


Sections 7 & 8 


7.3 Circuits 


7.34 Azimuth thruster auxiliaries and controls are to be 
served by individual circuits. Services that are duplicated are 
to be separated throughout their length as widely as is 
practicable and without the use of common feeders, 
transformers, converters, protective devices or control circuits. 


ea Section 8 
Requirements for craft which are 
not required to comply with the 
HSC Code 


8.1 Design and installation 

8.1.1 Tunnel thrusters on service craft less than 
24 m and yachts which are not essential for steering and 
manoeuvring do not have to comply with the design 
requirements of this Chapter. 

8.1.2 The installation of such thrusters is to be such as 
to maintain the structural and watertight integrity of the craft. 


8.2 Control and monitoring 


8.2.1 Alarms and monitoring requirements of Table 3.6.1 
are not required for service craft of less than 24 m. 
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Section 

7 General requirements 

2 Details to be submitted 

3 Design 

4 Measurements 

5 Requirements for craft which are not required 


to comply with the HSC Code 


a Section 1 
General requirements 


1.1 Application 


delet This Section is to be read in conjunction with the 
requirements of Parts 9, 10, 11 and 12. 


Peale Unless otherwise advised, it is the responsibility of 
the Builder as main contractor to ensure, in co-operation with 
the Enginebuilders, that the information required by this 
Chapter is prepared and submitted. 


7.1.3 The requirements of this Chapter are applicable to 

the following systems: 

(a) Main propulsion systems formed by oil engines, turbines 
or electric motors, directly driven or geared to the shafting. 

(b) Machinery driven at constant speed by oil engines, 
developing 110 kW and over, for essential auxiliary 
services including generator sets which are the source 
of power for main electric propulsion motors. 


1.2 Power ratings 


tees In this Chapter where shaft power, P, in kW, and 
revolutions per minute, R, are referred to, the values to be 
used are those defined in Part 9. 


1.3 Basic requirements 


7.3.1 System designs are to take account of the 
potential effects of engine and component malfunction and 
variability in characteristic values. 


1.3.2 Where torques, stresses or amplitudes are found to 
exceed the limits for continuous operation, restrictions in 
speed and/or power will be imposed. 


Section 2 
Details to be submitted 


2.1 Particulars to be submitted 


2464 Torsional vibration calculations, including an 
analysis of the vibratory torques and stresses for the full 
dynamic system. 


2:42 Particulars of the division of power and utilisation, 
throughout the speed range, for turbines, multi-engine or 
other combined power installations, and those with power 
take-off systems. For multi-engined installations, special 
considerations associated with the possible variations in the 
mode of operation and phasing of engines. 


2.1.3 Details of operating conditions encountered in 
service for prolonged periods, e.g. idling speed, combinator 
characteristics for installations equipped with controllable 
pitch propellers. 


2.1.4 Details, obtained from the manufacturers, of the 
principal characteristics of machinery components such as 
dampers and couplings, confirming their capability to 
withstand the effects of vibratory loading including, where 
appropriate, heat dissipation. Evidence that the data which is 
used to represent the characteristics of components, which 
has been quoted from other sources, is supported by a 
programme of physical measurement and control. 


2.1.5 Where installations include electric motors, generators 
or non-integral pumps, drawings showing the principal 
dimensions of the shaft, together with the manufacturer’s 
estimates of mass moment of inertia for the rotating parts. 


2.1.6 Details of vibration or performance monitoring 
proposals where required. 


2.2 Scope of calculations 


22eil Calculations are to be carried out, by recognised 
techniques, for the full dynamic system formed by the oil 
engines, turbines, motors, generators, flexible couplings, 
gearing, shafting and propeller, where applicable, including 
all branches. 


22:2 Calculations are to give due consideration to the 
potential deviation in values used to represent component 
characteristics due to manufacturing/service variability. 


22:3 The calculations carried out on oil engine systems 
are to be based on the Enginebuilders’ harmonic torque data. 
(On request, Lloyd’s Register (hereinafter referred to as ‘LR’) 
can provide a table of generalised harmonic torque 
components for use where appropriate.) The calculations are 
to take account of the effects of engine malfunction 
commonly experienced in service, such as a cylinder not 
firing. Calculations are also to take account of a degree of 
imbalance between cylinders, characteristic of the normal 
operation of an engine under service conditions. 
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2.2.4 Whilst limits for torsional vibration stress in 
crankshafts are no longer stated explicitly, calculations are to 
include estimates of crankshaft stress at all designated 
operating/service speeds, as well as at any major critical speed. 


2.2.5 Calculations are to take into account the possible 
effects of excitation from propeller rotation. Where the system 
shows some sensitivity to this phenomenon, propeller 
makers’ data should be used as a basis for calculation, and 
submitted. 


2.2.6 Where the torsional stiffness of flexible couplings 
varies with torque, frequency or speed, calculations should 
be representative of the appropriate range of effective 
dynamic stiffness. 


ia Section 3 
Design 


3.1 Symbols and definitions 


3.1.1 The symbols used in this Section are defined as 
follows: 
d = minimum diameter of shaft considered, in mm 
r = ratio N/N, or N./N, whichever is applicable 
N= engine speed, in rev/min 
N, = Critical speed, in rev/min 
Ns, = maximum continuous engine speed, in rev/min, or, 
in the case of constant speed generating sets, the 
full load speed, in rev/min 
Q,; = rated full load mean torque 


T. = maximum value of the vibration stress for continuous 
running at or below the maximum speed, in N/mm? 
Tt = permissible stress due to torsional vibrations for 


transient operation, in N/mm2 

oy = specified minimum tensile strength of the shaft 
material, in N/mm2 

C, = a factor for different shaft design features, see 
Table 1.3.1 

Cg = asize factor defined as 0,35 + 0,93a-0:2 

k = the factor used in determining minimum shaft 

diameter, defined in Pt 11, Ch 2,4.2.1 and 4.4.3. 


Table 1.3.1 C,, factors 
For 
propeller 
shafts 


For thrust shafts 
external to engines 


For intermediate 
shafts with 


In way of 
axial 
On both | bearing 
sides of | where a | For which 
Keyways | thrust roller k= 1,22 
bearing is | and = 1,26 
used as a 
thrust 
bearing 


Integral Shrink 
coupling fit 
flanges | couplings collar 


0,85 


NOTE 
The determination of C;, — factors for shafts other than shown in this 
Table is at the discretion of LR. 


3.1.2 Alternating torsional vibration stresses are to be 
based on half-range amplitudes of stress resulting from the 
alternating torque (which is superimposed on the mean torque) 
representing the synthesis of all harmonic orders present. 


3.1.3 All vibration stress limits relate to the synthesis or 
measurement of total nominal torsional stress and are to be 
based on the plain section of the shafting neglecting stress 
raisers. 


3.2 Limiting stress in propulsion shafting 


3.2.1 The following stress limits apply to intermediate 
shafts, thrust shafts and to screwshafts fully protected from 
seawater. For screwshafts, the limits apply to the minimum 
section between the forward end of the propeller boss and 
the forward stern gland. 


3.2.2 In the case of unprotected screwshafts, special 
consideration will be given. 


3.2.3 In no part of the propulsion shafting system may the 
alternating torsional vibration stresses exceed the values of t, 
for continuous operation, and 1; for transient running, given 
by the following formulae: 


+ 160 
is = ee C,, Cg (8 - 2r2) for < 0,9 N/mm2 
+ 160 
tf} = a ae C, Cy 1,38 for 0,9<r< 1,05 N/mm? 


£1,7t, —E forr< 0,8 


1x 


3.2.4 In general, the tensile strength of the steel used is to 
comply with the requirements of Pt 11, Ch 2. For the calcula- 
tion of the permissible limits of stresses due to torsional 
vibration, oy is not to be taken as more than 800 N/mm2 in 
the case of intermediate shafts and 600 N/mm2 in the case 
of thrust and propeller shafts. 


Tt 


3.2.5 Where the scantlings of coupling bolts and straight 
shafting differ from the minimum required by the Rules, special 
consideration will be given. 


3.3 Generator sets 


3.3.1 Natural frequencies of the complete set are to be 
sufficiently removed from the firing impulse frequency at the 
full load speed, particularly where flexible couplings are 
interposed between the engine and generator. 


3.3.2 Within the speed limits of 0,95N, and 1,05, the 
vibration stresses in the transmission shafting are not to 
exceed the values given by the following formula: 


T = +(21-0,014a) N/mm2. 
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3.3.3 Vibration stresses in the transmission shafting due 
to critical speeds which have to be passed through in starting 
and stopping, are not to exceed the values given by the 
following formula: 


T%} = 9,5. 


3.3.4 The amplitudes of total vibratory inertia torques 
imposed on the generator rotors are to be limited to +2,0Q, in 
general, or to +2,5Q, for close-coupled revolving field 
alternating current generators, over the speed range from 
0,95N, to 1,05N,. Below 0,95N, the amplitudes are to be 
limited to +6,0Q,. Where two or more generators are driven 
from one engine, each generator is to be considered 
separately in relation to its own rated torque. 


3.3.5 The rotor shaft and structure are to be designed to 
withstand these magnitudes of vibratory torque. Where it can 
be shown that they are capable of withstanding a higher 
vibratory torque, special consideration will be given. 


3.3.6 In addition to withstanding the vibratory conditions 
over the speed range from 0,95N, to 1,05N, flexible 
couplings, if fitted, are to be capable of withstanding the 
vibratory torques and twists arising from transient criticals and 
short-circuit currents. 


3.3.7 In the case of alternating current generators, resultant 
vibratory amplitudes at the rotor are not to exceed +3,5 
electrical degrees under both full load working conditions and 
the malfunction condition mentioned in 2.2.3. 


3.4 Other auxiliary machinery systems 


3.4.1 The relevant requirements of 3.3.1, 3.3.2 and 3.3.3 
are also applicable to other machinery installations such as 
pumps or compressors. 


3.5 Other machinery components 


3.5.1 Torsional vibration dampers. The use of dampers 
or detuners to limit vibratory stress due to resonances which 
occur within the range between 0,85/V, and 1,05N, are to be 
considered. If fitted, these should be of a type which makes 
adequate provision for dissipation of heat. Where necessary, 
performance monitoring may be required. 


3.5.2 Flexible couplings: 

(a) Flexible couplings included in an installation are to be 
capable of transmitting the mean and vibratory loads 
without exceeding the makers’ recommended limits for 
angular amplitude or heat dissipation. 

(ob) Where calculations indicate that the limits recommended 
by the manufacturer may be exceeded under misfiring 
conditions, a suitable means is to be provided for 
detecting and indicating misfiring. Under these circum- 
stances power and/or speed restriction may be required. 
Where machinery is non-essential, disconnection of the 
branch containing the coupling would be an acceptable 
action in the event of misfiring. 


3.5.3 Gearing: 

(a) The torsional vibration characteristics are to comply with 
the requirements of 2.2. The vibratory torque should not 
exceed one-third of the full transmission torque through- 
out the speed range. In cases where the proposed 
transmission torque loading on the gear teeth is less than 
the maximum allowable, special consideration will be given 
the acceptance of additional vibratory loading on the gears. 

(ob) Where calculations indicate the possibility of torque 
reversal, the operating speed range is to be determined 
on the basis of observations during sea trials. 


3.6 Restricted speed and/or power ranges 


3.6.1 Restricted speed and/or power ranges will be 
imposed where the stresses exceed the limiting values, t,, for 
continuous running. Similar restrictions will be imposed, or 
other protective measures required to be taken, where vibratory 
torques or amplitudes are considered to be excessive for 
particular machinery items. 


3.6.2 Critical responses which give rise to speed restrictions 
are to be arranged sufficiently removed from the maximum 
revolutions per minute to ensure that, in general, at r = 0,8 the 
stress due to the upper flank does not exceed To. 


3.6.3 Where shafting stresses due to a torsional critical 
response exceed the limiting values, t., for continuous 
running, the speed restriction will be from: 

16 18-r 


ier N, to ae N, inclusive. 


3.6.4 Where calculated vibration stresses due to criticals 
below 0,8N, marginally exceed t, or where the critical speeds 
are sharply tuned, the range of revolutions restricted for 
continuous operation may be reduced. 


3.6.5 In cases where the resonance curve of a critical 
speed has been derived from measurements, the range of 
revolutions to be avoided for continuous running may be 
taken as that over which the measured stresses are in excess 
of t., having regard to tachometer accuracy. 


3.6.6 Where restricted speed ranges under normal 
operating conditions are imposed, notice boards are to be 
fitted at the control stations stating that the engine is not to 
be run continuously between the speed limits obtained as 
above, and the engine tachometers are to be marked accord- 


ingly. 


3.6.7 Where vibration stresses approach the limiting 
value, t;, the range of revolutions restricted for continuous 
operation may be extended. The notice boards are to indicate 
that this range must be passed through rapidly. 


3.6.8 For excessive vibratory torque, stress or amplitude 
in other components, based on 3.6.1 to 3.6.3, the limits of 
any speed/power restriction are to be such as to maintain 
acceptable levels during continuous operation. 


3.6.9 Where the restrictions are imposed for the contingency 
of an engine malfunction or component failure, the limits are 
to be entered in the machinery operating manual. 
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3.6.10 There are to be no restricted speed ranges 
imposed above a speed ratio of r > 0,8 under normal operating 
conditions. 


3.7 Tachometer accuracy 


3.7.1 Where restricted speed ranges are imposed as a 
condition of approval, the tachometer accuracy is to be 
checked against the counter readings, or by equivalent means, 
in the presence of the Surveyors to verify that it reads correctly 
within +2 per cent in way of the restricted range of revolutions. 


3.8 Governor control 
3.8.1 Where there is significant critical response above 


and close to the service speed, consideration will be given to 
the effect of temporary overspeed. 


C] Section 4 
Measurements 


4.1 General requirements 


4.1.1 Where calculations indicate that the limits for 
torsional vibration within the range of working speeds are 
exceeded, measurements, using an appropriate technique, 
may be taken from the machinery installation for the purpose 
of approval of torsional vibration characteristics, or determining 
the need for restricted speed ranges and the confirmation of 
their limits. 


4.1.2 Where differences between calculated and measured 
levels of stress, torque or angular amplitude arise, the stress 
limits are to be applied to the stresses measured on the 
completed installation. 


4.1.3 The method of measurement is to be appropriate 
to the machinery components and the parameters which are 
of concern. Where shaft stresses have been estimated from 
angular amplitude measurements, and are found to be close 
to limits, strain gauge techniques may be required. When 
measurements are required, detailed proposals are to be 
submitted. 


4.2 Vibration monitoring 


4.2.1 Where calculations and/or measurements have 
indicated the possibility of excessive vibratory stresses, 
torques or angular amplitudes in the event of a malfunction, 
vibration or performance monitoring, directly or indirectly, may 
be required. 


a Section 5 
Requirements for craft which are 
not required to comply with the 
HSC Code 


5.1 General requirements 


5.1.1 The requirements of this Chapter do not apply to 
the following types of vessel having main engines not 
exceeding 500 kW power output or auxiliary engines not 
exceeding 110 kW output for essential services: 

(a) Service craft of less than 24 m. 

(b) Yachts. 

(c) ACVs. 
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1 General requirements 

2 Details to be submitted 

3 Design 

4 Measurements 

5 Requirements for craft which are not required to 


comply with the HSC Code 


a Section 7 
General requirements 


1.1 Application 


dled This Section is to be read in conjunction with the 
requirements of Parts 9, 10, 11 and 12. 


Pale Unless otherwise advised, it is the responsibility of 
the Builder as main contractor to ensure, in co-operation with 
the Enginebuilders, that the information required by this 
Chapter is prepared and submitted. 


7.1.3 The requirements of this Chapter are applicable to 

the following systems: 

e Main propulsion systems formed by oil engines, turbines 
or electric motors, directly driven or geared to the shafting. 


1.2 Power ratings 


1.2.1 In this Chapter where shaft power, P, in kW, and 
revolutions per minute, R, are referred to, the values to be 
used are those defined in Part 9. 


1.3 Basic requirements 


1.3.1 For all main propulsion systems, the Builders are to 
ensure that axial vibration amplitudes are satisfactory 
throughout the speed range. Where natural frequency 
calculations indicate significant axial vibration responses, 
sufficiently wide restricted speed ranges will be imposed. 
Alternatively, measurements may be used to determine the 
speed ranges at which amplitudes are excessive for 
continuous running. 


O Section 2 
Details to be submitted 


2.1 Particulars to be submitted 


2.1.1 The results of calculations, together with recom- 
mendations for any speed restrictions found necessary. 


2.1.2 The Enginebuilder’s recommendation for axial 
vibration amplitude limits. 


aed S| Estimate of flexibility of the thrust bearing and its 
supporting structure. 


2.2 Scope of calculations 


22 Calculations of axial vibration natural frequency are 
to be carried out using appropriate techniques, taking into 
account the effects of flexibility of the thrust bearing, for shaft 
systems where the propeller is: 

(a) Driven directly by a reciprocating internal combustion 
engine. 

(b) Driven via gears, or directly by an electric motor, and 
where the total length of shaft between propeller and 
thrust bearing is in excess of 60 times the intermediate 
shaft diameter. 


2.2.2 Where an axial vibration damper is fitted, the 
calculations are to consider the effect of a malfunction of the 
damper. 


o Section 3 
Design 


3.1 Symbols 


3.1.7 The symbols used in this Section are as follows: 
= outside diameter of shaft, taken as an average over 
length 7, in mm 
d= internal diameter of shaft, in mm 
1 = length of shaft line between propeller and thrust 
bearing, in mm 
m= mass of shaft line considered, in kg 
= 0,785 (D2 - a?) GI 
= dry mass of propeller, in kg 
m 
Ri M 
M, = M(A+2) 
n= number of propeller blades 
k = estimated stiffness at thrust block bearing, in N/m 
E = modulus of elasticity of shaft material, in N/mm? 
G_ = density of shaft material, in kg/mms 
N, = Critical speed, in rev/min. 
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3.2 Critical frequency of axial vibration 


3.2.1 For those systems as defined in 2.2.1(b) the 
propeller speed at which the critical frequency occurs may be 
estimated using the following formula: 


1/2 
Ne o= aes ( ae ) rev/min 
n a+b 
where 
E 
a= Gp (66.2 + 97,54 - 8,88A7)? c/min2 
k . 
b = 91,2 — c/min2. 


Me 


3.2.2 Where the results of this method indicate the 
possibility of an axial vibration resonance in the vicinity of the 
service speed, calculations using a more accurate method will 
be required. 


3.3 Restricted speed ranges 


3.3.1 The limits of any speed restriction are to be such as 
to maintain axial amplitudes within recommended levels 
during continuous operation. 


3.3.2 Limits of a speed restriction, where required, may 
be determined from calculation or on the basis of measure- 
ment. 


3.3.3 Where a speed restriction is imposed for the 
contingency of a damper malfunction, the speed limits are to 
be entered in the operating manual and regular monitoring of 
the axial vibration amplitude is required. Details of proposals 
for monitoring are to be submitted. 


C Section 4 


Measurements 
4.1 General requirements 
4.1.1 Where calculations indicate the possibility of 


excessive axial vibration amplitudes within the range of working 
speeds under normal or malfunction conditions, measurements 
are required to be taken from the shafting system for the 
purpose of determining the need for restricted speed ranges. 


4.2 Vibration monitoring 


4.2.1 Where a vibration monitoring system is to be 
specified, details of proposals are to be submitted. 


oo Section 5 
Requirements for craft which are 
not required to comply with the 
HSC Code 


5.1 General requirements 


ron ea | The requirements of this Chapter do not apply to 
the following types of vessel having main engines not 
exceeding 500 kW power output or auxiliary engines not 
exceeding 110 kW output for essential services: 

(a) Service craft of less than 24 m. 

(b) Yachts. 

(c) ACVs. 
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Section 

7 General requirements 

2 Details to be submitted 

3 Measurements 

4 Requirements for craft which are not required 


to comply with the HSC Code 


sl Section 1 
General requirements 


1.1 Application 


Fees This Section is to be read in conjunction with the 
requirements of Parts 9, 10, 11 and 12. 


dade Unless otherwise advised, it is the responsibility of 
the Builder as main contractor to ensure, in co-operation with 
the Enginebuilders, that the information required by this 
Chapter is prepared and submitted. 


7.1.3 The requirements of this Chapter are applicable to 

the following systems: 

e Main propulsion systems formed by oil engines, turbines 
or electric motors, directly driven or geared to the shaft- 
ing. 


1.2 Power ratings 

1.2.1 In this Chapter where shaft power, P, in kW, and 
revolutions per minute, R, are referred to, the values to be 
used are those defined in Part 9. 

1.3 Basic requirements 

1.3.1 For all main propulsion shafting systems, the 


Builders are to ensure that lateral vibration characteristics are 
satisfactory throughout the speed range. 


| Section 2 
Details to be submitted 


2.1 Particulars to be submitted 
2.1.1 Calculations of the lateral vibration characteristics 


of shafting systems having supports outboard of the hull or 
incorporating cardan shafts are to be submitted. 


2.2 Calculations 


2.2.1 The calculations in 2.1.1, taking account of bear- 
ing, oil-film (where applicable) and structural dynamic 
stiffnesses, are to investigate the excitation frequencies which 
may result in significant amplitudes within the speed range, 
and are to indicate relative deflections and bending moments 
throughout the shafting system. 


he Section 3 
Measurements 


3.1 General requirements 


3.1.1 Where calculations indicate the possibility of signif- 
icant lateral vibration responses within the range of working 
speeds, measurements using an appropriate recognised 
technique may be required to be taken from the shafting 
system for the purpose of determining that hazardous whirling 
or excessive vibration does not occur. 


3.1.2 The method of measurement is to be appropriate 
to the machinery arrangement and the modes of vibration 
which are of concern. When measurements are required, 
detailed proposals are to be submitted in advance. 


a Section 4 
Requirements for craft which are 
not required to comply with the 
HSC Code 


4.1 General requirements 


4.1.1 The requirements of this Chapter do not apply to 
the following types of vessel having main engines not 
exceeding 500 kW power output unless the spacing of 
bearings on the propulsion shafting exceeds 30 diameters or 
cardan shafts are used in the propulsion shafting system: 

(a) Service craft of less than 24 m. 

(b) Yachts. 

(c) ACVs. 
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Section 
1 Shaft alignment 
2 Requirements for craft which are not required 


to comply with the HSC Code 


a Section 7 
Shaft alignment 


1.1 General 


teded The Builder is to carry out shaft alignment 
calculations for all installations and to prepare alignment 
procedures detailing the proposed alignment method and the 
alignment checks. 


1.2 Particulars to be submitted for approval - 
Shaft alignment calculations 


12 Shaft alignment calculations are to be submitted to 
Lloyd’s Register (hereinafter referred to as ‘LR’) for approval 
for the following shafting systems: 

(a) All geared installations where the screwshaft has a 
diameter of 8300 mm or greater in way of the aftmost 
bearing. 

(b) All direct drive installations which incorporate three or 
fewer bearings supporting the intermediate and screw- 
shaft aft of the prime mover. 

(c) Where prime movers or shaftline bearings are installed 
on resilient mountings. 


1:22 The shaft alignment calculations are to take into 

account the: 

(a) thermal displacements of the bearings between cold 
static and hot dynamic machinery conditions; 

(ob) buoyancy effect of the propeller immersion due to the 
craft’s operating draughts; 

(c) effect of predicted hull deformations over the range of 
the craft’s operating draughts, where known; 

(d) gear forces, where appropriate; 

(e) for multi-engined installations, possible contributions in 
the mode of operation; 

(f) propeller offset thrust effects, where applicable; 

(g) bearing loading in the horizontal plane, where appropri- 
ate; and 

(h) bearing weardown, where applicable, and its effect on 
the bearing loads. 


1.2.3 The shaft alignment calculations are to state the: 

(a) expected bearing loads at light and normal ballast, fully 
loaded and any other draughts deemed to be part of the 
craft’s operating profile, for the machinery in cold and 
hot, static and dynamic conditions; 

(b) bearing influence coefficients and the deflection, slope, 
bending moment and shear force along the shaftline; 

(c) details of propeller offset thrust effects, where employed 
in calculation; 

(d) details of proposed slope-bore of the aftermost 
sterntube bearing, where applicable; 


(e) manufacturer’s specified limits for bending moment and 
shear force at the shaft couplings of the gearbox/prime 
movers; 

(f) estimated bearing weardown rates for water or 
grease-lubricated sterntube bearings; 

(g) origin of findings where the effect of hull deformation has 
been considered, viz. whether finite element calculations 
or measured results from sister or similar craft have been 
used; 

(h) anticipated thermal rise of prime movers and gearing 
units between cold static and hot running conditions; 
and 

(i) | manufacturer’s allowable bearing loads. 


1.3 Particulars to be submitted for review — Shaft 
alignment procedure 


7.3.1 A shaft alignment procedure is to be submitted for 

all main propulsion installations detailing, as a minimum, the: 

(a) expected bearing loads at light and normal ballast, fully 
loaded and any other draughts deemed to be part of the 
craft’s operating profile, for the machinery in cold and 
hot, static and dynamic conditions; 

b) maximum permissible loads for the proposed bearing 
designs; 

Cc) design bearing offsets from the straight line; 

d) design gaps and sags; 

e) location and loads for the temporary shaft supports; 

f) expected relative slope of the shaft and the bearing in 
the aftermost sterntube bearing; 

g) details of slope-bore of the aftermost sterntube bearing, 
where applied; 

h) expected shear forces and bending moments at the 
forward end flange of the shafting system connecting to 
the gear output shaft or, for direct-drive installations, to 
the prime mover output flange; 

() | proposed bearing load measurement technique and its 
estimated accuracy; 

k) jack correction factors for each bearing where the 
bearing load is measured using a specified jacking 
technique; 

l) | proposed shaft alignment acceptance criteria, including 
the tolerances; and 

m)_ flexible coupling alignment criteria. 


1.4 Design and installation criteria 


1.4.1 For main propulsion installations, the shafting is to 
be aligned to give, in all conditions of craft loading and 
machinery operation, bearing load distribution satisfying the 
requirements of 1.4.2. 


1.4.2 Design and installation of the shafting is to satisfy 

the following criteria: 

(a) The Builder is to position the bearings and construct the 
bearing seatings to minimise the effects of hull deflec- 
tions under any of the craft’s operating conditions. 

(b) Relative slope between the propeller shaft and the 
aftermost sterntube bearing is, in general, not to exceed 
3 x 10-4 rad. 

(c) Sterntube bearing loads are to satisfy the requirements 
of Pt 11, Ch 2,4.16.2. 
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(d) Intermediate shaft bearings’ loads are not to exceed 
80 per cent of the bearing manufacturer’s allowable 
maximum load, for plain journal bearings, based on the 
bearing projected area. 

(e) Main gear wheel bearing loads are to be within the gear- 
box manufacturer’s specified limits. 

(f) Resulting shear forces and bending moments are to 
meet the equipment manufacturer’s specified coupling 
conditions throughout the shafting system. 

(g) The manufacturer’s radial, axial and angular alignment 
limits for the flexible couplings are to be maintained. 


1.5 Measurements 


1.5.1 Where calculations indicate that the system is 
sensitive to changes in alignment under different service 
conditions, the optimised shaft alignment is to be verified by 
measurements during sea trials using an approved strain 
gauge technique. 


1.6 Flexible couplings 
1.6.1 Where the shafting system incorporates flexible 


couplings, the effects of such couplings on the various modes 
of vibration are to be considered, see Section 2. 


J Section 2 
Requirements for craft which are 
not required to comply with the 
HSC Code 


2.1 General requirements 


2.1.1 The requirements of Section 1 do not apply to the 
following types of vessel where the main engine does not 
exceed 500 kW power output: 

(a) Service craft of less than 24 m. 

(b) Yachts. 

(c) ACVs. 


2.1.2 The engines, shafting, sterntubes and propeller 
brackets are to be carefully fitted and well secured to the hull 
of the craft so that satisfactory alignment of the shafting will be 
maintained in service. 


2.1.3 The alignment of the sterntube and propeller 
brackets is to be demonstrated before launching and the 
shafting and engine alignment verified when afloat. 
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Section 

1 General requirements 

2 Particulars to be submitted 

3 Materials 

4 Design and performance 

5 Piping systems 

6 Control, monitoring and electrical equipment 
7 Requirements for craft which are not required 


to comply with the HSC Code 


| Section 1 
General requirements 


1.1 Application 


71.7.1 This Chapter is to be read in conjunction with the 
General Requirements for Machinery in Part 9. 


teh The requirements of this Chapter apply to the 
design and construction of steering systems. 
(a) Asteering system includes: 
e all steering devices; 
e all mechanical, electrical, and hydraulic linkages; 
e all power devices, including manual devices; 
° all controls and all actuating systems. 
(b) Steering may be achieved by means of: 
e air or water rudders; 
° foils, flaps, steerable propellers or jets; 
e yaw control ports or transverse thrusters; 
e differential propulsive thrust; 
e variable geometry of the craft or its lift system 
components; or 
° by a combination of these devices. 


1.2 Provision of steering gear 


1.2.1 Craft are to be provided with a means for steering 
which is to be of adequate strength and suitable design to 
enable the craft’s heading and direction of travel to be 
effectively controlled at all designed operating conditions. 


12:2 Craft are to be provided with a main steering 
system and an independent auxiliary steering unit. The main 
and the auxiliary steering units are to be so arranged that the 
failure of one of them will not render the other one inoperative 
or unable to bring the craft to a safe situation. 


7.2.3 An auxiliary steering system is not a requirement 
provided the craft is fitted with two independent and identical 
steering systems, one of which is capable of steering the craft 
when the second system becomes inoperative. 


1.3 Definitions 


1.3.1 Main steering system means the machinery, the 
actuator(s), the power units, if any, ancillary equipment, and 
the means of applying the steering torque, if applicable, 
necessary for the purpose of steering the craft under design 
conditions. 


13:2 Auxiliary steering system means the equipment 
other than any part of the main steering unit necessary to steer 
the craft in the event of failure of the main steering system. 


7.3.3 Steering power system means: 

(a) Inthe case of electric steering system, an electric motor 
and its associated electrical parts. 

(b) In the case of electrohydraulic steering system, an 
electric motor and its associated electrical parts and 
connected pump. 

(c) In the case of other hydraulic steering system units, a 
driving engine and connected pump. 


1.3.4 Steering control system means the equipment by 
which orders are transmitted from the control station to the 
steering power units. Steering control systems comprise 
transmitters, receivers, hydraulic control pumps and their 
associated motors, motor controllers, piping and cables. 


1.3.5 Maximum working pressure means the expected 
pressure in the system when the steering unit is operated 
under the most onerous design condition. 


C Section 2 
Particulars to be submitted 


2.1 Submission of information 

2.1.1 At least three copies of the plans and information 
as detailed in 2.2 and 2.3 are to be submitted. 

2.2 Plans 

2.204 Detailed plans of all load bearing, and torque 
transmitting components and hydraulic pressure retaining 
parts of the steering system together with proposed rated 


torque, all relief valve settings, and scantlings. 


Zee Schematic of the hydraulic systems, together with 
pipe material, relief valve and working pressures. 


2.2.3 Details of control engineering aspects in accordance 
with Pt 16, Ch 1. 
2.3 Calculations and information 


2.3.1 The manoeuvring characteristics for which the craft 
has been designed. 


2.3.2 Material specifications. 
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| Section 3 
Materials 


3.1 General 


3.1.1 All components are to be in accordance with 
the Rules for the Manufacture, Testing and Certification of 
Materials (hereinafter referred to as the Rules for Materials). 


3.1.2 All steering unit components transmitting mechanical 
forces are to be of steel or other approved ductile material. In 
general, such material is to have an elongation of not less than 
12 per cent nor a tensile strength in excess of 650 N/mm?. 
Special consideration will be given to the acceptance of grey 
cast iron for low pressure valve bodies and mechanical parts 
with low stress levels. 


3.1.3 Consideration will be given to the acceptance of 
non-ferrous materials as applicable. 


ia Section 4 
Design and performance 


4.1 General 


4.1.1 Power-operated steering units are to be provided 
with positive arrangements, such as limit switches, for stopping 
the unit before the mechanical stops are reached. These 
arrangements are to be synchronised with the unit itself and not 
with the steering unit control mechanism. 


4.1.2 The steering unit is to be secured to the seating by 
fitted bolts, and suitable chocking arrangements are to be 
provided. The seating is to be of substantial construction. 


4.1.3 All welded joints within the pressure boundary of an 
actuator or connecting parts transmitting mechanical loads 
are to be of full penetration type or of equivalent strength. 


4.1.4 Steering devices involving variable geometry of the 
craft or its lift system components are to be so constructed 
that any failure of the drive linkage or actuating system will not 
significantly hazard the craft. 


4.2 Actuating systems 
4.2.1 Actuators are to be designed in accordance with the 
relevant requirements of Part 15 for Class | pressure vessels 


(notwithstanding any exemptions for hydraulic cylinders). 


4.2.2 Accumulators, if fitted, are to comply with the 
relevant requirements of Part 15. 


4.2.3 The design pressure for calculations to determine 
the scantlings of piping and other steering components 
subjected to internal hydraulic pressure shall be at least 
1,25 times the maximum working pressure to be expected 
under the operational conditions specified taking into account 
any pressure which may exist in the low pressure side of the 
system. Fatigue criteria may be applied for the design of piping 
and components, taking into account pulsating pressures due 
to dynamic loads. 


4.2.4 The permissible primary general membrane stress 
is not to exceed the lower of the following values: 
PB of Ov 


A B 


where 

6g = specified minimum tensile strength of material at 
ambient temperature 
specified minimum yield stress or 0,2 per cent proof 
stress of the material, at ambient temperature. 
A and B are given by the following Table: 


Oy 


Wrought Cast Nodular 

steel steel cast iron 
A 3,5 4 5 
B 1,7 2 3 


4.2.5 Oil seals between non-moving parts, forming part 
of the external pressure boundary, should be of the metal 
upon metal type or of an equivalent type. 


4.2.6 Hydraulic power operated steering units are to be 

provided with the following: 

(a) Arrangements to maintain the cleanliness of the hydraulic 
fluid taking into consideration the type and design of the 
hydraulic system; 

(b) A fixed storage tank having sufficient capacity to 
recharge at least one power actuating system including 
the reservoir. The storage tank is to be provided with a 
contents gauge and be permanently connected by 
piping in such a manner that the hydraulic systems can 
be readily recharged from a position within the steering 
unit compartment, if applicable. 


4.3 Rudder systems 
4.3.1 For the requirements of rudder and rudder stock, 
see Pt 3, Ch3. 


4.3.2 Tillers and quadrants are to comply with the 
requirements of Table 1.4.1. 


4.3.3 On double rudder installations, where the two tillers 
are connected by mechanical means (tie-bar), the strength 
and stability of the tie-bar is to be assessed using the 
maximum steering torque applied to the stock. 


4.3.4 Where higher tensile steel bolts are used on bolted 
tillers and quadrants, the yield and ultimate tensile stresses of 
the bolt material are to be stated on plans submitted for 
approval, together with full details of the methods to be 
adopted to obtain the required setting-up stress. Where 
proprietary nuts or systems are used, the manufacturer’s 
instructions for assembly are to be adhered to. 
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Table 1.4.1 Connection of tiller to stock 


Dry fit — tiller to stock For keyed connection, factor of safety against slippage = 1,1 
for My (see Notes) For keyless connection, factor of safety against slippage = 2,2 
Coefficient of friction = 0,17 

Grip stress not to be less than 20 N/mm?2 


Hydraulic fit — tiller to stock For keyed connection, factor of safety against slippage = 1,1 
for M+ (see Notes) For keyless connection, factor of safety against slippage = 2,2 
Coefficient of friction = 0,12 

Grip stress not to be less than 20 N/mm? 


Bolted tiller and quadrant Shim to be fitted between two halves before machining to take rudder stock, then 
(see Symbols and Notes) removed prior to fitting 


Minimum thickness of shim: 

For 4 connecting bolts: t, = 0,0014dgy mm 
For 6 connecting bolts: t, = 0,0012dgy mm 
Key to be fitted 

0,60dgy 


for 


Distance from centre of stock to centre of bolts should generally be equal to 


dsy (10+ mm 


AE 


Thickness of flange on each half of the bolted tiller 


Diameter of bolts, 57 = 


0,66dgy 


“ir 


Key Effective sectional area in shear > 0,25dgy2 mm? 
(see Symbols and Notes) Key thickness = 0,17dgy mm 


Keyway is to extend over full depth of tiller and is to have a rounded end. Corners are to 
be provided with suitable radii to avoid high stress at the keyway root. 


Section modulus - tiller arm (at any point within | To be not less than the greater of: 


its length about vertical axis) 0,15dgy8 (67 - bs) 


(see Symbols and Notes) @) Za = 10006 


ems 


0,06dgy8 (bt — 0,9ds1y) 

pe 3 

b) 21a = 10006; 

If more than one arm is fitted, combined modulus is not to be less than the greater of (a) 
or (b). 


For solid tillers, the breadth to depth ratio is not to exceed 2. 


Boss Depth of boss = dgy 
(see Symbols and Notes) Thickness of boss in way of tiller = 0,4doy 


Symbols 


distance between the section of the tiller arm under = section modulus of tiller arm, in cmS 

consideration and the centre of the rudder stock, in mm = see Pt3,Ch3 

NOTE: by and bg are to be measured with zero rudder angle diameter of bolts securing bolted tillers and quadrants, in 
distance from the point of application of the load on the tiller mm 

to the rudder stock, in mm minimum yield stress or 0,5 per cent proof stress of the tiller 
number of bolts in coupling, but generally not to be taken bolt material, in N/mm? 

greater than six 

thickness of shim for machining bolted tillers and quadrants, 

inmm 


NOTES 

1. If dgy > 400 mm, higher tensile steel bolts are to be used for bolted tillers. A predetermined setting-up load equivalent to a stress of 
approximately 0,76, should be applied to each bolt assembly. A lower stress may be accepted provided that two keys, complying with 
item (4) are fitted. 
Where Mz, the maximum turning moment applied to the stock, is to be taken as the greater of the following: 
(a) 11,1dgys Nmm where dgy is to be determined from Table 3.2.7 in Pt 3, Ch 3 with o, taken as 235 N/mm? and N = 0. 
(b) The torque generated by the steering gear at the maximum working pressure, see 1.3.5. 
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4.3.5 All steering components transmitting mechanical 
forces to the rudder stock, which are not protected against 
overload by structural rudder stops or mechanical buffers, are 
to have a strength at least equivalent to that of the rudder 
stock in way of the tiller. 


4.3.6 In bow rudders having a vertical locking pin 
operated from the deck above, positive means are to be 
provided to ensure that the pin can be lowered only when the 
rudder is exactly central. In addition, an indicator is to be fitted 
at the deck to show when the rudder is exactly central. 


4.4 Performance 


4.4.1 The main steering system is to be: 

(a) Of adequate strength and capable of steering the craft 
at all speeds and conditions for which the craft is 
designed and this shall be demonstrated during trials; 

(b) operated by power where necessary to meet the require- 
ments of (a) and in any case when the Rules require a 
rudder stock over 120 mm diameter in way of the tiller; 
and 

(c) so designed that it will not be damaged at maximum 
astern speed. 


4.4.2 The auxiliary steering system is to be: 

(a) Of adequate strength and capable of steering the craft 
at navigable speed and of being brought speedily into 
action in an emergency. 

(b) Operated by power where necessary to meet the 
requirements of (a) and in any case when the Rules, 
require a rudder stock over 230 mm diameter in way of 
the tiller. 

(c) Where manual operated steering units are proposed, 
these are acceptable when the operation does not require 
an effort exceeding 160N under normal conditions. 


4.4.3 Main and auxiliary steering power units are to be: 

(a) Arranged to re-start automatically when power is 
restored after power failure. 

(b) Capable of being brought into operation from a position 
at the control station. In the event of a power failure to 
any one of the steering power units, an audible and 
visual alarm is to be given on the control station. 

(c) Arranged so that transfer between units can be readily 
effected. 


4.4.4 For high speed craft, in the event of total power 

failure, either: 

(a) emergency power for steering systems/drives is to be 
restored automatically within five seconds. To achieve 
this an interim fast acting system may be required to 
come into operation until such time as auxiliary/ 
emergency power source comes on line. (Note: starting 
arrangements are to comply with the requirements 
relating to starting arrangements of emergency 
generators); or 

(b) means are to be provided to bring the craft to a safe 
condition. 


4.4.5 Where the steering unit is so interconnected that 
more than one power system, or control system, can be 
simultaneously operated, the design is to be such that 
hydraulic locking caused by a single failure cannot occur. 


4.4.6 Steering systems, other than of the hydraulic type, 
will be accepted provided the standards are considered 
equivalent to the requirements of this Section. 


LI Section 5 
Piping systems 


5.1 Components 


rope ae Piping, joints, valves, flanges and other fittings are 
to comply within the requirements of Pt 15, Ch 1 for Class 1 
piping system components. The design pressure is to be in 
accordance with 4.2.3. 


5.2 Valve and relief valve arrangements 


5.2.1 For vessels with non-duplicated actuators, isolating 
valves are to be fitted at the connection of pipes to the 
actuator, and are to be directly fitted on the actuator. 


5.2.2 Arrangements for bleeding air from the hydraulic 
system are to be provided, where necessary. 


5.2.3 Relief valves are to be fitted to any part of the 
hydraulic system which can be isolated and in which pressure 
can be generated from the power source or from external 
forces. The settings of the relief valves is not to exceed the 
design pressure. The valves are to be of adequate size and 
so arranged as to avoid an undue rise in pressure above the 
design pressure. 


5.2.4 Relief valves for protecting any part of the hydraulic 
system which can be isolated, as required by 5.2.3 are to 
comply with the following: 

(a) The setting pressure is not to be less than 1,25 times the 
maximum working pressure. 

(b) The minimum discharge capacity of the relief valve(s) is 

not to be less than 110 per cent of the total capacity of 
the pumps which can deliver through it (them). 
Under such conditions the rise in pressure is not to 
exceed 10 per cent of the setting pressure. In this 
regard, due consideration is to be given to extreme 
foreseen ambient conditions in respect of oil viscosity. 


5.3 Flexible hoses 
5.3.1 Flexible hoses are to be of approved type, see 
Pt 15, Ch 1,13. 
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a Section 6 
Control, monitoring and electrical 
equipment 


6.1 Control 


6.1.1 All steering systems are to be be operated from the 
craft’s control station. 


6.1.2 If steering systems can also be operated from other 
positions, then two-way communication is to be arranged 
between the control station and these other positions. 


6.1.3 Steering control is to be provided: 

(a) For the main steering unit, both at the control station and 
in the steering unit compartment, where applicable; 

(b) Where the main steering unit is arranged by two 
independent control systems, both operable from the 
control station. This does not require duplication of the 
steering wheel or steering lever. Where the control 
system consists of a hydraulic telemotor, a second 
independent system need not be fitted. 

(c) For the auxiliary steering unit, in the steering unit 
compartment and, if power operated, it is also to be 
operable from the control station and is to be independent 
of the control system for the main steering system. 


6.1.4 Electrical control systems are to be independent 
and separated as far as is practicable throughout their length. 


6.1.5 Any main and auxiliary steering unit control system 
operable from the control station is to comply with the 
following: 

(a) Means are to be provided in the steering unit 
compartment, if applicable, for disconnecting any control 
system operable at the control station from the steering 
unit it serves; 

(b) The system is to be capable of being brought into 
operation from a position on the control station. 


6.1.6 Appropriate operating instructions with a block 
diagram showing the change-over procedures for steering 
unit control systems and steering unit actuating systems are 
to be permanently displayed at the control station and in the 
steering unit compartment, if applicable. 


6.1.7 Where the system failure alarms for hydraulic lock, 
see Table 1.6.1, are provided, appropriate instructions are to 
be placed on the control station to shut down the system at 
fault. 


6.2 Monitoring 


6.2.1 Alarms and monitoring requirements are indicated 
in 6.2.2, 6.2.3 and Table 1.6.1. 


Table 1.6.1 Alarms 


Item Note 


Angular position of the = Indication, see 6.1.6 
Steering Mechanism 
Failure See 6.2.4 
Steering power units, Failure _ 
power 
Steering motors Overload For alarm and running 
Single phase indication locations. 


see 6.3.2 and 6.3.3 


Control system Failure See 6.2.4 
Control system Failure _ 
power 


Steering gear hydraulic Low Each reservoir to be 
oil level be monitored. For 
Alarm locations, see 
6.3.4. 
Auto pilot Failure Running indication 
Where oil cooler 
is fitted 


Hydraulic oil temperature High 


Where more than one 
system (either power 
or control) can be 
operated 
simultaneously each 
each system is to be 
monitored, see Note 


Hydraulic lock Fault 


Hydraulic oil filter High When oil filters are 
differential pressure fitted 


NOTE 

This alarm is to identify the system at fault and is to be activated 

when (for example): 

e position of the variable displacement pump control system 
does not correspond with given order; or 

e incorrect position of 3-way full flow valve or similar in constant 
delivery pump system is detected. 


6.2.2 The angular position of the steering mechanism is 


(a) Where the main steering unit is power operated, be 
indicated at the control station, and other positions as 
applicable. The angular indication is to be independent 
of the steering unit control system; and is to indicate any 
abnormal responses or malfunctions. The logic of such 
feedback and indications are to be consistent with the 
other alarms and indications so that in an emergency 
operators are unlikely to be confused. 

(bo) Be recognisable in the steering unit compartment, if 
applicable. 


6.2.3 The alarms described in Table 1.6.1 are to be 
indicated on the navigating bridge and the additional locations 
described and are to be in accordance with the alarm system 
specified by Pt 16, Ch 1,2.3. 
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6.2.4 Steering control systems are to be monitored and 

an audible and visual alarm is to be initiated on the navigation 

bridge in the event of: 

e failure of the control system, including command and fee 
back circuits; or 

e unacceptable deviation between the rudder order and 
actual rudder position and/or unacceptable delay in 
response to changes in the rudder order. 


6.3 Electrical equipment 


6.3.1 Short circuit protection, and overload alarm and, in 
the case of polyphase circuits, an alarm to indicate failure of 
any one of the phases is to be provided for each main and 
auxiliary motor circuit. Protective devices are to operate at not 
less than twice the full load current of the motor or circuit 
protected and are to allow excess current to pass during the 
normal accelerating period of the motors. 


6.3.2 The alarms required by 6.3.1 are to be provided on 
the bridge and in the main machinery space or control room 
from which the main machinery is normally controlled. 


6.3.3 Indicators for running indication of each main and 
auxiliary motor are to be installed on the control station and 
at a suitable main machinery control position. 


6.3.4 A low-level alarm is to be provided for each steering 
system hydraulic fluid reservoir to give the earliest practicable 
indication of hydraulic fluid leakage. Alarms are to be given on 
the navigation bridge and in the machinery space where they 
can be readily observed. 


6.3.5 Two exclusive circuits are to be provided for each 
electric or electrohydraulic steering unit arrangement consist- 
ing of one or more electric motors. 


6.3.6 Each of these circuits is to be fed from the main 
switchboard. One of these circuits may pass through the 
emergency switchboard. 


6.3.7 One of these circuits may be connected to the 
motor of an associated auxiliary electric or electrohydraulic 
power unit. 


6.3.8 Each of these circuits is to have adequate capacity 
to supply all the motors which can be connected to it and 
which can operate simultaneously. 


6.3.9 These circuits are to be separated throughout their 
length as widely as is practicable. 


6.3.10 Each main and auxiliary electric control system 
which is to be operated from the control station is to comply 
with the following: 

(a) It is to be served with electric power by a separate circuit 
supplied from the associated steering unit power circuit, 
from a point within the steering unit compartment, or 
directly from the same section of switchboard busbars, 
main or emergency, to which the associated steering unit 
power circuit is connected. 

(b) Each separate circuit is to be provided with short circuit 
protection only. 


a Section 7 
Requirements for craft which are 
not required to comply with the 
HSC Code 


7.1 Introduction 


7.1.1 The requirements of Sections 1 to 6 of this Chapter 
apply, except where modified by this Section. 


7.2 Design and performance 


7.2.1 In craft over 50 m in length, the main steering 
system is to be power operated. 


7.2.2 Service craft of length 50 m or less, or sailing 
yachts of length 50 m or less, may have manual steering. 
Where wheel steering is fitted, an alternative means of 
steering (which may be a hand tiller) is to be readily available, 
and the performance of both systems is to be in accordance 
with 7.2.6. 


7.2.3 The main steering gear is to be capable of 
steering the craft at the maximum ahead speed and turning 
the rudder from hardover to hardover in 30 seconds. 


7.2.4 Where wire rope steering leads are fitted, they are 
to be of suitable construction. Wire rope is to be stainless 
steel or suitably protected against corrosion and the strength 
of the rope is to be as follows: 
de, 3 

Breaking load = SU kN 
where 

dgy is the basic stock diameter at quadrant or tiller given 

by Table 3.2.7 in Pt 3, Ch 3, in mm. 

R_ = radius of quadrant, or length of tiller arm, in mm. 


7.2.5 Steering leads are to be as direct as possible, and 
sharp bends are to be avoided. Sheaves are to be of adequate 
diameter and designed to prevent the steering leads from 
jumping or jamming. 


7.2.6 Means are to be provided for adjusting the tension 
in the steering leads. 


Lot Where considered necessary, an efficient locking or 
brake arrangement is to be fitted to keep the rudder steady 
when a change from one type of steering to the other is 
required. 


7.2.8 Where manually operated steering is permitted, the 
effort required to operate the tiller or steering wheel is to be 
not more than 160 N under normal conditions. 


7.3 Control and monitoring 
7.3.1 The alarms and safeguards for yachts and service 


craft less than 24 m are to be adequate for the type of 
steering system employed, see Table 1.7.1. 
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Steering Systems Part 14, Chapter 1 


Section 7 


Table 1.7.1 Alarms 


Item Note 


Angular position of the Indication 
Steering Mechanism 


Steering power units, Failure 
power 


Steering motors Overload, Also running indication 
single on bridge 
phase 


Control system Failure 
power 


Steering gear hydraulic Low 
oil level 


Auto pilot Failure Running indication 


Hydraulic oil temperature High Where oil cooler 
is fitted 


7.3.2 The requirements of 6.3.5 do not apply to service 
craft less than 24 m. 


7.4 Electrical equipment 
7.4.1 Consideration will be given to the electrical control 


equipment of simple steering systems on service craft less 
than 24 m or yachts, see Pt 16, Ch 2. 
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Piping Design Requirements 


Part 15, Chapter 1 


Sections 1,2&3 


Section 
1 Application 
2 Details to be submitted 


3 Class of pipes 


4 Design symbols and definitions 
5 Carbon and low alloy steels 

6 Copper and copper alloys 

7 Cast iron 

8 Plastics 

9 Austenitic stainless steel 


10 Aluminium alloy 

11 Material certificates 

12 Requirements for valves 

13 Requirements for flexible hoses 

14 Hydraulic tests on pipes and fittings 


15 Requirements for small craft which are not 
required to comply with the HSC Code 


16 Guidance notes on metal pipes for water 
services 


J Section 1 
Application 


1.1 General 
Toke The requirements of this Chapter apply to the 


design and construction of piping systems including pipe 
fittings forming part of such systems. 


O Section 2 
Details to be submitted 


2.1 Plans and information 


2.1.1 At least three copies of the following plans and 
information are to be submitted. 


2he2 Venting, sounding and drainage arrangements for 
all watertight compartments. 


2.1.3 The following diagrammatic plans including details 

of the material and pipe dimensions/thickness: 

e —_ Bilge and ballast system including the capacities of the 

pumps on bilge service. 

e Lubricating oil systems. 

e — Flammable liquids used for control and heating systems. 
Power transmission systems for services essential for 
safety or for the operation of the craft at sea. 

e Cooling water systems for main and auxiliary services. 
Compressed air systems for main and auxiliary services. 
Steam systems with a design pressure above 7 bar. 


2.1.4 Arrangement of oil fuel storage tanks with a 
capacity of over 0,5 m® where these do not form part of the 
structure of the craft. 


218 Where it is intended to use plastic pipes for 
Class |, Class Il and any Class III systems for which there are 
requirements in these Rules, details of the following: 

a) Properties of the materials. 

b) Operating conditions. 

c) Intended service and location. 

d) Pipes, fittings and joints. 


2.1.6 Design details of the following components: 


a) Flexible hoses. 

b) Sounding devices. 

c) Resiliently seated valves. 

d) Expansion joints. 

e) Components of an unusual or novel nature. 


2.1.7 The requirements for plans and information for the 
fire-fighting systems are given in Pt 17, Ch 1,1.2.3. 


4 Section 3 
Class of pipes 


3.1 General 


3.7.7 Pipework systems are divided into three classes 
depending on the internal fluid and design temperature and 
pressure of the system. 


3.1.2 Material test requirements for the different classes 
of pipe are detailed in the Rules for the Manufacture, Testing 
and Certification of Materials (hereinafter referred to as the 
Rules for Materials). 


3.7.3 Acceptable jointing methods for the different 
classes of pipe are given in the appropriate Section of this 
Chapter. Material certificate requirements are given in 
Section 11. 


3.1.4 The maximum design pressure and temperature for 
Class II and Ill systems is given in Table 1.3.1. To illustrate, 
see Fig. 1.3.1. 


3.1.5 Class | pipes are to be used where either the 
maximum design pressure or design temperature exceeds 
that applicable to Class II pipes. 
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Piping Design Requirements 


Part 15, Chapter 1 


Sections 3,4&5 


Table 1.3.1 Maximum pressure and temperature 
conditions for Class II and III piping 


systems 


Class II Class Ill 
Piping system 


Steam 


Flammable liquids 
(see Note) 


Other media 16,0 200 


NOTE 
Flammable liquids include: oil fuel, thermal oil and lubricating oil. 


Class | 


Pressure, P 


Temperature, T 


NOTE 

T4 and P correspond to the maximum temperatures and pressures 
for a Class Ill piping system and T»> and Po to those for a Class II 
piping system depending on the service. 


Fig. 1.3.1 Classes of piping system 


B16 Class Ill pipes may also be used for open ended 
piping, e.g. overflows, vents, boiler waste steam pipes, 
open-ended drains, sounding pipes, etc. 


| Section 4 
Design symbols and definitions 


4.1 Design symbols 


4.1.1 The symbols used in this Chapter are defined as 
follows: 

a = percentage negative manufacturing tolerance on 

thickness 

Cc = corrosion allowance, in mm 

d= inside diameter of pipe, in mm, see 4.1.3 

e = weld efficiency factor, see 4.1.4 

p = design pressure, in bar, see 4.2 

P+ = hydraulic test pressure, in bar 


t = the minimum thickness of a straight pipe, in mm, 
including corrosion allowance and negative 
tolerance, where applicable 

t, = the minimum thickness of a straight pipe to be used 
for a pipe bend, in mm, including bending 
allowance, corrosion allowance and negative 
tolerance, where applicable 

D_ = outside diameter of pipe, in mm, see 4.1.2 

R_ = radius of curvature of a pipe bend at the centre line 
of the pipe, in mm 

T = design temperature, in °C, see 4.3.1 

c = maximum permissible design stress, in N/mm2. 


4.1.2 The outside diameter, D, is subject to manufactur- 
ing tolerances, but these are not to be used in the evaluation 
of formulae. 


4.1.3 The inside diameter, d, is not to be confused with 
nominal pipe size, which is an accepted designation 
associated with outside diameters of standard rolling sizes. 


4.1.4 The weld efficiency factor, e, is to be taken as 1,0 
for seamless and electric resistance or induction welded steel 
pipes. 


4.2 Design pressure 


4.2.1 The design pressure, p, is the maximum permissi- 
ble working pressure and is to be not less than the highest set 
pressure of the safety valve or relief valve. In systems which 
have no safety valve or relief valve, the design pressure is to to 
be taken as 1,1 times the maximum working pressure. 


4.2.2 The design pressure of piping on the discharge 
from pumps is to be taken as the pump pressure at full rated 
speed against a shut valve. Where a safety valve or other 
protective device is fitted to restrict the pressure to a lower 
value than the shut valve load, the design pressure is to be 
the highest set pressure of the device. 


4.2.3 For design pressure of steering system compo- 
nents and piping, see Part 14. 

4.3 Design temperature 

4.3.1 The design temperature is to be taken as the 


maximum temperature of the internal fluid, but in no case is it 
to be less than 50°C. 


a Section 5 
Carbon and low alloy steels 


5.1 General 
5.1.1 The minimum thickness of steel pipes is to be 


determined by the formulae given in 5.1.2 and 5.1.3 except 
that in no case is it to be less than that shown in Table 1.5.1. 
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Section 5 
Table 1.5.1 Minimum thickness for steel pipes Table 1.5.2 Values of corrosion allowance (c) for 
steel pipes 
External diameter D Minimum pipe thickness 
mm mm Piping service 
10,2-12 1,6 Saturated steam systems 
13,5-19 1,8 Compressed air systems 
20-44,5 2,0 Hydraulic oil systems 
48,3-63,5 2,3 Lubricating oil systems 
70-82,5 2,6 Fuel oil systems 
88,9-108 2,9 Refrigerating plants 
114,3-127 3,2 Fresh water systems 
133-139,7 3,6 Sea-water systems in general 
152,4-168,3 4,0 
TeZDiONG Over ioe 5.1.3. The minimum thickness, t,, of a straight steel pipe 
NOTES to be used for a pipe bend is to be determined by the 
1. The thickness of air, overflow and sounding pipes for following formula, except where it can be demonstrated that 
structural tanks is to be not less than 4,5 mm. the use of a thickness less than t, would not reduce the 
2. The thickness of bilge, ballast and general sea water pipes is thickness below t at any point after bending: 
to be not less than 4,0 mm. , 
3. The thickness of bilge, air, overflow and sounding pipes = pD D 100 
through ballast and oil fuel tanks, ballast lines through oil fuel b ~ 20ce +p i 25R oe 100-a 
tanks and oil fuel lines through ballast tanks is to be not less , 
than 6,3 mm. where 
For air, bilge, ballast, oil fuel, overflow, sounding, and venting symbols are as defined in 4.1.1 
pipes as mentioned in Notes 1 to 3, where the pipes are : : 
efficiently protected against corrosion the thickness may be G and o are obtained ee 
reduced by not more than 1 mm. in general, F is to be not less than 3D. 
For air and sounding pipes the minimum thickness applies to 
the part of the pipe outside the tank but not exposed to 5.1.4 For pipes passing through tanks, where the 
a ee ee ee thickness has been calculated in accordance with 5.1.2 or 
required to be suitably increased in thickness in accordance 5.1.3 dditi | ; I igi beadded 4 
with statutory and loadline requirements as applicable. -1.9, an agattional corrosion allowance 's to be aaaed to 


take account of external corrosion; the addition will depend 
on the external medium and the value is to be in accordance 


bats : with Table 1.5.2. 
5.1.2 The minimum thickness, t, of straight steel pressure 


pipes is to be determined by the following formula: O45 Where the pipes are efficiently protected against 
= pD eg ) 100 _— corrosion, the corrosion allowance, c, may be reduced by not 
~ \206e +p 100-a more than 50 per cent. 


where 
symbols are as defined in 4.1.1 
c is obtained from Table 1.5.2, see also 5.1.4 
o may be obtained directly from Table 1.5.3 or from the 
formula given in 5.1.6. 


Table 1.5.3 Carbon and carbon-manganese steel pipes 


Specified Maximum permissible design stress, N/mm2 
minimum 
tensile Maximum design temperature, °C 
strength, 
N/mm? 


320 


360 
410 


460 


490 
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Piping Design Requirements 


Part 15, Chapter 1 


Section 5 


5.1.6 The maximum permissible design stress, o, is to be 
taken as the lowest of the following values: 


_ & 

ah: 

6 

27 

_ Sr 

cn 
where 


E, = specified minimum lower yield or 0,2 per cent proof 
stress at the design temperature 
Rog = specified minimum tensile strength at ambient 
temperature 
Sr = average stress to produce rupture in 100 000 hours 
at the design temperature 
Values of E;, Rog and Sp may be obtained from Chapter 6 of 
the Rules for Materials. Intermediate values may be obtained 
by interpolation. 


Delial Steel stub pipes between the shell plating and the 
sea valve are to be of short rigid construction, adequately 
supported and of substantial thickness. 


5.2 Steel pipe joints 


5.2.1 Joints in steel pipelines may be made by: 

e — Screwed on or welded on bolted flanges. 

e —_ Butt welds between pipes or between pipes and valve 
chests. 

e Socket welded joints (up to 60,3 mm outside diameter). 

e Threaded sleeve joints (parallel thread), see a/so 5.5. 

e Special types of approved joints that have been shown 
to be suitable for the design conditions, see also 5.4. 


5.2.2 All welding of pipes is to be in accordance with the 
requirements specified in Chapter 13 of the Rules for Materials. 


5.2.3 Where pipes are joined by welding a suitable 
number of flanged joints are to be provided at suitable 
positions to facilitate installation and removal for maintenance. 


5.2.4 Where welded pipes are protected against 
corrosion then the corrosion protection is to be applied after 
welding or the corrosion protection is to be made good in way 
of the weld damaged area. 


5.2.5 Where it is not possible to make good the corrosion 
protection of the weld damaged area, then the pipe is to be 
considered to have no corrosion protection. 


5.2.6 Where backing rings are used for welding pipes, 
then the effect of the flow obstruction of the backing ring and 
erosion/crevice corrosion of the backing ring is to be taken 
into account. 


5.3 Welded-on flanges, butt welded joints and 
fabricated branch pieces 


5.3.1 The dimensions and material of flanges and bolting, 
and the pressure-temperature rating of bolted flanges in 
pressure pipelines, in accordance with National or other 
established standards will be accepted. 


5.3.2 The types of welded-on flanges are to be suitable 
for the pressure, temperature and service for which the pipes 
are intended. 


___ t but not less 
than 5mm 


__ t but not less 
than 5mm 


F 


But not 
less than 5 mm 


(b) 


1,5t but not 
less than 5 mm 


1,5t but not 
less than 5 mm 


=-|—t 
= Ke— 1,5 mm max. 


But not 
less than 5 mm 


(c) 


-—1,5t but not less 
than 5 mm 


— 1,5t but not 
less than 5 mm 


4450/01 


Typical examples of welded flange connections 
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Table 1.5.4 Limiting design conditions for flange types 


Maximum Maximum Maximum Minimum 
pressure temperature pipe o.d. pipe bore 


°C 


mm mm 


No restriction No restriction No restriction 


No restriction 168,3 for No restriction 


Pressure-temperature 
ratings to be in 
accordance with a 
recognised standard 
425 
425 


425 


alloy steels* 


No restriction 168,3 for 75 


alloy steels* 
No restriction No restriction 
No restriction 75 


No restriction No restriction 


* No restriction for carbon steels 


5.3.3 Typical examples of welded-on flange attachments 
are shown in Fig. 1.5.1, and limiting design conditions for 
flange types (a) to (f) are shown in Table 1.5.4. 


5.3.4 Welded-on flanges are not to be a tight fit on the 
pipes. The maximum clearance between the bore of the 
flange and the outside diameter of the pipe is to be 3 mm at 
any point, and the sum of the clearances diametrically 
opposite is not to exceed 5 mm. 


5.3.5 Where butt welds are employed in the attachment 
of flange type (a), in pipe-to-pipe joints or in the construction 
of branch pieces, the adjacent pieces are to be matched at 
the bores. This may be effected by drifting, roller expanding 
or machining, provided that the pipe wall is not reduced below 
the designed thickness. If the parts to be joined differ in wall 
thickness, the thicker wall is to be gradually tapered to the 
thickness of the thinner at the butt joint. The welding necks 
of valve chests are to be sufficiently long to ensure that the 
valves are not distorted as the result of welding and 
subsequent heat treatment of the joints. 


£ 


5.3.6 Where backing rings are used with flange type (a) 
they are to fit closely to the bore of the pipe and should be 
removed after welding. The rings are to be made of the same 
material as the pipes or of mild steel having a sulphur content 
not greater than 0,05 per cent. 


5.3.7 Branches may be attached to pressure pipes by 
means of welding provided that the pipe is reinforced at the 
branch by a compensating plate or collar or other approved 
means, or alternatively that the thickness of pipe and branch 
are increased to maintain the strength of the pipe. These 
requirements also apply to fabricated branch pieces. 


5.4 Screwed fittings 


5.4.1 Screwed fittings including compression fittings may 
be used in piping systems not exceeding 41 mm outside 
diameter. Where the fittings are not in accordance with an 
acceptable standard then Lloyd’s Register (hereinafter referred 
to as ‘LR’) may require the fittings to be subjected to special 
tests to demonstrate their suitability. 


5.5 Threaded sleeve joints (parallel thread) 


5.5.1 Threaded sleeve joints in accordance with National 
or other established standards may be used within the limits 
given in Table 1.5.5. They are not to be used in piping systems 
conveying flammable liquids. 


Table 1.5.5 Limiting design conditions for 
threaded sleeve joints 


Nominal Maximum Maximum 
bore pressure temperature 


mm bar °C 
(kgf/cm?) 


< 25 12,0 
(12,2) 


> 25 < 40 10,0 
(10,2) 


> 40< 80 8,5 
(8,7) 


> 80 < 100 7,0 
(7,1) 


5.6 Socket weld joints 


56:1 Socket weld joints may be used with carbon steel 
pipes not exceeding 60,3 mm outside diameter. Socket weld 
fittings are to be of forged steel and the material is to be 
compatible with the associated piping. Such joints are not to 
be used where fatigue, severe erosion or crevice corrosion is 
expected to occur. See also Ch 4,7.3.9. 


5.6.2 The thickness of the socket weld fittings is to meet 
the requirements of 5.1.3 but is to be not less than 1,25 times 
the nominal thickness of the pipe or tube. The diametrical 
clearance between the outside diameter of the pipe and the 
bore of the fitting is not to exceed 0,8 mm, and a gap of 
approximately 1,5 mm is to be provided between the end of 
the pipe and the bottom of the socket. 
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5.6.3 The leg lengths of the fillet weld connecting the pipe 
to the socket weld fitting are to be such that the throat 
dimension of the weld is not less than the nominal thickness 
of the pipe or tube. 


5.7 Welded sleeve joints 
5.7.1 Welded sleeve joints may be used in Class Ill 
systems only, subject to the restrictions and general 


dimensional requirements given in 5.6 for socket weld joints. 


D2 The pipe ends are to be located in the centre of the 
sleeve with a 1,5 to 2,0 mm gap. 


5.8 Other mechanical couplings 


5.8.1 Pipe unions, compression couplings, or slip-on 
joints, as shown in Fig. 1.5.2, may be used if type approved 
for the service conditions and the intended application. The 
type approval is to be based on the results of testing of the 
actual joints. The acceptable use for each service is indicated 
in Table 1.5.6 and dependence upon the Class of piping, with 
limiting pipe dimensions, is indicated in Table 1.5.7. 


5.8.2 Where the application of mechanical joints results 
in a reduction in pipe wall thickness due to the use of bite type 
rings or other structural elements, this is to be taken into 
account in determining the minimum wall thickness of the pipe 
to withstand the design pressure. 


Pipe unions 


Welded 
and 


brazed 
types 


Compression couplings 


Flared 
type 


Fig. 1.5.2 Examples of mechanical joints (see continuation) 


LLoyD’s REGISTER 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Piping Design Requirements 


Part 15, Chapter 1 


Section 5 


Slip-on joints 


Grip type 


Machine 


— SS 


ahs COMM M A a WM, 


mA UZZZZZ LL] 


mS 


aaa 


Slip type 


l a on 


qo 


__ WW) 


Fig. 1.5.2 Examples of mechanical joints (conclusion) 


5.8.3 Construction of mechanical joints is to prevent the 
possibility of tightness failure affected by pressure pulsation, 
piping vibration, temperature variation and other similar 
adverse effects occurring during operation on board. 


5.8.4 Materials of mechanical joints are to be compatible 
with the piping material and internal and external media. 


5.8.5 Mechanical joints for pressure pipes are to be 
tested to a burst pressure of 4 times the design pressure. For 
design pressures above 200 bar the required burst pressure 
will be specially considered. 


5.8.6 In general, mechanical joints are to be of fire- 
resistant type where required by Table 1.5.6. 


5.8.7 Mechanical joints, which in the event of damage 
could cause fire or flooding, are not to be used in piping 
sections directly connected to the sea openings or tanks 
containing flammable fluids. 


5.8.8 Mechanical joints are to be designed to withstand 
internal and external pressure as applicable and where used 
in suction lines are to be capable of operating under vacuum. 


5.8.9 Generally, slip-on joints are not to be used in 
pipelines in cargo holds, tanks, and other spaces which are 
not easily accessible. Application of these joints inside tanks 
may only be accepted where the medium conveyed is the 
same as that in the tanks. 
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Table 1.5.6 Application of mechanical joints 


Systems Kind of connections 


Pipe unions Compression couplings (6) Slip-on joints 


Flammable fluids (Flash point <60°) 

Cargo oil lines 4 +5 
Crude oil washing lines 4 +5 
Vent lines +3 


Inert gas 

Water seal effluent lines 
Scrubber effluent lines 
Main lines 

Distribution lines 


Flammable fluids (Flash point > 60°) 
Cargo oil lines 

Fuel oil lines 

Lubricating oil lines 

Hydraulic oil 

Thermal oil 


Sea-water 

Bilge lines 

Fire main and water spray 
Foam system 

Sprinkler system 

Ballast system 

Cooling water system 
Tank cleaning services 
Non-essential systems 


t+tete eee st 


Fresh water 

Cooling water system 
Condensate return 
Non-essential system 


Sanitary/Drains/Scuppers 

Deck drains (internal) 

Sanitary drains 

Scuppers and discharge (overboard) 


Sounding/vent 
Water tanks/Dry spaces 
Oil tanks (f..> 60°C) 


Miscellaneous 
Starting/Control air (1) 
Service air (non-essential) 
Brine 

CO» system 

Steam 


KEY 
+ Application is allowed 
— Application is not allowed 


NOTES 

1. Inside machinery spaces of Category A — only approved fire resistant types. 

2. Not inside machinery spaces of Category A or accommodation spaces. May be accepted in other machinery spaces provided the 
joints are located in easily visible and accessible positions. 
Approved fire resistant types. 
Above freeboard deck only. 
In pump rooms and open decks — only approved fire resistant types. 
If compression couplings include any components which are sensitive to heat, they are to be of approved fire resistant type as required 
for slip-on joints. 
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Table 1.5.7 


Types of joints 


Application of mechanical joints depending on class of piping 


Classes of piping systems 


Class | 


Class Il Class III 


Pipe unions 
Welded and brazed type 


+(OD < 60,3 mm) 


+(OD < 60,3 mm) 


Compression couplings 


Swage type - 
+(OD < 60,3 mm) 
+(OD < 60,3 mm) 
Press type - 


Bite type 
Flared type 


+(OD < 60,3 mm) 
+(OD < 60,3 mm) 


Slip-on joints 
Machine grooved type 
Grip type 

Slip type 


KEY 
+ Application is allowed 
— Application is not allowed 


5.8.10  Unrestrained slip-on joints are only to be used in 
cases where compensation of lateral pipe deformation is 
necessary. Usage of these joints as the main means of pipe 
connection is not permitted. 


a Section 6 
Copper and copper alloys 


6.1 General 


6.1.1 Copper and copper alloy pipes are acceptable for a 
wide range of services, including bilge pipework and where 
non heat-sensitive material is required. 


6.1.2 The maximum permissible service temperature of 
copper and copper alloy pipes, valves and fittings is not to 
exceed 200°C for copper and aluminium brass, and 300°C 
for copper-nickel. Cast bronze valves and fittings complying 
with the requirements of Chapter 9 of the Rules for Materials 
may be accepted up to 260°C. 


6.1.3 The minimum thickness, t, of straight copper and 
copper alloy pipes is to be determined by the following 
formula but is not to be less than that shown in Table 1.6.1: 


’ ( pD +o) 100 
~ \ 200 + p 100-a 


where 
symbols are as defined in 4.1.1 
c = 0,8 mm for copper, aluminium brass, and copper- 
nickel alloys where the nickel content is less than 
10 per cent 
= 0,5 mm for copper-nickel alloys where the nickel 
content is 10 per cent or greater 
= O where the media are non-corrosive relative to the 
pipe material 
o may be obtained from Table 1.6.2. 
Intermediate values may be obtained by linear interpolation. 


Table 1.6.1 Minimum thickness for copper and 


copper alloy pipes 


Minimum overriding 
Standard pipe sizes nominal thickness 


(outside diameter) 


Copper Copper alloy 


to 10 1,0 0,8 
to 20 1,0 


to 1,2 


to 1,5 


to 
to 


to 


6.1.4 The minimum thickness tp, of a straight seamless 
copper or copper alloy pipe to be used for a pipe bend is to 
be determined by the formula below, except where it can be 
demonstrated that the use of a thickness less than t, would 
not reduce the thickness below t at any point after bending: 


Ee rers aera elie 
th = NA mm 
206 + p 2,5R 100-a 


where 
symbols are as defined in 4.1.1 
c and o are obtained as in 6.1.3 
in general, PR is to be not less than 3D. 


615 Pipes are to be seamless, and branches are to be 
provided by cast or stamped fittings, pipe pressing or other 
approved fabrications. 
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Table 1.6.2 Copper and copper alloy pipes 


Specified 


Permissible stress, N/mm?2 


minimum 
tensile 

strength, 
N/mm 


: Condition 
Pipe 
material 


Maximum design temperature, °C 


125 150 175 200 225 


Copper 220 


Aluminium 320 
brass 


90/19 270 
Copper- 
nickel iron 


70/30 
Copper-nickel 


6.1.6 Brazing and welding materials are to be suitable for 
the operating temperature and for the medium being carried. 


6.1.7 Where silver brazing is used, strength is to be 
obtained by means of the bond in a capillary space over the 
whole area of the mating surfaces. A fillet braze at the back of 
the flange or at the face is undesirable. The alloy used for 
silver brazing is to contain not less than 49 per cent silver. 


6.1.8 The use of copper-zinc brazing alloy is not permitted. 


6.2 Heat treatment 


6.2.1 Pipes which have been hardened by cold bending 
are to be suitably heat treated on completion of manufacture 
and prior to being tested by hydraulic pressure. Copper pipes 
are to be annealed and copper alloy pipes are to be either 
annealed or stress relief heat treated. 


| Section 7 
Cast iron 


7.1 General 


7.1.1 Grey cast iron valves and fittings will, in general, be 
accepted in Class Ill piping systems except as stated in 7.1.5. 
Grey cast iron valves and fittings may be accepted in the 
Class | steam systems referred to in Table 1.3.1 but the 
design pressure or temperature is not to exceed 13 bar or 
220°C, respectively. 


Tide Spheroidal or nodular graphite iron castings for 
valves and fittings in Class Il and Class III piping systems are 
to be made in a grade having a specified minimum elongation 
not less than 12 per cent on a gauge length of 5,65 Sq. 
where S, is the actual cross-sectional area of the test piece. 


40,2 343 27,5 18,6 


78,5 78,5 51,0 24,5 


65,7 63,7 61,8 58,8 


63,7 61,8 


7.1.3 Proposals for the use of this material in Class | 
piping systems will be specially considered, but in no case is 
the material to be used in systems where the design 
temperature exceeds 350°C. 


7.1.4 Where the elongation is less than the minimum 
required by 7.1.2, the material is, in general, to be subject to 
the same limitations as grey cast iron. 


7.1.5 Grey cast iron is not to be used for the following: 

e Valves and fittings for boiler blow-down systems and 
other piping systems subject to shock or vibration. 

e Shell valves and fittings, see Ch 2,3.1. 

e Valves fitted on the collision bulkhead. 


| Section 8 


Plastics 
8.1 General 
8.1.1 Proposals to use plastics pipes will be considered 


in relation to the properties of the materials, the operating 
conditions and the intended service and location. Special 
consideration will be given to any proposed service for 
plastics pipes not mentioned in these Rules. 


8.1.2 Attention is also to be given to Guidelines for the 
Application of Plastics Pipes on Ships contained in IMO 
Resolution A.753(18). 


8.1.3 Plastics pipes and fittings will, in general, be 
accepted in Class Ill piping systems. 


8.1.4 Plastics pipes are not acceptable for oil fuel, 
lubricating oil or other flammable liquid systems in machinery 
spaces, cargo holds and other spaces of high fire risk. 


8.1.5 For Class I, Class Il and any Class Ill piping systems 
for which there are Rule requirements, the pipes are to be of 
a type which has been approved by LR. 
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8.1.6 For domestic and similar services where there are 
no Rule requirements, the pipes need not be of a type which 
has been approved by LR. However, the fire safety aspects 
as referenced in 8.4, are to be taken into account. 


8.1.7 The use of plastics pipes may be restricted by 
statutory requirements of the National Authority of the country 
in which the craft is to be registered. 


8.2 Design and performance criteria 


8.2.1 Pipes and fittings are to be of robust construction 
and are to comply with a national or other established 
standard, consistent with the intended use. Particulars of 
pipes, fittings and joints are to be submitted for consideration. 


8.2.2 The design and performance criteria of all piping 
systems, independent of service or location, are to meet the 
requirements of 8.3. 


8.2.3 Depending on the service and location, the fire 
safety aspects such as fire endurance, and fire protection 
coatings, are to meet the requirements of 8.4. 


8.2.4 Plastics piping is to be electrically conductive when: 

(a) Carrying fluids capable of generating electrostatic charges. 

(b) Passing through hazardous zones and _ spaces, 
regardless of the fluid being conveyed. 

Suitable precautions against the build up of electrostatic 

charges are to be provided in accordance with the require- 

ments of 8.5, see a/so Pt 16, Ch 2,1.18. 


8.3 Design strength 


8.3.1 The strength of pipes is to be determined by 
hydrostatic pressure tests to failure on representative sizes of 
pipe. The strength of fittings is to be not less than the strength 
of the pipes. 


8.3.2 In service, the pipe is not to be subjected to a 
pressure greater than the nominal internal pressure pN,;. 


8.3.3 The nominal internal pressure, ONj, of the pipe is to 
be determined by the lesser of the following: 
Ni: < Pst 
PN S| 
Pit 
Ni < = 
om 25 
where 
Pst = short term hydrostatic test failure pressure, in bar 
Pi, = long term hydrostatic test failure pressure 


(100 000 hours), in bar. 
Due to the length of time stipulated for the long term test, 
testing may be carried out over a reduced period of time and 
the results extrapolated using a suitable standard such as 
ASTM D2837 and ASTM D1598. 


8.3.4 The nominal external pressure, PN, of the pipe, 
defined as the maximum total of internal vacuum and external 
static pressure head to which the pipe may be subjected, is to 
be determined by the following: 


Pool 
where 
Poot = pipe collapse pressure in bar 


The pipe collapse pressure is to be not less than 3 bar. 


8.3.5 Piping is to meet the design requirements of 8.3.2 
and 8.3.4 over the range of service temperature it will 
experience. 


8.3.6 High temperature limits and pressure reductions 
relative to nominal pressures are to be in accordance with a 
recognised standard, but in each case the maximum working 
temperature is to be at least 20°C lower than the minimum 
temperature of deflection under load of the resin or plastics 
material without reinforcement. The minimum temperature of 
deflection under load is not to be less than 80°C, see also 
Ch 14,4 of the Rules for Materials. 


8.3.7 Where it is proposed to use plastics piping in low 
temperature services, design strength testing is to be made at a 
temperature 10°C lower than the minimum working temperature. 


8.3.8 For guidance, typical temperature and pressure 
limits are indicated in Tables 1.8.1 and 1.8.2. The Tables are 
related to water service only. 


8.3.9 The selection of plastics materials for piping is to 
take account of other factors such as impact resistance, 
ageing, fatigue, erosion resistance, fluid absorption and 
material compatibility such that the design strength of the 
piping is not reduced below that required by these Rules. 


8.3.10 Design strength values may be verified experimentally 
or by a combination of testing and calculation methods. 


8.4 Fire performance criteria 


8.4.1 Where plastics pipes are used in systems essential 
for the safe operation of the craft, or for containing combustible 
fluids or sea-water where leakage or failure could result in fire 
or in the flooding of watertight compartments, the pipes and 
fittings are to be of a type which have been fire endurance 
tested, see also 8.2.3. 


8.4.2 Where a fire protective coating of pipes and fittings 
is necessary for achieving the fire endurance standards 
required, the coating is to be resistant to products likely to 
come into contact with the piping and be suitable for the 
intended application. 


8.5 Electrical conductivity 


8.5.1 Where a piping system is required to be electrically 
conductive for the control of static electricity, the resistance 
per unit length of the pipe, bends, elbows, fabricated branch 
pieces, etc., is not to exceed 0,1 MQ/m, see also 8.2.4. 
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Table 1.8.1 


Nominal 
pressure, 
bar -20°C to 0°C 


Material 
30°C 


Typical temperature and pressure limits for thermoplastic pipes 


Maximum permissible working pressure, bar 


40°C 50°C 60°C 


ABS 


HDPE 


Abbreviations: 


PVC Polyvinyl chloride 
ABS | Acrylonitrile — butadiene — styrene 
HDPE High density polyethylene 


Table 1.8.2 
reinforced polyester (GRP) pipes 


Min. 
temperature of 
deflection under 

load of resin 


Nominal 


pressure, 50°C to 


30°C 


40°C 


Typical temperature and pressure limits for glass fibre reinforced epoxy (GRE) and glass fibre 


Maximum permissible working pressure, bar 


50°C 60°C 70°C 80°C 90°C 95°C 


80°C 


8.6 Installation and construction 


8.6.1 All pipes are to be adequately but freely supported. 
Suitable provision is to be made for expansion and 
contraction to take place without unduly straining the pipes. 


8.6.2 Pipes may be joined by mechanical couplings or by 
bonding methods such as welding, laminating, adhesive 
bonding or other approved means. 


8.6.3 Sufficient mechanical joints are to be provided to 
enable the pipes to be readily removed. 


8.6.4 The required fire endurance level of the pipe is to 
be maintained in way of pipe supports, joints and fittings, 
including those between plastics and metallic pipes. 


8.6.5 Where piping systems are arranged to pass 
through watertight bulkheads or decks, provision is to be 
made for maintaining the integrity of the bulkhead or deck by 
means of metallic bulkhead pieces. The bulkhead pieces are 
to be protected against corrosion and so constructed to be 
of a strength equivalent to the intact bulkhead; attention is 
drawn to 8.6.1. Details of the arrangements are to be submit- 
ted for approval. 


8.6.6 Where a piping system is required to be electrically 

conductive, for the control of static electricity, continuity is to 
, be maintained across the joints and fittings, and the system is 
' to be earthed, see also Pt 16, Ch 2,1.13. 


8.7 Testing 


8.7.1 The hydraulic testing of pipes and fittings is to be 
in accordance with 14.1.2. For pipes and fittings not employ- 
ing hand lay up techniques, the hydrostatic pressure test 
required by Ch 14,4.9 of the Rules for Materials may be 
replaced by testing carried out in accordance with the require- 
ments stipulated in a National or International Standard, 
consistent with the intended use for which the pipe or fittings 
are manufactured, provided there is an effective quality 
system in place complying with the requirements of Ch 14,4.4 
of the Rules for Materials and the testing is completed to the 
satisfaction of the LR Surveyor. 


8.7.2 Where a piping system is required to be electrically 
conductive, tests are to be carried out to verify that the 
resistance to earth from any point in the system does not 
exceed 1 MQ. 


t2 
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| Section 9 
Austenitic stainless steel 


9.1 General 


9.1.1 Stainless steels may be used for a wide range of 
services and are particularly suitable for use at elevated 
temperatures. For guidance on the use of austenitic steels in 
sea water systems, see 16.3.4. 


9.1.2 The minimum thickness of stainless steel pipes is 
to be determined from the formula given in 5.1.2 or 5.1.3 
using a corrosion allowance of 0,8 mm. Values of the 1,0 per 
cent proof stress and tensile strength of the material for use in 
the formula in 5.1.6 may be obtained from Table 6.5.2 in 
Chapter 6 of the Rules for Materials. 


9.1.3 Where stainless steel is used in lubricating oil and 
hydraulic oil systems, the corrosion allowance may be 
reduced to 0 mm. 


9.1.4 In no case is the thickness of stainless steel pipes 
to be less than that shown in Table 1.9.1. 


Table 1.9.1 Minimum thickness for austenitic 


stainless steel pipes 


Minimum 
nominal thickness 


Standard pipe sizes 
(outside diameter) 


mm 


10,2 to 
21,3 to 
60,3 to 
114,3 to 
219,1 
273,0 
323,9 to 
over 406,4 


NOTE 

The external diameters and thicknesses have been selected from 
ISO-Standard 1127:1980. Diameters and thicknesses according 
to other National or International Standards may be accepted. 


9.1.5 Joints in stainless steel pipework may be made by 
any of the techniques described in 5.2 to 5.7. 


9.1.6 Where pipework is butt welded, this should 
preferably be accomplished without the use of backing rings, 
in order to eliminate the possibility of crevice corrosion 
between the backing ring and pipe. 


CJ Section 10 
Aluminium alloy 


10.1 General 


10.1.1 The use of aluminium alloy material in Class Ill 
piping systems will be considered in relation to the fluid being 
conveyed and operating conditions of temperature and 
pressure. 


10.1.2 In general, aluminium alloy may be used for air and 
sounding pipes for water tanks and dry spaces providing it can 
be shown that pipe failure will not cause a loss of integrity 
across watertight divisions. In craft of aluminium construction, 
aluminium alloy may also be used for air and sounding pipes 
for oil fuel, lubricating oil and other flammable liquid tanks 
provided the pipes are suitably protected against the effects of 
fire. 


10.1.3 Aluminium alloy pipes are not to be used in 
machinery spaces or cargo holds for conveying oil fuel, 
lubricating oil or other flammable liquids, or for bilge suction 
pipework within machinery spaces. 


Table 1.10.1 Minimum thickness of aluminium pipes 


Nominal pipe size (mm) 


Minimum wall thickness (mm) 


10 
15 
20 
25 
40 
50 
80 
100 
150 
200 
250 and over 


10.1.4 Aluminium alloy pipes are not acceptable for fire 
extinguishing pipes unless they are suitably protected against 
the effect of heat. The use of aluminium alloy with appropri- 
ate insulation will be considered when it has been 
demonstrated that the arrangements provide equivalent 
structural and integrity properties compared to steel. In open 
and exposed locations, where the insulation material is likely 
to suffer from mechanical damage, suitable protection is to 
be provided. 


10.1.5 = The minimum thickness of aluminium alloy pipes is 
to be not less than that shown in Table 1.10.1. 


10.1.6 Design requirements for aluminium pressure pipes 
for design pressures greater than 7 bar will be specially 
considered. 


10.1.7. Attention is drawn to the susceptibility of aluminium 
to corrosion in the region of welded connections. 
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C] Section 117 
Material certificates 


11.1 Metallic materials 


11.1.1 Materials for Class | and II piping systems and 
components as defined in Table 1.3.1, also for shell valves 
and fittings and fittings on the collision bulkhead are to be 
manufactured and tested in accordance with the Rules for 
Materials. 


11.1.2 Ferrous castings and forgings for Class | and Il 
piping systems are to be produced at a works approved by 
LR. 


11.1.3 Materials for Class Ill piping systems are to be 
manufactured and tested in accordance with the requirements 
of acceptable National Standards. 


11.1.4. |The Manufacturer’s materials test certificate will be 
accepted for all classes of piping and components in lieu of an 
LR materials certificate where the maximum design conditions 
are less than shown in Table 1.11.1. 


Table 1.11.1 Maximum conditions for pipes, valves 
and fittings for which Manufacturer’s 


materials test certificate is acceptable 


Working 
temperature 


DN = Nominal Diameter, mm 
Py = Working Pressure, bar 


Material 


Carbon and low DN < 50 
alloy steel. or 
Stainless steel. Py x DN < 2500 
Spheroidal or 
nodular cast iron. 


DN < 50 
or 
Py x DN < 1500 


Copper alloy 


11.2 Non-metallic materials 


11.2.1 Pipes and fittings intended for applications in 
Class |, Class Il and Class Ill systems for which there are Rule 
requirements are to be manufactured in accordance with 
Chapter 14 of the Rules for Materials. 


a Section 12 
Requirements for valves 


12.1 General 


12.1.1 | The design, construction and operational capability 
of valves are to be in accordance with an acceptable National 
or International Standard appropriate for the piping system. 
Where valves are not in accordance with an acceptable 
Standard, details are to be submitted for consideration. 


12.1.2 Valves are to be made of steel, cast iron, copper 
alloy, or other approved material suitable for the intended 
purpose. 


12.1.3. Valves having isolation or sealing components 
sensitive to heat are not to be used in spaces where leakage 
or failure caused by fire could result in fire spread, flooding or 
the loss of an essential service. 


12.1.4 Where valves are required to be capable of being 
closed remotely in the event of fire, the valves, including their 
control gear, are to be of steel construction or of an 
acceptable fire tested design. 


12.1.5 Valves are to be arranged for clockwise closing and 
are to be provided with indicators showing whether they are 
open or shut unless this is readily obvious. 


12.1.6 Valves are to be so constructed as to prevent the 
possibility of valve covers or glands being slackened back or 
loosened when the valves are operated. 


12.1.7. Valves and cocks are to be fitted with legible 
nameplates, and, unless otherwise specifically mentioned in 
the Rules, the valves and cocks are to be fitted in places 
where they are at all times readily accessible. 


12.1.8 Valves are to be used within their specified pressure 
and temperature rating for all normal operating conditions, and 
are to be suitable for the intended purpose. 


12.1.9 Valves intended for submerged installation are to be 
suitable for both internal and external media. Spindle sealing is 
to prevent ingress of external media at the maximum external 
pressure head expected in service. 


12.1.10 Additional requirements for shell valves are given in 
Ch 2,3. 


12.2 Valves with remote control 


12.2.1 All valves which are provided with remote control 
are to be arranged for local manual operation, independent of 
the remote operating mechanism. 


12.2.2 In the case of valves which are required by the 
Rules to be provided with remote control, opening and/or 
closing of the valves by local manual means is not to render 
the remote control system inoperable. 


12.3 Resiliently seated valves 


12.3.1. Valves, having isolation or sealing components 
sensitive to heat, are not to be used in spaces where leakage 
or failure caused by fire could result in fire spread, flooding or 
loss of an essential service. 


12.3.2 Where the valves are of the diaphragm type, they 
are not acceptable as shut off valves at the shell plating. 
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12.3.3 Resiliently seated valves are not to be used in main 
or auxiliary machinery spaces as branch or direct bilge suction 
valves or as pump suction valves from the main bilge line 
(except where the valve is located in the immediate vicinity of 
the pump and in series with a metal seated non-return valve. 
The non-return valve is to be fitted on the bilge main side of 
the resiliently seated valve). Where they are used in other 
locations and within auxiliary machinery spaces having little or 
no fire risk they should be of an approved fire safe type and 
used in conjunction with a metal seated non-return valve. 


12.3.4  Resiliently seated valves are not acceptable for use in 
fire water mains unless they have been satisfactorily fire tested. 


| Section 13 
Requirements for flexible hoses 


13.1 General 


13.1.1. A flexible hose assembly is a short length of metallic 
or non-metallic hose normally with prefabricated end fittings 
ready for installation. 


13.1.2 For the purpose of approval for the applications in 
13.2, details of the materials and construction of the hoses, 
and the method of attaching the end fittings together with 
evidence of satisfactory prototype testing, are to be submitted 
for consideration. 


13.1.3 The use of hose clamps and similar types of end 
attachments are not be used for flexible hoses in piping 
systems for steam, flammable media, starting air systems or 
for sea water systems where failure may result in flooding. In 
other piping systems, the use of hose clamps may be 
accepted where the working pressure is less than 5 bar and 
provided that there are two clamps at each end connection. 


13.1.4 Flexible hoses are to be limited to a length 
necessary to provide for relative movement between fixed and 
flexibly mounted items of machinery/equipment or systems. 


13.1.5 Flexible hoses are not to be used to compensate 
for misalignment between sections of piping. 


13.1.6 Flexible hose assemblies are not to be installed 
where they may be subjected to torsional deformation (twisting) 
under normal operating conditions. 


13.1.7. The number of flexible hoses in piping systems 
mentioned in this Section is to be kept to a minimum and to 
be limited for the purpose stated in 13.2.1. 


13.1.8 Where flexible hoses are intended for conveying 
flammable fluids in piping systems that are in close proximity 
to hot surfaces, electrical installation or other sources of 
ignition, the risk of ignition due to failure of the hose assembly 
and subsequent release of fluids is to be mitigated as far as 
practicable by the use of screens or other suitable protection. 


13.1.9 Flexible hoses are to be installed in clearly visible 
and readily accessible locations. 


13.71.10 The installation of flexible hose assemblies is to be 

in accordance with the manufacturer’s instructions and use 

limitations with particular attention to the following: 

(a) Orientation. 

(b) End connection support (where necessary). 

(c) Avoidance of hose contact that could cause rubbing and 
abrasion. 

(d) Minimum bend radii. 


13.1.11 Flexible hoses are to be permanently marked by the 
manufacturer with the following details: 

a) Hose manufacturer’s name or trademark. 

b) Date of manufacture (month/year). 

c) Designation type reference. 

d) Nominal diameter. 

e) Pressure rating. 

f) | Temperature rating. 

Where a flexible hose assembly is made up of items from 
different manufacturers, the components are to be clearly 
identified and traceable to evidence of prototype testing. 


13.2 Applications for rubber hoses 


13.2.1. Short joining lengths of flexible hoses complying 
with the requirements of this Section may be used, where 
necessary, to accommodate relative movement between 
various items of machinery connected to permanent piping 
systems. The requirements of this Section may also be 
applied to temporarily-connected flexible hoses or hoses of 
portable equipment. 


13.2.2 Rubber or plastics hoses, with integral cotton or 
similar braid reinforcement, may be used in fresh and sea- 
water cooling systems. In the case of sea-water systems, 
where failure of the hoses could give rise to the danger of 
flooding, the hoses are to be suitably enclosed. 


13.2.3 Rubber hoses, with single, double or more closely 
woven integral wire braid or other suitable material reinforce- 
ment, or convoluted metal pipes with wire braid protection, 
may be used in bilge, ballast, compressed air, fresh water, 
sea-water, oil fuel, lubricating oil, Class Ill steam, hydraulic and 
thermal oil systems. Flexible hoses of plastics materials for the 
same purposes, such as Teflon or Nylon, which are unable to 
be reinforced by incorporating closely woven integral wire 
braid are to have suitable material reinforcement as far as 
practicable. Where rubber or plastics hoses are used for oil 
fuel supply to burners, the hoses are to have external wire 
braid protection in addition to the integral wire braid. Flexible 
hoses for use in steam systems are to be of metallic construc- 
tion. 


13.2.4 Flexible hoses are not to be used in high pressure 
fuel oil injection systems. 


13.2.5 The requirements in this Section for flexible hose 
assemblies are not applicable to hoses intended to be used in 
fixed fire extinguishing systems. 
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13.3 Design requirements 


13.3.1. Flexible hose assemblies are to be designed and 
constructed in accordance with recognised National or 
International Standards acceptable to LR. 


13.3.2 Flexible hoses are to be complete with approved 
end fittings in accordance with manufacturer’s specification. 
End connections which do not have flanges are to comply 
with 5.8 as applicable and each type of hose/fitting combina- 
tion is to be subject to prototype testing to the same standard 
as that required by the hose with particular reference to 
pressure and impulse tests. 


13.3.3 Flexible hose assemblies intended for installation in 
piping systems where pressure pulses and/or high levels of 
vibration are expected to occur in service, are to be designed 
for the maximum expected impulse peak pressure and forces 
due to vibration. The tests required by 13.4 are to take into 
consideration the maximum anticipated in-service pressures, 
vibration frequencies and forces due to installation. 


13.3.4 Flexible hose assemblies constructed of non- 
metallic materials intended for installation in piping systems 
for flammable media, and sea-water systems where failure 
may result in flooding, are to be of fire-resistant type. Fire 
resistance is to be demonstrated by testing to ISO 15540 and 
ISO 15541. 


13.3.5 Flexible hose assemblies are to be suitable for the 
intended location and application, taking into consideration 
ambient conditions, compatibility with fluids under working 
pressure and temperature conditions consistent with the 
manufacturer’s instructions and any other applicable require- 
ments in the Rules. 


13.4 Testing 


13.4.1 Acceptance of flexible hose assemblies is subject 
to satisfactory prototype testing. Prototype test programmes 
for flexible hose assemblies are to be submitted by the 
manufacturer and are to be sufficiently detailed to demon- 
strate performance in accordance with the specified 
standards. 


13.4.2 For a particular hose type complete with end 
fittings, the tests, as applicable, are to be carried out on 
different nominal diameters for pressure, burst, impulse and 
fire resistance in accordance with the requirements of the 
relevant standard. The following standards are to be used as 
applicable: 

e ISO 6802 - Rubber and plastics hoses and hose 
assemblies — Hydraulic pressure impulse test without 
flexing. 

e ISO 6803 - Rubber and plastics hoses and hose 
assemblies — Hydraulic pressure impulse test with 
flexing. 

e ISO 15540 - Ships and marine technology — Fire 
resistance of hose assemblies — Test methods. 

e ISO 15541 - Ships and marine technology — Fire 
resistance of hose assemblies — Requirements for test 
bench. 


e ISO 10380 — Pipework — Corrugated metal hoses and 
hose assemblies. 
Other Standards may be accepted where agreed by LR. 


13.4.3 All flexible hose assemblies are to be satisfactorily 
prototype burst tested to an international standard (see Note) 
to demonstrate they are able to withstand a pressure of not 
less than four times the design pressure without indication of 
failure or leakage. 

NOTE: 

The International Standards, e.g. EN or SAE for burst testing 
of non-metallic hoses, require the pressure to be increased 
until burst without any holding period at 4 x Maximum 
Working Pressure. 


a Section 14 
Hydraulic tests on pipes and 
fittings 


14.1 Hydraulic tests before installation on board 


14.1.1. All Class | and II pipes and their associated fittings 
are to be tested by hydraulic pressure. Further, all steam, 
feed, compressed air and oil fuel pipes, together with their 
fittings, are to be similarly tested where the design pressure 
is greater than 7 bar. The test is to be carried out after 
completion of manufacture and before installation on board 
and, where applicable, before insulating and coating. 


14.1.2 The test pressure is to be 1,5 times the design 
pressure, as defined in 4.2. 


14.1.3 Shell valves and valves on the collision bulkhead are 
to be tested by hydraulic pressure to 1,5 times the nominal 
pressure rating of the valve at ambient temperature. 


14.2 Testing after assembly on board 


14.2.1 Oil fuel piping is to be tested by hydraulic pressure, 
after installation on board, to 1,5 times the design pressure 
but in no case to less than 3,5 bar. 


14.2.2 Where pipes specified in 14.1.1 are butt welded 
together during assembly on board, they are to be tested by 
hydraulic pressure in accordance with the requirements of 
14.2.1 after welding. The pipe lengths may be insulated, 
except in way of the joints made during installation and before 
the hydraulic test is carried out. 


14.2.3. The hydraulic test required by 14.2.2 may be 
omitted provided non-destructive tests by ultrasonic or radio- 
graphic methods are carried out on the entire circumference 
of all butt welds with satisfactory results. 


14.2.4 Where ultrasonic tests have been carried out, the 
manufacturer is to provide the Surveyor with a signed 
statement confirming that ultrasonic examination has been 
carried out by an approved operator and that there were no 
indications of defects which could be expected to have 
prejudicial effect on the service performance of the piping. 
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oO Cross-reference 


See also Ch 2,2.4 for testing after installation. 


el Section 15 
Requirements for small craft 
which are not required to comply 
with the HSC Code 


15.1 General 


15.1.1. The requirements of Sections 1 to 13 apply, except 
where modified by this Section. 


15.2 Details to be submitted 


15.2.1 Details of oil fuel storage tanks over 0,25 m3, where 
these do not form part of the structure of the craft, are to be 
submitted. 


15.2.2 Design details of the components listed in 2.1.6 are 
not required. 


15.3 Materials 


15.3.1 Materials for which no provision is made in this 
Chapter may be accepted provided that they comply with an 
acceptable National or International Standard and are 
satisfactorily tested as may be considered necessary. 
Manufacturer’s material test certificates are not required 
unless the material is of unusual or special specification. 


15.3.2 Shell valves and cocks, inlet chests, distance 
pieces and other sea connections are to be of approved 
ductile material. Due attention is to be paid to the compatibil- 
ity of the material with that of the shell. Ordinary grey cast iron 
is not acceptable. 


15.4 Aluminium alloy 

15.4.1 Proposals for the use of aluminium alloy pipes in 
bilge systems in machinery spaces will be considered, 
provided that a single failure in any section of the pipe does 
not render the whole system inoperable. 

15.4.2 Aluminium alloy pipes may be used for fire-fighting 
systems outside machinery spaces in locations of low fire risk. 


15.5 Plastics pipes 


15.5.4 IMO. Resolution A.753(18) Guidelines for the 
Application of Plastics Pipes on Ships does not apply. 


15.5.2 The requirements of 8.1.5 do not apply but where 
plastics pipes are used for bilge and cooling water services 
they are to be of a type which has been approved by LR. 
However, fire endurance testing is not required. 


15.5.3 Where plastics pipes are used in bilge systems in 
machinery spaces, a single failure in any section of the pipe is 
not to render the whole system inoperable. 


15.6 Copper and copper alloys 


15.6.1 Where copper and copper alloy pipes are in 
accordance with an acceptable National Standard/ 
Specification which is applicable to the intended service or 
media, Table 1.6.1 need not be applied. 


Oo Section 16 
Guidance notes on metal pipes for 
water services 


16.1 General 


16.1.1 | These guidance notes, except where it is specifically 
stated, apply to sea-water piping systems. 


16.1.2. In addition to the selection of suitable materials, 
careful attention should be given to the design details of the 
piping system and the workmanship in fabrication, construc- 
tion and installation of the pipework in order to obtain 
maximum life in service. 


16.2 Materials 


16.2.1 Materials used in sea water piping systems include: 
Galvanised steel. 

Stainless and duplex steel, see a/so 16.3.4. 

Steel pipes lined with rubber, plastics or stoved coatings. 
Copper. 

90/10 copper-nickel-iron. 

70/30 copper-nickel. 

Aluminium alloy. 

Aluminium brass. 

Bronze. 

Approved plastics. 


16.2.2 Selection of materials should be based on: 

e — The ability to resist general and localised corrosion, such 
as pitting, impingement attack and cavitation through- 
out all the flow velocities likely to be encountered; 

e — Compatibility with the other materials in the system, such 
as valve bodies and casings, in order to minimise 
bimetallic corrosion; 

e The ability to resist selective corrosion, e.g. dezincifica- 
tion of brass, dealuminification of aluminium brass and 
graphitisation of cast iron; 

e The ability to resist stress corrosion and corrosion 
fatigue, and; 

e The amenability to fabrication by normal practices. 
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16.3 Steel pipes 


16.3.1. Steel pipes should be protected against corrosion 
and protective coatings should be applied on completion of all 
fabrication, i.e. bending, forming and welding of the steel pipes. 


16.3.2 Welds should be free from lack of fusion and 
crevices. The surfaces should be dressed to remove slag and 
spatter and this should be done before coating. The coating 
should be continuous around the ends of the pipes and on 
the faces of flanges. 


16.3.3 Galvanising the bores and flanges of steel pipes as 
protection against corrosion is common practice, and is 
recommended as the minimum protection for pipes in sea- 
water systems, including those for bilge and ballast service. 


16.3.4 Austenitic stainless steel pipes are not recom- 
mended for salt water services in polluted waters or where 
stagnant conditions exist. Steel of specification 316L or better 
may give satisfactory service in water circulating systems for 
clean sea water. 


16.3.5 Rubber lined pipes are effective against corrosion 
and suitable for higher water velocities. The rubber lining 
should be free from defects, e.g. discontinuities, pinholes, 
etc., and it is essential that the bonding of the rubber to the 
bore of the pipe and flange face is sound. Rubber linings 
should be applied by firms specialising in this form of 
protection. 


16.3.6 The foregoing comments on rubber lined pipes also 
apply to pipes lined with plastics. 


16.3.7. Stove coating of pipes as protection against 
corrosion should only be used where the pipes will be 
efficiently protected against mechanical damage. 


16.4 Copper and copper alloy pipes 


16.4.1. Copper pipes are particularly susceptible to 
perforation by corrosion/erosion and should only be used for 
low water velocities and where there is no excessive local 
turbulence. 


16.4.2 Aluminium brass and copper-nickel-iron alloy pipes 
give good service in reasonably clean sea-water. For service 
with polluted river or harbour waters, copper-nickel-iron alloy 
pipes with at least 10 per cent nickel are preferable. Alpha- 
brasses, i.e. those containing 70 per cent or more copper, 
must be inhibited effectively against dezincification by suitable 
additions to the composition. Alpha beta-brasses, i.e. those 
containing less than 70 per cent copper, should not be used 
for pipes and fittings. 


16.4.3. New copper alloy pipes should not be exposed 
initially to polluted water. Clean sea-water should be used at 
first to allow the metals to develop protective films. If this is 
not available the system should be filled with inhibited town 
mains water. 


16.5 Flanges 


16.5.1 Where pipes are exposed to sea-water on both 
external and internal surfaces, flanges should be made, 
preferably, of the same material. Where sea-water is confined 
to the bores of pipes, flanges may be of the same material or 
of less noble metal than that of the pipe. 


16.5.2 Fixed or loose type flanges may be used. The fixed 
flanges should be attached to the pipes by fillet welds or by 
capillary silver brazing. Where welding is used, the fillet weld at 
the back should be a strength weld and that in the face, a seal 
weld. 


16.5.3 Inert gas shielded arc welding is the preferred 
process but metal arc welding may be used on copper-nickel- 
iron alloy pipes. 


16.5.4 Mild steel flanges may be attached by argon arc 
welding to copper-nickel-iron pipes and give satisfactory 
service, provided that no part of the steel is exposed to the 
sea-water. 


16.5.5 Where silver brazing is used, strength should be 
obtained by means of the bond in a capillary space over the 
whole area of the mating surfaces. A fillet braze at the back of 
the flange or at the face is undesirable. The alloy used for 
silver brazing should contain not less than 49 per cent silver. 


16.5.6 The use of a copper-zinc brazing alloy is not 
permitted. 


16.6 Water velocity 


16.6.1. Water velocities should be carefully assessed at the 
design stage and the materials of pipes, valves, etc., selected 
to suit the conditions. 


16.6.2 The water velocity in copper pipes should not 
exceed 1 m/s. 


16.6.3. The water velocity in the pipes of the materials 
below should normally be not less than about 1 m/s in order 
to avoid fouling and subsequent pitting, but should not be 
greater than the following: 


Galvanised steel 3,0 m/s 
Aluminium brass 3,0 m/s 
90/10 copper-nickel-iron 3,5 m/s 
70/30 copper-nickel 5,0 m/s. 
16.7 Fabrication and installation 


16.7.1 Attention should be given to ensuring streamlined 
flow and reducing entrained air in the system to a minimum. 
Abrupt changes in the direction of flow, protrusions in the 
bores of pipes and other restrictions of flow should be 
avoided. Branches in continuous flow lines should be set at a 
shallow angle to the main pipe, and the junction should be 
smooth. 


16.7.2. Pipe bores should be smooth and clean. 
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16.7.3 Jointing should be flush with the bore surfaces of 
pipes and misalignment of adjacent flange faces should be 
reduced to a minimum. 


16.7.4 Pipe bends should be of as large a radius as 
possible, and the bore surfaces should be smooth and free 
from puckering at these positions. Any carbonaceous films or 
deposits formed on the bore surfaces during the bending 
processes should be carefully removed. Organic substances 
are not recommended for the filling of pipes for bending 
purposes. 


16.7.5 The position of supports should be given special 
consideration in order to minimise vibration and ensure that 
excessive bending moments are not imposed on the pipes. 


16.7.6 Systems should not be left idle for long periods, 
especially where the water is polluted. 


16.7.7 Strainers should be provided at the inlet to sea- 
water systems. 


16.8 Metal pipes for fresh water services 


16.8.1 Mild steel or copper pipes are normally satisfactory 
for service in fresh water applications. Hot fresh water, 
however, may promote corrosion in mild steel pipes unless 
the hardness and pH of the water are controlled. 


16.8.2 Water with a slight salt content should not be left 
stagnant for long periods in mild steel pipes. Low salinity and 
the limited supply of oxygen in such conditions promote the 
formation of black iron oxide, and this may give rise to severe 
pitting. Where stagnant conditions are unavoidable, steel 
pipes should be galvanised, or pipes of suitable non-ferrous 
material used. 


16.8.3 Copper alloy pipes should be treated to remove any 
carbonaceous films or deposits before the tubes are put into 
service. 


16.8.4 Brass fittings and flanges in contact with water 
should be made of an alpha-brass effectively inhibited against 
dezincification by suitable additions to the composition. 


76.8.5 Aluminium brass has been widely used as material 
for heat exchanger and condenser tubes, but its use in ‘once 
through’ systems is not recommended since, under certain 
conditions, it is prone to pitting and cracking. 
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Section 

1 General 

2 Construction and installation 

3 Shell valves and fittings (other than those on 


scuppers and sanitary discharges) 
4 Bilge pumping and drainage systems 


5 Bilge drainage of machinery spaces with a 
propulsion prime mover 


6 Emergency bilge drainage 

7 Size of bilge suction pipes 

8 Pumps on bilge service 

i) Bilge main arrangements and materials 


10 Submersible bilge pump arrangements 

11 Air, overflow and sounding pipes 

12 Requirements for multi-hull craft 

13 Additional requirements for Passenger (B) Craft 


14 Requirements for small craft which are not 
required to comply with the HSC Code 


15 Requirements for yachts and service craft of 
24 m or greater in length, which are not 
required to comply with the HSC Code 


16 Additional requirements for yachts that are 
500 gt or more 


17 Requirements for Air Cushion Vehicles 


O Section 7 
General 


1.1 Application 
based The requirements of Sections 1 to 11 of this Chapter 
apply to all craft which are required to satisfy the relevant 


design and construction regulations of the HSC Code. 


1.1.2 Special requirements for multi-hull craft are given in 
Section 12. 


1.7.3 Additional requirements for Passenger (B) Craft are 
given in Section 13. 


1.1.4 Requirements for craft of less than 24 m not 
required to comply with the HSC Code are given in Section 14. 


Telco! Requirements for craft of 24 m or more not required 
to comply with the HSC Code are given in Section 15. 


1.7.6 Additional requirements for yachts that are 500 gt 
or more are given in Section 16. 


Libel The requirements for air cushion vehicles are given 
in Section 17. 


1.1.8 In addition to the requirements of this Chapter, 
attention should be given to any relevant statutory require- 
ments of the National Authority of the country in which the 
craft is to be registered. 


1.1.9 Consideration will be given to special cases or to 
arrangements which are equivalent to those required by these 
Rules. 


1.2 Details to be submitted 

LZ The plans and information detailed in Chapter 1 are 
to be submitted before commencement of work. 

1.3 Watertight and non-watertight decks 

7.3.7 For the purpose of this Section, a non-watertight 
deck covered by a weathertight structure may be taken as 


equivalent to a watertight deck. For definitions of the terms 
watertight and weathertight, see Pt 3, Ch 1. 


O Section 2 
Construction and installation 


2.1 Installation 


2.1.1 All pipes for essential services are to be secured in 
position to prevent chafing or lateral movement. 


2.1.2 Long or heavy lengths of pipe are to be supported 
by bearers so that no undue load is carried by pipe 
connections or pumps and fittings to which they are attached. 


2.2 Provision for expansion 


2.2.1 Suitable provision for expansion is to be made, 
where necessary, in each range of pipes. 


2.2.2 Where expansion pieces are fitted, arrangements 
are to be provided to protect against over extension and 
compression. The adjoining pipes are to be suitably aligned, 
supported, guided and anchored. Where necessary, expan- 
sion pieces of the bellows type are to be protected against 
mechanical damage. 
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2.3 Miscellaneous requirements 


2.3.1 All pipes situated in cargo spaces, chain lockers or 
other positions where they are liable to mechanical damage 
are to be efficiently protected. 


2.3.2 So far as practicable, pipelines, including exhaust 
pipes from engines, are not to be routed in the vicinity of 
switchboards or other electrical appliances in positions where 
the drip or escape of fluids, gas or steam from joints or fittings 
could cause damage to the electrical installation. Where it is 
not practicable to comply with these requirements, drip trays 
or shields are to be provided as found necessary. 


2.4 Testing after installation 


2.4.1 After installation on board, all steam, hydraulic, 
compressed air and other piping systems covered by 
Ch 1,2.1.3 together with associated fittings which are under 
internal pressure, are to be subjected to a running test at the 
intended maximum working pressure. 


& section 3 
Shell valves and fittings (other 
than those on scuppers and 
sanitary discharges) 


3.1 Construction 


rc a ee All sea inlet and overboard discharge pipes are to 
be fitted with valves or cocks secured direct to the shell or to 
fabricated water boxes attached to the shell. 


3.1.2 Distance pieces of short rigid construction and 
made of approved material may be fitted between the valve 
and shell. The thickness of such pipes is to be equivalent to 
shell thickness. 


3.1.3 The arrangements are to be such that the section of 
pipe immediately inboard of the shell valve may be removed 
without affecting the watertight integrity of the hull. 


3.1.4 The valves are to be in accordance with the general 
requirements for valves given in Ch 1,12. 


3.1.5 Shell valves are to be manufactured from non-heat 
sensitive materials and tested in accordance with the 
appropriate requirements of the Rules for the Manufacture, 
Testing and Certification of Materials (hereinafter referred to 
as the Rules for Materials). Special consideration will be given 
to the use of other materials on craft of aluminium or compos- 
ite construction. Where the valves are manufactured from 
spheroidal or nodular graphite cast iron they are to be 
produced at a works approved by Lloyd’s Register (hereinafter 
referred to as ‘LR’). Grey cast iron is not acceptable. 


3.1.6 Shell valves are to be fitted in accessible positions 
and are to be capable of being operated from positions which 
are readily accessible in case of influx of water to the compart- 
ment. 


B2137 Valve hand wheels and cock handles are to be 
suitably retained on the spindles. Means are to be provided 
to indicate whether the valve or cock is open or closed. 


3.1.8 The scantlings of valves and valve stools fitted with 
steam or compressed air clearing connections are to be 
suitable for the maximum pressure to which the valves and 
stools may be subjected. 


3.1.9 Shell valves are to be hydraulically tested before 
installation in accordance with Ch 1,14. 


| Section 4 
Bilge pumping and drainage 
systems 


4.1 General 


4.1.1 Arrangements are to be made for draining all water- 
tight compartments other than those intended for permanent 
storage of fluids. Where drainage is not considered necessary, 
drainage arrangements may be omitted provided the safety 
of the craft is not impaired. 


4.1.2 Pumping arrangements are to be provided having 
suctions and means of drainage so arranged that any water 
within any watertight compartment of the craft or any water- 
tight section of any compartment, can be pumped out 
through at least one suction under all possible conditions of 
list and trim in the maximum assumed damage condition. 


4.1.3 The bilge pumping system is to be designed to 
prevent water flowing from one watertight compartment to 
another. 


4.1.4 The necessary valves for controlling the bilge 
suctions are to be capable of being operated from above the 
watertight deck. 


4.1.5 Where a bilge main is not fitted and a compartment 
is served by a fixed submersible pump in accordance with 
Section 10, then an additional emergency means of pumping 
out the compartment is to be provided, see Section 6. 


4.1.6 Small compartments may be drained by individual 
hand pump suctions. 


4.1.7 The intactness of watertight bulkheads is not to be 
impaired by the fitting of scuppers discharging to machinery 
spaces or tunnels from adjacent compartments situated 
below the highest watertight deck. 


4.1.8 Any unattended space for which bilge pumping 
arrangements are required is to be provided with a bilge level 
alarm. 
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4.1.9 Where it is intended to carry flammable or toxic 
liquids in enclosed spaces, the bilge system shall be designed 
to prevent pumping of such liquids through piping and pumps 
in machinery or other spaces where a source of ignition may 
exist. 


| Section 5 
Bilge drainage of machinery 
spaces with a propulsion prime 
mover 


5.1 General 


Sebad The bilge drainage arrangements are to comply 
with Section 4, except that the arrangements are to be such 
that any water which may enter this compartment can be 
pumped out through at least two bilge suctions under all 
possible conditions of list and trim in the maximum assumed 
damage condition. 


9:12 Where a bilge main is fitted, one of the suctions 
referred to in 5.1.1 is to be a branch bilge suction i.e. a suction 
connected to the bilge main. The second bilge suction is to 
be a direct bilge suction as detailed in 8.6. 


5.1.3 Where a bilge main is not fitted, the branch bilge 
suction referred to in 5.1.2 may be replaced by a suction from 
a submersible bilge pump. The second bilge suction is to be 
either a second submersible bilge pump or a direct bilge 
suction as detailed in 8.6. 


5.1.4 The emergency bilge drainage arrangements 
detailed in Section 6 are to be provided where either 5.1.2 or 
5.1.3 applies. 


5.2 Additional bilge suctions 


5.2.1 Additional bilge suctions may be required for the 
drainage of wells or other recesses. 


& Section 6 
Emergency bilge drainage 


6.1 Emergency bilge drainage 


6.7.7 In machinery spaces the emergency bilge suction 
required by 4.1.5 and 5.1.4 is to be led to the largest avail- 
able power pump, which is not a bilge, propulsion or oil pump, 
from a suitable low level in the machinery space and is to be 
fitted with a screw-down non-return valve with an extended 
spindle and hand wheel situated above the floor plating. 


6.1.2 As an alternative to 6.1.1, or in compartments other 
than machinery spaces, the emergency bilge pumping 
arrangements may be provided by a portable submersible 
self-priming pump of capacity not less than that required by 
8.3.5. 


O21:3 The pump referred to in 6.1.2 together with its 
suction and delivery hoses is to be stored in a locker marked 
‘For emergency use only’ and is to be available for immediate 
use. Arrangements to facilitate safe handling under adverse 
conditions are to be provided. If the pump is electrically driven 
it is to be supplied from the emergency switchboard. 


a Section 7 
Size of bilge suction pipes 


7.1 Bilge main 


Lod Where a bilge main is fitted, its internal diameter d,,, 
is to be not less than that required by the following formula: 


dy = 1,68 VL(B+D) +25 mm 


where 
B breadth of craft, in metres 
D_ = moulded depth to the watertight deck, in metres 
L length of craft, in metres 
The actual internal diameter of the bilge main may be rounded 
off to the nearest pipe size of a recognised standard, but d,, 
is in no case to be less than 50 mm. 


7.2 Branch bilge suctions 


7.2.1 The diameter aj, of branch bilge suction pipes is to 
be not less than that required by the following formula: 


dy = 2,15 C(B+D)+12,5 mm 


where 
B and D are as defined in 7.1.1 
C = length of compartment, in metres. 


The actual internal diameter of branch bilge suction pipes may 
be rounded off to the nearest pipe size of a recognised 
standard, but a is in no case to be less than 25 mm. 


| Section 8 
Pumps on bilge service 


8.1 Number of pumps 


8.1.1 For craft fitted with a bilge main, at least two power 
bilge pumping units are to be provided. One of these units 
may be worked from the main engines and the other is to be 
independently driven. 


8.1.2 Each unit may consist of one or more pumps 
connected to the main bilge line, provided that their combined 
capacity is not less than that required by 8.3.2. 
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8.1.3 A bilge ejector in combination with a high 
pressure sea-water pump may be accepted as a substitute 
for an independent bilge pump as required by 8.1.1. 


8.1.4 For craft fitted with fixed submersible bilge pumps, 
one pump is to be provided for each watertight compartment. 


8.1.5 For the bilge pumping requirements for multi-hull 
craft, see Section 12. 


8.2 General service pumps 


8.2.1 The bilge pumping units or pumps required by 8.1 
may also be used for ballast, fire or general service duties of 
an intermittent nature, but not for pumping fuel or other 
flammable liquids. These pumps are to be immediately 
available for bilge duty when required. For the use of bilge 
pumping units for fire-extinguishing duties, see Part 17. 


8.3 Capacity of pumps 


8.3.1 Each bilge pumping unit is to be connected to the 
bilge main and is to be capable of giving a speed of water 
through the Rule size of bilge main of not less than 2 m/s. 


8.3.2 To achieve the flow velocity required by 8.3.1, the 
capacity Q of each bilge pumping unit or bilge pump is to be 
not less than that required by the following formula: 
Qq = 224.2 mynour 
108 


dm is as defined in 7.1.1. 
Rule minimum capacity, in m3/hour. 


‘2) 
II 


8.3.3 Where one bilge pumping unit is of slightly less than 
Rule capacity, the deficiency may be made good by an excess 
capacity of the other unit. In general, the deficiency is to be 
limited to 30 per cent. 


8.3.4 Where fixed submersible bilge pumps are fitted, the 
total capacity Q; of the pumps is to be not less than that 
required by the following formula: 
13,8 
Q, = —> d,2 ms/hour 
"403" 


dm is as defined in 7.1.1. 
Qt Rule minimum total capacity, in m3/hour. 


8.3.5 The capacity Q, of each submersible bilge pump is 
to be not less than that required by the following formula: 


Q 

QO. = m3/hour 

(N- 1) 
where 

N= number of fixed submersible pumps 

Q: is as defined in 8.3.4 

Q, = Rule minimum submersible pump capacity, in 
m3/hour 

Qn, is in no case to be less than 8 m3/hour. 


8.4 Self-priming pumps 


8.4.1 All power pumps which are essential for bilge 
services are to be of the self-priming type, unless an approved 
central priming system is provided for these pumps. 


8.5 Pump connections 


8.5.1 The connections at the bilge pumps are to be such 
that one unit may continue in operation when the other unit is 
being opened up for overhaul. 


8.5.2 Pumps required for essential services are not to be 
connected to a common suction or discharge chest or pipe 
unless the arrangements are such that the working of any 
pumps so connected is unaffected by the other pumps being 
in operation at the same time. 


8.6 Direct bilge suctions 


8.6.1 The direct bilge suction in the machinery space 
required by 5.1.2 and referred to in 5.1.3 is to be led to an 
independent power pump, and the arrangements are to be 
such that the direct suction can be used independently of the 
main bilge line suctions. 


8.6.2 The machinery space direct bilge suction is not to 
be of a diameter less than that required for the machinery 
space branch bilge suction and arranged as detailed in 8.6.1. 


a Section 9 
Bilge main arrangements and 


materials 
9.1 General 
9.1.1 Bilge mains, branch bilge suctions and bilge 


overboard discharge arrangements within machinery spaces 
are to be of steel or other equivalent material. 


9.1.2 Where bilge suction pipework outside machinery 
spaces is manufactured from material sensitive to heat then 
the arrangements are to be such that pipe failure in one 
compartment will not render the bilge suction pipework in 
another compartment inoperable. 


9.1.3 Bilge pipework is to be mounted inboard such that 
in the event of the maximum assumed damage the pipework 
will remain intact. 
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9.2 Prevention of communication between 
compartments 


9.2.1 The arrangement of valves, cocks and _ their 

connections is to be such as to prevent the possibility of one 

watertight compartment being placed in communication with 

another, or of dry cargo spaces, machinery spaces or other 

dry compartments being placed in communication with the 

sea or with tanks. For this purpose, screw-down non-return 

valves are to be provided in the following fittings: 

e —_ Bilge valve distribution chests 

e¢ — Bilge suction hose connections, whether fitted direct to 
the pump or on the main bilge line. 

e Direct bilge suctions and bilge pump connections to the 
main bilge line. 


9.3 Isolation of bilge system 


9.3.1 Bilge suction pipes are to be entirely separate from 
sea inlet pipes or from pipes which may be used for filling or 
emptying spaces where water or oil is carried. 


9.4 Bilge suction strainers 


9.4.1 The open ends of bilge suctions are to be enclosed 
in strum boxes having perforations of not more than 10 mm 
diameter, whose combined area is not less than twice that 
required for the suction pipe. The boxes are to be so 
constructed that they can be cleared without breaking any 
joint of the suction pipe. 


a Section 10 
Submersible bilge pump 
arrangements 


10.1 General 


10.1.1. Arrangements are to be such that at least two 
automatic non-return devices are fitted between the over- 
board discharge and the watertight space being served by the 
pump. 


10.1.2 One of these devices is to be an automatic non- 
return valve situated at or near the shell and the other may be 
a pipework loop taken up to the highest practicable point 
below the watertight deck. The arrangements are to be 
effective in the maximum assumed damaged condition. 


a Section 11 
Air, overflow and sounding pipes 


11.1 Air pipes 


11.1.1. Air pipes are to be fitted to all tanks, cofferdams, 
tunnels and other compartments which are not fitted with 
alternative ventilation arrangements. 


11.1.2 Air pipes are to be fitted at the opposite end of the 
tank to that which the filling pipes are placed and/or at the 
highest part of the tank. Where the tank top is of unusual or 
irregular profile, special consideration will be given to the 
number and position of the air pipes. 


11.1.3. Air pipes to oil fuel, lubricating oil and other tanks 
containing flammable liquids which are located in or pass 
through compartments of high fire risk or on open deck are 
to be of steel or other equivalent material. 


11.2 Termination of air pipes 


17.2.1 Air pipes to double bottom tanks, deep tanks 
extending to the shell plating, or tanks which can be run up 
from the sea are to be led to above the watertight deck. Air 
pipes to oil fuel tanks, cofferdams and all tanks which can be 
pumped up are to be led to the open. 


11.2.2 Air pipes from storage tanks containing lubricating 
or hydraulic oil may terminate in the machinery space, 
provided that the open ends are so situated that issuing oil 
cannot come into contact with electrical equipment or heated 
surfaces. 


17.2.3 The open ends of air pipes to oil fuel tanks are to 
be situated where no danger will be incurred from issuing oil 
vapour when the tank is being filled. 


11.2.4 The location and arrangement of air pipes for oil fuel 
service, settling and lubricating oil tanks are to be such that in 
the event of a broken vent pipe, this does not directly lead to 
the risk of ingress of sea-water or rainwater. 


11.3 Gauze diaphragms 


17.3.1. The open ends of air pipes to oil fuel tanks are to 
be fitted with a wire gauze diaphragm of non-corrodible 
material which can be readily removed for cleaning or renewal. 


11.3.2 Where wire gauze diaphragms are fitted at air pipe 
openings, the area of the opening through the gauze is to be 
not less than the cross-sectional area required for the pipe, 
see 11.6. 


11.4 Air pipe closing appliances 


11.4.1. Closing appliances fitted to tank air pipes are to be 
of an automatic opening type which will allow the free 
passage of air or liquid to prevent the tanks being subjected 
to a pressure or vacuum greater than that for which they are 
designed, see also Pt 3, Ch 4,12.3. 
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11.4.2 Aijr pipe closing devices are to be of a type 
acceptable to LR and are to be tested in accordance with a 
National or International Standard recognised by LR. The flow 
characteristic of the closing device is to be determined using 
water, see 11.6.1. 


11.4.3 Wood plugs and other devices which can be 
secured closed are not to be fitted at the outlets. 


11.4.4 Air pipe automatic closing devices shall be so 
designed that they will withstand both ambient conditions as 
indicated in Pt 9, Ch 1, 4.4 and designed working conditions, 
and be suitable for use at inclinations up to and including + 
40°. 


17.4.5 Air pipe automatic closing devices shall be 
constructed to allow inspection of the closure and the inside 
of the casing, as well as changing the seals. 


11.4.6 — Efficient ball or float seating arrangements are to be 
provided for the closures. Bars, cages or other devices are to 
be provided to prevent the ball or float from contacting the 
inner chamber in its normal state, and made in such a way 
that the ball or float is not damaged when subjected to liquid 
impact due to a tank being overfilled. 


11.4.7 Air pipe automatic closing devices are to be self- 
draining. 


11.4.8. The clear area through an air pipe closing device in 
the open position shall be at least equal to the area of the 
inlet. 


11.4.9 In the case of air pipe closing devices of the float 
type, suitable guides are to be provided to ensure 
unobstructed operation under all working conditions of heel 
and trim. 


11.4.10 The maximum allowable tolerances for wall 
thickness of floats should not exceed +10 per cent of 
thickness. 


11.4.11. The inner and the outer chambers of an automatic 
air pipe head are to be of a minimum thickness of 6 mm. 


11.4.12 Casings of air pipe closing devices are to be of 
approved metallic materials adequately protected against 
corrosion. 


11.4.13 For galvanised steel air pipe heads, the zinc 
coating is to be applied by the hot method and the thickness 
is to be 70 to 100 microns. 


11.4.14 For areas of the head susceptible to erosion (e.g. 
those parts directly subjected to ballast water impact when 
the tank is being pressed up, for example the inner chamber 
area above the air pipe, plus an overlap of 10° or more either 
side) an additional harder coating should be applied. This is 
to be an aluminium bearing epoxy, or other equivalent 
coating, applied over the zinc. 


11.5 Nameplates 


11.5.1. Nameplates are to be affixed to the upper ends of 
all air and sounding pipes. 


11.6 Size of air pipes 


11.6.1 For every tank which can be filled by on-board 
pumps, the total cross-sectional area of the air pipes and the 
air pipe closing devices is to be such that when the tank is 
overflowing at the maximum pumping capacity available for 
the tank, it will not be subjected to a pressure greater than 
that for which it is designed. 


17.6.2 In all cases, whether a tank is filled by on-board 
pumps or other means, the total cross-sectional area of the 
pipes is to be not less than 25 per cent greater than the 
effective area of the respective filling pipe. 


11.6.3 Air pipes are to be generally not less than 38 mm 
bore. In the case of small gravity filled tanks smaller bore pipes 
may be accepted but in no case is the bore to be less than 
25 mm. 


11.7 Overflow pipes 


11.7.1. For all tanks which can be pumped up, overflow 

pipes are to be fitted where: 

(a) The total cross-sectional area of the air pipes is less than 
that required by 11.6. 

(b) The pressure head corresponding to the height of the air 
pipe is greater than that for which the tank is designed. 


11.7.2 Inthe case of oil fuel tanks, lubricating oil tanks and 
other tanks containing flammable liquids, the overflow pipe is 
to be led to an overflow tank of adequate capacity or toa 
storage tank having a space reserved for overflow purposes. 
Suitable means is to be provided to indicate when overflowing 
is occurring. 


11.7.3 Overflow pipes are to be self draining under normal 
conditions of trim. 


11.7.4 Where overflow sight glasses are provided, they are 
to be in a vertical dropping line and designed such that the oil 
does not impinge on the glass. The glass is to be of heat 
resisting quality and be adequately protected from mechanical 
damage. Overflow sight glasses are not permitted in oil fuel 
systems for craft required to comply with the HSC Code. 


11.8 Combined air and overflow systems 


11.8.1 Where a combined air or overflow system is fitted, 
the arrangement is to be such that in the event of any one of 
the tanks being bilged, the other tanks cannot be flooded 
from the sea through combined air pipes or the overflow main. 
For this purpose, it will normally be necessary to lead the 
overflow pipe to a point above the waterline in the maximum 
assumed damage condition. 
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11.8.2. Where a common overflow main is provided, the 
main is to be sized to allow any two tanks connected to that 
main to overflow simultaneously. 


11.9 Sounding arrangements 


11.9.1. Provision is to be made for sounding all tanks and 
the bilges of those compartments which are not at all times 
readily accessible. The soundings are to be taken as near the 
suction pipes as practicable. 


17.9.2. Sounding devices of an approved type (i.e. level 
gauge or remote reading level device) may be used in lieu of 
sounding pipes. 


11.9.3. Bilges of compartments which are not at all times 
readily accessible are to be provided with sounding pipes. 


11.9.4 Where fitted, sounding pipes are to be as straight 
as practicable, and if curved to suit the structure of the craft, 
the curvature is to be sufficiently easy to permit the ready 
passage of the sounding rod or chain. 


11.9.5 Striking plates of adequate thickness and size are 
to be fitted under open ended sounding pipes. 


17.9.6 Where slotted sounding pipes having closed ends 
are employed, the closing plugs are to be of substantial 
construction. 


11.9.7. Sounding pipes are to be not less than 32 mm 
bore. 


11.10 Termination of sounding pipes 


17.10.71 Except as permitted by 11.11, sounding pipes are 
to be led to positions above the bulkhead deck which are at 
all times accessible and, in the case of oil fuel tanks, cargo oil 
tanks and lubricating oil tanks, the sounding pipes are to be 
led to safe positions on the open deck. 


11.10.2 For closing requirements, see a/so Pt 3, Ch 4,12.3.1. 


11.11 Short sounding pipes 


11.11.1 In machinery spaces, where it is not practicable to 
extend sounding pipes as mentioned in 11.10 short 
sounding pipes extending to readily accessible positions 
above the platform may be fitted. 


17.11.2 Short sounding pipes are not permitted in machin- 
ery spaces for tanks containing oil fuel or other flammable oils 
used in power transmission systems, control and activating 
systems and heating systems, except as permitted by 
11.13.6. 


11.11.3 Short sounding pipes may be fitted to tanks used 
for the storage, distribution and utilisation of lubricating oil in 
machinery spaces. These sounding pipes are to be fitted with 
cocks having parallel plugs with permanently attached 
handles located such that, on being released, they automati- 
cally close the cocks. 


11.12 Elbow sounding pipes 


11.12.1 In passenger craft, elbow sounding pipes are not 
permitted. 


11.12.2 Elbow sounding pipes are not to be used for deep 
tanks, unless the elbows and pipes are situated within closed 
cofferdams or within tanks containing similar liquids. They 
may, however, be fitted to other tanks and may be used for 
sounding bilges, provided that it is not practicable to lead 
them direct to the tanks or compartments, and subject to any 
subdivision and damage stability requirements that may apply. 


11.12.3 The elbows are to be of heavy construction and 
adequately supported. 


11.13 Sounding arrangements for oil fuel, 
lubricating oil and other flammable liquids 


11.13.1 Safe and efficient means of ascertaining the amount 
of oil in any storage tank are to be provided. 


17.13.2 For oil fuel, lubricating oil and other flammable 
liquids, closed sounding devices are preferred. Design details 
of such devices are to be submitted and they are to be tested 
after fitting on board, to the satisfaction of the Surveyors. 


11.13.3 If closed sounding devices are fitted, failure of the 
device or over filling of the tank is not to result in the release of 
tank contents. In passenger craft and yachts that are 500 gt 
or more, such means are not to require penetration below the 
top of the tank. 


11.13.4 Where sounding pipes are used they are not to 
terminate in any space where risk of ignition or spillage from 
the sounding pipe might arise. In particular they are not to 
terminate in public spaces or crew accommodation. 
Additionally for oil fuel tanks they are not to terminate in 
machinery spaces. Terminations are to be provided with a 
suitable means of closure and provision to prevent spillage 
during refuelling/refilling operations. 


11.13.5 Where gauge glasses are used they are to be of the 
flat type of heat resisting quality, adequately protected from 
mechanical damage and fitted with self closing valves at the 
lower ends and at the top ends if these are connected to the 
tanks below the maximum liquid level. 


11.13.6 In yachts and service craft which are not required 
to comply with the HSC Code, short sounding pipes extending 
to well-lighted, readily accessible positions above the platform 
may be fitted in machinery spaces and tunnels. Sounding 
pipes are to be fitted with cocks having parallel plugs with 
permanently attached handles located such that, on being 
released, they automatically close the cocks. 
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11.13.7 For yachts that are 500 gt or more, where short 
sounding pipes serve tanks containing oil fuel, an additional 
sounding device of approved type is to be fitted. In addition, 
a small diameter self-closing test cock is to be fitted below 
the cock mentioned in 11.13.6, in order to ensure that the 
sounding pipe is not under pressure from oil fuel before opening 
up the sounding pipe. 


a Section 12 
Requirements for multi-hull craft 


12.1 General 


12.1.1. The requirements of Sections 2 to 11 apply to 
multi-hull craft except where modified by the requirements of 
this Section. 


12.2 Drainage of raft void spaces 


12.2.1. Arrangements are to be provided for venting, 
sounding and draining raft void spaces generally as required 
by Sections 1 to 11. 


12.2.2 Where the raft void space is located above the 
water line in the maximum assumed damage condition then it 
may be drained directly overboard through scuppers fitted 
with non-return valves. 


12.2.3 Raft void spaces which are not located above the 
water line in the worst expected damage condition are to be 
provided with pumping arrangements in accordance with 
Section 4. 


12.3 Size of bilge suction pipes 
12.3.1 Where a bilge main is fitted in each hull, its internal 


diameter d,, is to be not less than that required by the 
following formula: 


dy, = 1,68 VL(B+D) +25 mm 
where 
B- = breadth of a hull in metres 


D_ = moulded depth to the watertight deck, in metres 
L = length of craft, in metres 
The actual internal diameter of the bilge main may be rounded 
off to the nearest pipe size of a recognised standard, but a, 
is in no case to be less than 50 mm. 


12.3.2. The diameter a, of branch bilge suction pipes is to 
be not less than that required by the following formula: 


d = 2,15 VC (B+D)+12,5 mm 


where 

C = length of compartment, in metres 

B and D are as defined in 12.3.1 
The actual internal diameter of branch bilge suction pipes may 
be rounded off to the nearest pipe size of a recognised 
standard, but a) is in no case to be less than 25 mm. 


12.4 Capacity and number of pumps on bilge main 
services 


12.4.1. Each power bilge pump should be capable of 
pumping water through the required size of bilge main at a 
speed of not less than 2 m/s. 


12.4.2 To achieve the flow velocity required by 12.4.1, the 
capacity Q of each bilge pumping unit or bilge pump is to be 
not less than that required by the following formula: 


HAs) 
- 2 g 2 m3 
Q = 108 dn% m*s/hour 
where 
d,, is as defined in 12.3.1. 


12.4.3 Not less than two power bilge pumping units taking 
suction from the bilge main in each hull are to be provided. 


12.4.4 Where the bilge system in each hull is entirely 
separate then two bilge pumping units in each hull are to be 
provided. 


12.4.5 Where fixed submersible bilge pumps are fitted, the 
total capacity Q; of the pumps in each hull is to be not less 
than that required by the following formula: 
13,8 
= SE 2 m8 

Qe = 108 dm2 m*/hour 

where 
d,, is as defined in 12.3.1. 


12.4.6 The capacity Q, of each submersible pump is to be 
not less than that required by the following formula: 


= m3/hour 
(N- 1) 


N= number of fixed submersible pumps in each hull 
Q; is as defined in 12.4.5 
Qn is in no case to be less than 8 m3/hour. 
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| Section 13 
Additional requirements for 
Passenger (B) Craft 


13.1 Bilge pumping arrangements 


13.1.1 At least three power bilge pumping units are to be 
fitted connected to the bilge main, one of which may be driven 
by the propulsion machinery. 


13.1.2 | For multi-hull craft the bilge pumping units are to be 
capable of taking suction from the bilge main in any hull of the 
craft. 


13.1.3. The arrangements are to be such that at least one 

power bilge pump is to be available for use in all flooding 

conditions which the craft is required to withstand as follows: 

(a) one of the required bilge pumps is to be an emergency 
pump of a reliable submersible type having a source of 
power located above the waterline after the craft has 
sustained the maximum assumed damage; or 

(b) the bilge pumps and their sources of power are to be so 
distributed throughout the length of the craft that at least 
one pump in an undamaged compartment will be 
available. 


13.1.4 Alternatively fixed submersible bilge pumps may be 
provided in accordance with the requirements of 8.3.4 for 
monohull craft or 12.4.5 for multihull craft. 


13.1.5 Distribution boxes, cocks and valves in connection 
with the bilge pumping system are to be so arranged that, in 
the event of flooding, one of the bilge pumps may take suction 
from any compartment. 


13.1.6 Damage to a pump or its pipe connecting to the 
bilge main is not to put the bilge system out of action. 


13.1.7 | When in addition to the main bilge pumping system 
an emergency bilge pumping system is provided, it is to be 
independent of the main system and so arranged that a pump 
is capable of operating in any compartment under the 
maximum assumed flooding conditions. In that case only the 
valves necessary for the operation of the emergency system 
need be capable of remote operation. 


13.1.8 Allcocks and valves referred to in 13.1.5 which can 
be remotely operated are to have their controls at their place 
of operation clearly marked and are to be provided with 
means to indicate whether they are open or closed. 


a Section 14 
Requirements for small craft 
which are not required to comply 
with the HSC Code 


14.1 General 


14.1.1. | These requirements replace Sections 1 to 10, 12 and 
13 of this Chapter. In general the requirements of Section 11 
are to be complied with, however 11.4.1 and 11.9.3 do not 
apply. 


14.1.2 Bilge and cooling water pipework systems are to 
be of an approved material, see Ch 1,15. 


14.2 Shell valves and fittings 


14.2.1 All sea inlet and overboard discharges are to be 
provided with shut off valves or cocks arranged in positions 
where they are readily accessible at all times. 


14.2.2 Where valves, cocks, inlet chests, distance pieces 
and other sea connections are made of steel or other 
approved materials of low corrosion resistance, they are to be 
suitably protected against wastage. 


14.3 Fittings for steel and aluminium hulls 


14.3.1 All suction and discharge valves and cocks secured 
direct to the plating are to be fitted with spigots passing 
through the plating, but spigots on the valves and cocks may 
be omitted if these fittings are attached to pads or distance 
pieces which themselves form spigots in way of the plating. 


14.4 Fittings for wood and glass reinforced 
plastics hulls 


14.4.1. The openings in the shell or planking are to have 
suitably reinforced areas or pads into which the attached 
fittings are to be spigoted. 


14.4.2 Valves or fittings are to be secured with an 
external ring under the bolt heads. The ring is to be of copper 
nickel alloy, bronze, dezincification resistant brass or other 
material approved for use in sea-water. 


14.4.3 Valves or cocks up to 50 mm bore may be attached 
to spigot pieces or hull fittings having an external collar and 
internal nut. 


14.4.4 Valves or cocks over 50 mm bore are to be flanged 
and attached as per 14.4.2. 


14.5 Bilge pumping arrangements 


14.5.1. An efficient bilge pumping system is to be fitted 
having suctions and means of drainage so arranged that any 
water which may enter any compartment can be pumped 
overboard. 


LLoyD’s REGISTER 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Hull Piping Systems 


Part 15, Chapter 2 


Sections 14 & 15 


14.5.2. The system is to be tested on completion of the 
craft to ensure that all limber holes are free and that under 
normal conditions of trim any bilge water can drain to an 
appropriate suction. 


14.5.3. The arrangement of pumps, valves, cocks, pipes 
and sea connections is to be such as to prevent water 
entering the craft accidentally or the possibility of one water- 
tight compartment being placed in communication with 
another. 


14.5.4 Readily accessible strum boxes are to be fitted at 
the open ends of tail pipes. 


14.5.5 The perforations in the strum boxes are to be not 
greater than 10 mm diameter and the combined area is to be 
not less than twice that required for the bilge suction pipe. 


14.5.6 | Where a collision bulkhead is fitted, the fore peak 
dry space is to be drained either by a branch suction to the 
main bilge line or by a manual pump. Alternatively, it may be 
drained to the adjacent compartment by means of a self 
closing drain cock which is to be readily accessible under all 
conditions. 


14.5.7. Where a bilge main is fitted, the internal diameter d 
of the main and the branch suction pipes is to be not less than 
that required by the following formula: 


qd = +25 mm 
1,2 
where 
L_ = length of craft, in metres. 
14.6 Pumps on bilge service and their connections 


14.6.1. Not less than one power pump and one manual 
bilge pump are to be provided. Both pumps are to be 
arranged to take suction from the bilge main or suction valve 
chest as applicable. 


14.6.2 The power driven pumps may be used for other 
services such as deck washing, fire extinguishing or standby 
cooling water duty but not for pumping oil fuel or other 
flammable liquids. 


14.6.3 The total capacity Q, of the bilge pumps is to be not 
less than required by the following formula: 
Q, = 1,5 (d-25)-6,7 m3/hour 
where 
d is as defined in 14.5.7 
Q, is in no case to be less than 3 m3/hour. 


14.6.4 A reduction in capacity of one pump may be 
permitted provided the deficiency is made good by an excess 
capacity of the other pump or by an additional pump. In no 
case is this deficiency to be more than 40 per cent of the Rule 
capacity. 


14.6.5 Pumps on bilge service are to be of the self- 
priming type. 


14.6.6 The bilge pumps are to be connected to a common 


bilge line provided with a branch connection to each 
compartment. 


14.6.7. A non-return valve is to be fitted between each 
bilge pump and the bilge main. 


14.6.8 Non-return valves are to be fitted in each branch 
bilge suction from the main bilge line. 


14.6.9 Power pumps may be driven by the main engine, 
an auxiliary engine or by an electric motor. 


14.6.10 The power pump is to be provided with a suction 
enabling it to pump directly from the engine space in addition 
to the suction from the main bilge line. This direct bilge suction 
is to be controlled by a screw down non-return valve or 
equivalent. 


14.6.11 Manual bilge pumps are to be capable of being 
operated from readily accessible positions above the 
waterline. 


14.6.12 As an alternative to fitting a bilge main, individual 
submersible pumps may be fitted. In this case the arrange- 
ments are to be in accordance with the requirements of 
Sections 8, 10 and 12 of this Chapter, as applicable. 


| Section 15 
Requirements for yachts and 
service craft of 24 m or greater in 
length, which are not required to 
comply with the HSC Code 


15.1 General 


15.1.1. The requirements of Sections 1, 2, 3, 11 and 12 of 
this Chapter are generally applicable. The remaining Sections 
4 to 10 of this Chapter concerning the requirements for bilge 
pumping and drainage systems are replaced by the 
requirements given in 15.2 to 15.28. 


15.2 Bilge systems and pumping 


15.2.1. Where it is intended to carry vehicles with fuel in 
their tanks having a flashpoint less than 60°C for their own 
propulsion and having re-fuelling facilities for such vehicles or 
when only providing re-fuelling facilities, a separate bilge 
system is to be provided. 


15.2.2 The bilge system is to be designed to prevent 
pumping of flammable liquids through piping and pumps in 
machinery, accommodation or any other spaces where a 
source of ignition may exist. 
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15.3 Drainage of compartments, other than 
machinery spaces 


15.3.1 All craft are to be provided with efficient pumping 
plant having the suctions and means for drainage so arranged 
that any water within any compartment of the craft, or any 
watertight section of any compartment, can be pumped out 
through at least one suction when the craft is on an even keel 
and is either upright or has a list of not more than 5°. For this 
purpose, wing suctions will generally be necessary, except in 
short, narrow compartments where one suction can provide 
effective drainage under the above conditions. 


15.3.2 In the case of dry compartments, the suctions 
required by 15.3.1 are, except where otherwise stated, to be 
branch bilge suctions, i.e. suctions connected to a main 
bilge line. 


15.4 Tanks and cofferdams 


15.4.7. All tanks (including double bottom tanks), whether 
used for water ballast, oil fuel or liquid cargoes, are to be 
provided with suction pipes, led to suitable power pumps, 
from the after end of each tank. 


15.4.2 In general, the drainage arrangements are to be in 
accordance with 15.3. However, where the tanks are divided 
by longitudinal watertight bulkheads or girders into two or 
more tanks, a single suction pipe, led to the after end of each 
tank, will normally be acceptable. 


15.4.3 Similar drainage arrangements are to be provided 
for cofferdams, except that the suctions may be led to the 
main bilge line. 


15.5 Fore and after peaks 


15.5.1 Where the peaks are used as tanks, a power pump 
suction is to be led to each tank, except in the case of small 
tanks used for the carriage of domestic fresh water, where 
hand pumps may be used. 


15.5.2 Where the peaks are not used as tanks, and main 
bilge line suctions are not fitted, drainage of both peaks may 
be effected by hand pump suctions, provided that the suction 
lift is well within the capacity of the pumps. Drainage of the 
after peak may be effected by means of a self-closing cock 
fitted in a well lighted and readily accessible position. 


15.5.3 Pipes piercing the collision bulkhead are to be fitted 
with suitable valves secured to the bulkhead. The valves are to 
be operable from above the freeboard deck. 


15.6 Spaces above fore peaks, after peaks and 
machinery spaces 


15.6.7 Provision is to be made for the drainage of the 
chain locker and watertight compartments above the fore 
peak tank by hand or power pump suctions. 


15.6.2 Steering gear compartments or other small 
enclosed spaces situated above the after peak tank are to be 
provided with suitable means of drainage, either by hand or 
power pump bilge suctions. 


15.6.3. The compartments referred to in 15.6.2 may be 
drained by scuppers of not less than 38 mm bore, discharging 
to the tunnel or machinery space and fitted with self-closing 
cocks situated in well lighted and visible positions. 


15.7 Maintenance of integrity of bulkheads 


15.7.1. The intactness of the machinery space bulkheads, 
and of tunnel plating required to be of watertight construction, 
is not to be impaired by the fitting of scuppers discharging to 
machinery space or tunnels from adjacent compartments 
which are situated below the bulkhead deck. 


15.7.2 No drain valve or cock is to be fitted to the 
collision bulkhead. Drain valves or cocks are not to be fitted to 
other watertight bulkheads if alternative means of drainage 
are practicable. 


15.8 Bilge drainage of machinery space 


15.8.1 The bilge drainage arrangements in the machinery 
space are to comply with 15.3 except that the arrangements 
are to be such that any water which may enter this 
compartment can be pumped out through at least two bilge 
suctions when the craft is on an even keel, and is either 
upright or has a list of not more than 5°. One of these suctions 
is to be a branch bilge suction, i.e. a suction connected to the 
main bilge line, and the other is to be a direct bilge suction, 
i.e. a suction led direct to an independent power pump. 


15.9 Separate machinery spaces 


15.9.1 | Where the machinery space is divided by watertight 
bulkheads to separate the auxiliary engine room(s) from the 
main engine room, the bilge drainage arrangements for the 
auxiliary engine room(s) are to be the same as for compart- 
ments, other than machinery spaces, referred to in 15.3.1. 


15.9.2 In addition to the requirements of 15.9.1, at least 
one direct suction, led to an independent power pump, is to 
be fitted in each compartment. 


15.10 Machinery space with double bottom 


15.10.71 Where the double bottom extends the full length of 
the machinery space and forms bilges at the wings, it will be 
necessary to provide one branch and one direct bilge suction 
at each side. 


15.10.2 Where the double bottom plating extends the full 
length and breadth of the compartment, one branch bilge 
suction and one direct bilge suction are to be led to each of 
two bilge wells, situated one at each side. 
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15.10.3 Where there is no double bottom and the rise of 
floor is not less than 5°, one branch and one direct bilge 
suction are to be led to accessible positions as near to the 
centreline as practicable. 


15.11 Machinery space - Emergency bilge drainage 


15.11.71 In addition to the bilge suctions detailed in 15.8 and 
15.9, an emergency bilge suction is to be provided in each 
main machinery space. This suction is to be led to the main 
cooling water pump from a suitable low level in the machinery 
space and is to be fitted with a screw-down non-return valve 
having the spindle so extended that the hand wheel is not less 
than 460 mm above the bottom platform. 


15.11.2. Where two or more cooling water pumps are 
provided, each capable of supplying cooling water for normal 
power, only one pump need be fitted with an emergency bilge 
suction. 


15.11.3 Where main cooling water pumps are not suitable for 
bilge pumping duties, the emergency bilge suction is to be led 
to the largest available power pump, which is not a bilge pump. 


15.11.4. Emergency bilge suction valve nameplates are to 
be marked ‘For emergency use only’. 


15.12 Sizes of bilge suction pipes 


15.12.1 The diameter, d,,, of the main bilge line is to be not 
less than that required by the following formula, to the nearest 
5 mm, but in no case is the diameter to be less than that 
required for any branch bilge suction: 


dm = 1,68 VL(B+D) +25 mm 
where 
d,, = internal diameter of main bilge line, in mm 
B= greatest moulded breadth of craft, in metres 
D = moulded depth to bulkhead deck, in metres 
L = Rule length of craft in metres. 


15.12.2 The diameter d,, of branch bilge suction pipes to 
cargo and machinery spaces is to be not less than required by 
the following formula, to the nearest 5 mm, but in no case is 
the diameter of any suction to be less than 50 mm: 


d = 2,15/C(B+D)+25 mm 


where 
d,, = internal diameter of branch bilge suction, in mm 
C= length of compartment, in metres 


B and D are as defined in 15.12.1. 
15.12.3 The direct bilge suctions in the machinery space 
are not to be of a diameter less than that required for the main 
bilge line. 


15.12.4 For sizes of emergency bilge suctions, see 15.11. 


15.13 Distribution chest branch pipes 


15.13.1 The area of each branch pipe connecting the bilge 
main to a distribution chest is to be not less than the sum of 
the areas required by the Rules for the two largest branch 
bilge suction pipes connected to that chest, but need not be 
greater than that required for the main bilge line. 


15.14 Pumps on bilge service and their connections 


15.14.71 At least two power bilge pumping units are to be 
provided in the machinery space. One of these units may be 
worked from the main engines and the other is to be 
independently driven. 


15.14.2 Each unit may consist of one or more pumps 
connected to the main bilge line, provided that their combined 
capacity is adequate. 


15.14.3 A bilge ejector in combination with a high 
pressure sea-water pump may be accepted as a substitute 
for an independent bilge pump as required by 15.14.1. 


15.14.4 Special consideration will be given to the number 
of pumps for small craft and, in general, if there is a class 
notation restricting a small craft to harbour or river service, a 
hand pump may be accepted in lieu of one of the bilge 
pumping units. 


15.15 General service pumps 


15.15.71 The bilge pumping units, or pumps, required by 
15.14 may also be used for ballast, fire or general service 
duties of an intermittent nature, but they are to be immedi- 
ately available for bilge duty when required. 


15.16 Capacity of pumps 


15.16.7. Each bilge pumping unit is to be connected to the 
main bilge line and is to be capable of giving a speed of water 
through the Rule size of main bilge pipe of not less than 
122 m/min. 


15.16.2 The capacity of each bilge pumping unit or bilge 
pump is to be not less than required by the following formula: 


_ 5,75 1 5 
103 °™ 
where 
dy, = Rule internal diameter of main bilge line, in mm 
Q = capacity, in m$/hour. 


15.16.3 Where one bilge pumping unit is of slightly less than 
Rule capacity, the deficiency may be made good by an excess 
capacity of the other unit. In general, the deficiency is to be 
limited to 30 per cent. 
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15.17 Self-priming pumps 


15.17.71 All power pumps which are essential for bilge 
services are to be of the self-priming type, unless an approved 
central priming system is provided for these pumps. Details 
of this system are to be submitted. 


15.17.2 Cooling water pumps having emergency bilge 
suctions need not be of the self-priming type. 


15.18 Pump connections 


15.18.17 The connections at the bilge pumps are to be such 
that one unit may continue in operation when the other unit is 
being opened up for overhaul. 


15.18.2 Pumps required for essential services are not to be 
connected to a common suction or discharge chest or pipe 
unless the arrangements are such that the working of any 
pumps so connected is unaffected by the other pumps being 
in operation at the same time. 


15.19 Direct bilge suctions 


15.19.1 The direct bilge suctions in the machinery space are 
to be led to independent power pumps, and the arrange- 
ments are to be such that these direct suctions can be used 
independently of the main bilge line suctions. 


15.20 Main bilge line suctions 


15.20.71 Suctions from the main bilge line, i.e. branch bilge 
suctions, are to be arranged to draw water from any hold or 
machinery compartment within the craft, excepting small 
spaces such as those mentioned in 15.5 and 15.6 where 
manual pump suctions are accepted, and are not to be of 
smaller diameter than that required by the formula in 15.12.2. 


15.21 Prevention of communication between 
compartments 


15.21.71 The arrangement of valves, cocks and _ their 

connections is to be such as to prevent the possibility of one 

watertight compartment being placed in communication with 

another, or of dry cargo spaces, machinery spaces or other 

dry compartments being placed in communication with the 

sea or with tanks. For this purpose, screw-down non-return 

valves are to be provided in the following fittings: 

e Bilge valve distribution chests. 

e Bilge suction hose connections, whether fitted directly 
to the pump or on the main bilge line. 

° Direct bilge suctions and bilge pump connections to 
main bilge line. 


15.22 Isolation of bilge system 


15.22.1 Bilge pipes which are required for draining cargo or 
machinery spaces are to be entirely distinct from sea inlet 
pipes or from pipes which may be used for filling or emptying 
spaces where water or oil is carried. This does not, however, 
exclude a bilge ejection connection, a connecting pipe from a 
pump to its suction valve chest, or a deep tank suction pipe 
suitably connected through a change-over device to a bilge, 
ballast or oil line. 


15.23 Machinery space suctions —- Mud boxes 


15.23.1 Suctions for bilge drainage in machinery spaces 
and tunnels, other than emergency suctions, are to be led 
from easily accessible mud boxes fitted with straight tail pipes 
to the bilges and having covers secured in such a manner as 
to permit their being expeditiously opened or closed. Strum 
boxes are not to be fitted to the lower ends of these tail pipes 
or to the emergency bilge suctions. 


15.24 Hold suctions — Strum boxes 


15.24.1 The open ends of bilge suctions in holds and other 
compartments outside machinery spaces and tunnels are to 
be enclosed in strum boxes having perforations of not more 
than 10 mm diameter, whose combined area is not less than 
twice that required for the suction pipe. The boxes are to be 
so constructed that they can be cleared without breaking any 
joint of the suction pipe. 


15.25 Tail pipes 


15.25.1 The distance between the foot of all bilge tail pipes 
and the bottom of the bilge well is to be adequate to allow a 
full flow of water and to facilitate cleaning. 


15.26 Location of fittings 


15.26.71 Bilge valves, cocks and mud boxes are to be fitted 
at, or above, the machinery space platforms. 


15.26.2 Where relief valves are fitted to pumps having sea 
connections, these valves are to be fitted in readily visible 
positions above the platform. The arrangements are to be 
such that any discharge from the relief valves will also be 
readily visible. 


15.27 Bilge pipes in way of double bottom tanks 


15.27.1 Bilge suction pipes are not to be led through double 
bottom tanks if it is possible to avoid doing so. 


15.27.2 Bilge pipes which have to pass through these tanks 
are to have a minimum wall thickness of 6,38 mm. The 
thickness of pipes made from material other than steel will be 
specially considered. 
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15.27.3 Expansion bends, not glands, are to be fitted to 
these pipes within the tanks, and the pipes are to be tested, 
after installation, to the same pressure as the tanks through 
which they pass. 


15.28 Hold bilge non-return valves 


15.28.1 Where non-return valves are fitted to the open ends 
of bilge suction pipes in cargo holds in order to decrease the 
risk of flooding, they are to be of an approved type which 
does not offer undue obstruction to the flow of water. 


| Section 16 
Additional requirements for yachts 
that are 500 gt or more 


16.1 General 


16.1.1 Yachts that are 500 gt or more are to comply with 
Section 15 of this Chapter and in addition the following 
requirements. 


16.2 Location of bilge pumps and bilge main 


16.2.1. At least three power bilge pumps are to be 
provided, one of which may be operated from the main 
engines. Wherever practicable they are to be located in 
separate watertight compartments which will not readily be 
flooded by the same damage. If the engines are in two or 
more watertight compartments, the bilge pumps are to be 
distributed throughout these compartments so far as 
possible. 


16.2.2. Where compliance with 16.2.1 is impractical, two 
independently driven bilge pumps may be accepted provided 
they are located in separate watertight compartments. If both 
pumps are necessarily located in the machinery space then 
one is to be of the submersible type with its source of power 
located above the bulkhead deck. 


16.2.3. The bilge main is to be so arranged that no part is 
situated nearer the side of the craft than B/5, measured at 
right angles to the centreline at the level of the deepest 
sub-division load line, where B is the breadth of the craft. 


16.2.4 Where any bilge pump or its pipe connection to the 
bilge main is situated outboard of the B/5 line, then a non- 
return valve is to be provided in the pipe connection at the 
junction with the bilge main. 


16.2.5 Each independent bilge pump is to have a direct 
bilge suction from the space in which it is situated, but not 
more than two such suctions are required in any one space. 
The suctions are to be arranged such that each side of the 
space is fitted with at least one suction. 


16.3 Prevention of communication between com- 
partments in the event of damage 


16.3.1 Provision is to be made to prevent the compart- 
ment served by any bilge suction pipe being flooded, in the 
event of the pipe being severed, or otherwise damaged by 
collision or grounding in any other compartment. For this 
purpose, where any part of a branch bilge pipe is situated 
outboard of the B/5 line or in a duct keel, a non-return valve is 
to be fitted to the pipe in the compartment containing the 
open end. 


16.4 Arrangement and control of bilge valves 


16.4.1 Distribution boxes, valves and cocks in connection 
with the bilge pumping arrangements are to be so arranged 
that, in the event of flooding, one of the bilge pumps may be 
operative on any compartment. 


16.4.2 Where there is only one system of pipes common 
to all pumps, the arrangements are to be such that if the 
machinery space or other compartment is flooded then it is 
possible to operate the necessary valves and cocks in order 
to take suction from that compartment. For this purpose it 
may be necessary to arrange for remote control of the bilge 
suction valves from above the bulkhead deck. 


16.4.3 Where, in addition to the main bilge pumping 
system, an emergency bilge pumping system is provided, it 
is to be independent of the main system and so arranged that 
a pump is capable of operating on any compartment under 
flooding conditions. In this case, only the valves and cocks 
necessary for the operation of the emergency system need to 
be capable of being operated from above the bulkhead deck. 


16.4.4. All valves and cocks mentioned in 16.4.2 which can 
be operated from above the bulkhead deck are to have their 
controls at their place of operation clearly marked and 
provided with means to indicate whether they are open or 
closed. 


16.5 Cross flooding arrangements 


76.5.1. Where divided deep tanks or side tanks are 
provided with cross flooding arrangements to limit the angle of 
heel after side damage, the arrangements are to be self-acting 
where practicable. In any case, where controls to cross 
flooding fittings are provided, they are to be operable from 
above the bulkhead deck. 
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a Section 17 
Requirements for Air Cushion 
Vehicles 


17.1 General 


17.1.1 At least three copies of the following diagrammatic 
plans are to be submitted together with a general description 
of each system, indicating operating pressures and 
temperatures, etc., safety devices incorporated and means of 
protection against corrosion and contamination: 

e = Oil fuel. 

Lubricating oil. 

Hydraulic and pneumatic systems. 

Pumping arrangements for draining and trimming. 

A\r filtering to power units. 


17.1.2 Reference is to be made to the Guidance Notes 
and Requirements for the Classification of Air Cushion 
Vehicles (ACV) 1970. 
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Section 

1 Application 

2 General requirements 

3 Oil fuel storage 

4 Oil fuel systems 

5 Low flash point fuels 

6 Lubricating/hydraulic oil systems 

7 Engine cooling water systems 

8 Miscellaneous machinery 

9 Special requirements for multi-hull craft 


10 Requirements for Passenger (A) Craft 


17 Requirements for small craft which are not 
required to comply with the HSC Code 


a Section 7 
Application 


1.1 Applicability of requirements 


7.7.1 The requirements of Sections 2 to 8 of this Chapter 
apply to piping systems on mono-hull and multi-hull craft 
except where modified by Sections 9 to 11 as applicable. 


hi Special requirements for multi-hull craft are given in 
Section 9. 


1.7.3 These requirements satisfy the relevant design and 
construction requirements of the HSC Code. They are also 
applicable to yachts and service craft of more than 24 m not 
required to comply with the Code. 


1.1.4 Requirements for Passenger (A) Craft are given in 
Section 10. 


11.5 Requirements for small craft not required to comply 
with the HSC Code are given in Section 11. 


1.7.6 In addition to the requirements of this Chapter, 
attention is to be given to any relevant statutory requirements 
of the National Authority of the country in which the craft is to 
be registered. 


a Section 2 
General requirements 


2.1 General 


2.14 The maximum working pressure in any part of a 
fluid system is not to be greater than the design pressure. 


2.1.2 Where the design pressure of a system component, 
such as a valve or a fitting, is less than that for the pipe or 
tubing, the system pressure is to be limited to the lowest of 
the component design pressures. Every system which may 
be exposed to pressures higher than the design pressure is 
to be safeguarded by appropriate relief devices. 


2ihed Materials used in piping systems are to be compatible 
with the fluid conveyed and due regard given to the risk of fire. 
Non-metallic piping material may be permitted in certain 
systems, provided the integrity of the hull and watertight 
decks and bulkheads is maintained. 


2.1.4 The design of pipework systems is to be in 
accordance with the requirements of Chapter 1. 


| Section 3 
Oil fuel storage 


3.1 Flash point 


3.1.1 The flash point (closed cup test) of oil fuel for use in 
craft classed for unrestricted service is in general to be not 
less than 60°C. For emergency generator engines, a flash 
point of not less than 48°C is permissible. 


3.1.2 Oil fuel with a flash point lower than 60°C may be 
used in craft intended for restricted service where it can be 
demonstrated that the temperature of machinery spaces will 
always be 10°C below the flash point of the oil fuel. 


3.7.3 The use of oil fuel with a flash point below 43°C is 
not recommended. However, oil fuel with a lower flash point, 
but not lower than 35°C, may be used in gas turbines only 
subject to compliance with the provisions specified in 
Section 5. 


3.1.4 Proposals for the use or carriage of oil fuel with a 
lower flash point will be specially considered. 


3.2 Oil fuel storage arrangements 


3.2.1 Tanks containing oil fuel are to be separated from 
passenger, crew and baggage compartments by vapour- 
proof enclosures or cofferdams which are suitably ventilated 
and drained. 


3.2.2 Oil fuel tanks are not to be located in or adjacent to 
major fire hazard areas. 
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3.2.3 Oil fuel is not to be carried forward of the area for 
which public spaces or crew accommodation are permitted. 


3.2.4 No oil fuel tank is to be situated where spillage or 
leakage therefrom can constitute a hazard by falling on heated 
surfaces. 


3.2.5 Safe and efficient means of ascertaining the amount 
of oil fuel contained in any oil fuel tank is to be provided, see 
also Ch 2,11.9 to 11.12. 


3.2.6 Oil fuel tanks are to be provided with self-closing 
valves or cocks for draining water from the bottom of the 
tanks. 


3.2: As far as practicable, all parts of the oil fuel system 
containing heated oil under pressure exceeding 2 bar are not 
to be placed in a concealed position such that defects and 
leakage cannot be readily observed. The machinery spaces 
in way of such parts of the oil fuel system are to be adequately 
illuminated. 


3.2.8 Oil fuel tanks are to be provided with oil-tight 
drip trays of sufficient capacity having suitable drainage 
arrangements. 


3.2.9 In general oil fuel tanks are not to be used for 
carriage of water ballast. Where this is unavoidable the fuel 
transfer system is to be isolated from the ballast system and 
either oily water separating equipment is to be installed, or 
discharge to shore facilities provided, in accordance with the 
requirements of the International Convention for the Prevention 
of Pollution from Ships in force. 


3.3 Oil fuel storage arrangements for yachts and 
service craft of 24 m or greater in length, 
which are not required to comply with the 
HSC Code 


CEG Oil fuel tanks are normally to be located outside 
machinery spaces and other areas of major fire hazard. 


3.3.2 Where structural tanks are located adjacent to 
machinery spaces they are to be arranged such that the area 
of the tank common with the machinery space is kept to a 
minimum. In craft constructed of aluminium or other heat 
sensitive material the tanks are to be suitably protected 
against the effect of fire in the machinery space. 


3.3.3 Where free standing tanks are fitted in machinery 
spaces they are to be of steel or equivalent material and 
positioned in an oil tight drip tray of ample size having suit- 
able drainage arrangements to a spill oil tank. 


3.3.4 For yachts that are 500 gt or more, free standing oil 
fuel tanks are not to be fitted in machinery spaces, see Pt 17, 
Ch 3,3.17.3. 


3.3.5 The requirements of 3.2.4 to 3.2.8 are to be 
complied with. Where free standing tanks are fitted they are to 
comply with the requirements of 11.3.1 to 11.3.3. 


3.4 Unattended machinery 


3.4.1 Where machinery is fitted with automatic or remote 
controls so that under normal operating conditions it does not 
require any manual intervention by the operators, the 
requirements of 3.4.2 to 3.4.5 apply. 


3.4.2 Where daily service tanks are filled automatically or 
by remote control, means are to be provided to prevent 
overflow spillages. 


3.4.3 Other equipment which treats flammable liquid 
automatically, such as oil fuel purifiers, are to have arrange- 
ments to prevent spillage of the liquid through overflow or 
malfunction of seals. 


3.4.4 Alarms are to be provided for purifier broken water 
seal and high oil inlet temperature. 


3.4.5 Where daily service oil fuel tanks or settling tanks 
are fitted with heating arrangements, a high temperature 
alarm is to be provided if the flash point of the oil can be 
exceeded. This alarm is to be separate from the temperature 
control system. 


3.4.6 Oil fuel service tanks are to be provided with high 
and low level alarms. Where a common overflow tank is fitted, 
a high level alarm in the common overflow tank may be 
accepted. 


3.4.7 Oil and gas dual-fired systems for boilers and 
engines are to be provided with indication to show which fuel 
is in use. 


oJ Section 4 
Oil fuel systems 


41 Oil fuel supply to main and auxiliary engines 


4.1.1 Two or more filters are to be fitted in the oil fuel 
supply lines to the main and auxiliary engines, and the arrange- 
ments are to be such that any filter can be cleaned without 
interrupting the supply of filtered oil fuel to the engines. 


4.2 Booster pumps 


4.2.1 Where an oil fuel booster pump is fitted, which is 
essential to the operation of the main engine, a standby pump 
is to be provided. 


4.2.2 The standby pump is to be connected ready for 
immediate use, but where two or more main engines are 
fitted, each with its own pump, a complete spare pump may 
be accepted provided that it is readily accessible and can 
easily be installed. 
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4.3 Fuel valve cooling pumps 


4.3.1 Where pumps are provided for fuel valve cooling, 
the arrangements are to be in accordance with 4.2.1 
and 4.2.2. 


4.4 Transfer pumps 


4.4.1 Where a power driven pump is necessary for 
transferring oil fuel, a standby pump is to be provided and 
connected ready for use. The standby pump may be a 
manual pump. Alternatively, emergency connections may be 
made to another suitable power driven pump. 


4.5 Control of pumps 


4.5.1 All independently driven oil fuel transfer and 
pressure pumps are to be capable of being stopped locally 
and from a position outside of the space in which they are 
located. The remote stop position is always to be accessible 
in the event of fire occurring in the space in which these 
pumps are located. 


4.6 Relief valves on pumps 


4.6.1 All pumps which are capable of developing a 
pressure exceeding the design pressure of the system are to 
be provided with relief valves. Each relief valve is to be in 
closed circuit, i.e. arranged to discharge back to the suction 
side of the pump and to effectively limit the pump discharge 
pressure to the design pressure of the system. 


4.7 Pump connections 

4.7.1 Valves or cocks are to be interposed between the 
pumps and the suction and discharge pipes, in order that any 
pump may be shut off for opening up and overhauling. 

4.8 Low pressure pipes 

4.8.1 Transfer, suction and other low pressure oil pipes 


and all pipes passing through oil storage tanks are to be 
suitable for a working pressure of not less than 7 bar. 


4.9 Valves on deep tanks and their control 
arrangements 
4.9.1 Every oil fuel suction pipe from a storage, settling 


or daily service tank situated above the double bottom, and 
every oil fuel levelling pipe, is to be fitted with a valve or cock 
secured to the tank. 


4.9.2 In machinery spaces such valves and cocks are to 
be capable of being closed locally and from positions outside 
these spaces which will always be accessible in the event of 
fire occurring in these spaces. Instructions for closing the 
valves or cocks are to be indicated at the valves and cocks 
and at the remote control positions. 


4.9.3 In the case of tanks of less than 0,5 m3, consider- 
ation will be given to the omission of remote controls for craft 
not required to comply with the HSC Code. 


4.9.4 Every oil fuel suction pipe which is led into the 
machinery spaces, from a deep tank outside these spaces, is 
to be fitted in the machinery space with a valve controlled as 
in 4.9.2 except where the valve on the tank is already capable 
of being closed from an accessible position above the bulk- 
head deck. 


4.9.5 Where the filling pipes to deep oil tanks are not 
connected to the tanks near the top, they are to be provided 
with non-return valves at the tanks or with valves or cocks 
fitted and controlled as in 4.9.2. 


4.10 Filling arrangements 


4.10.1 _ Filling stations are to be isolated from other spaces 
and are to be efficiently drained and ventilated. 


4.10.2 Provision is to be made against over-pressure in the 
filling pipelines. Any relief valve fitted for this purpose is to 
discharge to an overflow tank or other safe position. 


4.11 Precautions against fire 


4.11.1. Pipes, valves and couplings conveying flammable 
fluids are to be installed, screened or otherwise suitably 
protected, to avoid spray or leakages onto hot surfaces, into 
machinery air intakes, or other sources of ignition such as 
electrical equipment. The number of joints in such systems is 
to be kept to a minimum. 


| Section 5 
Low flash point fuels 


5.1 General 


5.1.1 For craft having oil fuel with a flash point below 
438°C the arrangements for the storage, distribution and 
utilisation of the oil fuel are to be such that the safety of the 
craft and persons on board is preserved, having regard to fire 
and explosion hazards. The arrangements are to comply with 
Sections 3, 4 and 5.1.2 to 5.1.6. 


S12 Tanks for the storage of such oil fuel are to be 
located outside any machinery space and at a distance of not 
less than 760 mm inboard from the shell and bottom plating, 
and from decks and bulkheads. 


5.1.3 The spaces in which oil fuel tanks are located are 
to be mechanically ventilated using exhaust fans providing not 
less than six air changes per hour. The fans are to be such as 
to avoid the possibility of ignition of flammable gas air 
mixtures. Suitable wire mesh guards are to be fitted over inlet 
and outlet ventilation openings. The outlets for such exhausts 
are to discharge to a safe position. 
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5.1.4 A fixed vapour detection system is to be installed in 
each space through which oil fuel lines pass, with alarms 
provided at a continuously manned control station. 


roy ro) Safe and efficient means of ascertaining the amount 
of oil fuel contained in any tank is to be provided. Gauge 
glasses are not to be used. Other means of ascertaining the 
amount of oil fuel contained in any tank may be permitted if 
such means do not require penetration below the top of the 
tank, and providing their failure or overfilling of the tanks will 
not permit the release of oil fuel. 


5.1.6 Vessel to shore oil fuel connections are to be of 
closed type and suitably grounded during bunkering 
operations. 


5.1.7 Air pipes shall discharge to a safe position and 
terminate with flame arresters in accordance with MSC/ 
Circ. 677. 


a Section 6 
Lubricating/hydraulic oil systems 


6.1 Lubricating oil arrangements 


63h] The arrangements for the storage, distribution and 
utilisation of oil used in pressure lubrication systems in 
machinery spaces and, whenever practicable, in auxiliary 
machinery spaces are to comply with the provisions of 3.2 
(except 3.2.2), 3.4 and 4.9 (except 4.9.3). 


6.1.2 Tanks containing lubricating oil located within major 
fire hazard areas are to be of steel or other equivalent material. 


6.1.3 Where lubricating oil tanks have a capacity of less 
than 0,5 m, consideration will be given to relaxing the require- 
ments for remote controls to be fitted. 


6.1.4 Where the lubricating oil for main propelling 
engines is circulated under pressure, provision is to be made 
for the efficient filtration of the oil. The filters are to be capable 
of being cleaned without stopping the engine or reducing 
supply of filtered oil to the engine. Proposals for an automatic 
by-pass for emergency purposes in high speed engines are 
to be submiited for consideration. 


6.17.5 In addition, craft of 24 m or greater in length are to 
comply with the requirements of 4.5 to 4.7. 


6.2 Arrangements for hydraulic and flammable 
oils 


6.2.1 The requirements of this Section are applicable to 
flammable oils employed under pressure in power 
transmission, control, actuating and heating systems, and 
hydraulic media in systems which are providing essential 
services. 


6.2.2 The arrangements for storage, distribution and 
utilisation of hydraulic and flammable oils employed in the 
systems defined in this sub-Section are to comply with the 
provisions of 6.1. 


6.3 Lubricating/hydraulic oil standby 
arrangements 


6.3.1 Where lubricating oil for the main engine(s) is 

circulated under pressure, a standby lubricating oil pump is 

to be provided where the following conditions apply: 

(a) The lubricating oil pump is independently driven and the 
total output of the main engine(s) exceeds 500 kW. 

(b) One main engine with its own pump is fitted and the 
output of the engine exceeds 500 kW. 

(c) More than one engine each with its own lubricating oil 
pump is fitted and the output of each engine exceeds 
500 kW. 


6.3.2 The standby pump is to be of sufficient capacity to 
maintain the supply of oil for normal conditions with any one 
pump out of action. The pump is to be fitted and connected 
ready for immediate use, except that where the conditions 
referred to in 6.3.1(c) apply, a complete spare pump may be 
accepted. In all cases, satisfactory lubrication of the engines 
is to be ensured while starting and manoeuvring. 


6.3.3 Similar provisions to those of 6.3.1 and 6.3.2 are to 
be made where separate lubricating/hydraulic oil systems are 
employed for piston cooling, reduction gears, oil operated 
couplings controllable pitch propellers and steering systems 
etc., unless approved alternative arrangements are provided. 


6.3.4 Independently driven pumps of rotary type are to be 
fitted with a non-return valve on the discharge side of the pump. 


6.4 Lubricating oil contamination 


6.4.1 The materials used in the storage and distribution 
of lubricating oil are to be selected such that they do not 
introduce or modify the properties of the oil. The use of 
cadmium or zinc in lubricating oil systems where they may 
come into contact with the oil is not permitted. 


6.4.2 Arrangements are to be made for each forced 
lubrication system, renovation system, ready to use tank(s) 
and their associated rundown lines to drain tanks to be 
flushed after system installation and prior to running of 
machinery. The flushing arrangements are to be in accor- 
dance with the equipment manufacturer’s procedures and 
recommendations. 


6.4.3 The design and construction of engine and gear 
box piping arrangements are to prevent as far as practicable, 
contamination of engine lubricating oil systems by leakage of 
cooling water or from bilge water where engines or gearboxes 
are partly installed below the lower platform. 


6.4.4 Where a lubricating oil filling pipe and cap are provided 
for engines and other machinery, provision is to be made for the 
topping up oil to pass through a gauze strainer. The caps are to 
be capable of being secured in the closed position. 
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6.4.5 Sampling points are to be provided that enable 
samples of lubricating oil to be taken in a safe manner. The 
sampling arrangements are to have the capability to provide 
samples when machinery is running and are to be provided 
with valves and cocks of the self-closing type and located in 
positions as far removed as possible from any heated surface 
or electrical equipment. 


| Section 7 
Engine cooling water systems 


7.1 General 


7.1.1 The cooling arrangements provided are to be 
adequate to maintain all lubricating and hydraulic fluid 
temperatures within the manufacturer’s recommended limits. 


7.2 Main supply 


7.2.1 Provision is to be made for an adequate supply of 
cooling water to the main propelling machinery and essential 
auxiliary engines, also to the lubricating oil and fresh water 
coolers and air coolers for electric propelling machinery, where 
these coolers are fitted. The cooling water pump(s) may be 
worked from the engines or be driven independently. 


7.3 Standby supply 


7.3.1 Provision is also to be made for a separate supply 
of cooling water from a suitable independent pump of 
adequate capacity. 


7.3.2 The following arrangements are acceptable 
depending on the purpose for which the cooling water is 
intended: 

(a) Where only one main engine is fitted, the standby pump 
is to be connected ready for immediate use. 

(b) Where more than one main engine is fitted, each with its 
own pump, a complete spare pump of each type may 
be accepted. 

(c) Where fresh water cooling is employed for main and/or 
auxiliary engines, a standby fresh water pump need not 
be fitted if there are suitable emergency connections 
from a salt water system. 

(d) Where each auxiliary engine is fitted with a cooling water 
pump, standby means of cooling need not be provided. 
Where, however, a group auxiliary engine is supplied with 
cooling water from a common system, a standby cooling 
water pump is to be provided for this system. 

This pump is to be connected ready for immediate use and 

may be a suitable general service pump. 


7.4 Selection of standby pumps 


7.4.1 When selecting a pump for standby purposes, 
consideration is to be given to the maximum pressure which 
it can develop if the overboard discharge valve is partly or fully 
closed. Where necessary, water boxes, etc., are to be 
protected against inadvertent over-pressure by an approved 
device. 


7.5 Relief valves on main cooling water pumps 


7.5.1 Where cooling water pumps can develop a 
pressure head greater than the design pressure of the system, 
they are to be provided with relief valves on the pump 
discharge to effectively limit the pump discharge pressure to 
the design pressure of the system. 


7.6 Sea inlets 


7.6.1 Not less than two sea inlets are to be provided for 
the pumps supplying the sea water cooling system, one for 
the main pump and one for the standby pump. Alternatively, 
the sea inlets may be connected to a suction line available to 
main and standby pumps. 


7.6.2 Where standby pumps are not connected ready for 
immediate use (see 7.3.2(b) and (d)), the main pump is to be 
connected to both sea inlets. 


7.6.3 The auxiliary cooling water sea inlets are to be 
located one on each side of the craft. 


7.7 Strainers 


Lihed Where sea water is used for the direct cooling of the 
main engines and essential auxiliary engines, the cooling water 
suction pipes are to be provided with strainers which can be 
cleaned without interruption to the cooling water supply. 


a Section 8 
Miscellaneous machinery 


8.1 General 


8.1.1 Alarms and safeguards are indicated in Table 1.8.1. 
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Table 1.8.1 Miscellaneous machinery: Alarms and 


safeguards 


Item 


Coolant tanks level 


Sludge tanks level 


Feed water tanks level 


Hydraulic control system pressure 


Pneumatic control system pressure 


a Section 9 
Special requirements for multi-hull 
craft 


9.1 General 


9.1.1 The requirements of Sections 1 to 8 are generally 
applicable to multi-hull craft except where these are modified 
by the requirements of this Section. 


O1.2 Where the machinery piping arrangements in each 
hull of a multi-hull craft are separate, the machinery piping and 
standby requirements for each hull are to be as detailed in 
6.3.1(c) and 7.3.2(b), i.e. the requirements for a twin-engined 
mono-hull craft apply. 


9.1.3 Where a multi-hull craft cannot navigate safely with 
the main propulsion machinery in one hull out of action, the 
machinery piping and standby requirements are to be as 
detailed in 6.3.1(a) or (b), and 7.3.2(a), i.e. the requirements 
for a single-engined mono-hull craft apply to the machinery in 
each hull. 


A Section 10 
Requirements for Passenger (A) 
Craft 


10.1 General 
10.1.1. The requirements of Sections 1 to 9 apply except 


that the standby machinery arrangements detailed in 
Sections 6 and 7 are not required. 


a Section 11 
Requirements for small craft 
which are not required to comply 
with the HSC Code 


11.1 General 


11.1.1 The requirements of this Section replace Sections 
3.2 to 3.4 and 4, 5, 6 and 7 of this Chapter, see a/so 
Ch 1,15. 


11.2 Oil fuel system 


17.2.1. Where a power driven oil fuel transfer pump is 
fitted, it is to be capable of being stopped from a position 
outside the space which will always be accessible in the event 
of fire occurring in the compartment in which the pump is 
situated, as well as from the compartment itself. 


11.2.2 Where a power driven pump is necessary for 
transferring oil fuel, a standby pump is to be provided and 
connected ready for use. 


11.3 Separate oil fuel tanks 


11.3.1. Except for very small tanks separate oil fuel tanks 
are to be not less than 3 mm in thickness. The seams are to 
be welded or brazed. Steel tanks are to be protected from 
corrosion. 


11.3.2 Before installation, all tanks are to be tested by a 
head of water equal to the maximum to which the tanks may be 
subjected, but not less than 2,5 m above the crown of the tank. 


11.3.3. Separate oil fuel tanks are to be securely fixed in 
position, and located as remote as practicable from exhaust 
manifolds and exhaust pipes or other hot surfaces and not 
above any electrical apparatus. Where this cannot be avoided, 
a drip tray is to be fitted under the tank and extended sufficiently 
to catch any drips from fittings attached to the tank. 


11.3.4. Oil fuel tanks are not to be fitted above or adjacent to 
oil fired heaters, cooking stoves, equipment using naked flames 
or electrical equipment unless this is suitably constructed 
or enclosed. 


11.4 Oil fuel filling 


11.4.1 The filling pipe is to be of metallic construction and is 
to be a permanent fixture led from the deck and secured to the 
tank by an approved connection. A screwed cap and name 
plate inscribed ‘Oil Fuel’ is to be provided at the filling point. 


11.4.2 Flexible hoses are not permitted as filling pipes. In 
wood or composite craft short lengths may be employed at 
the deck connection to accommodate any movement 
between the tank and the deck fitting. 
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11.5 Oil fuel supply 


Vi roy Provision is to be made for efficient filtration of the 
oil fuel supply to the engine. 


11.6 Oil fuel valves and cocks 


77.6.7. Outlet valves or cocks are to be fitted to all deep 
tanks. The valves are to be fitted directly to the tank plating 
and are to be capable of being closed locally and from 
positions which will always be readily accessible in the event of 
fire. 


11.6.2 Valve covers are to be so constructed that they will 
not become slack when the valves are operated. 


11.6.3 Heat sensitive materials are not to be used in the 
construction of valves and cocks. 


11.6.4 Where drain cocks or valves are fitted to oil fuel 
tanks they are to be of the self-closing type and suitable 
provision is to be made for collecting the oil discharge. 


11.7 Flexible hoses for oil fuel systems 


11.7.1 Where necessary, flexible pipes of approved type 
may be used as short joining lengths to the engine. 


11.8 Pipe joints for oil fuel systems 


17.8.1. Where flanged joints are used the jointing material is 
to be impervious to oil. Cone type joints and approved types 
of compression fittings may be permitted for pipes having a 
bore not exceeding 40 mm. 


11.8.2 Soft solder is not to be used for attaching pipe fittings. 


11.9 Engine cooling system 


17.9.1. Where sea water is used for the direct cooling of 
the engine, an efficient strainer which can be cleared from 
inside the craft is to be fitted between the sea inlet valve and 
the pump. 


11.9.2 Means are to be provided for cleaning the strainer 
without interruption to the cooling water supply, where 
necessary. 


17.9.3 Means are to be provided for indicating the 
temperature of the engine cooling media. 


11.9.4 Alarms for the engine cooling water system are to 
be provided in accordance with Part 10. 

11.10 Lubricating oil system 

17.10.71 Where the lubricating oil for main propelling engines 


is circulated under pressure, provision is to be made for the 
efficient filtration of the oil. 


171.10.2 Where necessary, flexible pipes of approved type 
may be used as short joining lengths to the engine. 


11.10.3 In general, joints are to be of the flanged type with 
jointing materials which are impervious to oil. Cone type joints 
and approved types of compression fittings may be permit- 
ted for pipes having a bore not exceeding 40 mm. 


11.10.4 Soft solder is not to be used for attaching pipe 
fittings. 


11.10.5 Means are to be provided for indicating the lubricating 
oil pressure. 


17.10.6 Alarms for the lubricating oil systems are to be 
provided in accordance with Part 10. 
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Section 

1 General requirements 

2 Cylindrical shells subject to internal pressure 

3 Spherical shells subject to internal pressure 

4 Dished ends subject to internal pressure 

5 Standpipes and branches 

6 Unstayed circular flat end plates 

7 Construction 

8 Requirements for fusion welded pressure 
vessels 

9 Mountings and fittings for pressure vessels 


10 Hydraulic tests 
Ti Fibre reinforced plastics pressure vessels 


12 Requirements for craft which are not required 
to comply with the HSC Code 


a Section 1 
General requirements 


1.1 Application 


dha The requirements of this Chapter are applicable to 
fusion welded pressure vessels and their mountings and fittings, 
where plans have to be submitted in accordance with 1.2. 


7.1.2 Seamless pressure vessels are to be manufactured 
in accordance with the requirements of the Rules for the 
Manufacture, Testing and Certification of Materials (hereinafter 
referred to as the Rules for Materials) where applicable. 


1:1.3 Steam raising plant and associated pressure 
vessels should be designed and constructed in accordance 
with Pt 5, Ch 10 of the Rules and Regulations for the 
Classification of Ships (hereinafter referred to as the Rules for 
Ships). 


1.2 Details to be submitted 


ieee Plans of pressure vessels are to be submitted in 

triplicate for consideration where all the conditions in (a) or (b) 

are satisfied: 

(a) The vessel contains vapours or gases, e.g. air receivers, 
hydrophore or similar vessels and gaseous CO, vessels 
for fire-fighting, and 


pV > 600 

p > 4 

V => 100 

V == volume (litres) of gas or vapour space 


(b) The vessel contains liquefied gases for fire-fighting, or 
flammable liquids, and 


p > rd 
Vo > 100 
V == volume (litres) 
Pp = design pressure (bar). 
1.3 Materials 
1.3.1 Materials used in the construction of Class 1, 2/1 


and 2/2 pressure vessels are to be manufactured, tested and 
certified in accordance with the requirements of the Rules for 
Materials. Materials used in the construction of Class 3 pres- 
sure vessels may be in accordance with the requirements of 
an acceptable National or International Standard. The manu- 
facturer’s certificate will be accepted in lieu of LR’s material 
certificate for such materials. 


7.3.2 The specified minimum tensile strength of carbon 
and carbon-manganese steel plates, pipes, forgings and 
castings is to be within the following general limits: 
(a) For seamless and Class 1 and Class 2/1 fusion welded 
pressure vessels: 
340 to 520 N/mm2. 
(b) For Class 2/2 and where required Class 3 fusion welded 
pressure vessels: 
340 to 430 N/mm2. 


7.3.3 Where it is proposed to use materials other than 
those specified in the Rules for Materials, details of the chem- 
ical compositions, heat treatment and mechanical properties 
are to be submitted for approval. In such cases, the values of 
the mechanical properties used for deriving the allowable 
stress are to be subject to agreement by Lloyd’s Register 
(hereinafter referred to as ‘LR’). 


1.4 Classification of fusion welded pressure 
vessels 
1.4.1 Fusion welded pressure vessels are graded as 


Class 1 where the shell thickness exceeds 38 mm. 


1.4.2 Fusion welded pressure vessels are graded as 

Class 2/1 and Class 2/2 if they comply with the following 

conditions: 

(a) where the design pressure exceeds 17,2 bar, or 

(b) where the metal temperature exceeds 150°C, or 

(c) where the design pressure, in bar, multiplied by the 
actual thickness of the shell, in mm exceeds 157, or 

(d) where the shell thickness does not exceed 38 mm. 


1.4.3 For Rule purposes, Class 3 pressure vessels are to 
have a maximum shell thickness of 16 mm, and are pressure 
vessels not included in Classes 1, 2/1 or 2/2. 


1.5 Design pressure 
1.5.1 The design pressure is the maximum permissible 


working pressure and is to be not less than the highest set 
pressure of any safety valve. 
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1.6 Metal temperature 


1.6.1 The metal temperature, 7, used to evaluate the 
allowable stress, o, is to be taken as the actual mean wall 
metal temperature expected under operating conditions for 
the pressure part concerned, and is to be stated by the 
manufacturer when plans of the pressure parts are submitted 
for consideration. 


7.6.2 For fusion welded pressure vessels the minimum 
design temperature, 7, is not to be less than 50°C. 


1.7 Definition of symbols 


1.74 The symbols used in the various formulae in 
Sections 2 to 6, unless otherwise stated, are defined as 
follows and are applicable to the specific part of the pressure 
vessel under consideration: 

= design pressure, in bar, see 1.5 

= inside knuckle radius, in mm 

= outside knuckle radius, in mm 

= minimum thickness, in mm 

= inside diameter, in mm 

= outside diameter, in mm 

joint factor applicable to welded seams 

= inside radius, in mm 

= outside radius, in mm 

= design temperature, in °C 

= allowable stress, in N/mm2, see 1.8. 


fo) UD i SB. Ss 
M 


1.7.2 Where reference is made to calculated or actual 
plate thickness for the derivation of other values, these 
thicknesses are to be minus the standard Rule corrosion 
allowance of 0,75 mm, if not so stated. 


1.8 Allowable stress 
1.8.1 The term ‘allowable stress’, o, is the stress to be 
used in the formulae for the calculation of scantlings of 


pressure parts. 


1.8.2 The allowable stress, o, is to be the lowest of the 
following values: 


t 
o => > 
1,5 
_ Ho 
i, 
SR 
o = 
1,5 

where 


E, = specified minimum lower yield stress or 0,2 per 
cent proof stress at temperature, 7, for carbon and 
carbon-manganese steels. In the case of austenitic 
steels, the 1,0 per cent proof stress at temperature, 
T, is to be used 

Rog = specified minimum tensile strength at room 
temperature 
Sr = average stress to produce rupture in 100 000 hours 
at temperature, T 
T = metal temperature, see 1.6. 


1.8.3 The allowable stress for steel castings is to be 
taken as 80 per cent of the value determined by the method 
indicated in 1.8.2, using the appropriate values for cast steel. 


1.8.4 Where steels castings, which have been tested in 
accordance with the Rules for Materials, are also subjected 
to non-destructive tests, consideration will be given to 
increasing the allowable stress using a factor up to 90 per 
cent in lieu of the 80 per cent referred to in 1.8.3. Particulars 
of the non-destructive test proposals are to be submitted for 
consideration. 


1.9 Joint factors 


1.9.1 The following joint factors are to be used in the 

equations in Sections 2 to 6, where applicable. Fusion welded 

pressure parts are to be made in accordance with Section 8. 
Class of pressure vessel Joint factor 


Class 1 1,0 
Class 2/1 0,85 
Class 2/2 0,75 
Class 3 0,6 


1.9.2 The longitudinal joints for all Classes of vessels are 
to be butt joints. Circumferential joints for Class 1 vessels and 
all classes of vessel for the production and storage of steam 
are also to be butt welds. Circumferential joints for Class 2/1, 
2/2 and 3 vessels should also be butt joints with the following 
exceptions: 

(a) Circumferential joints for Class 2/1, 2/2 and 8 vessels 
may be of the joggle type provided neither plate at the 
joints exceeds 16 mm thickness. 

(b) Circumferential joints for Class 3 vessels may be of the 
lap type provided neither plate at the joint exceeds 
16 mm thickness nor the internal diameter of the vessel 
exceeds 610 mm. 

For typical acceptable methods of attaching dished ends, see 

Fig. 4.6.1. 


1.10 Pressure parts of irregular shape 


7.10.1 Where pressure parts are of such irregular shape 
that it is impracticable to design their scantlings by the 
application of formulae in this Chapter, the suitability of their 
construction is to be determined by hydraulic proof test of a 
prototype or by agreed alternative method. 
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a Section 2 
Cylindrical shells subject to 
internal pressure 


2.1 Minimum thickness 
2.1.1 Minimum thickness, t, of a cylindrical shell is to be 
determined by the following formula: 
pr 
= ——— +0,75 mm 
100 J - 0,59 
where 


t, p, R, and o are defined in 1.7 
J = the joint factor of the longitudinal joints (expressed 
as a fraction), see 1.9.1. In the case of seamless 
shells clear of openings, J = 1,0. 


ise fers The formula in 2.1.1 is applicable only where the 
resulting thickness does not exceed half the internal radius, 
i.e. where A is not greater than 1,5R;. 


2.1.3 For fusion welded pressure vessels, f, is to be not 


150! 


less than 3 + mm, 
where 
D; is as defined in 1.7. 


2.1.4 The minimum thickness of vessels manufactured of 
corrosion resistant steels will be the subject of special 
consideration. 


2.2 Unreinforced openings 


2.2.1 The maximum diameter, d, of any unreinforced 
isolated openings is to be determined by the following 
formula: 
d = 8,08 [D,t(1-K)]' inmm 
The value of K to be used is calculated from the following 
formula: 
pD, 


= but is not to be taken as greater than 0,99 
18,20t 


where 
p, Dg and o are as defined in 1.7 
t = actual thickness of shell, in mm. 


2.2.2 For elliptical or oval holes, d, for the purposes of 
2.2.1, refers to the major axis when this lies longitudinally or to 
the mean of the major and minor axes when the minor axis 
lies longitudinally. 


2.2.3 No unreinforced opening is to exceed 200 mm in 
diameter. 


2.2.4 Holes may be considered isolated if the centre 
distance between two holes on the longitudinal axis of a 
cylindrical shell is not less than: 


d+1,14/Dt withaminimum 5d 


where 
d = diameter of openings in shell (mean diameter if 
dissimilarly sized holes are involved) 
D mean diameter of shell 
t actual thickness of shell 
Where the centre distance is less than so derived, the holes 
are to be fully compensated. 


2.3 Reinforced openings 


ae ra Openings larger than those permitted by 2.2 are to 
be compensated in accordance with Fig. 4.2.1(a) or (b). The 
following symbols are used in Fig. 4.2.1(a) and (b): 
t, = calculated thickness of a shell without joint or 
opening or corrosion allowance, in mm 
ty = thickness calculated in accordance with 3.1 with- 
out corrosion allowance, in mm 
t, = actual thickness of shell plate without corrosion 
allowance, in mm 
ty = actual thickness of standpipe without minus toler- 
ances and corrosion allowance, in mm 
t, = thickness of added reinforcement, in mm 


D; = internal diameter of cylindrical shell, in mm 
d, = diameter of hole in shell, in mm 
L = width of added reinforcement not exceeding D, 
in mm 


C =%dotph inmm 
= /D;t, and is not to exceed 0,5d,, in mm 


o = shell plate allowable stress, N/mm? 

Op = Standpipe allowable stress, N/mm? 

6, = added reinforcement allowable stress, N/mm? 
Gy, = weld metal allowable stress, N/mm? 


Sp, G, and oy, are not to be taken as greater than c. 


2.3.2 For elliptical or oval holes, the dimension on the 
meridian of the shell is to be used for dy in 2.3.1. 


2.3.3 The welds attaching standpipes and reinforcing 
plates to the shell are to be of sufficient size to transmit the 
full strength of the reinforcing areas and all other loadings to 
which they may be subjected. 
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a Section 3 
Area shown: half Area shown: half . a 7 
compensation required compensation provided Spherical shells subject to internal 


—He-ty pressure 


Pressurised 
3.1 Minimum thickness 


= 


| 3.1.1 The minimum thickness, t, of a spherical shell is to 
be determined by the following formula: 
R, 
= a +0,75 mm 
200 J — 0,50 


Pressurised where 

t, p, R, o and J are as defined in 1.7. 

(a) Standpipes or branches 

3.1.2 The formula in 3.1.1 is applicable only where the 
resulting thickness does not exceed half the internal radius. 


Area shown: half Area shown: half 
compensation required compensation provided : . ; 
a ‘ 3.1.3 Irrespective of the thickness determined by the 
Unpressurised : ' Di 
ta ty | — | formula in 3.1.1, tis to be not less than ‘_ + 3 mm for 
ts 
af other pressure vessels, where D; is as defined in 1.7. 
of - 
3.1.4 The minimum thickness permitted for vessels 
manufactured in corrosion resistant steels will be the subject 
Pressurised 


of special consideration. 


3.1.5 Openings in spherical shells requiring compensa- 
tion are to comply, in general, with 2.3, using the calculated 
and actual thicknesses of the spherical shell as applicable. 


(b) Insert pieces for internal doors 


Compensation required: 


2665/12 


Compensation provided: 


= 2D (ty—ts) mm2 a Section 4 
Dished ends subject to internal 
pressure 
=2C (tp- tg) 22 mm2 44 Minimum thickness 
eke oF mm? 


4.1.1 The thickness, t, of semi-elliosoidal and hemispherical 
unstayed ends, and the knuckle section of torispherical ends, 
dished from plate, having pressure on the concave side and 
satisfying the conditions listed below, is to be determined by 
the following formula: 


A7= bh = (Area of fillet welds) <Y mm2 


Ao+Agt+Aq+A5+Agt+A7 = Ay 


Fig. 4.2.1 
Compensation for welded standpipes or branches = POGK +0.75 mm 
in cylindrical shells 205d 


where 
t, Pp, Dog, o and J are as defined in 1.7 
K = ashape factor, see 4.2 and Fig. 4.4.1. 


4.1.2 For semi-ellipsoidal ends: 
the external height, H = 0,18D, 
where 
D, = the external diameter of the parallel portion of the 
end, in mm. 
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0,25 


H/Dp5 


Fig. 4.4.1 Shape factor 
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4.1.3 For torispherical ends: 

e the internal radius, Rj < Do 

° the internal knuckle radius, r, = 0,1D, 

° the internal knuckle radius, r, = 3t 

e the external height, H = 0,18D, and is determined as 
follows: 


H =R- | (Ro — 0,5D,) (Ro + 0,5Dy - 2fo) 


4.1.4 In addition to the formula in 4.1.1 the thickness, f, 
of a torispherical head, made from more than one plate, in the 
crown section is to be not less than that determined by the 
following formula: 
pF 
= —— +0,75 mm 
200 J — 0,50 
where 
t, p, Ri, o and J are as defined in 1.7. 


(a) Torispherical end 


4.1.5 The thickness required by 4.1.1 for the knuckle 
section of a torispherical head is to extend past the common 
tangent point of the knuckle and crown radii into the crown 
section for a distance not less than 0,5 /R,t mm, before 
reducing to the crown thickness permitted by 4.1.4, 
where 

t = the required thickness from 4.1.1. 


4.1.6 In all cases, H, is to be measured from the 
commencement of curvature, see Fig. 4.4.2. 


4.1.7 For fusion welded pressure vessels the minimum 


D. 
thickness of the head, t, is to be not less than 3 + Fae 


mm 


where 
D; is as defined in 1.7. 


4.1.8 For ends which are butt welded to the shell the 
thickness of the edge of the flange for connection to the shell 
is to be not less than the thickness of an unpierced seamless 
or welded shell, whichever is applicable, of the same diame- 
ter and material and determined by 2.1. 


Do 


(b) Semi-ellipsoidal end 


(c) Semi-ellipsoidal end (radius of curvature at opening) 


(d) End with manhole (semi-ellipsoidal or torispherical) 


4390/173 


Fig. 4.4.2 Typical dished ends 
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4.2 Shape factors for dished ends 


4.2.1 The shape factor, K, to be used in 4.1.1 is to be 
obtained from the curves in Fig. 4.4.1, and depends on the 


H 
ratio of height to diameter — . 
Do 
4.2.2 The lowest curve in the series provides the factor, 


H 
K, for plain (i.e. unpierced) ends. For lower values of Do’ K 
[@} 


t 
depends upon the ratio of thickness to diameter, DL? aswell 
oO 


H 
as on the ratio Do’ and a trial calculation may be necessary 
Oo 


to arrive at the correct value of K. 


4.3 Dished ends with unreinforced openings 


4.3.1 Openings in dished ends may be circular, obround 
or approximately elliptical. 


4.3.2 The upper curves in Fig. 4.4.1 provide values of K, 
to be used in 4.1.1, for ends with unreinforced openings. 
The selection of the correct curve depends on the value of 


and a trial calculation is necessary to select the correct 


d = the diameter of the largest opening in the end plate, 
in mm (in the case of an elliptical opening, the larger 
axis of the ellipse) 

t = minimum thickness, after dishing, in mm 
D, = outside diameter of dished end, in mm. 


4.3.3 The following requirements must in any case be 
satisfied: 


Dla Q|+ 


° 


H 
4.3.4 From Fig. 4.4.1 for any selected ratio of D. the 
fe) 


curve for unpierced ends gives a value for as well as 


d 
[Dot 


not greater than the 


for K. Openings giving a value of d 
af Do t 

value so obtained may thus be pierced through an end 

designed as unpierced without any increase in thickness. 


4.4 Flanged openings in dished ends 


4.4.1 The requirements in 4.3 apply equally to flanged 
openings and to unflanged openings cut in the plate of an 
end. No reduction may be made in end plate thickness on 
account of flanging. 


4.4.2 Where openings are flanged, the radius, r,, of the 
flanging is to be not less than 25 mm, see Fig. 4.4.2(d). The 
thickness of the flanged portion may be less than the 
calculated thickness. 


4.5 Location of unreinforced and flanged 
openings in dished ends 


4.5.1 Unreinforced and flanged openings in dished ends 
are to be so arranged that the distance from the edge of the 
hole to the outside edge of the plate and the distance 
between openings are not less than those shown in Fig. 4.4.3. 


thy — 


1, =\/2Rit or 0,50, whichever is the lesser 
Ip is not to exceed , /doty 4390/179 


Fig. 4.4.3 Limits for reinforcement 


4.6 Dished ends with reinforced openings 


4.6.1 Where it is desired to use a large opening in a 
dished end of less thickness than would be required by 4.3, 
the end is to be reinforced. This reinforcement may consist of 
a ring or standpipe welded into the hole, or of reinforcing 
plates welded to the outside and/or inside of the end in the 
vicinity of the hole, or a combination of both methods, see 
Fig. 4.4.4. Forged reinforcements may be used. 


4.6.2 Reinforcing material with the following limits may be 
taken as effective reinforcement: 
(a) The effective width, /, of reinforcement is not to exceed 
/2R,t or 0,5d, whichever is the lesser. 
(b) The effective length, /> of a reinforcing ring is not to 
exceed 4/ dy th 
where 
R, = the internal radius of the spherical part of a 
torispherical end, in mm, or 
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0,1D, minimum 0,1D, minimum 


Not less than diameter 
of smaller opening 


4390/174 


Fig. 4.4.4 Opening in dished ends 


R, = internal radius of the meridian of the ellipse at the 
centre of the opening, of a semi-ellipsoidal end, 
in mm, and is given by the following formula: 


[at — x2 (a2 - p2)]°/2 


at b 
where 
a, b and x are shown in Fig. 4.4.2(c) 
d, = external diameter of ring or standpipe, in mm 


1, and /p are shown in Fig. 4.4.3 
t, = actual thickness of ring or standpipe, in mm. 


4.6.3 The shape factor, K, for a dished end having a 
reinforced opening can be read from Fig. 4.4.1 using the value 
obtained from: 


A 
do = d 
Dot instead of from VDot 


where 
A = the effective cross-sectional area of reinforcement 
and is to be twice the area shown shaded on 
Fig. 4.4.3 
As in 4.8, a trial calculation is necessary in order to select the 
correct curve. 


4.6.4 The area shown in Fig. 4.4.3 is to be obtained as 

follows: 

e Calculate the cross-sectional area of reinforcement both 
inside and outside the end plate within the length, /,, 
plus the full cross-sectional area of that part of the ring or 
standpipe which projects inside the end plate up to a 
distance, /5, plus the full cross-sectional area of that part 
of the ring or standpipe which projects outside the 
internal surface of the end plate up to a distance, /5, and 
deduct the sectional area which the ring or standpipe 
would have if its thickness were as calculated in 
accordance with 5.1. 


4.6.5 If the material of the ring or the reinforcing plates 
has an allowable stress value lower than that of the end plate, 
then the effective cross-sectional area, A, is to be multiplied 
by the ratio: 
allowable stress of reinforcing plate at design temperature 
allowable stress of end plate at design temperature 


4.7 Torispherical dished ends with reinforced 
openings 
4.7.1 If an opening and its reinforcement are positioned 


entirely within the crown section, the compensation require- 
ments are to be as for a spherical shell, using the crown 
radius as the spherical shell radius. Otherwise, the require- 
ments of 4.6 are to be applied. 


Si Section 5 
Standpipes and branches 


5.1 Minimum thickness 


5.1.1 The minimum wall thickness, t, of standpipes and 
branches is to be not less than the greater of the two values 
determined by the following formulae, making such additions 
as may be necessary on account of bending, static loads and 
vibrations: 


pDo 
= +0,75 mm 
206 + p 
t = 0,015D,+3,2 mm 


where 

t, p, Dy and o are defined in 1.7. 
If the second formula applies, the thickness need only be 
maintained for a length, L, from the outside surface of the 
vessel, but need not extend past the first connection, butt 
weld or flange, where: 


L =35VD ot mm 


5.1.2 In no case does the wall thickness need to exceed 
that of the shell as required by 2.1, 3.1 or 4.1 as applicable. 
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| Section 6 
Unstayed circular flat end plates 


6.1 Minimum thickness 


6.7.7 Ends attached by welding are to be designed such 
that the minimum thickness of flat end plates is to be 
determined by the following formula: 


pC 
t =d ae +0,75 mm 


where 
pando are as defined in 1.7. 
t minimum thickness of end plate, in mm 
d,; = internal diameter of circular shell, in mm 
C = aconstant depending on method of end attach- 
ment, see Fig. 4.6.1 
(a) For end plates welded as shown in Fig. 4.6.1 (a): 
C= 0,019 for circular shells. 
(b) For end plates welded as shown in Figs. 4.6.1(b) and (c): 
C = 0,028 for circular shells. 


6.1.2 Where flat end plates are bolted to flanges attached 
to the ends of headers, the flanges and end plates are to be 
in accordance with recognised pipe flange standards. 


6.7.3 Openings in flat plates are to be compensated in 
accordance with Fig. 4.2.1(a) or (b) with the value of A;, the 
compensation required, calculated as follows: 


d 
A, = od t} =mm2 


d, = diameter of hole in flat plate, in mm 
t; = required thickness of the flat plate in the area under 
consideration, in mm, calculated in accordance 
with 6.1.1, as applicable, without corrosion 
allowance 
LimitD = 0,5do. 


End plate 


Shell plate 


ts = thickness of unpierced shell 
te = thickness of end plate 


Section 7 


Construction 
fa Access arrangements 
Lc hecl Pressure vessels are to be so made that the internal 


surfaces may be examined. Wherever practicable, the 
openings for this purpose are to be sufficiently large for 
access and for cleaning the inner surfaces. 


Lhi2 Manholes in cylindrical shells should preferably 
have their shorter axes arranged longitudinally. 


7.1.3 Doors for manholes and sightholes are to be 
formed from the steel plate or of other approved construction, 
and all jointing surfaces are to be machined. 


7.1.4 Doors of the internal type are to be provided with 
spigots which have a clearance of not more than 1,5 mm all 
round, i.e. the axes of opening are not to exceed those of the 
door by more than 3 mm. The width of the manhole gasket 
seat is not to be less than 16 mm. 


7.1.5 Doors of the internal type for openings not larger 
than 230 x 180 mm need be fitted with only one stud, which 
may be forged integral with the door. Doors for openings 
larger than 230 mm x 180 mm are to be fitted with two studs 
or bolts. The strength of the attachment to the door is not to 
be less than the strength of the stud or bolt. 


7.1.6 The crossbars or dogs for doors are to be of steel. 


7.1.7 External circular flat cover plates are to be in 
accordance with a recognised standard. 


End plate 


Radius 6,5 mm / 


Shell plate End plate F 
Shell plate 


1 —* 


2665/17 


(b) (c) 


Fig. 4.6.1 Typical methods of attachment of unstayed circular flat end plates 
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7.2 Torispherical and semi-ellipsoidal ends 


7.2.1 For typically acceptable types of attachment for 
dished ends to cylindrical shells, see Fig. 4.7.1. Types (d) and 
(e) are to be made a tight fit in the cylindrical shell. 


7.2.2 Where the difference in thickness is the same 
throughout the circumference, the thicker plate is to be 
reduced in thickness by machining to a taper for a distance 
not less than four times the offset, so that the two plates are 
of equal thickness at the position of the circumferential weld. 
A parallel portion may be provided between the end of the 
taper and the weld edge preparation; alternatively, if so 
desired, the width of the weld may be included as part of the 
smooth taper of the thicker plate. 


7.2.3 The thickness of the plates at the position of the 
circumferential weld is to be not less than that of an unpierced 
cylindrical shell of seamless or welded construction, whichever 
is applicable, of the same diameter and material, see 2.1. 


7.3 Welded-on flanges, butt welded joints and 
fabricated branch pieces 


7.3.1 Flanges may be cut from plates or may be forged or 
cast. Hubbed flanges are not to be machined from plate. 
Flanges are to be attached to branches by welding. 
Alternative methods of flange attachment will be subject to 
special consideration. 


7.3.2 The types of welded-on flanges are to be suitable 
for the pressure, temperature and service for which the 
branches are intended. 


7.3.3 Flange attachments and pressure-temperature 
ratings in accordance with materials and design of recognised 
standards will be accepted. 


7.3.4 Typical examples of welded-on flange connections 
are shown in Fig. 4.7.2(a) to (f), and limiting design conditions 
for the flange types are shown in Table 4.7.1. In Fig. 4.7.2, tis 
the minimum Rule thickness of the standpipe or branch. 


7.3.5 Welded-on flanges are not to be a tight fit on the 
branch. The maximum clearance between the bore of the 
flange and the outside diameter of the branch is to be 3 mm 
at any point, and the sum of the clearances diametrically 
opposite is not to exceed 5 mm. 


7.3.6 Where butt welds are employed in the attachment 
of flange type (a), or in the construction of standpipes or 
branch pieces, the adjacent pieces are to be matched at the 
bores. This may be effected by drifting, roller expanding or 
machining, provided the pipe wall is not reduced below the 
designed thickness. If the parts to be joined differ in wall 
thickness, the thicker wall is to be gradually tapered to that of 
the thinner at the butt joint. 


| 


16 mm maximum 


(c) 
1,5 _ = tg or te 


Maximum diameter 
610 mm 


|— | 


Ste 


15 te 


Maximum diameter 


iO ram ts or te 16 mm maximum 


Type of end attachment Acceptable for 


All classes 


2/1, 2/2 and 3 


Class 3 only 


4390/176 


Fig. 4.7.1 
Typical attachment of dished ends to cylindrical shell 
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__t, but not less 
than 5mm 


| | 


But not 
less than 5 mm 


(b) 


___ t, but not less 
than 5 mm 


; 


But not 
less than 5 mm 


(c) 


-—1,5,t but not less 
than 5 mm 


1,5t, but not 
less than 5 mm 


— 1,5t, but not 
less than 5 mm 


1,5t, but not 
less than 5 mm 


=H 


—t 
| ee 


1,5 mm max. 


4390/177 


't’ is the minimum Rule thickness of standpipe or branch 


Fig. 4.7.2 
Typical example of welded flange connections 


7.3.7 Welding may be carried out by means of the 
shielded metal arc, inert gas metal arc, oxy-acetylene or other 
approved process, but in general, oxy-acetylene welding is 
suitable only for flange type (a) and is not to be applied to 
branches exceeding 100 mm diameter or 9,5 mm thick. 


7.3.8 Threaded sleeve joints complying with Ch 1,5.5.1 
may be used on the steam and water piping of small oil fired 
package boilers of the once through coil type, used for 
auxiliary or domestic purposes, where the feed pump capac- 
ity limits the output. 


7.3.9 Socket weld joints are not to be used where fatigue, 
severe erosion, crevice corrosion or stress corrosion are 
expected to occur, for example, blow down, drain, scum and 
chemical dosing connections. 


7.4 Welded attachments to pressure vessels 


7.4.1 Unless the actual thickness of the shell or end is at 
least twice that required by calculation for a seamless shell or 
end, whichever is applicable, doubling plates with well 
rounded corners are to be fitted in way of attachments such 
as lifting lugs, supporting brackets and feet, to minimise load 
concentrations on pressure shells and ends. Compensating 
plates, pads, brackets and supporting feet are to be bedded 
closely to the surface before being welded, and are to be 
provided with a ‘tell-tale’ hole not greater than 9,5 mm in 
diameter, open to the atmosphere to provide for the release of 
entrapped air during heat treatment of the vessel, or as a 
means of indicating any leakage during hydraulic testing and 
in service. 


7.4.2 For acceptable methods of attaching standpipes, 
branches, compensating plates and pads, see Fig. 4.7.3. 
Alternative methods of attachment may be accepted provided 
details are submitted for consideration. 


7.4.3 Where fillet welds are used to attach standpipes, 
there are to be equal sized welds both inside and outside the 
vessel shell, see Fig. 4.7.3(a) and (|). The leg length of each of 
the fillet welds is to be not less than the actual thickness of 
the thinner of the parts being joined. 
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Table 4.7.1 Limiting design conditions for flanges 


Flange type Maximum pressure Maximum temperature Maximum pipe o.d. Minimum pipe bore 


°C mm mm 

No restriction No restriction No restricti 

No restriction 168,3 for alloy steels* No restricti 

Pressure temperature No restriction 168,3 for alloy steels* 15 


ratings to be in accordance 
with a recognised Standard 425 No restriction No restricti 


425 No restriction 75 


425 No restriction No restricti 


NOTE 
* No restriction for carbon steels 


a Section 8 
Requirements for fusion welded 
pressure vessels 


8.1 General requirements 


Outst Welded construction of pressure vessels is to be in 
accordance with the requirements specified in Ch 13,1 and 4 of 
the Rules for Materials. 


8.1.2 Fusion welded pressure vessels constructed to 
Class 1 and Class 2/1 requirements will be accepted only if 
manufactured by firms equipped and competent to undertake 
high quality welding. In order that firms may be approved for this 
purpose, it will be necessary for the Surveyors to visit the works 
for the purpose of inspecting the welding plant equipment and 
procedures, and to arrange for the carrying out of preliminary 
tests as stated in Ch 13,4 of the Rules for Materials. 


| Section 9 
Mountings and fittings for 
pressure vessels 


9.1 General 
9.1.1 Each pressure vessel or system is to be fitted with 
dseoliza a stop valve situated as close as possible to the shell. 
Type (a) and (I) attachments are not to be used for openings which : 
require to be compensated. Backing rings may be used with types 9.1.2 Adequate arrangements are to be provided ; to 
(b) and (e). prevent over-pressure of any part of a pressure vessel which 
can be isolated. Pressure gauges are to be fitted in positions 
Fig. 4.7.3 where they can be easily read. 
Typical acceptable methods of attaching 
branches and pads 9.1.3 Adequate arrangements are to be provided for 
draining and venting the separate parts of each pressure 
vessel. 


12 LLOYD’S REGISTER 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Pressure Plant 


Part 15, Chapter 4 


Sections 9 to 12 


9.2 Receivers containing pressurised gases 


9.2.1 Each air receiver is to be fitted with a drain arrange- 
ment at its lowest part, permitting oil and water to be blown 
out. 


9.2.2 Each receiver which can be isolated from a relief 
valve is to be provided with a suitable fusible plug to discharge 
the contents in case of fire. The melting point of the fusible 
plug is to be approximately 150°C. See also 9.2.3 and 9.2.4. 


9.2.3 Where a fixed system utilising fire-extinguishing gas 
is fitted, to protect a machinery space containing an air 
receiver(s), fitted with a fusible plug, it is recommended that 
the discharge from the fusible plug be piped to the open deck. 


9.2.4 Receivers used for the storage of air for the control 
of remotely operated valves are to be fitted with relief valves 
and not fusible plugs. 


| Section 10 
Hydraulic tests 


10.1 Fusion welded pressure vessels 


10.1.1. Fusion welded pressure vessels are to be tested on 
completion to a pressure, pz, determined by the following 
formula, without showing signs of weakness or defect: 
S50 t 
= 1,3 
PI a, (0,75) 

but in no case is to exceed 

t 


p 


' 0,75) © 
where 
fp = design pressure, in bar 
P+ = test pressure, in bar 
t = nominal thickness of shell as indicated on the plan, 
in mm 
ot = allowable stress at design temperature, in N/mm2 


659 = allowable stress at 50°C, in N/mm2. 


10.2 Mountings 


10.2.1. Mountings are to be subjected to a hydraulic test 
of twice the approved design pressure. 


a Section 11 
Fibre reinforced plastics pressure 
vessels 


11.1 General 
71.1.1. Pressure vessels may be constructed in fibre 


reinforced plastics provided the manufacturer is competent 
and suitably equipped for this purpose. 


11.1.2. Pressure vessels are to be of standard design 
whose suitability has been established by fatigue and burst 
tests on a prototype. 


11.2 Prototype testing 

11.2.1 For the fatigue test the pressure shall be cycled 
from atmospheric to design pressure 100 000 times at the 
design temperature. 

17.2.2 For the burst test the minimum bursting pressure 
shall be six times the design pressure. 

11.3 Production hydraulic test 

11.3.1 Vessels subject to internal pressure shall be 


hydraulically tested to not less than 1,5 times the design 
pressure. 


a Section 12 
Requirements for craft which are 
not required to comply with the 
HSC Code 


12.1 Fibre reinforced plastics pressure vessels 


12.1.1. Fibre reinforced plastics pressure vessels, where 
the product of the design pressure in bar and volume in litres 
exceeds 600, are not to be situated in machinery spaces or 
high risk areas on yachts and service craft less than 24 m. 


12.1.2 Small fibre reinforced plastics pressure vessels will 
receive special consideration in relation to their intended duty 
and service conditions. 
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Section 

1 General requirements 

2 Essential features for control, alarm and safety 
systems 

3 Ergonomics of control stations 

4 Unattended machinery space(s) — UMS notation 

5 Machinery operated from a centralised control 


station — CCS notation 


6 Requirements for craft which are not required 
to comply with the HSC Code 


7 Trials 


a Section 1 
General requirements 


1.1 General 
hide This Chapter applies to control engineering systems 
on special service craft. 


7.1.2 Section 2 states requirements for alarm systems, 
safety systems and automatic or remote controls where fitted. 


1.7.3 Section 4 states requirements which shall apply 
where it is intended to operate the craft with machinery spaces 
unattended. In general, craft complying with the requirements 
of Section 4 will be eligible for the class notation UMS. 


1.1.4 Section 5 states requirements which shall apply 
where it is intended to operate the craft with machinery 
spaces under continuous supervision from a centralised 
control station. In general, craft complying with the 
requirements of Section 5 will be eligible for the class nota- 
tion CCS. 


1:5 Lloyd’s Register (hereinafter referred to as ‘LR’) will 
be prepared to give consideration to special cases or to 
arrangements which are equivalent to the Rules. 


1.2 Plans and information 
7.2.1 Plans and information as detailed in 1.2.2 to 1.2.7 
are to be submitted in triplicate. 


1.2.2 A description of operation with explanatory 

diagrams together with line diagrams of control circuits, list of 

monitored, control and alarm points is required for the 

following machinery or equipment: 

e Fixed water-based local application fire-fighting systems, 
see 2.9. 

e Air compressors. 

e —_ Bilge systems. 

e Controllable pitch propellers. 

e Electric generating plant. 


Oil fuel transfer and storage systems. 

Propulsion machinery including essential auxiliaries. 
Steam raising plant (boilers and their ancillary equipment). 
Steering systems. 

Thermal fluid heaters. 

Thrust units. 

Valve position indicating systems. 

Waterjets for propulsion purposes. 

Windlasses. 


7.2.3 Test schedules (for both works testing and sea 
trials), which should include methods of testing and test 
facilities, see 7.4.1. 


1.2.4 Alarm systems. Details of the overall alarm system 
linking the main control station, subsidiary control stations, 
the bridge area and accommodation. Details of alarms and 
warnings presented by the user interface including: an 
approach to category assignment which is in accordance with 
the IMO Code on Alerts and Indicators, 2009; and for alarms 
required by these Rules, the intended operator response and 
the message is to be presented. 


12.5 Programmable electronic systems. In addition to 

the documentation required by 1.2.2, the following is to be 

submitted: 

a) System requirements specification. 

b) System integration plan, see 2.14.2. 

c) Failure Mode and Effects Analysis (FMEA), see 2.14.5. 

d) Details of the hardware configuration in the form of a 
system block diagram, including input/output schedules. 

e) Hardware certification details, see 2.10.5 and 2.13.3. 

f) Software quality plans, including applicable procedures, 
see 2.10.25. 

g) Factory acceptance, integration and sea trial test 
schedules for hardware and software. 

h) Details of data storage arrangements, see 2.10.10 and 
2.13.6. 


1.2.6 For wireless data communication equipment: 

(a) Details of manufacturer’s installation and maintenance 
recommendations; 

(b) network plan with arrangement and type of aerials and 
identification of location; 

(c) specification of wireless communication system 
protocols and management functions, see 2.12.4; and 

(d) details of radio frequency and power levels, including 
details of those permitted by the National Administration. 


1.2.7 Control station. Plans showing the location and 
details of control stations, e.g., control panels and consoles. 
Location and details of controls and displays on each panel. 
Details of user interface specifications. A general arrangement 
plan of control rooms showing the position of consoles, 
handrails, operator area, lighting, door and window 
arrangements. Drawing of HVAC systems including vent 
arrangements. 


1.2.8 Fire detection systems. Plans showing the system 
operation and the type and location of all machinery space 
fire detector heads, manual call points and the fire detector 
indicator panel(s). The plans are to indicate the position of the 
fire detectors in relation to significant items of machinery, 
ventilation and extraction openings. 
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1.2.9 Cables. For details of instrumentation and control 
system cabling requirements, see Ch 2,11. 


1.3 Control, alarm and safety equipment 


1.3.1 Major units of equipment associated with control, 
alarm and safety systems as defined in 1.2 are to be surveyed 
at the manufacturers’ works and the inspection and testing is 
to be to the Surveyor’s satisfaction, see also 1.2.2. 


1.3.2 Equipment used in control, alarm and safety 
systems is to be suitable for its intended purpose, and 
accordingly, whenever practicable, be selected from the List 
of Lloyd’s Register Type Approved Products published by LR. 


7.3.3 Where equipment requires a_ controlled 
environment, an alternative means is to be provided to main- 
tain the required environment in the event of a failure of the 
normal air conditioning system. Failure of the air conditioning 
system is to initiate an alarm. 


1.3.4 Assessment of performance parameters, such as 
accuracy, repeatability, etc., are to be in accordance with an 
acceptable National or International Standard, e.g., IEC 60051, 
Direct acting indicating analogue electrical measuring 
instruments and their accessories. 


1.4 Alterations and additions 


1.4.1 When an alteration or addition to the approved 
system(s) is proposed, plans are to be submitted for approval. 
The alterations or additions are to be carried out under survey 
and the installation and testing are to be to the Surveyor’s 
satisfaction. 


1.4.2 Details of proposed software modifications are to 
be submitted for consideration. Where the modification may 
affect compliance with these Rules, proposals for verification 
and validation are also to be submitted. 


1.4.3 Software versions are to be uniquely identified by 
number, date or other appropriate means. Modifications are 
not to be made without also changing the version identifier. A 
record of changes to the system since the original issue (and 
their identification) is to be maintained and made 
available to the LR Surveyor on request. 


a Section 2 
Essential features for control, 
alarm and safety systems 


2.1 General 


2.1.1 Where it is proposed to install control, alarm and 
safety systems to the machinery and equipment listed in 1.2.2 
the applicable features contained in this Section are to be 
incorporated in the system design. 


2.1.2 Systems complying with ISO 17894, Ships and 
marine technology — Computer applications — General principles 
for the development and use of programmable electronic 
systems in marine applications, may be accepted as meeting 
the requirements of this Section in which case evidence of 
compliance is to be submitted for consideration. 


2.2 Control stations for machinery 


2.2.1 A system of alarm and warning displays and 
controls is to be provided which readily ensures identification 
of faults in the machinery and satisfactory supervision of 
related equipment by duty personnel. This may be provided 
at a main control station or, alternatively at subsidiary control 
stations. In the latter case, a master alarm display is to be 
provided at the main control station showing which of the 
subsidiary control stations is indicating a fault condition. 


2.2.2 At the main control station (if provided) or close to 
the subsidiary stations (if fitted) means of two way voice 
communication with the bridge area, the accommodation for 
engineering personnel and, if necessary, the machinery 
spaces are to be provided. 


2.2.3 Where operator interfaces are installed in the 
wheelhouse, illumination should not interfere with night vision. 
All illumination and lighting of instruments, keyboards and 
controls are to be adjustable to zero illumination, except for 
lighting for visual indication of alarms and the controls of 
dimmers, which are to remain readable. 


2.2.4 Provision is to be made at the main control station, 
or subsidiary control stations as appropriate, for the 
operation of an engineers’ alarm which is to be clearly audible 
in the engineers’ accommodation. 


2.2.5 Provision is to be made at the main control station 
and any other subsidiary control station from which the main 
propulsion and auxiliary machinery or associated equipment 
may be controlled to indicate which station is in control. 


2.2.6 Control of machinery and associated equipment is 
to be possible only from one station at a time. 


2.2.7 Changeover between control stations is to be 
arranged so that it may only be effected with the acceptance 
of the station taking control. The system is to be provided with 
interlocks or other suitable means to ensure effective transfer 
of control. 


2.2.8 For additional requirements where control stations 
incorporate visual display units and keyboard input facilities, 
see 2.10. 


2.3 Alarm systems 


2.3.1 Where an alarm system, which will alert relevant 
personnel to faults, abnormal situations and other conditions 
requiring attention in the machinery and the safety and control 
systems required by this Chapter or other Sections of the Rules, 
is to be installed, the requirements of 2.3.2 to 2.3.20 are to be 
satisfied. 
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2.3.2 Machinery, safety and control system faults are to 
be indicated at the relevant control stations to advise duty 
personnel of a fault condition. The presence of unrectified 
faults is to be clearly indicated at all times. 


2.3.3 Alarms and warnings associated with machinery 
and equipment required to satisfy this sub-Section are to be 
categorised according to the urgency and type of response 
required by the crew, as described in the IMO Code on Alerts 
and Indicators, 2009. The assignment of the category to each 
alert is to be evaluated on the basis not only of the machinery 
or equipment being monitored, but also the complete 
installation. Categories not included in an alarm system may 
be omitted from the system design. Details of alternative alert 
management proposals supported with evidence of service 
experience, may be submitted for consideration by LR. 


2.3.4 Where the facility to provide messages in 
association with alarms and warnings exists, messages 
accompanying alarms and warnings are to describe the 
condition and indicate the intended response required by 
the crew. 


2.3.5 Where the facility to provide messages in 
association with alarms and warnings exists, messages of 
different categories are to be clearly distinguishable from 
each other. 


2.3.6 Where alarms are displayed as group alarms, 
provision is to be made to identify individual alarms at the 
main control station (if fitted) or alternatively at subsidiary 
control stations. 


2.3.7 All alarms are to be both audible and visual. If 
arrangements are made to silence audible signals they are not 
to extinguish visual indications. 


2.3.8 Acknowledgement of visual alarms is to be clearly 
indicated. 


2.3.9 Acknowledgement of alarms at positions outside a 
machinery space is not to silence the audible signal or 
extinguish the visual indication in that machinery space. 


2.3.10 lf an alarm has been acknowledged and a second 
fault occurs prior to the first being rectified, audible signals 
and visual indications are again to operate. Where alarms are 
displayed at a local panel adjacent to the machinery and with 
arrangements to provide a group or common fault alarm in 
the control room then the occurrence of a second fault prior to 
the first alarm being rectified need only be displayed at the 
local panel, however the group alarm is to be reinitiated. 
Unacknowledged alarms on monitors are to be distinguished 
by either flashing text or a flashing marker adjacent to the text. 
A change of colour will not in itself be sufficient to distinguish 
between acknowledged and unacknowledged alarms. 


2.3.11 For the detection of transient faults which are 
subsequently self-correcting, alarms are required to lock in 
until accepted. 


2.3.12 Thealarm system is to be arranged with automatic 
changeover to a standby power supply in the event of a 
failure of the normal power supply. Where an alarm system 
could be adversely affected by an interruption in power 
supply, changeover to the standby power supply is to be 
achieved without a break. 


2.3.13 Failure of any power supply to the alarm system is 
to operate an audible and visual alarm. 


2.3.14 The alarm system should be designed with self- 
monitoring properties. Insofar as practicable, any fault in the 
alarm system should cause it to fail to the alarm condition. 


2.3.15 The alarm system is to be capable of being tested 
during normal machinery operation, see 7.1.2. 


2.3.16 The alarm system is to be designed as far as 
practicable to function independently of control and safety 
systems such that a failure or malfunction in these systems 
will not prevent the alarm system from operating. 


2.3.17 Disconnection or manual overriding of any part of 
the alarm system is to be clearly indicated. 


2.3.18 When alarm systems are provided with means to 
adjust their set point, the arrangements are to be such that 
the final settings can be readily identified. 


2.3.19 Where monitors are provided at the station in 
control and, if fitted, in the duty engineer’s accommodation, 
they are to provide immediate display of new alarm 
information regardless of the information display page 
currently selected. This may be achieved by provision of a 
dedicated alarm monitor, a dedicated area of screen for 
alarms or other suitable means. 


2.3.20 Where practicable, alarms displayed on monitors 
are to be displayed in the order in which they occur. Alarms 
requiring shutdown or slowdown action are to be given visual 
prominence. 


2.4 Safety systems, general requirements 


2.4.1 Where safety systems are provided, the requirements 
of 2.4.2 to 2.4.12 are to be satisfied. The requirements of this 
sub-Section apply, where relevant, to the safety systems 
installed on the equipment defined in 1.2.3, including those 
provided in addition to those safeguards required by other 
Sections of the Rules. 


2.4.2 Safety systems are to operate automatically in case 

of serious faults endangering the machinery, so that: 

(a) normal operating conditions are restored, e.g., by the 
starting of standby machinery, or 

(b) the operation of the machinery is temporarily adjusted to 
the prevailing conditions, e.g., by reducing the output of 
the machinery, or 

(c) the machinery is protected from critical conditions by 
shutting off the fuel or power supplies thereby stopping 
the machinery. 
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2.4.3 The safety system required by 2.4.2(c) is to be 
designed as far as practicable to operate independently of the 
control and alarm systems, such that a failure or malfunction 
in the control and alarm systems will not prevent the safety 
system from operating. 


2.4.4 For safety systems required by 2.4.2(a) and (b) 
complete independence from other control systems is not 
necessary. 


2.4.5 Safety systems for different items of the machinery 
plant are to be arranged so that failure of the safety system of 
one part of the plant will not interfere with the operation of the 
safety system in another part of the plant. 


2.4.6 The safety system is to be designed to ‘fail safe’. 
The characteristics of the ‘fail safe’ operation are to be 
evaluated on the basis not only of the safety system and its 
associated machinery, but also the complete installation. 


2.4.7 When a safety system is activated, an audible and 
visual alarm is to be provided to indicate the cause of the 
safety action. 


2.4.8 The safety system is to be manually reset before the 
relevant machinery can be restarted. 


2.4.9 Where arrangements are provided for overriding a 
safety system, they are to be such that inadvertent operation 
is prevented. Visual indication is to be given at the relevant 
control station(s) when a safety override is operated. High 
speed craft are to be provided with arrangements for overriding 
automatic shutdown systems except in cases where there is 
a risk of complete breakdown or explosion. 


2.4.10 The safety system is to be arranged with automatic 
changeover to a standby power supply in the event of a 
failure of the normal power supply. 


2.4.11 Failure of any power supply to a safety system is to 
operate an audible and visual alarm. 


2.4.12 When safety systems are provided with means to 
adjust their set point, the arrangements are to be such that 
the final settings can be readily identified. 


2.5 Control systems 


2.5.1 Where control systems are provided, the 
requirements of 2.5.2 to 2.5.11 are to be satisfied. 


2.5.2 Control systems for machinery operations are to be 
stable throughout their operating range. 


2.5.3 The control system is to be designed such that 
normal operation of the controls cannot induce detrimental 
mechanical or thermal overloads in the machinery. 


2.5.4 When control systems are provided with means to 
adjust their sensitivity or set point, the arrangements are to be 
such that the final settings can be readily identified. 


2.9:9 Control systems are to be designed to ‘fail safe’. 
The characteristics of the ‘fail safe’ operation are to be 
evaluated on the basis not only of the control system and its 
associated machinery, but also the complete installation. 


2.5.6 Failure of any power supply to a control system is to 
operate an audible and visual alarm. 


2.5.7 Where machinery is fitted with automatic or remote 
controls so that under normal operating conditions it does not 
require any manual intervention by the operators, it is to be 
provided with the alarms and safety arrangements required 
by the appropriate Chapter(s). Alternative arrangements which 
provide equivalent safeguards will be considered. 


2.5.8 Remote or automatic controls are to be provided 
with sufficient instrumentation at the relevant control stations 
to ensure effective control by duty personnel and to indicate 
that the system is functioning correctly. 


2.5.9 Where machinery is arranged to start automatically 
or from a remote control station, interlocks are to be provided 
to prevent start-up under conditions which could hazard the 
machinery. 


2.5.10 Where machinery, controlled in accordance with 
2.5.7, is required to be provided with a standby pump, the 
standby pump is to start automatically if the discharge 
pressure from the working pumps falls below a predetermined 
value. 


2.5.11 Failure of a control system is not to result in the loss 
of ability to provide essential services by alternative means. 
This may be achieved by manual control or redundancy 
within the control system or redundancy in machinery and 
equipment, see a/so 2.13.2. Instrumentation is to be provided 
at local manual control stations to ensure effective operation 
of the machinery by duty personnel. 


2.6 Bridge control for propulsion machinery 


2.6.1 Where a bridge control system for propulsion 
machinery is to be fitted, the requirements of 2.6.2 to 2.6.8 
are to be satisfied. 


2.6.2 Means are to be provided to ensure satisfactory 
control of propulsion from the bridge in both the ahead and 
astern directions. 


2.6.3 Two independent means are to be provided on the 
bridge to enable the watchkeeper to stop the propulsion 
machinery in an emergency. 


2.6.4 Audible and visual alarms are to operate on the 
bridge and in the machinery alarm system if any power supply 
to the bridge control system fails. Where practicable the 
preset speed and direction of thrust are to be maintained until 
corrective action is taken. 
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2.6.5 Cargo (B) high speed craft are to be provided with 
a standby system for controlling propulsion machinery. A 
standby system controllable from an engine control space 
such as an engine control room outside the bridge is 
acceptable. 


2.6.6 Passenger (B) high speed craft are to be provided 
with a standby system for controlling propulsion machinery 
from the bridge. 


2.6.7 Passenger (B) high speed craft are to be provided 
with additional control of propulsion and manoeuvring at the 
same location as the emergency functions referred to in 
Ch 2,16.6.12. Such stations are to have direct communica- 
tion with the bridge area. 


2.6.8 For high speed craft, failure of the operating propul- 
sion control system or of transfer of control is to bring the craft 
to low speed without hazarding passengers or craft. 


2.7 Valve control systems 


2.7.1 Where cargo, bilge, ballast, oil fuel transfer and sea 
valves for engine services are operated by remote or auto- 
matic control, the requirements of 2.7.2 to 2.7.5 are to be 
satisfied. 


2.7.2 Failure of actuator power is not to permit a valve to 
move to an unsafe condition. 


2.7.3 Positive indication is to be provided at the remote 
control station for the service to show the actual valve position 
or alternatively that the valve is fully open or closed. 


2.7.4 Equipment located in places which may be flooded 
is to be capable of operating when submerged. 


2.7.5 A secondary means of operating the valves, which 
may be by local manual control, is to be provided. 


2.7.6 For requirements applicable to closing appliances 
on scuppers and sanitary discharges, see Pt 3, Ch 4,9.4. For 
power supplies on passenger craft, see Ch 2,3.2. 


2.8 Fire detection alarm systems 

2.8.1 Where an automatic fire detection system is to be 
fitted in a machinery space the requirements of 2.8.2 to 
2.8.14 are to be satisfied. 


2.8.2 A fire detection control unit is to be located in the 
navigating bridge area, the fire control station, or in some 
other position such that a fire in the machinery spaces will not 
render it inoperable. 


2.8.3 Fire detection indicating panels are to denote the 
section in which a detector or manually operated call point 
has operated. At least one indicating panel is to be so located 
that it is easily accessible to responsible members of the crew 
at all times. An indicating panel is to be located on the 
navigating bridge, together with TV monitoring in the case of 
high speed craft. 


2.8.4 An audible fire-alarm signal is to be provided having 
a Characteristic which distinguishes it from the alarm signal 
required by 2.3 or any other alarm system. The audible fire- 
alarm signal is to be immediately audible on all parts of the 
navigating bridge, at the fire control station and the machinery 
control stations, and throughout the crew accommodation 
areas and the machinery spaces. 


2.8.5 Facilities are to be provided in the fire detection 
system to manually initiate the fire alarm from the following 
locations: 

(a) Positions adjacent to all exits from machinery spaces. 
(b) Navigating bridge. 

(c) Control station in engine room. 

(d) Fire control station. 


2.8.6 The alarm system is to be designed with self- 
monitoring properties and system failures are to initiate an 
audible and visual alarm distinguishable from the fire alarm 
signal. This alarm may be incorporated in the machinery alarm 
system. 


2.8.7 Power supplies for the alarm system are to be in 
accordance with Ch 2,17.1. 


2.8.8 Fire detection control units (including addressable 
systems), indicating panels, detector heads, manual call 
points and short circuit isolation units are to be Type Approved 
in accordance with the LR Type Approval System. For 
addressable systems, see also 2.10. 


2.8.9 Detector heads are to be located in the machinery 
spaces so that all potential fire outbreak points are guarded. 
A combination of detectors is to be provided in order that the 
system will react to all possible fire characteristics. 


2.8.10 When fire detectors are provided with means to 
adjust their sensitivity, the arrangements are to be such that 
the set point can be fixed and readily identified. 


2.8.11. When it is intended that a particular loop is to be 
temporarily switched off, this state is to be clearly indicated 
at the fire detection indicating panels. 


2.8.12 When it is intended that a particular detector(s) is 
(are) to be temporarily switched off locally, this state is to be 
clearly indicated at the local position. Reactivation of the 
detector(s) is to be performed automatically after a preset time. 


2.8.13 The fire detector heads are to be of a type which 
can be tested and reset without the renewal of any 
component. Facilities are to be provided on the fire control 
panel for functional testing and reset of the system. 


2.8.14 I|t is to be demonstrated to the Surveyor’s 
satisfaction that detector heads are so located that air 
currents will not render the system ineffective at sea and in 
port. 
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2.9 Fixed water-based local application 
fire-fighting systems 


2.9.1 Where fixed water-based local application fire-fighting 
systems are required to be installed by National Administration 
requirements, arrangements are to be in accordance with this 
sub-Section. 


2.9.2 Systems are to be available for immediate use and 
arranged for manual activation from inside and outside the 
protected space. See also Ch 2,16.3.4. 


2.9.3 Activation of a system is not to result in loss of 
electrical power or reduction of the manoeuvrability of the craft 
and is not to require confirmation of space evacuation or 
sealing, see also Ch 2,17.3.12. 


2.9.4 System zones and protected areas are to be 
arranged to allow essential services to be provided by machinery 
and/or equipment located outside areas affected by direct 
spray or extended water in the event of a system activation, 
where the machinery and/or equipment is duplicated or other- 
wise replicated to provide redundancy. 


2.9.5 A control panel is to be provided for managing 
actions such as opening of valves, starting of pumps and 
initiation of alarms and warnings and processing information 
from detectors. This panel is to be independent of the fire 
detection control unit required by 2.8. 


2.9.6 Alarms are to be initiated upon activation of a 
system and are to indicate the specific zone released at the 
control panel. Alarms are to be provided in each protected 
space, at an attended machinery control station and in the 
wheelhouse. The audible alarm is to be distinguishable from 
other safety system alarms. 


2.9.7 A failure in a manual system activation switch circuit 
is not to prevent system activation using other installed 
manual system activation switches or, where installed, auto- 
matic activation. The means of activation are to be provided 
with self-monitoring facilities which will activate an alarm at an 
attended control station in the event of failure detection. 


2.9.8 Where, additionally, the system is required to be 
capable of automatic release, the arrangements are to be in 
accordance with 2.9.8 to 2.9.12. 


2.9.9 A minimum of two fire detectors are to be provided 
for each protected area. One is to be a flame detector and the 
other is to be a smoke or heat detector, as considered appro- 
priate to the nature of the risk and ambient conditions. The 
system is to be activated upon detection by two of the detec- 
tors. A fault in one detector is to initiate an alarm at an 
attended control stationand is not to inhibit activation of the 
system under the control of the other detector or manually. 


2.9.10 The fire detectors are to be arranged (located, 
oriented, guarded, etc.) to ensure that a fire in one protected 
area will not result in the inadvertent automatic activation of a 
system for another protected area. Guards or barriers provided 
to comply with this requirement are not to reduce the ability to 
detect a fire in the protected area. 


2.9.11 A fire detection alarm system panel in accordance 
with 2.8 may be used for receiving fire detection signals. 
Separate loops are not required provided that the address of 
the initiating device can be identified at the control panel. The 
received signals are then to be sent to the control panel 
required by 2.9.5 for processing and action. 


2.9.12 The system’s fire detection systems and control 
units are to meet the performance criteria stipulated by the 
National Administration and are to be Type Approved in accor- 
dance with Test Specification Number 7 given in LR’s Type 
Approval System for an environmental category appropriate 
for the locations in which they are intended to operate. 


2.10 Programmable electronic systems - General 
requirements 


2.10.1 The requirements of this sub-Section are to be 
complied with where control, alarm or safety systems 
incorporate programmable electronic equipment. Systems for 
essential services and safety critical applications, systems 
incorporating shared data communication links and systems 
which are integrated are to comply with the additional 
requirements of 2.11, 2.13 and 2.14, as applicable. For 
systems complying with ISO 17894, Ships and marine 
technology — Computer applications — General principles for 
the development and use of programmable electronic 
systems in marine applications, see 2.1.2. 


2.10.2 Where programmable electronic systems share 
resources, any components that can affect the ability to 
effectively provide required control, alarm or safety functions 
are to fulfil the requirements of 2.10 to 2.14 related to providing 
those required functions. 


2.10.3 Programmable electronic equipment is to revert to 
a defined safe state on initial start up or re-start in the event of 
failure. 


2.10.4 In the event of failure of any programmable 
electronic equipment, the system and any other system to 
which it is connected, is to fail to a defined safe state or main- 
tain safe operation, as applicable. 


2.10.5 Programmable electronic equipment is to be 
certified by a recognised authority as suitable for the 
environmental conditions in which it is intended to operate, 
see also 2.13.3. 


2.10.6 Emergency stops are to be hard-wired and 
independent of any programmable electronic equipment. 
Alternatively, the system providing emergency stop functions 
is to comply with the requirements of 2.13.2 and/or 2.13.9. 


2.10.7 Programmable electronic equipment is to be 
provided with self-monitoring capabilities such that hardware 
and functional failures will initiate an audible and visual alarm 
in accordance with the requirements of 2.3 and, where 
applicable, 4.2. Hardware failures indications are to enable 
faults to be identifiable at least down to the level of the lowest 
replaceable unit and the self-monitoring capabilities are to 
ensure that diagnostic information is readily available. 
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2.10.8 Means are to be provided to recover or replace 
data required for safe and effective system operation lost as a 
result of component failure. The submission required by 1.2.5 
is to address reinstatement of system operation following data 
loss. 


2.10.9 System configuration, programs and data are to be 
protected against loss or corruption in the event of failure of 
any power supply. For essential services and safety critical 
systems, see 2.13.6. 


2.10.10 Where it is necessary to store data required for 
system operation in volatile memory, a back-up power supply 
is to be provided that prevents data loss in the event of loss of 
the normal power supply. The submission required by 1.2.5 
is to include details of any routine maintenance necessary and 
the measures necessary to restore system operation in the 
event of data loss as a result of power supply failure. 


2.10.11 Back-up power supplies required by 2.10.10 are to 
be rated to supply the connected load for a defined period of 
time that allows sufficient time to restore the supply in the 
event of loss of the normal power supply as a result of failure 
of a main source of electrical power. This period is not to be 
less than 30 minutes. 


2.10.12 Where regular battery replacement is required to 
maintain the availability of volatile memory back-up power 
supply required by 2.10.10, these are to be included in the 
schedule of batteries required by Ch 2,1.2.10 and 12.7, 
irrespective of battery type and size. Applicable entries in this 
schedule are to note that these batteries are not for safety 
critical systems or essential or emergency services. 


2.10.13 Access to system configuration, programs and 
data is to be restricted by physical and/or logical means 
providing effective security against unauthorised alteration. 


2.10.14 Where date and time information is required by the 
equipment, this is to be provided by means of a battery 
backed clock with restricted access for alteration. Date and 
time information is to be fully represented and utilised. 


2.10.15 Displays and controls are to be protected against 
liquid ingress due to spillage. 


2.10.16 Display units are to comply with the requirements 
of an acceptable National or International Standard e.g., IEC 
60950:2005, Safety of information technology equipment, in 
respect of emission of ionising radiation. 


2.10.17 Where systems detect fault conditions, any affected 
mimic diagrams are to ensure that the status of unreliable and 
incorrect data is clearly identified. 


2.10.18 Multi-function displays and controls are to be 
duplicated and interchangeable where used for the control or 
monitoring of more than one system, machinery item or 
item of equipment. At least one unit at the main control station 
is to be supplied from an independent uninterruptible power 
system (UPS). 


2.10.19 The number of multi-function display and control 
units provided at the main control station and their power 
supply arrangements are to be sufficient to ensure continuing 
safe operation in the event of failure of any unit or any power 
supply. 


2.10.20 Software lifecycle activities, e.g., design, 
develop-ment, supply and maintenance, are to be carried out 
in accordance with an acceptable quality management 
system. Software quality plans are to be submitted. These are 
to demonstrate that the provisions of ISO/IEC 90003:2004, 
Software engineering — Guidelines for the application of 
ISO 9007:2000 to computer software, or equivalent, are 
incorporated. The plans are to define responsibilities for the 
lifecycle activities, including verification, validation, module 
testing and integration with other components or systems. 


2.11 Data communication links 

2.11.1. Where control, alarm or safety systems use shared 
data communication links to transfer data, the requirements of 
2.11.2 to 2.11.10 are to be complied with. The requirements 
apply to local area networks, fieldbuses and other types of 
data communication link which make use of a shared medium 
to transfer control, alarm or safety related data between 
distributed programmable electronic equipment or systems. 


2.11.2 | Data communication is to be automatically restored 
within 45 seconds in the event of a single component failure. 
Upon restoration, priority is to be given to updating safety 
critical data and control, alarm and safety related data for 
essential services. Components comprise all items required 
to facilitate data communication, including cables, switches, 
repeaters, software components and power supplies. 


2.11.3 Loss of a data communication link is not to result 
in the loss of ability to operate any essential service by 
alternative means, see also 2.13.2. 


2.11.4 The properties of the data communication link, 
(e.g., bandwidth, access control method, etc.), are to ensure 
that all connected systems will operate in a safe, stable and 
repeatable manner under all operating conditions. The latency 
of control, alarm and safety related data is not to exceed two 
seconds. 


2.11.5 Protocols are to ensure the integrity of control, 
alarm and safety related data, and provide timely recovery of 
corrupted or invalid data. 


2.11.6 Means are to be provided to monitor performance 
and identify hardware and functional failures. An audible and 
visual alarm is to operate in accordance with the requirements 
of 2.3 and, where applicable, 4.2 in the event of a failure of an 
active or standby component. 


2.11.7 System self-monitoring capabilities are to be 
arranged to initiate transition to a defined safe state for the 
complete installation in the event of data communication 
failure, see also 2.5.5. 
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2.11.8 Means are to be provided to prevent unintended 
connection or disconnection of any equipment where this may 
affect the performance of any other systems in operation. 


2.11.9 Data cables are to comply with the applicable 
requirements of Ch 2,11. Other media will be subject to 
special consideration. 


2.11.10 The installation is to provide adequate protection 
against mechanical damage and electromagnetic interference. 


2.11.11. Components are to be located with appropriate 
segregation such that the risk of mechanical damage or 
electromagnetic interference resulting in the loss of both 
active and standby components is minimised. Duplicated data 
communication links are to be routed to give as much 
physical separation as is practical. 


2.12 Additional requirements for wireless data 
communication links 
2.12.1 The requirements of this sub-Section are in 


addition to 2.11 and apply to systems incorporating wireless 
data communication links. 


2.12.2 Wireless data communication links are not to be 
used for safety critical systems or essential services that are 
required for the propulsion or safety of the craft, except as 
permitted by 2.12.3. 


2.12.3 For services not required to operate continuously, 
wireless data communication links may be considered where 
an alternative means of operation that can be brought into 
action within an acceptable period of time is provided. 


2.12.4 Wireless data communication is to employ 
recognised international wireless communication system 
protocols that incorporate the following: 

(a) Message integrity: fault prevention, detection, 
diagnosis and correction, ensuring that the received 
message is not corrupted or altered when compared to 
the transmitted message. 

(b) Configuration and device authentication: is to permit 
connection only of devices that are included in the 
system design. 

(c) Message encryption: protection of the confidentiality 
and/or criticality of the data content. 

(d) Security management: protection of network assets and 
prevention of unauthorised access to network assets. 


2.12.5 The wireless system is to comply with the radio 
frequency and power level requirements of the International 
Telecommunications Union and any requirements of the 
National Administration with which the craft is registered. 


2.12.6 Compliance with different port state and local 
regulations pertaining to the use of radio-frequency 
transmission that would prohibit the operation of a wireless 
data communication link, due to frequency and power level 
restrictions, is not addressed by these requirements and is the 
responsibility of the Owner and Operator. 


2.13 Programmable electronic systems - 
Additional requirements for essential services 
and safety critical systems 

2.13.1 The requirements of 2.13.2 to 2.13.10 are to be 


complied with where control, alarm or safety systems for 

essential services, as defined by Ch 2,1.6, or safety critical 

systems, incorporate programmable electronic equipment: 

(a) Safety critical systems are those which provide 
functions intended to protect persons from physical 
hazards (e.g., fire, explosion, etc.), or to prevent 
mechanical damage which may result in the loss of an 
essential service (e.g., main engine low lubricating oil 
pressure shutdown). 

(b) Applications that are not essential services may also be 
considered to be safety critical (e.g., domestic boiler low 
water level shutdown). 


2.13.2 Alternative means of safe and effective operation 
are to be provided for essential services and, wherever prac- 
ticable, these are to be by provision of a fully independent 
hard wired back-up system. Where these alternative means 
are not independent of any programmable electronic equip- 
ment, the software is to satisfy the requirements of LR’s 
Software Conformity Assessment System — Assessment 
Module GEN7 (1994). 


2.13.3 — Items of programmable electronic equipment used 
to implement control, alarm and safety functions are to satisfy 
the requirements of LR’s Type Approval System Test 
Specification Number 1 (2002). 


2.13.4 The system is to be configured such that control, 
alarm and safety function groups are independent. A failure of 
the system is not to result in the loss of more than one of 
these function groups. Proposals for alternative arrangements 
providing an equivalent level of safety will be subject to special 
consideration. 


2.13.5 For essential services, the system is to be arranged 
to operate automatically from an alternative power supply in 
the event of a failure of the normal supply. 


2.13.6 Volatile memory is not to be used to store data 

required for: 

e —anessential service or safety critical functions; or 

e ensuring safety or preventing damage, including during 
start-up or re-start. 

Alternative proposals which demonstrates that an equivalent 

level of system integrity will be achieved may be submitted for 

consideration. 


2.13.7 Failure of any power supply is to initiate an audible 
and visual alarm in accordance with the requirements of 2.3 
and, where applicable, 4.2. 


2.13.8 Where it is intended that the programmable 
electronic system implements emergency stop or safety 
critical functions, the software is to satisfy the requirements 
of LR’s Software Conformity Assessment System —- 
Assessment Module GEN7 (1994). Alternative proposals 
providing an equivalent level of system integrity will be subject 
to special consideration, e.g., fully independent hard wired 
back-up system, redundancy with design diversity, etc. 
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2.13.9 Control, alarm and safety related information is to 
be displayed in a clear, unambiguous and timely manner, and, 
where applicable, is to be given visual prominence over other 
information on the display. 


2.13.10 Means of access to safety critical functions are to 


be dedicated to the intended function and _ readily 
distinguishable. 
2.14 Programmable electronic systems - 


Additional requirements for integrated 
systems 


2.14.1 The requirements of 2.14.2 to 2.14.7 apply to 
integrated systems providing control, alarm or safety functions 
in accordance with the Rules, including systems capable of 
independent operation interconnected to provide co-ordinated 
functions or common user interfaces. Examples include 
integrated machinery control, alarm and monitoring systems, 
power management systems and_ safety management 
systems providing a grouping of fire, passenger, crew or craft 
safety functions, see Ch 2,17 to 19. 


2.14.2 System integration is to be managed by a single 
designated party, and is to be carried out in accordance with 
a defined procedure identifying the roles, responsibilities and 
requirements of all parties involved. This procedure is to be 
submitted for consideration where the integration involves 
control functions for essential services or safety functions 
including fire, passenger, crew, and craft safety. 


2.14.3 The system requirements specification, see 1.2.5, is 
to identify the allocation of functions between modules of the 
integrated system, and any common data communication 
protocols or interface standards required to support these 
functions. 


2.14.4 Reversionary modes of operation are to be provided 
to ensure safe and graceful degradation in the event of one or 
more failures. In general, the integrated system is to be 
arranged such that the failure of one part will not affect the 
functionality of other parts, except those that require data from 
the failed part. 


2.14.5. Where the integration involves control functions for 
essential services or safety functions, including fire, passenger, 
crew and craft safety, a Failure Mode and Effects Analysis 
(FMEA) is to be carried out in accordance with IEC 60812, or 
an equivalent and acceptable National or International 
Standard and the report and worksheets submitted for 
consideration. The FMEA is to demonstrate that the 
integrated system will ‘fail-safe’, see 2.4.6 and 2.5.5, and that 
essential services in operation will not be lost or degraded 
beyond acceptable performance criteria where specified by 
these Rules. 


2.14.6 — The quantity and quality of information presented to 
the operator are to be managed to assist situational 
awareness in all operating conditions. Excessive or 
ambiguous information that may adversely affect the 
operator’s ability to reason or act correctly is to be avoided, but 
information needed for corrective or emergency actions is not 
to be suppressed or obscured in satisfying this requirement. 


2.14.7 Where information is required by the Rules or by 
National Administration requirements to be continuously dis- 
played, the system configuration is to be such that the 
information may be viewed without manual intervention, e.g. 
the selection of a particular screen page or mode of operation. 
See also 2.10.23 and 2.10.24. 


a Section 3 
Ergonomics of control stations 


3.1 Objectives 


3.1.1 In order to take account of operator tasks at control 
stations, enhance usability and reduce human error, the layout 
arrangements are to comply with the requirements set out in 
3.2. 


3.1.2 In order to establish a working environment that has 
minimum distractions, is sufficiently comfortable, helps 
maintain vigilance and maximises communication amongst 
operators at main control stations, the requirements of 3.3 are 
to be complied with. 


3.1.3 The requirements of 3.4 to 3.6 apply to operator 
interfaces for essential engineering systems located either 
locally, remotely or within the main control room. The require- 
ments are intended to enhance the usability of systems and 
equipment, reduce human error, enhance situational aware- 
ness and support safe and effective monitoring and control 
under normal and abnormal modes of operation. 


3.2 Control station layout 


3.2.1 Control stations are to provide sufficient space and 
access for the intended number of operators in the expected 
operating conditions. 


3.2.2 Local control stations are to be positioned to 
minimise the risk of harm to the operator. 


3.2.3 Controls, displays and indicators are to be both 
logically and physically grouped according to their function. 


3.2.4 Where a function may be accessed from more than 
one interface, the arrangement of displays and controls is to 
be consistent. 


3.2.5 Frequently used controls and displays are to be 
within easy reach and visible to the operator from the normal 
working position. 


3.2.6 Controls and displays used infrequently and which 
may be used in an emergency are to be clearly identifiable, 
clearly visible, easily accessible and positioned to allow safe 
operability. 


3.2.7 The relationship of a control with a display is to be 
immediately apparent. 
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3.2.8 The relationship of controls and displays with the 
equipment under control is to be immediately apparent. 


3.2.9 There is to be adequate spacing between controls 
and between controls and obstructions. 


3.2.10 Controls and their associated displays are to be 
located such that the information on the displays can be 
easily read during the operation of the controls. 


3.2.11 Indicators related to the controls are to be visible 
during their operation. 


3.2.12 — Instruments are to face the operator’s intended 
working position. 


3.3 Physical environment 


3.3.1 Control stations are to be positioned, as far as 
practicable, away from, or insulated against, sources of 
structurally transmitted noise, such as ventilation fans, engine 
intake fans and other noise sources. 


B0.2 In general, noise levels are to comply with IMO Res. 
A.468(XIl), Code on Noise Levels on Board Ships, and are to 
take into account IMO Res. A.343(IX), Recommendation on 
Methods of Measuring Noise; Levels at Listening Posts. 


3.3.3 Where provided, the heating, ventilation and air- 
conditioning system is to be capable of maintaining the 
temperature between 18°C and 27°C. 


3.3.4 The flow of air from heating or air-conditioning sys- 
tems is not to be guided directly to the operator, or means are 
to be provided to adjust the direction of airflow from those sys- 
tems. 


3.3.5 Lighting is to be located to avoid glare from work- 
ing and display surfaces, and is to be flicker-free. Surfaces are 
to have a non-reflective or matt finish. 


3.3.6 Placement of controls, displays and indicators are 
to consider the position of light sources relative to the 
operator with respect to reflections and evenness of lighting. 


3.3.7 Where a transparent cover is fitted over a control, 
display or indicator, it is to be designed to minimise reflections. 


3.3.8 The level of lighting is to be sufficient to enable 
operation of user interfaces. Lighting levels, in accordance 
with Table 1.3.1, will be considered to satisfy this requirement. 


3.3.9 Chairs provided for use at control stations are to be 
adjustable to allow for varying heights of operators. 


3.3.10 Physical hazards, e.g., sharp edges, protuberances 
and trip hazards, are to be avoided. 


3.3.11 Sufficient handrails or equivalent are to be fitted to 
enable operators to move and stand safely in rough seas. 


Table 1.3.1 Specific lighting levels 


Work area Minimum Lux 


General lighting 220 


Control room consoles 3820 
(front) 


Control room consoles 110 
(rear) 


Local operating panels 


Remote operating panels 


3.3.12 Work surfaces are to be capable of withstanding 
oils and solvents common to ships and are to be easy to 
clean. 


3.4 Operator interface 


3.4.1 The design of the operator interface is to permit the 
satisfactory monitoring, control and supervision of the 
machinery and equipment. 


3.4.2 Information is to be presented to the operator 
consistently, both within and between different interfaces, see 
3.6.2 to 3.6.4. 


3.4.3 The response of the machinery and equipment to 
operator input is to be consistent between interfaces for the 
same function. 


3.4.4 Visual, audible or mechanical feedback is to be 
provided to indicate that operator input has been 
acknowledged. 


3.4.5 Functions requested by the operator are to be 
confirmed by the displays on completion. 


3.4.6 Indications and documentation are to be in English 
or the language of the crew. 


3.5 Controls 


3.5.1 Operator inputs are to be checked for errors, for 
example, out of range data or incorrect actions, and alert the 
operator when they occur. 


3.5.2 Means to rapidly and safely correct wrong inputs or 
commands is to be provided. 


3023 Assistance is to be provided to the operator to 
recover from operating errors, for example, through advisory 
screens where the automation system has this facility. 


3.5.4 Operator confirmation is to be provided for any 
control action that could affect the safety of the ship, i.e., they 
should not rely on single keystrokes. 
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B00 The purpose of each control is to be clearly 
indicated. Where standard symbols have been internationally 
adopted, they should be used. 


3.5.6 The settings of mechanical controls are to be 
immediately evident. 


3.5.7 The means of operation of mechanical controls is to 
be consistent with expectations. 


3.5.8 Controls or combined controls and indicators are to 
be distinguishable from indicators. 


3.5.9 Where control is provided by touch screens, the 
size of the soft keys are to be of a sufficient size for operation 
in areas where vibration occurs or gloves are likely to be worn. 


3.5.10 Where virtual Keypads/keyboards or dialogue boxes 
are used on touch screens, they are not to obscure 
status or alarm areas of the display. 


3.5.11. Keyboards are to be divided logically into functional 
areas. Alphanumeric, paging and specific keys are to be 
grouped separately. 


3.6 Displays 


3.6.1 The displays and indicators are to present the oper- 
ator with clear, timely and relevant information. 


3.6.2 Graphical symbols and colour coding are to be con- 
sistent. The graphical symbols of display functions are to be in 
accordance with a recognised International Standard, for 
example, ISO 14617, Graphical symbols for diagrams. Colour 
coding of functions and signals is to be in accordance with a 
recognised International Standard, for example, ISO 2412: 
1982, Shipbuilding — Colours of indicator lights. 


3.6.3 The symbols used in mimic diagrams for the 
services listed in Pt 16, Ch 2,1.5.1 are to be consistent across 
all displays. 


3.6.4 The display of information is to be consistent with 
respect to screen layout and arrangement of information. 


3.6.5 Flashing of information is to be reserved for 
unacknowledged alerts, or transient states, for example, valve 
moving. 


3.6.6 The functions supported by a display are to be 
clearly indicated. For displays that can support multiple 
functions, it is to be possible to select the display associated 
with the primary function or an overview by a simple operator 
action. 


3.6.7 The operating mode of the machinery and 
equipment is to be clearly indicated. 


3.6.8 In general, indications provided by instrumentation 
which are displayed digitally are not to change more frequent- 
ly than twice per second. 


3.6.9 To indicate an increasing value in a single direction, 
on a fixed circular scale, the pointer is to move clockwise. If 
the pointer is fixed, the scale is to move anticlockwise to 
indicate an increase in value. 


3.6.10 To indicate an increasing value on a horizontal linear 
scale, the pointer is to move from left to right. On a vertical 
linear scale, the pointer is to move upwards to indicate an 
increase in value. 


3.6.11. The pointer is not to obscure the numbers on 
the scale. 
3.6.12 Alphanumeric data, text, symbols and_ other 


graphical information is to be readable from relevant operator 
positions under lighting conditions as specified in 3.3.8. 
Character height in millimetres is to be not less than three and 
a half times the reading distance in metres and the character 
width is to be 0,7 times the character height. 


3.6.13 A simple sans-serif character font is to be used in 
displays. In descriptive text, lower case letters are to be used, 
where appropriate, as opposed to capitals to improve 
readability. 


3.6.14 Where information related to the safe operation of 
machinery and equipment is provided, it is to be continuously 
available to the operator. 


3.6.15 Failures are to be indicated in a clear and 
unambiguous manner. Sufficient information is to be provided 
for the operator to identify the cause of the failure. 


B Section 4 
Unattended machinery space(s) - 
UMS notation 


4.1 General 


4.1.1 Where it is proposed to operate the following 
machinery in an unattended space, no matter what period is 
envisaged, the controls, alarms and safeguards required by 
the appropriate Chapters together with those given in 4.2 to 
4.7 are to be provided: 

° Air compressors. 

Controllable pitch propellers. 

Electric generating plant. 

Oil fuel transfer and storage systems. 

Propulsion machinery including essential auxiliaries. 
Steam raising plant (boilers and their ancillary equip- 
ment). 

e — Thermal fluid heaters. 


4.2 Alarm system for machinery 


4.2.1 An alarm system which will provide warning of 
faults in the machinery is to be installed. The system is to 
satisfy the requirements of 2.3. 


LLoyp’s REGISTER 


11 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRafT, July 2012 


Control Engineering Systems 


Part 16, Chapter 1 


Sections 4 & 5 


4.2.2 Audible and visual indication of machinery alarms is 
to be relayed to the engineers’ accommodation so that 
engineering personnel are made aware that a fault has 
occurred. 


4.2.3 The engineers’ alarm required by 2.2.4 is to be 
activated automatically in the event that a machinery alarm or 
warning has not been acknowledged in the space within a 
predetermined time. 


4.2.4 Audible and visual indication of machinery alarms is 
to be relayed to the navigating bridge control station in such 
a way that the navigating officer of the watch is made aware 
when: 

(a) amachinery fault has occurred, 

(b) the machinery fault is being attended to, and 

(c) the machinery fault has been rectified. 


4.2.5 Group alarms may be arranged on the bridge to 
indicate machinery faults, but alarms associated with faults 
requiring speed or power reduction or the automatic shutdown 
of propulsion machinery are to be identified by separate group 
alarms or by individual alarm parameters. 


4.3 Bridge control for propulsion machinery 
4.3.1 A bridge control system for the propulsion machinery 
is to be fitted. The system is to satisfy the requirements of 2.6. 


4.4 Control stations for machinery 
4.4.1 A control station(s) is to be provided in the space 
and on the bridge which satisfies the requirements of 2.2. 


4.5 Fire detection alarm system 

4.5.1 An automatic fire detection system is to be fitted in 
the space together with an audible and visual alarm system. 
The system is to satisfy the requirements of 2.8. 


4.6 Bilge level detection 


4.6.1 An alarm system is to be provided to warn when 
liquid in machinery space bilges has reached a predetermined 
level, and is to comply with 2.3. This level is to be sufficiently 
low to prevent liquid from overflowing from the bilges onto the 
tank top. The number and location of detectors are to be such 
that accumulation of liquids will be detected at all angles of 
heel and trim. 


4.6.2 Local or remote controls of any valve within the 
space serving a sea inlet, a discharge below the waterline, a 
bilge injection or a direct bilge system, should be so sited as 
to be readily accessible and to allow adequate time for 
operation in case of influx of water to the space, having regard 
to the time which could be taken to reach and operate such 
controls. 


4.6.3 Where the bilge pumps are arranged to start 
automatically, means are to be provided to indicate if the influx of 
liquids is greater than the pump capacity or, if the pump is 
operating more frequently than would be expected. Special 
attention should be given to oil pollution prevention 
requirements. 


4.7 Supply of electric power, general 


4.7.1 For craft operating with one generator set in service, 
arrangements are to be such that a standby generator will 
automatically start and connect to the switchboard in as short 
a time as practicable, but in any case within 45 seconds, on 
loss of the service generator. For craft operating with two or 
more generator sets in service, arrangements are to be such 
that on loss of one generator the remaining one(s) are to be 
adequate for continuity of essential services. For the detailed 
requirements of these arrangements, see Ch 2,2.2. 


oJ Section 5 
Machinery operated from a 
centralised control station - 
CCS notation 


5.1 General requirements 


Shel Where it is proposed to operate the machinery as 
listed in 4.1.1 with continuous supervision from a centralised 
control station, the control station is to be such that the 
machinery operation will be as effective as it would be under 
direct supervision. 


poeta The arrangements are to be such that corrective 
actions can be taken at the control station in the event of 
machinery faults, e.g., stopping of machinery, starting of 
standby machinery, adjustment of operating parameters, etc. 
These actions may be effected by either remote manual or 
automatic control. 


5.1.3 The controls, alarms and safeguards required by 
the appropriate Chapters and by 4.6 together with a fire 
detection system satisfying the requirements of 2.8 are to be 
provided. 


5.1.4 Additional requirements for controls, alarms and 
safeguards are given in 5.2. 


5.2 Centralised control station for machinery 


5:2.1 A centralised control station is to be provided at 
some suitable location, which satisfies the requirements of 
5.2.2 to 5.2.7. 


5.2.2 A system of alarm displays and controls is to be 
provided which readily ensures identification of faults in the 
machinery and satisfactory supervision of related equipment. 
The alarm and control systems are to satisfy the requirements 
of 2.3 and 2.5, as applicable. 
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5.2.3 Indication of all essential parameters necessary for 
the safe and effective operation of the machinery is to be 
provided, e.g., temperatures, pressures, tank levels, speeds, 
powers, etc. 


5.2.4 Indication of the operational status of running and 
standby machinery is to be provided. 


5.2.5 At the centralised control station, means of 
communication with the bridge area, the accommodation for 
engineering personnel and, if necessary, the machinery space 
are to be provided. 


5.2.6 In addition to the communication required by 5.2.5, 
a second means of communication is to be provided between 
the bridge and the centralised control station. One of these 
means is to be independent of the main electrical power supply. 


D2 Arrangements are to be provided in the centralised 
control station so that the normal supply of electrical power 
may be restored in the event of failure. 


LJ Section 6 
Requirements for craft which are 
not required to comply with the 
HSC Code 


6.1 General 


6.7.7 The relevant requirements of Sections 1 and 2 are 
to be complied with. 


6.1.2 For vessels which are to be assigned or to be 
eligible for the UMS or CCS notations the requirements of 
Sections 4 and 5 are to be complied with. 


6.1.3 For yachts less than 500 gt and small craft not 
requiring the UMS and CCS notation, the requirements of 6.2 
and 6.3 apply. 

6.1.4 Yachts that are 500 gt or more are to comply with 
the requirements of Sections 1 and 2. 


6.2 Plans and information 


6.2.1 Plans are required to be submitted in accordance 
with 1.2 only for the machinery items applicable to these craft. 


6.3 Control and supervision of unattended 
machinery 
6.3.1 Where machinery items applicable to these craft 


are fitted with automatic or remote controls so that under 
normal operating conditions they do not require any manual 
intervention by the operators they are to be provided with the 
alarms and safety arrangements specified in the appropriate 
Chapters of the Rules. 


| Ti 


section 7 
Trials 
| 7.1 General 
Before a new installation (or any alteration or addition 


to an existing installation) is put into service, trials are to be carried 
out. These trials are in addition to any acceptance tests which 
may have been carried out at the manufacturers’ works and are 
to be based on the approved test schedules list as required by 
1.2.3. In the case of new construction it will be expected that 
most of these trials will be carried out before the official sea trials 
of the craft. During sea trials, system dynamic tests are to be 
carried out to demonstrate overall satisfactory performance of 
the control engineering installation. 


7.1.2 Means are to be provided to facilitate testing during 
normal machinery operation, e.g., by the provision of three- 
way test valves or equivalent. 


7.1.3 Acceptance tests and trials for Programmable 
Electronic Systems are to include verification of software life- 
cycle activities appropriate to the stage in the system's lifecycle 
at the time of system examination. The documentation 
required by 1.2.5 is to be in accordance with the current 
configuration and the testing and trials are to address software 
modifications and configuration management procedures to 
the Surveyor’s satisfaction. 


7.1.4 Wireless data communication links are to be 
operational and tested during trials. Tests are to demonstrate 
that radio-frequency transmission does not interfere with the 
operation of equipment required by this Chapter or other 
Sections of the Rules and does not itself malfunction as a 
result of electromagnetic interference during expected 
operating conditions. Reversionary modes are to be activated 
to demonstrate continued safe and effective operation in the 
event of fault conditions. 


7.2 Unattended machinery space operation — 
UMS notation 


7.2.1 In addition to the tests required by 7.1, the 
suitability of the installation for operation in the unattended 
mode is to be demonstrated during sea trials observing the 
following: 

(a) Occurring alarms and the frequency of operation both 
during steady steaming and under manoeuvring 
conditions using bridge control. 

(b) Any intervention by personnel in the operation of the 
machinery. 


7.3 Operation from a centralised control station - 
CCS notation 


7.3.1 In addition to the tests required by 7.1, the 
suitability of the installation for operation from the centralised 
control station is to be demonstrated during sea trials. 
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| 7.4 Record of trials 


| 7.4.1 Two copies of the alarm and control equipment test 

schedules, as required by 1.2.3, signed by the Surveyor and 
Builder are to be provided on completion of the survey. One 
copy is to be placed on board the vessel and the other 
submitted to LR. 
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Section 

1 General requirements 

2 Main source of electrical power 

3 Emergency source of electrical power 
4 External source of electrical power 


5 Supply and distribution 


6 System design — Protection 
7 Switchgear and control gear assemblies 
8 Protection of personnel from hazards resulting 


from electric arcs within electrical equipment 
assemblies and enclosures 


9 Rotating machines 
10 Converter equipment 


11 Electrical cables and busbar trunking systems 
(busways) 


12 Batteries 
13 Equipment - Heating, lighting and accessories 


14 Electrical equipment for use in explosive 
atmospheres 


15 Navigation and manoeuvring systems 

16 Electric propulsion 

17 Fire safety systems 

18 Crew and passenger emergency safety systems 

19 Craft safety systems 

20 Cargo craft, patrol and pilot craft, workboats 
and other similar craft of less than 500 tons 
gross tonnage for operation in Service 


Groups 1 to 3, and yachts less than 500 gt 


21 Testing and trials 


a Section 1 
General requirements 


1.1 General 

Lit The requirements of Sections 1 to 19 and 21 are, 
in general, applicable to all the craft types indicated in Pt 1, 
Ch 2,2.1, with the exception of cargo craft, patrol and pilot 
craft, workboats and other similar craft of less than 500 tons 


gross tonnage for operation in Service Groups 1 to 3, and for 
yachts less than 500 gt, which are covered in Section 20. 


1.1.2 Whilst this Chapter applies to the electrical 
engineering equipment and systems on special service craft 
intended to be classed, attention should also be given to any 
relevant Statutory Regulations of the National Authority of the 
country in which the craft is to be registered and the Code of 
Safety for High Speed Craft. 


TA Electrical services required to maintain the craft ina 
normal seagoing, operational and habitable condition are to 
be capable of being maintained without recourse to the 
emergency source of electrical power. 


1.1.4 Electrical services essential for safety are to be 
maintained under various emergency conditions. 


18 The safety of passengers, crew and craft from 
electrical hazards is to be ensured. 


1.7.6 Consideration will be given to special cases or to 
arrangements which are equivalent to the Rules. 


1.2 Plans required for design review 
1.2.1 The plans and particulars in 1.2.2 to 1.2.13 are to 
be submitted for design review. 


1.2.2 Single line diagram of main and emergency power 

and lighting systems which is to include: 

a) ratings of machines, transformers, batteries and semi- 
conductor converters; 

b) all feeders connected to the main and emergency 
switchboards; 

c) section boards and distribution boards; 

d) insulation type, size and current loadings of cables; 

e) make, type and rating of circuit breakers and fuses; 

f) details of harmonic filters (where fitted). 


7.2.3 A description of operation of the main and emergency 
electrical power systems. 


1.2.4 An earthing philosophy document that defines the 
basic approach to be taken for earthing the electrical power 
systems and all electrical loads. 


1.2.5 Simplified diagrams of generator circuits, inter- 

connector circuits and feeder circuits showing: 

(a) protective devices, e.g., short circuit, overload, reverse 
power protection; 

( instrumentation and synchronising devices; 

(c) preference tripping; 

(d) remote stops; 

(e) earth fault indication/protection. 


b 


1.2.6 Calculations of short circuit currents at main and 
emergency switchboards and section boards including those 
fed from transformers, with details of circuit breaker and fuse 
operating times and discrimination curves showing compli- 
ance with 6.1 and 11.6.2. 
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1h2r Where required by 8.1.1, the hazards resulting from 

electric arcs within electrical equipment and their conse- 

quences for personnel are to be identified, and at least the 

following supporting evidence is to be submitted: 

(a) system design; 

(bo) operating philosophies, e.g., manual or automatic 
control, local or remote operation; 

(c) general arrangement plans for switchboards, section 
boards and distribution boards, see also 1.3.5; 

(d) general arrangement plans for the space in which the 
electrical equipment to be assessed are located, showing: 

(i) access to adjacent spaces; 

(ii) the location of the electrical equipment; 

(iii) | ventilation arrangements for air-conditioning 
and/or the extraction of smoke, gas and vapours 
resulting from electric arcs; and 

(iv) positions within the space in which the electrical 
equipment is located where personnel will be 
performing tasks, e.g., switching, equipment 
maintenance, instrument observation or cleaning, 
or where personnel could be reasonably 
expected to enter; 


(e) calculations in accordance with 8.3; 

(f) | system operating procedures; and 

(g) details of defined additional safety measures to be taken 
during activities. 

1.2.8 A test schedule which is to include the method of 


testing and the test facilities which are provided for the general 
emergency alarm system and the public address system. 


1.2.9 For battery installations, arrangement plans and 
calculations to show compliance with Section 12. 


1.2.10 | Aschedule of batteries fitted for use for emergency 

and essential services, giving details of: 

e type and manufacturer’s type designation; 

e voltage and ampere-hour rating; 

° location; 

¢ — equipment and/or system(s) served; 

e maintenance/replacement cycle dates; 

e date(s) of maintenance and/or replacement; and 

e for replacement batteries in storage, the date of manu- 
facture and shelf life, with accompanying battery 
replacement procedure documentation to show compli- 
ance with 12.7. 


7.2.11. Details of electrically-operated fire, craft, crew and 

passenger emergency safety systems which are to include 

typical single line diagrams and arrangements, showing main 

vertical and, where applicable, horizontal fire zones and the 

location of equipment and cable routes, including identifica- 

tion of relevant high fire risk areas, to be employed for: 

(a) emergency lighting; 

(b) accommodation fire detection, alarm and extinction 
systems; 

c) fixed water-based local application fire-fighting systems; 

d) public address system; 

e€) general emergency alarm; 

f) watertight doors, shell doors and other electrically 
operated closing appliances; and 

(g) low location lighting. 


NOTE 

A general arrangement plan of the complete craft showing the 
main vertical fire zones and the location of equipment and 
cable routes, including identification of relevant high fire risk 
areas, for the above systems, is to be made available for the 
use of the Surveyor on board. 


1.2.12 Evidence of the suitability of electrical and electronic 
equipment for use in protected areas and adjacent areas, as 
required by 17.3.11 and 17.38.12, including a schedule of 
electrical and electronic equipment located in protected areas 
and adjacent areas, and general arrangement plans showing 
the coverage of the protected areas and adjacent areas. 


1.2.13 | Schedule of normal and emergency operating loads 
on the system estimated for the different operating conditions 
expected. The following details are to be provided to meet this 
requirement: 

(a) adescription of the expected operating profiles (e.g. the 
number of generating sets connected when manoeu- 
vring, at sea, etc.), including as required by Pt 5, 
Ch 2,1.1.1; and 

(b) a schedule of the normal and emergency operating 
loads, which is to state the kilowatt rating of each load 
and a load factor between 0 and 1 that reflects: 

(i) the duty cycle of the load; and 
(ii) | the proportion of its maximum rating at which the 
load is expected to operate. 


1.3 Plans required for supporting evidence 
1.3.1 The plans and particulars in 1.3.2 to 1.3.5 are to be 
submitted as supporting evidence. 


7.3.2 In order to establish compliance with 1.11.2 and 
5.1.3 to 5.1.5, a general arrangement plan of the craft 
showing the location of major items of electrical equipment, 
for example: 
e main and emergency generators; 
e — switchboards; 
e section boards and distribution boards supplying 
essential and emergency services; 
e emergency batteries; 
motors for emergency services; and 
cable routes between these items of equipment. 


7.3.3 Arrangement plans of main and emergency switch- 
boards, and section boards, and documentation that 
demonstrates that creepage and clearance distances are in 
accordance with 7.5. 


1.3.4 In order to establish compliance with the require- 
ments of 1.7.3, when requested, evidence is to be submitted 
to demonstrate the suitability of electrical equipment for its 
intended purpose in the conditions in which it is expected to 
operate. 


1.3.5 For non-metallic cable support systems or protec- 
tive casings, test evidence, details of installation procedures 
and manufacturer’s recommendations that show compliance 
with 11.13. 
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1.4 Surveys 

1.4.1 Electrical machinery and auxiliary services essential 
for the safety of the craft are to be installed in accordance with 
the relevant requirements of this Chapter, surveyed and have 
tests witnessed by the Surveyors. 


1.4.2 The following equipment, where intended for use for 
essential and emergency services, is to be surveyed by the 
Surveyors during manufacture and testing: 

e Converting equipment of 100 kW and over; 

e — Rotating machines of 100 kW and over; 

e — Switchboards and section boards; and 

e UPS units of 50 kVA and over. 


1.4.3 For electric propulsion systems, in addition to the 
equipment listed in 1.4.2, the following equipment is to be 
surveyed by the Surveyors during manufacture and testing: 

e —_exciters; 

e filters; 

e reactors; 

e = dynamic braking assemblies; 

e pre-magnetisation transformers; and 

e slip ring assemblies. 


1.4.4 All other electrical equipment, not specifically refer- 
enced in 1.4.2 and 1.4.3, intended for use for essential or 
emergency services is to be supplied with a manufacturer's 
works test certificate showing compliance with the construc- 
tional standard(s) as referenced by the relevant requirements 
of this Chapter. 


1.5 Additions or alterations 

7.5.1 No addition, temporary or permanent, is to be 
made to the approved load of an existing installation until it 
has been ascertained that the current carrying capacity and 
the condition of the existing equipment including cables and 
switchgear are adequate for the increased load. 


1.5.2 Plans are to be submitted for consideration, and 
the alterations or additions are to be carried out under the 
survey, and to the satisfaction of the Surveyors. 


7.5.3 When it is proposed to replace permanently 
installed secondary valve-regulated sealed batteries with 
vented batteries, details are to be submitted for consideration 
to ensure continued safety in the presence of the products of 
electrolysis and evaporation being allowed to escape freely 
from the cells to the atmosphere. These details are to demon- 
strate that there will be adequate ventilation in accordance 
with 12.5.9 and that the location and installation requirements 
of 12.3 and 12.4 are complied with. 


1.5.4 Proposed modifications to the electrical protection 
systems are to be developed in accordance with 6.1.4 and 
plans submitted are also to address the updating of approved 
version of the details required by 1.2.5 and 1.2.6. 


1.5.5 Where it is intended to replace an existing incan- 
descent lamp type navigation light with a light emitting diode 
type navigation light, details are to be submitted for 
consideration that demonstrate compliance with 15.3. Light 
emitting diode type navigation light failure detection arrange- 
ments are to satisfy the requirements of 15.3.5 and 15.3.6. 


1.6 Definitions 

1.6.1 Essential services are those necessary for the 

propulsion and safety of the craft, such as the following: 

e air compressors for starting and manoeuvring essential 

mains and auxiliary machinery; 

air pumps: 

automatic sprinkler systems; 

ballast pumps; 

bilge pumps; 

circulating and cooling water pumps; 

communication systems; 

electric starting systems for starting and manoeuvring 

essential main and auxiliary machinery; 

fire detection and alarm systems; 

fire pumps; 

fuel valve cooling pumps; 

hydraulic pumps for controllable pitch propellers and 

those serving essential services here listed that would 

otherwise be directly electrically-driven; 

e hydraulic pumps serving essential services here listed 
which would otherwise be directly electrically driven; 

e lubricating oil pumps; 
lighting systems for those parts of the craft normally 
accessible to and used by personnel and passengers; 

° navigational aids where required by Statutory Regulations; 

e navigation lights and special purpose lights where 
required by Statutory regulations; 


e oil fuel pumps and oil fuel burning units; 

e pumps for fire-extinguishing systems; 

e — scavenge blowers; 

e steering gear; 

e valves which are required to be remotely operated; 

e ventilating fans for engine rooms; 

e watertight doors, shell doors and other electrical 
operated closing appliances; 

e — _windlasses; 
power sources and supply systems for supplying the 
above services. 

1.6.2 Services such as the following are considered 

necessary for minimum comfortable conditions of habitability: 

e — cooking; 

e heating; 

e — domestic refrigeration; 

° mechanical ventilation; 

e 


sanitary and fresh water. 
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7.6.3 Services such as the following, which are additional 

to those in 1.6.1 and 1.6.2, are considered necessary to 

maintain the craft in a normal seagoing operational and 

habitable condition: 

e — cargo handling and cargo care equipment; 

e hotel services, other than those required for habitable 
conditions; 

e thruster systems for manoeuvring. 


1.6.4 A ‘high voltage’ is a voltage exceeding 1000 V a.c. 
or 1500 V d.c. between conductors, see also 5.1.2. 


7.6.5 A ‘switchboard’ is a switchgear and control gear 
assembly for the control of power generated by a source of 
electrical power and its distribution to electrical consumers. 


1.6.6 A ‘section board’ is a switchgear and control gear 
assembly for controlling the supply of electrical power from a 
switchboard and distributing it to other section boards, 
distribution boards or final sub-circuits. 


1.6.7 A ‘distribution board’ is an assembly of one or more 
protective devices arranged for the distribution of electrical 
power to final sub-circuits. 


1.6.8 A ‘final sub-circuit’ is that portion of a wiring system 
extending beyond the final overcurrent device of a board. 


7.6.9 ‘Special Category spaces’ are those enclosed 
spaces above or below the bulkhead deck intended for the 
carriage of motor vehicles with fuel, for their own propulsion, 
in their tanks, into and from which such vehicles can be 
driven, and to which passengers have access. 


1.6.10 ‘Machinery spaces of Category A’ are those spaces 

and trunks to such spaces which contain: 

(a) internal combustion machinery used for main propulsion; 
or 

(b) — internal combustion machinery used for purposes other 
than main propulsion where such machinery has in the 
aggregate a total power output of not less than 375 kW; 
or 

(c) any oil-fired boiler or oil fuel unit. 


7.6.17 ‘Dead craft condition’ means that the entire 
machinery installation, including the power supply, is out of 
operation and that the auxiliary services for bringing the main 
propulsion systems into operation (e.g. compressed air, starting 
current from batteries, etc.) and for the restoration of the main 
power supply are not available. Means are to be available at all 
times to start the emergency generator, see Pt 10, Ch 1,7.6. 


1.6.12 Protected space is a machinery space where a 
fixed water-based local application fire-fighting system is 
installed. 


1.6.13 Protected areas are areas within a protected space 
which is required to be protected by a fixed water-based local 
application fire-fighting system. 


1.6.14 Adjacent areas are areas, other than protected 
areas, exposed to direct spray or other areas where water may 
extend when a fixed water-based local application fire-fighting 
system is activated. 


1.6.15 An ‘electric arc’ is an electrical discharge or a short- 
circuit through ionised air caused by isolation or insulation 
integrity failure. 


7.6.16 ‘Incident energy’ is the amount of energy 
impressed on a surface, a certain distance from the source, 
generated during an electric arc event. 


1.7 Design and construction 


1.7.1 Equipment for services essential for the safety of 
the craft are to be constructed in accordance with the rele- 
vant requirements of this Chapter. 


1.7.2 The design and installation of other equipment is to 
be such that risk of fire due to its failure is minimised. It is to, 
as a minimum, comply with a National or International 
Standard revised where necessary for ambient conditions. 


1.7.3 Electrical equipment is to be suitable for its 
intended purpose and accordingly, whenever practicable to 
be selected from the List of Type Approved Products 
published by Lloyd’s Register’s (hereinafter referred to as 
‘LR’). A copy of the Procedure for LR Type Approval System 
will be supplied on application. 


1.8 Quality of power supplies 


1.8.17 All electrical equipment supplied from the main and 
emergency sources of electrical power and electrical equip- 
ment for essential and emergency services supplied from d.c. 
sources of electrical power is to be so designed and manu- 
factured that it is capable of operating satisfactorily under 
normally occurring variations of voltage and frequency. 


1.8.2 Unless specified otherwise, a.c. electrical equip- 
ment is to operate satisfactorily with the following 
simultaneous variations, from their nominal value, when 
measured at the consumer input terminals. Alarms are to be 
provided for High and Low Voltage and Low Frequency. 
(a) Voltage: 
e permanent variations +6 per cent, -10 per cent 
e transient variations due to step changes in load 
+20 per cent 
° recovery time 1,5 seconds. 
(b) Frequency: 
° permanent variations +5 per cent 
e transient variations due to step changes in load 
+10 per cent 
° recovery time 5 seconds. 
A maximum rate of change of frequency not exceeding 
+1,5 Hz per second during cyclic frequency fluctuations. 


1.8.3 Harmonics. Unless specified otherwise, the total 
harmonic distortion (THD) of the voltage waveform at any a.c. 
switchboard or section-board is not to exceed 8 per cent of 
the fundamental for all frequencies up to 50 times the supply 
frequency and no voltage at a frequency above 25 times 
supply frequency is to exceed 1,5 per cent of the fundamen- 
tal of the supply voltage. THD is the ratio of the rms value of 
the harmonic content to the rms value of the fundamental, 


LLoyD’s REGISTER 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRaFT, July 2012 


Electrical Engineering 


Part 16, Chapter 2 


Section 1 


expressed in per cent and may be calculated using the 
expression: 


[o@) 
ye Ve 
h=2 
THD = x 100 
1 
where 
V, = rms amplitude of a harmonic voltage of order h 
V,; = rms amplitude of the fundamental voltage. 
1.8.4 Unless specified otherwise, d.c. electrical equipment 


is to operate satisfactorily with the following simultaneous varia- 
tions, from their nominal value, when measured at the consumer 
input terminals: 
(a) When supplied by d.c. generator(s) or a rectified a.c. 
supply: 
Voltage tolerance (continuous) +10 per cent 
Voltage cyclic variation deviation 5 per cent 
Voltage ripple 10 per cent 
(a.c. rms over steady state d.c. voltage); 
(b) When supplied by batteries: 
(i) Equipment connected to the batteries during 


charging: 
Voltage tolerance +80 per cent, —25 per cent; 

(ii) Equipment not connected to batteries during 
charging: 


Voltage tolerance +20 per cent, —25 per cent 

Different voltage variations as determined by the charging/ 
discharging characteristics, including ripple voltage from the 
charging device, may be considered. When battery chargers/ 
battery combinations are used as d.c. power supply systems 
adequate measures are to be taken to keep the voltage within 
the specified limits during charging, boost charging and 
discharging of the battery. 


1.9 Ambient reference and operating conditions 


1.9.1 The rating for classification purposes of essential 
electrical equipment intended for installation in craft to be 
classed for unrestricted (geographical) service is to be based 
on an engine room ambient temperature of 45°C, and a sea- 
water temperature at the inlet of 82°C. The equipment 
manufacturer is not expected to provide simulated ambient 
reference conditions at a test bed. 


1.9.2 In the case of craft to be classed for restricted 
service, the rating is to be suitable for the ambient conditions 
associated with the geographical limits of the restricted 
service which are part of the class notation. 


1.9.3 Main and essential auxiliary machinery and 
equipment is to operate satisfactorily under the conditions 
shown in Pt 9, Ch 1,4.4. Electrical equipment satisfying 
alternative ambient operating condition requirements for 
installation on ships contained in an acceptable and relevant 
national or international standard may be considered to satisfy 
this requirement. 

NOTE 

Details of local environmental conditions are stated in Annex 
B of IEC 60092: Electrical installations in ships — Part 107: 
Definitions and general requirements. 


1.9.4 Where electrical equipment is installed within 
environmentally controlled spaces, the ambient temperature for 
which the equipment is suitable for operation at its rated 
capacity may be reduced to a value not less than 35°C 
provided: 

e — the equipment is not for use for emergency services and 
is located outside of machinery space(s); 

e — temperature control is achieved by at least two cooling 
units so arranged that, in the event of loss of one cooling 
unit, for any reason, the remaining unit(s) will be capable 
of satisfactorily maintaining the design temperature; 

e — the equipment is able to be initially set to work safely 
within a 45°C ambient temperature until such a time that 
the lesser ambient temperature may be achieved; the 
cooling equipment is to be rated for an ambient temper- 
ature of not less than 45°C; and 

e alarms are provided, at a continually attended control 
station, to indicate any malfunction of the cooling units. 

See also Ch 1,1.3.3. 


1.9.5 Where equipment is to comply with 1.9.4, it is to be 
ensured that electrical cables for their entire length are 
adequately rated for the maximum ambient temperature to 
which they are exposed along their length. 


1.9.6 Equipment used for cooling and maintaining the 
lesser ambient temperature in accordance with 1.9.4 are 
considered essential services and are to satisfy the 
requirements of 5.2. 


1.10 Inclination of craft 

1.10.1 | Emergency and essential electrical equipment is to 
operate satisfactorily under the conditions as shown in 
Table 1.4.1 in Pt 9, Ch 1. 


1.11 Location and construction 

7.11.1. All electrical equipment is to be constructed or 

selected, and installed such that: 

(a) live parts cannot be inadvertently touched, unless they 
are supplied at the safety voltage specified in 1.12.2(h); 

(b) it does not cause injury when handled or touched in the 
normal manner; and 

(c) itis unaffected by any water, steam or oil and oil vapour 
to which it is likely to be exposed. 

Electrical equipment having, as a minimum, the degrees of 

protection as specified in IEC 60092-201 for the relevant 

location will satisfy these requirements. 


1.11.2 | Switchboards, section boards and distribution 
boards supplying essential and emergency services, as well as 
cables from the respective generators to and between these 
boards, are to be arranged to avoid areas of high fire risk and 
elevated temperatures, for example, in close proximity to 
incinerators and boilers. 


1.11.3 Electrical equipment, as far as is practicable, is to 

be located: 

(a) such that it is accessible for the purpose of maintenance 
and survey; 

(b) clear of flammable material; 
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(c) in spaces adequately ventilated to remove the waste 
heat liberated by the equipment under full load conditions, 
at the ambient conditions specified in 1.9; 

(d) where flammable gases cannot accumulate. If this is not 
practicable, electrical equipment is to be of the appropriate 
‘safe-type’, see Section 14; 

(e) where it is not exposed to the risk of mechanical injury 
or damage from water, steam or oil. 


1.11.4 | Equipment design and the choice of materials are 

to reduce the likelihood of fire, ensuring that: 

(a) where the electrical energised part can cause ignition 
and fire, it is contained within the bounds of the 
enclosure of the electrotechnical product; 

(b) the design, material(s) and construction of the enclosure 
minimises, as far as is practicable, any internal ignition 
causing ignition of adjacent materials; and 

(c) where surfaces of the electrotechnical products can be 
exposed to external fire, they do not, as far as practicable, 
contribute to the fire growth. 

NoTE 

Compliance with IEC 60695: Fire hazard testing, or an 

alternative and acceptable Standard, will satisfy this require- 

ment, see also 1.16.4. 


7.11.5 Insulating materials and insulated windings are to 
be resistant to tracking, moisture, sea air, oil and oil vapour 
unless special precautions are taken to protect them. 


7.77.6 The minimum creepage and clearance distances 
provided for electrical connections, terminals and similar bare 
live parts are to be in accordance with a relevant International 
or National Standard for the equipment or apparatus 
concerned. In cases where the rated voltage is outside that 
given in the Standard or where no Standard is available, the 
minimum creepage and clearance distances provided are to 
be in accordance with 7.5. Details of alternatives proposals 
including supporting design rationale and demonstration may 
be submitted for consideration. 


1.11.7 Studs, screw-type or spring-type clamp terminations, 
satisfactory for the normal operating currents and voltages, are 
to be provided in electrical equipment for the connection of 
external cable, or bus-bar conductors, as appropriate, see also 
11.15. There is to be adequate space and access for the 
terminations. 


7.11.8 The design of equipment is to enable ease of 
access to all parts requiring inspection or replacement in 
service. 


1.11.9 | Equipment is not to remain alive through the control 
circuits and/or pilot lamps when switched off by the control 
switch. This does not apply to synchronising switches and/or 
plugs. 


7.11.10 The operation of all electrical equipment and the 
lubrication arrangements are to be efficient under such 
conditions of vibration and shock as arise in normal practice. 


7.171.117 All nuts, screws and clamping devices used in 
connection with current-carrying, supporting and working 
parts are to be provided with means to ensure that they cannot 
work loose by vibration and shock as arise in normal practice. 


1.11.12 To allow ease of access, connectors are to be 
spaced far enough apart to permit connection and discon- 
nection. At test points, adequate clearance is to be provided 
between connection points and controls to provide access for 
testing. 


7.11.13 Conductors and equipment are to be placed at 
such a distance from the magnetic compasses, or are to be 
so disposed, that the interfering magnetic field is negligible 
when circuits are switched on and off. 


71.11.14 Where electrical power is used for propulsion, the 
equipment is to be so arranged that it will operate satisfacto- 
rily in the event of partial flooding by bilge water above the 
tank top up to the bottom floor plate level, under the normal 
angles of inclination given in 1.10 for essential electrical equip- 
ment, see Pt 15, Ch 2. 


1.12 Earthing of non-current carrying parts 

1.12.1 Except where exempted by 1.12.2, all non-current 
carrying exposed metal parts of electrical equipment and 
cables are to be earthed. 


1.12.2 The following parts may be exempted from the 

requirements of 1.12.1: 

(a) lamp-caps, where suitably shrouded; 

(b) shades, reflectors and guards supported on lampholders 
or light fittings constructed of, or shrouded in, non- 
conducting material; 

(c) metal parts on, or screws in or through, non-conducting 
materials, which are separated by such material from 
current-carrying parts and from earthed non-current 
carrying parts in such a way that in normal use they 
cannot become live or come into contact with earthed 
parts; 

d) apparatus which is constructed in accordance with the 
principle of double insulation; 

e) bearing housings which are insulated in order to prevent 
circulation of current in the bearings; 

f) clips for fluorescent lamps; 

g) cable clips and short lengths of pipes for cable 
protection; 

h) apparatus supplied at a safety voltage not exceeding 
50 V d.c. or 50 V a.c., between conductors, or between 
any conductor and earth in a circuit isolated from the 
supply. Autotransformers are not to be used for the 
purpose of achieving the alternating current voltage; 

(j) | apparatus or parts of apparatus which although not 
shrouded in insulating material is nevertheless otherwise 
so guarded that it cannot be touched and cannot come 
in contact with exposed metal. 


7.12.3 Where extraneous-conductive parts (i.e. parts not 
forming part of the electrical installation and liable to introduce 
an electric potential) are not bonded by separate earthing 
conductors, details are to be submitted that demonstrate that 
a permanent, metal-to-metal connection of negligible 
impedance, which will not degrade due to corrosion or 
vibration, will be achieved. 
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1.12.4 Armouring, braiding and other metal coverings of 
cables are to be effectively earthed. Where the armouring, 
braiding and other metal coverings are earthed at one end 
only, they are to be adequately protected and insulated at the 
unearthed end with the insulation being suitable for the 
maximum voltage that may be induced. See 14.1 for earthing 
of cables in hazardous zones or spaces. 


1.12.5 The electrical continuity of all metal coverings of 
cables throughout the length of the cable, particularly at joints 
and tappings, is to be ensured. 


1.12.6 Metal parts of portable appliances, other than 
current-carrying parts and parts exempted by 1.12.2 are to 
be earthed by means of an earth-continuity conductor in the 
flexible cable or cord through the associated plug and 
socket-outlet. 


1.12.7. Earthing conductors are to be of copper or other 
corrosion-resistant material and be securely installed and 
protected where necessary against damage and also, where 
necessary, against electrolytic corrosion. Connections are to 
be so secured that they cannot work loose under vibration. 


7.12.8 The nominal cross-section areas of copper earth- 
ing conductors are, in general to be equal to the cross-section 
of the current-carrying conductor up to 16 mm2. Above this 
figure they are to be equal to at least half the cross-section of 
the current-carrying conductor with a minimum of 16 mm2. 
Every other earthing conductor is to have a conductance not 
less than that specified for an equivalent copper earthing 
conductor. 


1.12.9 | The connection of the earthing conductor to the hull 
of the craft is to be made in an accessible position, and is to 
be secured by a screw or stud of a diameter appropriate for 
the size of earthing conductor, but not less than 6 mm which 
is to be used for this purpose only. Bright metallic surfaces at 
the contact areas are to be ensured immediately before the 
nut or screw is tightened and, where necessary, the joint is to 
be protected against electrolytic corrosion. The connection is 
to remain unpainted. 


1.13 Electrical bonding for the control of 
static electricity 


1.13.1 In non-metallic craft, all metallic parts of the craft 
are to be electrically bonded together, as far as possible, in 
consideration of galvanic corrosion between dissimilar metals, 
to ensure an earth return path and to connect the craft to the 
water when water-borne. This does not apply to isolated 
components which cannot become live, nor require control of 
static electricity. 


1.13.2 Bonding straps for the control of static electricity 
are required for piping systems, including pressure refuelling 
points, which are not electrically continuous throughout their 
length and for flammable products, which are not permanently 
connected to the hull of the craft either directly or via their 
bolted or welded supports and where the resistance between 
them and the hull exceeds 1MQ. 


| 1.13.3 Where bonding straps are required for the control 


of static electricity, they are to be robust, that is, having a 
cross-sectional area of at least 10 mm?, and are to comply 
with 1.12.7 and 1.12.9. 


1.14 Labels, signs and notices 


1.14.1 Labels, signs and notices required by this Chapter 
are to be positioned in clearly visible locations which will not 
be obscured. 


1.14.2 Labels, signs and notices are to be easy to read 
under the expected operating conditions. Character height in 
accordance with Table 2.1.1 will be considered to satisfy this 
requirement. 


Table 2.1.1 Character height and viewing distance 


Minimum character 
height (mm) 


Work area 


Less than 500 2,3 
500-1000 4,7 
1000-2000 9,4 
2000-4000 19 
4000-8000 38 


1.14.3 Controls, indicators and displays required by this 
Chapter are to be labelled to indicate their function. Labels 
are to be positioned in a manner that associates the label with 
the item being labelled. 


1.14.4 Labels, signs and notices are to use short, clear 

messages. In general, warning signs and notices are to 

comprise: 

e —aword signalling the gravity of the risk (e.g., Danger, 
Warning or Caution); 

e —astatement of the nature and/or consequence of the 
hazard; and 

e wherever practical, an instruction giving appropriate 
behaviour to avoid the hazard. 


1.15 Alarms 


7.15.1. Where alarms are required by this Chapter they are 
to be arranged in accordance with Ch 1,2.3. Sound signal 
equipment, fire and general alarm bells are not required to be 
supplemented by visual indications, except in areas having 
high levels of background noise, such as machinery spaces. 


7.15.2 The alarms in this Chapter are additional to those 
required by Chapter 1. They may however form part of the 
alarm system that is required by Chapter 1. 


1.15.3 Cables for emergency alarms and their power 


sources are to be in accordance with 1.16. 
1 
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1.15.4 Electrical equipment and cables for emergency 
alarms are to be so arranged that the loss of alarms in any 
one area due to localised fire, collision, flooding or similar 
damage is minimised, see 1.16. 


1.16 Operation under fire conditions 

1.76.1 As aminimum, the following emergency services 

and their emergency power supplies, are required to be 

capable of being operated under fire conditions: 

e Emergency fire pump. 

e Fire safety stops, see also 17.6. 

e Control and power systems to power-operated water- 
tight doors and status indication for all fire doors. 

e Control and power systems to power-operated fire doors 
and their status indication. 

e Emergency lighting. 

e Fire and general alarms. 

e Fire detection systems. 

e Fire-extinguishing systems and fire-extinguishing media 
release alarms. 

e —_Low location lighting, see a/so 18.4.3. 

e Public address systems. 


7.16.2 Where cables for services that are required to be 
capable of being operated under fire conditions, including 
their power supplies, pass through high fire risk areas, main 
vertical or horizontal fire zones or decks other than those 
which they serve, they are to be of a fire resistant type 
complying with 11.5.3, and: 

(a) in the case of the emergency services: the fire resistant 
cable is to extend, at least, from the control/monitoring 
panel to the nearest local junction box serving the 
relevant deck/area; and 

(b) in the case of power supplies: the fire resistant cable is to 
extend, at least, from the distribution point within the 
space containing the emergency source of electrical 
power to the nearest local distribution panel serving the 
relevant deck/area. 


7.16.3 Electrical cables for the above services required to 
be capable of being operated under fire conditions, including 
their power supplies, are to be run as directly as is practicable, 
having regard to any special installation requirements, for 
example those concerning minimum bend radii. 


1.16.4 In addition to 1.11.4, materials used for electrical 
equipment, cables and accessories within passenger 
accommodation areas are not to be capable of producing 
excessive quantities of smoke and toxic products, when 
tested in accordance with an acceptable and relevant Standard. 


1.17 Lightning protection 

1.17.1. In order to minimise the risks of damage to the craft 
and its electrical installation due to lightning, crafts having 
non-metallic masts or topmasts are to be fitted with lightning 
conductors in accordance with the applicable requirements 
of IEC 60092-401 Electrical installations in ships. Part 401: 
Installation and test of completed installation or an alternative 
and relevant National Standard. 


1.17.2 |In addition to the primary protection requirements 
in 1.17.1, precautions are to be taken to protect essential 
electronic equipment that may be susceptible to damage from 
voltage pulses attributable to the secondary effects of 
lightning. This may be achieved by suitable design and/or the 
use of additional protective devices, such as surge arrestors. 
Resultant induced voltages may be further reduced by the use 
of earthed metallic screened cables. 


| 1.18 Programmable electronic systems 

| 7.18.1 | Where programmable electronic systems are imple- 
mented and used to control the electrical installation, or to 
provide safety functions in accordance with the requirements 
of this Chapter (e.g. electric propulsion, circuit-breaker 
settings, switchgear and control gear controllers, etc.), the 
arrangements are to satisfy the applicable requirements of 
Ch 1,2.10 to 2.13. 


1.18.2 Where 1.18.1 applies, proposed modifications to 
software and acceptance testing and trials are to be in accor- 
dance with Ch 1,1.4 and Section 7 as applicable. 


LJ Section 2 
Main source of electrical power 


2.1 General 
2.1.1 The main source of electrical power is to comply 


with the requirements of this Section without recourse to the 
emergency source of electrical power. 


2.2 Number and rating of generators and 
converting equipment 
2.2.1 Under seagoing conditions, the number and rating 


of service generating sets and converting sets, such as 

transformers and semi-conductor converters, when any one 

generating set or converting set is out of action, are: 

(a) to be sufficient to ensure the operation of electrical 
services for essential equipment and habitable conditions; 

(b) to have sufficient reserve capacity to permit the starting of 
the largest motor without causing any motor to stall or any 
device to fail due to excessive voltage drop on the system; 

(c) to be capable of providing the electrical services 
necessary to start the main propulsion machinery from 
a ‘dead craft condition’. The emergency source of 
electrical power may be used to assist if it can provide 
power at the same time to those services required to be 
supplied by Section 3, see also 2.3.2. 


2.2.2 The arrangement of the craft’s main source of 
power is to be such that the operation of electrical services 
for essential equipment and habitable conditions can be 
maintained regardless of the speed and direction of the 
propulsion machinery shafting. 
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2.2.3 Where the electrical power requirement to maintain 
the craft in a normal operational and habitable condition is 
usually supplied by one generating set, arrangements are to 
be provided to prevent overloading of the running generator, 
see 6.9. On loss of power there is to be provision for automatic 
starting and connecting to the main switchboard of the 
standby set in as short a time as practicable, but in any case 
within 45 seconds, and automatic sequential restarting of 
essential services, see 1.6.1, in as short a time as practicable. 
NOTE 

Where the prime mover starting time will result in exceeding 
this starting and connection time, details are to be submitted 
for consideration. 


2.3 Starting arrangements 

2.3.1 The starting arrangements of the generating sets’ 
prime movers are to comply with the requirements of Pt 10, 
Ch 1 and 2 as applicable. 


2.3.2 Where the emergency source of electrical power is 
required to be used to restore propulsion from a ‘dead craft 
condition’, the emergency generator is to be capable of 
providing initial starting energy for the propulsion machinery 
within 30 minutes of the ‘dead craft condition’. The emergency 
generator capacity is to be sufficient for restoring propulsion 
in addition to supplying those services in 3.2.7(a), 3.2.7(b), 
8.2.7(c) for passenger craft and yachts greater than 500gt; or 
3.3.7(a), 3.3.7(b), 3.3.7(c) and 3.3.7(d)(i) and (vi) for craft 
required to comply with HSC code; or 3.4.3(a) to (e) and (f) (i) 
as applicable. See Pt 10, Ch 1,7.1.1 and Ch 2,6.1.1 for start- 
ing arrangements. 


2.4 Prime mover governors 

2.4.1 The governing accuracy of the generating sets’ 
prime movers is to meet the requirements of Pt 10, Ch 1 and 
Ch 2. 


2.4.2 The maximum electrical step load switched on or 
off is not to cause the frequency variation of the electrical 
supply to exceed the parameters given in 1.8.2, see also 
Pt 10, Ch 1 and Ch 2. 


2.5 Main propulsion driven generators not 
forming part of the main source of electrical 
power 

2.5.1 Generators and generator systems, having the 


craft’s propulsion machinery as their prime mover but not 
forming part of the craft’s main source of electrical power may 
be used whilst the craft is at sea to supply electrical services 
required for normal operational and habitable conditions 
provided that the requirements of 2.5.2 to 2.5.4 are satisfied. 


2.5.2 Within the declared operating range of the genera- 
tors and/or generator system, the specified voltage and 
frequency variations of the Rules are to be met. 


2.5.3 Where there is remote control of the propulsion 
machinery, arrangements are to ensure that essential machinery 
power supplies are maintained during manoeuvring conditions 
in order to prevent a blackout situation. 


2.5.4 In addition to the requirements of 2.2.3, arrange- 
ments are to be fitted to automatically start one of the 
generators forming the main source of power should the 
frequency variations exceed those permitted by the Rules. 


a Section 3 
Emergency source of electrical 


power 
3.1 General 
com ee The requirements of this Section apply to passenger 


craft, to yachts that are 500 gt or more, to cargo craft, patrol 
and pilot craft, workboats and other similar craft of 
500 tons gross tonnage and above, and to cargo craft, patrol 
and pilot craft, workboats and other similar craft of less than 
500 tons gross tonnage for operation in Service Groups 4 
and 5. For other craft, see Section 20. 


3.1.2 Passenger craft and cargo craft constructed in 
compliance with the HSC Code are to comply with 3.3. Other 
specified craft are to comply with 3.2 or 3.4 as applicable. 


3.1.3 The emergency source of power for other craft will 
be the subject of special consideration, with due regard to the 
size and the intended service of the craft. 


3.1.4 Where the main source of electrical power is 
located in two or more compartments which are not 
contiguous, each of which has its own self-contained 
systems, including power distribution and control systems, 
completely independent of each other and such that a fire or 
other casualty in any one of the spaces will not affect the 
power distribution from the others, or to the services required 
by 3.2, 3.3 or 3.4, the requirements of this Section may be 
considered satisfied without an additional emergency source 
of electrical power, provided that: 

(a) there is at least one generating set of sufficient capacity 
to meet the requirements of 3.2, 3.3 or 3.4 in each of at 
least two non-contiguous spaces; 

(b) the generator sets referred to in 3.1.4(a) and their self- 
contained systems are installed such that a source of 
electrical power remains available at all times to supply 
emergency services after damage or flooding in any one 
compartment. 


CH ere} Non-passenger type craft of 300 tons gross 
tonnage and above are to comply with 3.7. 
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3.2 Emergency source of electrical power in 
passenger craft and for yachts that are 500 gt 
or more 


3.2.1 A self-contained emergency source of electrical 
power is to be provided. 


3.2.2 The emergency source of electrical power, associ- 
ated transforming equipment, if any, transitional source of 
emergency power, emergency switchboard and emergency 
lighting switchboard are to be located above the waterline in 
the final condition of damage, be operable in that condition, 
and be readily accessible from the open deck. They are not 
to be located forward of the collision bulkhead, if fitted. 
Consideration may also be given to alternative arrangements, 
such as 3.1.4, which provide an equivalent degree of safety 
from fire and flooding. 


3.2.3 The location of: 

e the emergency source of electrical power and associ- 
ated transforming equipment, if any; 

e the transitional source of emergency power; 

e the emergency switchboard; and 

e the emergency lighting switchboard; 

in relation to: 

e the main source of electrical power, associated trans- 
forming equipment, if any; and 

e — the main switchboard; 

is to be such as to ensure that a fire or other casualty in 

spaces containing: 

e the main source of electrical power, associated trans- 
forming equipment, if any, and the main switchboard; or 

e in any machinery space of Category A; 

will not interfere with the supply, control and distribution of 

emergency electrical power. 


3.2.4 The space containing: 

e the emergency source of electrical power, associated 
transforming equipment, if any; 

e the transitional source of emergency electrical power; 
and 

e the emergency switchboard; 

is not to be contiguous to the boundaries of machinery 

spaces of Category A or those spaces containing: 

e the main source of electrical power, associated trans- 
forming equipment, if any; or 

e — the main switchboard. 


3.2.5 Where compliance with 3.2.3 or 3.2.4 is not practica- 
ble, details of the proposed arrangements are to be submitted. 


3.2.6 Provided that suitable measures are taken for safe- 
guarding independent emergency operation under all 
circumstances, the emergency generator may be used 
exceptionally, and for short periods, to supply non-emergency 
circuits. Failure of the emergency switchboard when being 
used in other than an emergency is not to put at risk the 
operation of the craft or yacht. 


3.2.7 The electrical power available is to be sufficient to 
supply all those services that are essential for safety in an 
emergency, due regard being paid to such services as may 
have to be operated simultaneously. The emergency source of 
electrical power is to be capable, having regard to starting 
currents and the transitory nature of certain loads, of 
supplying simultaneously at least the following services for the 
periods specified hereinafter, if they depend upon an electrical 
source for their operation: 

(a) for a period of 86 hours, emergency lighting: 

i) at every lifeboat or liferaft preparation station, 
muster and embarkation station and oversides; 

ii) in alleyways, stairways and exits, giving access 
to the muster and embarkation stations; 

iii) in all service and accommodation alleyways, 
stairways and exits and personnel lift cars; 

iv) in the machinery spaces, and main generating 
stations including their control positions; 

v) — in all control stations, machinery control rooms, 
and at each main and emergency switchboard; 

vi) at the stowage positions for firemen’s outfits and 
life saving appliances; 

vii) at the steering gear; and 

viii) at the fire pump, the sprinkler pump and the 
emergency bilge pump and at the starting 
position of their motors. 

(b) for a period of 36 hours: 

i) the navigation lights, and other lights as required 
by the International Regulations for Preventing 
Collisions at Sea in force; and 

ii) the radiocommunications, as required by statu- 
tory regulations. 

(c) fora period of 36 hours: 

i) all internal communication equipment required in 
an emergency; 

ii) the navigational equipment as required by 
statutory regulations; where such provision is unrea- 
sonable or impracticable this requirement may be 
waived for craft of less than 5000 tons gross; 

(iii) the fire detection, fire alarm and general alarm 
system, manual alarms, and the fire door holding 
and release system; and 

(iv) — the intermittent operation of the daylight signalling 
lamps, the craft’s whistle, the manually-operated 
call points and all internal signals that are required 
in an emergency; 

unless such services have an independent supply for the 
period of 36 hours from an accumulator battery, suitably 
located for use in an emergency; 

(d) fora period of 36 hours: 

(i) emergency fire pump; 

(ii) the automatic sprinkler pump, if fitted; 

(iii) | the emergency bilge pump and all the equipment 
essential for the operation of electrically powered 
remote controlled bilge valves; and 

(iv) essential electrically powered instruments and 
control for propulsion machinery, if alternate sources 
of power are not available for such devices. 

(e) for a period of 10 min, power drives for directional 
control devices including those required to direct thrust 
forward and astern, unless there is a manual alternative 
complying with Pt 14, Ch 1,6.1.4; 
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(f) for a period of half an hour; 

(i) any watertight doors required by Chapter 2 to be 
power operated together with their control, 
indication and alarm signals; 

(ii) the emergency arrangements to bring the lift cars 
to deck level for the escape of persons. The 
passenger lift cars may be brought to deck level 
sequentially in an emergency; 

(g) | where applicable, the services required by 2.3.2; and 
(nh) where applicable, the air compressors for breathing 
apparatus cylinders referred to in 17.10.1. 


3.2.8 The emergency source of electrical power may be 

either a generator or an accumulator battery, which is to 

comply with the following: 

(a) Where the emergency source of electrical power is a 
generator it is to be: 

(i) driven by a suitable prime mover with an 
independent supply of fuel having a flash point 
(closed cup test) of not less than 43°C; 

(ii) started automatically upon failure of the electrical 
supply from the main source of electrical power 
and is to be automatically connected to the 
emergency switchboard; those services referred 
to in 3.2.7 are then to be transferred automati- 
cally to the emergency generating set. The 
automatic starting system and the characteristics 
of the prime mover are to be such as to permit 
the emergency generator to carry its full rated 
load as quickly as is safe and practicable, subject 
to amaximum of 45 seconds; and 

(iii) | provided with a transitional source of emergency 
electrical power according to 3.2.9. 

(b) Where the emergency source of electrical power is an 
accumulator battery, it is to be capable of: 

(i) carrying the emergency electrical load without 
recharging while maintaining the voltage of the 
battery throughout the discharge period within 
12 per cent above or below its nominal voltage; 

(ii) automatically connecting to the emergency 
switchboard in the event of failure of the main 
source of electrical power; and 

(iii) immediately supplying at least those services 
specified in 3.2.9. 


3.2.9 The transitional source of emergency electrical 
power required by 3.2.8 may consist of an accumulator 
battery suitably located for use in an emergency which is to 
operate without recharging while maintaining the voltage of 
the battery throughout the discharge period within 12 per cent 
above or below its nominal voltage and be of sufficient 
capacity and so arranged as to supply automatically in the 
event of failure of either the main or emergency source of 
electrical power for half an hour at least the following services, 
if they depend upon an electrical source for their operation: 
(a) (i) the lighting required by 3.2.7(a) and (b); 

(ii) the services required by 3.2.7(c)(i), (ili) and (iv) 
unless such services have an independent supply 
for the period specified from an accumulator 
battery suitably located for use in an emergency; 


(b) with respect to watertight doors: 

(i) power to operate the watertight doors but not 
necessarily simultaneously, unless an independent 
temporary source of stored energy is provided. 
The power source should have sufficient capacity 
to operate each door at least three times i.e. 
closed-open-closed, against an adverse list of 
19°; 

(ii) power to the control, indication and alarm circuits 
for the watertight doors. 


3.2.10 |The emergency switchboard is to be installed as 
near as is practicable to the emergency source of electrical 
power. 


3.2.11 Where the emergency source of electrical power is 
a generator, the emergency switchboard is to be located in 
the same space unless the operation of the emergency 
switchboard would thereby be impaired. 


3.2.12 No accumulator battery fitted in accordance with 
this Section, unless for engine starting, is to be installed in the 
same space as the emergency switchboard. An indicator is 
to be mounted in a suitable place on the main switchboard or 
in the machinery control room to indicate when the batteries 
constituting either the emergency source of electrical power 
or the transitional source of emergency electrical power are 
being discharged, and provision is to be made to charge them 
in situ from a reliable on board supply. 


3.2.13 The emergency switchboard is to be supplied 
during normal operation from the main switchboard by an 
interconnector feeder which is to be adequately protected at 
the main switchboard against overload and short circuit and 
which is to be disconnected automatically at the emergency 
switchboard upon failure of the main source of electrical 
power. Where the system is arranged for feedback operation, 
the interconnector feeder is also to be protected at the 
emergency switchboard at least against short circuit. 


3.2.14 In order to ensure the ready availability of the 
emergency source of electrical power to supply circuits 
required to provide emergency services, arrangements are to 
be made, where necessary, to automatically disconnect non- 
emergency circuits from the emergency switchboard in the 
event of overloading to ensure that electrical power is 
available to the emergency circuits. 


3.2.15 — Provision is to be made for the periodic testing of 
the complete emergency system and is to include the testing 
of automatic starting arrangements. 
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3.2.16 — In addition to the emergency lighting required by 

3.2.7(a) passenger craft with roll on-roll off cargo spaces or 

special category spaces, are to be provided with the following: 

(a) in all passenger public spaces and alleyways supple- 
mentary electric lighting that can operate for at least 
three hours when all other sources of electric power have 
failed and under any condition of heel. The illumination 
provided is to be such that the approach to the means of 
escape can be readily seen. The source of power for the 
supplementary lighting is to consist of accumulator 
batteries within the lighting units that are continuously 
charged where practicable, from the emergency switch- 
board. Consideration may be given to other means of 
lighting which is at least as effective. The supplementary 
lighting is to be such that any failure of the lamp will be 
immediately apparent. Any accumulator battery provided 
is to be replaced at intervals having regard to the 
specified service life in the ambient conditions that they 
are subject to in service. 

(bo) A portable rechargeable battery operated lamp is to be 
provided in every crew space alleyway, recreational 
space and every working space which is normally 
occupied unless supplementary emergency lighting, as 
required by (a) is provided. 


3.2.17 Alesser period than the 36 hour period specified in 
3.2.7, but not less than 18 hours, may be considered for 
yachts of 500 gt or more when in accordance with the 
relevant Statutory Regulations of the National Authority of the 
country in which the craft is to be registered. 


3.3 Emergency source of electrical power in craft 
required to comply with the HSC Code 


3.3.1 The arrangements for the emergency source of 
electrical power are to satisfy the requirements of this sub- 
Section and, additionally, 3.2.1, 3.2.6, 3.2.8, 3.2.11 and 
3.2.13 to 3.2.15. 


3.3.2 The emergency source of electrical power, 
associated transforming equipment, if any, transitional source 
of emergency power, emergency switchboard and emergency 
lighting switchboard are to be located above the waterline in 
the final condition of damage, be operable in that condition, 
and be readily accessible from the open deck. They are not 
to be located forward of the collision bulkhead, if fitted. 


33:3 The location of: 

e the emergency source of electrical power and associ- 
ated transforming equipment, if any; 

e the transitional source of emergency power; 

e the emergency switchboard; and 

e the emergency lighting switchboard; 

in relation to: 

e the main source of electrical power, associated trans- 
forming equipment, if any, and; 

e — the main switchboard; 

is to be such as to ensure that a fire or other casualty in 

spaces containing: 

e the main source of electrical power, associated trans- 
forming equipment, if any, and the main switchboard; 

e — orin any machinery space; 

will not interfere with the supply, control and distribution of 

emergency electrical power. 


3.3.4 The space containing: 

e the emergency source of electrical power, associated 
transforming equipment, if any; 

e the transitional source of emergency electrical power; 
and 

e — the emergency switchboard; 

is not to be contiguous to the boundaries of machinery 

spaces and those spaces containing: 

e the main source of electrical power, associated trans- 
forming equipment, if any; or 

e — the main switchboard. 


3.3.5 Where compliance with 3.3.3 or 3.3.4 is not practi- 
cable, details of the proposed arrangements are to be 
submitted. 


3.3.6 For passenger craft with the restrictive notation 
Passenger (A), the emergency source of power is to be 
capable of supplying simultaneously the services referred to in 
3.3.7(a), 3.3.7(b) and 3.3.7(d)(ii) and (vi), for a period of 5 
hours, the services referred to in 3.3.7(c) and (e) for the 
periods specified, and, additionally, the ‘Not under command’ 
lights for a period of 12 hours. 


3.3.7 The electrical power available is to be sufficient to 
supply all those services that are essential for safety in an 
emergency, due regard being paid to such services as may 
have to be operated simultaneously. The emergency source of 
electrical power is to be capable, having regard to starting 
currents and the transitory nature of certain loads, of supplying 
simultaneously at least the following services for the periods 
specified hereinafter, if they depend upon an electrical source 
for their operation: 

(a) for a period of 12 hours, emergency lighting: 

(i) at the stowage positions of life-saving appliances 
and, additionally, for passenger craft at the 
preparation, launching and deployed positions of 
survival craft and equipment for embarkation into 
those craft; 

ii) at all escape routes, such as alleyways, 
stairways, exits from accommodation and service 
spaces, embarkation points, etc.; 

iii) in the passenger compartments or public spaces, 
if any; 

iv) in the machinery spaces, and main emergency 
generating spaces including their control positions; 

v) — in control stations; 

vi) at the stowage positions for fireman’s outfits; and 

vii) at the steering gear; 

(b) for a period of 12 hours: 

i) the navigation lights, and other lights required by 
the International Regulations for Preventing 
Collisions at Sea in force; 

ii) electrical internal communication equipment for 
announcements during evacuation; 

iii) fire detection and general alarm system and 
manual fire-alarms; and 

iv) remote control devices of fire-extinguishing 
systems if electrical; 

(c) fora period of four hours of intermittent operation: 

i) the daylight signalling lamps, if they have no 
independent supply from their own accumulator 
battery; and 

ii) the craft’s whistle or siren, if electrically driven; 
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(d) for a period of 12 hours: 

(i) the navigational equipment as required by statutory 
Regulations; where such provision is unreasonable 
or impracticable, this requirement may be waived 
for craft of less than 5000 gross tonnage; 

(ii) essential electrically powered instruments and 
controls for propulsion machinery, if alternate 
sources of power are not available for such 
devices; 

(iii) | emergency fire pump; 

(iv) the automatic sprinkler pump and drencher 
pump, if fitted; 

(v) | the emergency bilge pump and all the equipment 
essential for the operation of electrically powered 
remote controlled bilge valves; and 

(vi) the craft radio facilities required to be available in 
an emergency; 

(e) for a period of 10 minutes: 

(i) power drives for directional control devices 
including those required to direct thrust forward 
and astern, unless there is a manual alternative 
complying with Pt 14, Ch 1,6.1.4; 

(f) | for Passenger (B) craft only, for a period of half an hour: 

(i) power operated sliding watertight doors together 
with their indicators and warning signals. 

(g) for any passenger high speed craft with lifts, for a period 
of half an hour: 

(i) the emergency arrangements to bring the lift cars 
to deck level for the escape of persons. The 
passenger lift cars may be brought to deck level 
sequentially in an emergency. 


3.3.8 The emergency source of electrical power may be 

either a generator or an accumulator battery, which is to 

comply with the following: 

(a) Where the emergency source of electrical power is a 
generator it is to be: 

(i) driven by a suitable prime mover with an 
independent supply of fuel, having a flashpoint 
(closed cup test) of not less than 43° C; 

(ii) | started automatically upon failure of the main 
source of electrical power supply unless a 
transitional source of emergency electrical power 
complying with 3.3.9 is provided; where the 
emergency generator is automatically started, it 
is to be automatically connected to the emergency 
switchboard; those services referred to in 3.3.9 
are to be connected automatically to the emer- 
gency generator; and 

(iii) | provided with a transitional source of emergency 
electrical power as specified in 3.3.9, except on 
cargo craft where it may be omitted when an emer- 
gency generator is provided capable both of 
supplying the services mentioned in that paragraph 
and of being automatically started and supplying the 
required load as quickly as is safe and practicable 
subject to a maximum of 45 seconds. 


(b) Where the emergency source of electrical power is an 
accumulator battery it is to be capable of: 

(i) carrying the emergency electrical load without 
recharging while maintaining the voltage of the 
battery throughout the discharge period within 
12 per cent above or below its nominal voltage; 

(ii) automatically connecting to the emergency 
switchboard in the event of failure of the main 
source of electrical power; and 

(iii) | immediately supplying at least those services 
specified in 3.3.9. 


3.3.9 The transitional source of emergency electrical 
power where required by 3.3.8 is to consist of an accumula- 
tor battery suitably located for use in an emergency which is 
to operate without recharging while maintaining the voltage of 
the battery throughout the discharge period within 12 per cent 
above or below its nominal voltage and be of sufficient 
capacity and is to be so arranged as to supply automatically 
in the event of failure of either the main or the emergency 
source of electrical power for half an hour at least the 
following services if they depend upon an electrical source for 
their operation: 

(a) the lighting required by 3.3.7(a) and (b). For this transi- 
tional phase, the required emergency electric lighting, in 
respect of the machinery space and accommodation 
and service spaces, may be provided by permanently 
fixed, individual, automatically charged, relay operated 
accumulator lamps; and 

the services required by 3.3.7(b6) and (c); 

with respect to watertight doors: 

(i) power to operate the watertight doors but not 
necessarily simultaneously, unless an independent 
temporary source of stored energy is provided. 
The power source should have sufficient capacity 
to operate each door at least three times, i.e. 
closed-open-closed, against an adverse list of 
15°; and 

(ii) power to the control, indication and alarm circuits 
for the watertight doors. 

Alternatively, the above services may have independent 
supplies, for the period specified, from accumulator batteries 
suitably located for use in an emergency. 


OKs 


3.3.10 For passenger craft, propulsion and direction 
system instruments and controls power supplies are to be 
arranged to provide an uninterruptible supply of emergency 
power. 


3.3.11 No accumulator battery fitted in accordance with 
this Section, unless for engine starting, is to be installed in the 
same space as the emergency switchboard. An indicator is 
to be mounted in a suitable place in the craft’s operating 
compartment to indicate when the batteries constituting either 
the emergency source of electrical power or the transitional 
source of electrical power are being discharged, and provi- 
sion is to be made to charge them in situ from a reliable on 
board supply. 
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3.3.12 — In addition to the emergency lighting required by 
3.3.5(a) to (c), passenger craft with roll on-roll off spaces are 
to be provided with the following: 

(a) in all passenger public spaces and alleyways supple- 
mentary electric lighting that can operate for at least 
three hours when all other sources of electric power have 
failed and under any condition of heel. The illumination 
provided is to be such that the approach to the means of 
escape can be readily seen. The source of power for the 
supplementary lighting is to consist of accumulator 
batteries within the lighting units that are continuously 
charged, where practicable, from the emergency switch- 
board. Consideration may be given to other means of 
lighting which is at least as effective. The supplementary 
lighting is to be such that any failure of the lamp will be 
immediately apparent. Any accumulator battery provided 
is to be replaced at intervals having regard to the 
specified service life in the ambient conditions that they 
are subject to in service; and 

(bo) a portable rechargeable battery operated lamp is to be 
provided in every crew space alleyway, recreational 
space and every working space which is normally 
occupied unless supplementary emergency lighting, as 
required by (a) is provided. 


3.4 Emergency source of electrical power in 
cargo craft, patrol and pilot craft, workboats 
and other similar craft of 500 tons gross 
tonnage and above; and cargo craft, patrol 
and pilot craft, workboats and other similar 
craft of less than 500 tons gross tonnage 
for operation in Service Groups 4 to 6 


3.4.1 The arrangements for the emergency source of 
electrical power are to satisfy the requirements of this sub- 
Section and, additionally, 3.2.1, 3.2.8, 3.2.6 and 3.2.10 to 
3.2.15. 


3.4.2 The emergency source of electrical power, 
associated transforming equipment, if any, transitional source 
of emergency power, emergency switchboard and emergency 
lighting switchboard are to be located such that the 
emergency generator and the main generators together meet 
the requirements of 3.1.4(a) and (b). 


3.4.3 The electrical power available is to be sufficient to 
supply all those services that are essential for safety in an 
emergency, due regard being paid to such services as may 
have to be operated simultaneously. The emergency source of 
electrical power is to be capable, having regard to starting 
currents and the transitory nature of certain loads, of supply- 
ing simultaneously at least the following services for the 
periods specified hereinafter, if they depend upon an electrical 
source for their operation: 

(a) for a period of three hours, emergency lighting at every 
survival craft preparation station, muster and embarka- 
tion station and over the sides; 

(bo) for a period of 12 hours, emergency lighting: 

(i) at the stowage positions of life-saving appliances: 

(ii) at all escape routes, such as alleyways, stair- 
ways, exits from accommodation and service 
spaces, embarkation points, etc.; 

(iii) in the public spaces, if any; 


(iv) — in the machinery spaces, and main emergency 
generating spaces including their control positions; 

v) in control stations; 

vi) at the stowage positions for fireman’s outfits; 

vii) at the steering gear; and 

vill) at the emergency fire pump, at the sprinkler 
pump, if any, and at the emergency bilge pump, 
if any, and at the starting positions of their 
motors; 

(c) fora period of 12 hours: 

i) the navigation lights, and other lights required by 
the International Regulations for Preventing 
Collisions at Sea in force; and 

ii) the radio communications, as required by statu- 
tory regulations; 

(d) fora period of 12 hours: 

i) electrical internal communication equipment for 
announcements during evacuation; 

ii) fire detection and general alarm system and 
manual fire alarms; and 

iii) | remote control devices of fire-extinguishing 
systems if electrical; 
unless such services have an independent supply for a 
period of 12 hours from an accumulator battery, suitably 
located for use in an emergency; 

(e) for a period of four hours of intermittent operation: 

(i) the daylight signalling lamps, if they have no 
independent supply from their own accumulator 
battery; and 

(ii) the craft’s whistle or siren, if electrically driven; 

(f) fora period of 12 hours: 

(i) the navigational equipment as required by 
statutory regulations; where such provision is 
unreasonable or impracticable, this requirement 
may be waived for craft of less than 5000 tons 
gross tonnage; 

(ii) essential electrically powered instruments and 
controls for propulsion machinery, if alternate 
sources of power are not available for such devices; 

(iii) | emergency fire pump; 

(iv) the automatic sprinkler pump and drencher 
pump, if fitted; and 

(v) the emergency bilge pump and all the equipment 
essential for the operation of electrically powered 
remote controlled bilge valves; 

(g) fora period of 10 min: 

(i) power drives for directional control devices 
including those required to direct thrust forward 
and astern, unless there is a manual alternative 
complying with Pt 14, Ch 1,6.1.4. 

(h) for a period of half an hour: 

(i) any watertight doors required by Chapter 2 to be 
power-operated together with their indicators and 
warning signals; and 

(i) | where applicable, the services required by 2.4.2. 
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3.4.4 The emergency source of electrical power may be 

either a generator or an accumulator battery, which is to 

comply with the following: 

(a) Where the emergency source of electrical power is a 
generator it is to be: 

(i) driven by a suitable prime mover with an 
independent supply of fuel, having a flash point 
(closed cup test) of not less than 43°C; 

(ii) | started automatically upon failure of the main 
source of electrical power supply unless a 
transitional source of emergency electrical power 
in accordance with 3.4.5 is provided; where the 
emergency generator is automatically started, it 
is to be automatically connected to the emergency 
switchboard; those services referred to in 3.4.5 
are to be connected automatically to the emer- 
gency generator; and 

(iii) | provided with a transitional source of emergency 
electrical power as specified in 3.4.5 unless an 
emergency generator is provided capable both of 
supplying the services mentioned in that paragraph 
and of being automatically started and supplying the 
required load as quickly as is safe and practicable 
subject to a maximum of 45 seconds. 

(b) Where the emergency source of electrical power is an 
accumulator battery it is to be capable of: 

(i) carrying the emergency electrical load without 
recharging while maintaining the voltage of the 
battery throughout the discharge period within 
12 per cent above or below its nominal voltage; 

(ii) automatically connecting to the emergency 
switchboard in the event of failure of the main 
source of electrical power; and 

(iii) immediately supplying at least those services 
specified in 3.4.5. 


3.4.5 The transitional source of emergency electrical 
power where required by 3.4.4 is to consist of an accumula- 
tor battery suitably located for use in an emergency which is 
to operate without recharging while maintaining the voltage of 
the battery throughout the discharge period within 12 per cent 
above or below its nominal voltage and be of sufficient capacity 
and is to be so arranged as to supply automatically in the 
event of failure of either the main or the emergency source of 
electrical power for half an hour at least the following services 
if they depend upon an electrical source for their operation: 
(a) the lighting required by 3.4.3(a) to (c). For this transitional 
phase, the required emergency electric lighting, in 
respect of the machinery space and accommodation 
and service spaces may be provided by permanently 
fixed, individual, automatically charged, relay operated 
accumulator lamps, and 
(b) all services required by 3.4.3(d)(i) to (iii) and (e) unless 
such services have an independent supply for the period 
specified from an accumulator battery suitably located 
for use in an emergency. 


(c) with respect to watertight doors: 

(i) power to operate the watertight doors but not 
necessarily simultaneously, unless an independent 
temporary source of stored energy is provided. 
The power source should have sufficient capacity 
to operate each door at least three times i.e. 
closed-open-closed, against an adverse list of 15°; 

(ii) power to the control, indication and alarm circuits 
for the watertight doors for half an hour. 


3.5 Starting arrangements 


3.5.1 Where the emergency source of power is a generator, 
the starting arrangements are to comply with the requirements 
given in Part 10. 


3.6 Prime mover governor 


3.6.1 Where the emergency source of power is a generator, 
the governor is to comply with 2.4. 


3.7 Radio installation 


Bf Every radio installation as required by statutory 
regulations is to be provided with reliable, permanently 
arranged electrical lighting, independent of the main and 
emergency sources of electrical power, for the adequate 
illumination of the radio controls for operating the radio 
installation. 


3.7.2 A reserve source or sources of energy is to be 
provided on every craft, for the purpose of conducting 
distress and safety radio-communications, in the event of 
failure of the craft’s main and emergency sources of electrical 
power. The reserve source or sources of energy is to be 
capable of simultaneously operating the VHF radio installation 
and, as appropriate for the sea or sea area for which the craft 
is equipped, either the MF radio installation, the MF/HF radio 
installation, or the INMARSAT ‘ship to earth’ station and any of 
the additional loads mentioned in 3.7.4, 3.7.5 and 3.7.7 fora 
period of at least one hour. The reserve source or sources of 
energy need not supply independent HF and MF radio 
installations at the same time. 


3.7.3 The reserve source or sources of energy is to be 
independent of the propelling power of the craft and the 
craft’s electrical system. 


3.7.4 Where, in addition to the VHF radio installation, two 
or more of the other radio installations, referred to in 3.7.2, 
can be connected to the reserve source or sources of energy, 
the reserve source or sources are to be capable of simulta- 
neously supplying, for the period specified by 3.7.2, the VHF 
radio installation and: 
(a) all other radio installations which can be connected to the 
reserve source or sources of energy at the same time; or 
(b) whichever of the other radio installations will consume 
the most power, if only one of the other radio installations 
can be connected to the reserve source or sources of 
energy at the same time as the VHF radio installation. 
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BLO The reserve source or sources of energy may be 
used to supply the electrical lighting required by 3.7.1. 


3.7.6 Where a reserve source of energy consists of a 
rechargeable accumulator battery or batteries a means of 
automatically charging the batteries is to be provided which 
is to be capable of recharging them to minimum capacity 
requirements within 10 hours. 


3.7.7 If an uninterrupted input of information from the 
craft’s navigational or other equipment to a radio installation 
as referred to in 3.7.2 is needed to ensure its proper 
performance, means are to be provided to ensure the 
continuous supply of such information in the event of failure 
of the craft’s main or emergency source of electrical power. 


| Section 4 
External source of electrical 
power 


4.1 Temporary external supply (shore supply) 


4.1.1 Where arrangements are made for the supply of 
electricity from a source on shore or elsewhere, a connection 
box is to be installed in a position suitable for the convenient 
reception of flexible cables from the external source and 
containing a circuit-breaker or isolating switch and fuses and 
terminals including one earthed, of ample size and suitable 
shape to facilitate a satisfactory connection of three-phase 
external supplies with earthed neutrals. 


4.1.2 Suitable cables, permanently fixed, are to be 
provided, connecting the terminals in the connection box to a 
linked switch and/or a circuit-breaker at the main switch- 
board. An indicator is to be provided at the main switchboard 
in order to show when the cables are energised. 


4.1.3 Means are to be provided for checking the phase 
sequence of the incoming supply. 


4.1.4 At the connection box a notice is to be provided 
giving full information on the system of supply, the normal 
voltage and frequency of the installation’s system and the 
procedure for carrying out the connection. 

4.1.5 Alternative arrangements may be submitted for 
consideration. 


4.2 Permanent external supply 


4.2.1 Details are to be submitted. 


iS Section 5 
Supply and distribution 


5.1 Systems of supply and distribution 


roe ee The following systems of generation and distribution 
are acceptable: 
(a) d.c., two-wire; 
(b) a.c., single-phase, two-wire; 
(c) a.c., three-phase; 
three-wire; 
four-wire with neutral solidly earthed but without hull 
return. 


SahiZ System voltages for both alternating current and 

direct current in general are not to exceed: 

(a) 15000 V for propulsion purposes; 

(b) 500 V for power, cooking and heating equipment 
permanently connected to fixed wiring; 

(c) 250 V for lighting, heaters in cabins and public rooms, 
and other applications not mentioned above; 

(d) Voltages exceeding these will be the subject of special 
consideration. 


5.1.3 The arrangement of the main system of supply is to 
be such that a fire or other casualty in any space containing 
the main source of electrical power, associated converting 
equipment, if any, the main switchboard or the main lighting 
switchboard will not render inoperable any emergency 
service, other than those located within the space where the 
fire or casualty has occurred. 


Od. The main switchboard is to be so placed relative to 
the main source of power that, as far as is practicable, the 
integrity of the main system of supply will be affected only by 
a fire or other casualty in one space. 


Deo: The arrangement of the emergency system of 
supply is to be such that a fire or other casualty in spaces 
containing the emergency source of electrical power, 
associated converting equipment, if any, the emergency 
switchboard and the emergency lighting switchboard, will not 
cause loss of services required to maintain the propulsion and 
safety of the craft. 


5.1.6 Distribution systems required in an emergency are 
to be so arranged that a fire in any main vertical zone will not 
interfere with the emergency distribution in any other such 
zone. 


S17 Feeders from the main and the emergency sources 
of electrical power are to be separated both vertically and 
horizontally as widely as is practicable. 


5.1.8 For Passenger (A) or Passenger (B) Craft or cargo 
craft of 500 tons gross tonnage and over, and in any case 
where the total installed electrical power of the main generating 
sets is in excess of 3 MW or is supplied at high voltage, 
arrangements are to be made so that it is possible to split the 
switchboard, by a multipole linked circuit-breaker, discon- 
nector or switch-disconnector, into at least two independent 
sections, each supplied by at least one generator. 
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5.1.9 Where 5.1.8 is applicable and the essential services 
which are duplicated are supplied from a section board, 
arrangements are to be made so that it is possible to split the 
section board into at least two independent sections each 
supplied by an independent section of the main switchboard 
either directly or through a transformer. 


5.1.10 For Passenger (B) high speed craft, each part of the 
main busbars with its associated generators is to be arranged 
in separate compartments. 


5.2 Essential services 


5.2.1 Essential services that are required to be duplicated 
are to be served by individual circuits, separated in their 
switchboard or section board and throughout their length as 
widely as is practicable without the use of common feeders, 
protective devices, control circuits or control gear assemblies, 
so that any single fault will not cause the loss of both services. 


5.2.2 Where 5.2.1 is applicable the main busbars of the 
switchboard, or section boards, are to be capable of being 
split, by removable links or other means, into at least two 
independent sections, each supplied by at least one genera- 
tor, either directly or through a converter. The essential 
services are to be equally divided, as far as is practicable, 
between the independent sections. 


5.2.3 Where 5.1.8 is applicable provision is to be made 
to transfer to a temporary circuit those essential services 
which are not required to be, and have not been, duplicated 
in the event of loss of their normal section of switchboard or 
section board. 


5.2.4 Where the loss of the electrical supply to a particu- 
lar essential service which is not duplicated would cause 
serious risk to the craft, it is to be fed by two independent 
supplies complying with 5.2.1. Such circuits are to be 
provided with short circuit protection and an overload and 
phase-failure alarm. Failure of either supply is not to cause risk 
to the craft during switching to the alternative supply. 


5.3 Isolation and switching 


5.3.1 The incoming and outgoing circuits from every 
switchboard or section board are to be provided with a means 
of isolation and switching to permit each circuit to be switched 
off: 

(a) onload; 

(b) for mechanical maintenance; 

(c) in an emergency to prevent or remove danger. 
Precautions are to be taken to minimise the risk of inadver- 
tent or accidental switching. 


5.3.2 Isolation and switching is to be by means of a 
circuit breaker or switch arranged to open and close 
simultaneously all insulated poles. Where a switch is used as 
the means of isolation and switching, it is to be capable of: 
(a) switching off the circuit on load; 

(b) withstanding, without damage, the overcurrents which 

may arise during overloads and short circuit. 

In addition, these requirements do not preclude the provision 
of single pole control switches in final sub-circuits, for 
example light switches. For circuit-breakers, see 6.5 and 7.3. 


5.3.3 Provision is to be made, in accordance with one of 

the following, to prevent any circuit being inadvertently 

energised: 

(a) the circuit breaker or switch can be withdrawn, or locked 
in the open position; 

(b) the operating handle of the circuit breaker or switch can 
be removed; 

(c) the circuit fuses, where fitted, can be readily removed 
and retained by authorised personnel. 


5.3.4 All lighting and power circuits installed in 
unattended spaces are to be controlled by multipole linked 
switches situated outside such spaces. Provision is to be 
made for the complete isolation of these circuits and locking 
the means of control in the off position. 


5.3.5 Where arrangements are in place for automatic 
changeover between two or more supplies of electrical power 
in the event of failure of one supply, the arrangements are to 
be such that a fault in one feeder does not result in the loss of 
all supplies to the automatic changeover switch. 


5.3.6 Where a section board, distribution board or item 
of equipment can be supplied by more than one circuit, a 
switching device is to be provided to permit each incoming 
circuit to be isolated and the supply transferred to the 
alternative circuit. 


5.3.7 The switching device required by 5.3.6 is to be 
situated within or adjacent to the section board, distribution 
board or item of equipment. Where necessary, interlocking 
arrangements are to be provided to prevent circuits being 
inadvertently energised. 


5.3.8 A notice is to be fixed to any section board, 
distribution board or item of equipment to which 5.3.5 applies 
warning personnel before gaining access to live parts of the 
need to open the appropriate circuit breakers or switches, 
unless an interlocking arrangement is provided so that all 
circuits concerned are isolated before access is gained. 


5.4 Insulated distribution systems 


5.4.1 A device(s) is to be installed for every insulated 
distribution system, whether primary or secondary, for power, 
heating and lighting circuits, to continuously monitor the 
insulation level to earth and to operate an alarm in the engine 
control room, or equivalent attended position, in the event of 
an abnormally low level of insulation resistance. 
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5.4.2 Where any insulated lower voltage system is 
supplied through transformers from a high voltage system, 
adequate precautions are to be taken to prevent the low 
voltage system being charged by capacitive leakage from the 
high voltage system. 


5.4.3 Where filters are fitted, for example to reduce EMC 
susceptibility, these are not to cause distribution systems to 
be unintentionally connected to earth. 


5.5 Earthed distribution systems 


Oo. 1 No fuse, non-linked switch or non-linked circuit- 
breaker is to be inserted in an earthed conductor. Any switch 
or circuit-breaker fitted is to operate simultaneously in the 
earthed conductor and the insulated conductors. These 
requirements do not preclude the provision (for test purposes) 
of an isolating link to be used only when the other conductors 
are isolated. 


5.5.2 For high speed craft, earthed electrical distribution 
systems are not to be used, with the exception of earthed 
intrinsically safe circuits, in areas where an explosive gas 
atmosphere may arise from the presence of fuel with a flash 
point below 48°C, see Pt 15, Ch 3,3.1. 


5.5.3 For high voltage systems, where the earthed neutral 
system of generation and primary distribution is used, earthing 
is to be through an impedance in order to limit the total earth 
fault current to a magnitude which does not exceed that of 
the three phase short circuit current for which the generators 
are designed. 


5.5.4 Generator neutrals may be connected in common, 
provided that the third harmonic content of the voltage wave- 
form of each generator does not exceed five per cent. 


§:5.5 Where a switchboard is split into sections operated 
independently or where there are separate switchboards, 
neutral earthing is to be provided for each section or for each 
switchboard. Means are to be provided to ensure that the 
earth connection is not removed when generators are 
isolated. 


5.5.6 A means of isolation is to be fitted in the earthing 
connection of each generator so that generators can be 
completely isolated for maintenance. 


5.5.7 All earthing impedances are to be connected to a 
common earth connection/bar. The connections to the 
common earth connection/bar are to be so arranged that any 
circulating currents in the earth connections do not interfere with 
radio, radar, communication and control equipment circuits. 


5.6 Diversity factor 


5.6.7 Circuits supplying two or more final sub-circuits are 
to be rated in accordance with the total connected load subject, 
where justified, to the application of a diversity factor. Where 
spare ways are provided on a section or distribution board, an 
allowance for future increase of load is to be added to the total 
connection load before application of any diversity factor. 


5.6.2 A diversity factor may be applied to the calculation 
for size of cable and rating of switchgear and fusegear, taking 
into account the duty cycle of the connected loads and the 
frequency and duration of any motor starting loads. 


5.6.3 For winches and crane motors the diversity factor is 
to be calculated and submitted when required. 


5.7 Lighting circuits 


5:71 Lighting circuits are to be supplied by final sub- 
circuits separate from those for heating and power. This does 
not preclude the supply from a lighting circuit supplying a single 
fixed appliance, such as a cabin fan, a dry shaver, a wardrobe 
or anti-condensation heater, taking a maximum current of 
2 A. (This does not apply to cabin and wardrobe heaters). 


Shee Lighting for machinery spaces, control stations, 
normal working spaces, large galleys, corridors, stairways 
leading to boat decks and in public rooms is to be supplied 
from at least two final sub-circuits in such a way that failure 
of any one of the circuits does not leave the space in dark- 
ness. One of these circuits may be the emergency circuit, 
provided it is normally energised. 


5.7.3 Lighting for enclosed hazardous spaces is to be 
supplied from at least two final sub-circuits to permit light from 
one circuit to be retained while maintenance is carried out on 
the other. 


5.7.4 Emergency lighting is to be fitted in accordance 
with Section 3, see a/so Section 18. 


5.8 Motor circuits 


5.8.1 A separate final sub-circuit is to be provided for 
every motor for essential services, see 1.6.1. 


5.9 Motor control 


5.9.7 Every electric motor is to be provided with efficient 
means for starting and stopping so placed as to be easily 
operated by the person controlling the motor. Every motor 
above 0,5 kW is to be provided with control apparatus as 
given in 5.9.2 to 5.9.4. 


5.9.2 Means to prevent undesired restarting after a stop- 
page due to low volts or complete loss of volts are to be 
provided. This does not apply to motors where a dangerous 
condition might result from the failure to restart automatically, 
e.g. steering gear motor. 


5.9.3 Means for automatic disconnection of the supply in 
the event of excess current due to mechanical overloading of 
the motor are to be provided, see also 6.9. 


5.9.4 Motor control gear is to be suitable for the starting 
current and for the full load rated current of the motor. 
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| Section 6 
System design - Protection 


6.1 General 


6.17.7 Installations are to be protected against over- 

currents including short-circuits, and other electrical faults. 

The tripping/fault clearance times of the protective devices are 

to provide complete and co-ordinated protection to ensure: 

(a) availability of essential and emergency services under 
fault conditions through discriminative action of the 
protective devices; as far as practicable the arrange- 
ments are also to secure the availability of other services; 

(b) elimination of the fault to reduce damage to the system 
and hazard of fire. 


6.1.2 Short-circuit and overload protection are to be 
provided in each non-earthed line of each system of supply 
and distribution, unless exempted under the provisions of any 
paragraph in this Section. 


6.1.3 The protection of circuits is to be such that a fault in 
a circuit does not cause the interruption of supplies used to 
provide emergency or essential services other than those 
dependent on the circuit where the fault occurred. For circuits 
used to provide essential services which need not necessarily 
be in continuous operation to maintain propulsion and steering 
but which are necessary for maintaining the vessel's safety, 
arrangements that ensure that a fault in a circuit does not 
cause the sustained interruption of supply to healthy circuits 
may be accepted. Such arrangements are to ensure the 
supply to healthy circuits is automatically re-established in 
sufficient time after a fault in a circuit. 


6.1.4 Protection systems are to be developed using a 
systematic design procedure incorporating verification and 
validation methods to ensure successful implementation of the 
requirements above. Details of the procedures used are to be 
submitted when requested. An approved copy of the details 
required by 1.2.5 and 1.2.6 is to be retained on board and 
made available to the Surveyor on request. 


6.7.5 Short-circuit protection is to be provided for each 
source of power and at each point at which a distribution 
circuit branches into two or more subsidiary circuits. 


6.1.6 Where protection for generator power circuits is 
provided at the associated switchboard, the cabling between 
generator and switchboard is to be of a type, and installed in 
a manner such as to minimise the risk of short-circuit. 


6.1.7 Protection for battery circuits is to be provided at a 
position external and adjacent to the battery compartments. 
Where arrangements comply with 12.3.5, the protection may 
be installed at a suitable location in the battery compartment. 


6.1.8 Protection may be omitted from the following: 

(a) Engine starting battery circuits. 

(b) Circuits for which it can be shown that the risk resulting 
from spurious operation of the protective device may be 
greater than that resulting from a fault. 


6.1.9 Short-circuit protection may be omitted from 
cabling or wiring to items of equipment internally protected 
against short-circuit or where it can be shown that they are 
unlikely to fail to a short-circuit condition or it is impractical for 
operational reasons (e.g. within battery compartments), and 
where the cabling or wiring is installed in a manner such as to 
minimise the risk of short-circuit. 


6.1.10 
following: 
(a) one line of circuits of the insulated type; 

(b) circuits supplying equipment incapable of being over- 
loaded, or overloading the associated supply cable, 
under normal conditions, and unlikely to fail to an over- 
load condition. 


Overload protection may be omitted from the 


6.2 Protection against short-circuit 


6.2.1 Protection against short-circuit currents is to be 
provided by circuit-breakers or fuses. 


6.2.2 The rated short-circuit making and breaking capacity 
of every protective device is to be adequate for the prospective 
fault level at its point of installation; the requirements for circuit 
breakers and fuses are detailed in 6.4 and 6.5 respectively. 


6.2.3 The prospective fault current is to be calculated for 

the following set of conditions: 

(a) all generators, motors and, where applicable, all 
transformers, connected as far as permitted by any inter- 
locking arrangements; 

(b) a fault of negligible impedance close up to the load side 
of the protective device. 


6.2.4 In the absence of precise data, the prospective fault 

current may be taken to be: 

(a) for alternating current systems at the main switchboard: 
10 x f.l.c. (rated full load current) for each generator that 
may be connected, or, if the subtransient direct axis 


fle 
X’y (D.u.) 


for each generator and 8 x f.l.c. for motors simultane- 
ously in service; 
The value derived from the above is an approximation to 
the r.m.s. symmetrical fault current; the peak asymmet- 
rical fault current may be estimated to be 2,5 times this 
figure (corresponding to a fault power factor of approxi- 
mately 0,1). 
(b) battery-fed direct current systems at the battery 
terminals: 
(i) 15 times ampere hour rating of the battery for 
vented lead-acid cells, or of alkaline type intended 
for discharge at low rates corresponding to a 
battery duration exceeding three hours, or 
(ii) 380 times ampere hour rating of the battery 
for sealed lead-acid cells having a capacity of 
100 ampere hours or more, or of alkaline type 
intended for discharge at high rates corresponding 
to a battery duration not exceeding three hours 
and, 
(iii) 6x f.l.c. for motors simultaneously in service, 
if applicable. 


reactance, X”d,of each generator is known, 
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6.3 Protection against overload 


6.3.1 Fuses, circuit breakers and other protective devices 
provided for overload protection are to have fusing/tripping 
characteristics ensuring the protection of cabling and 
electrical machinery against overheating resulting from 
mechanical or electrical overload. 


6.3.2 Fuses of a type intended for short-circuit protection 
only (e.g. fuse links complying with IEC 60269-1, of type “a’) 
are not to be used for overload protection. 


6.4 Protection against earth faults 


6.4.1 Every distribution system that has an intentional 
connection to earth, by way of an impedance, is to be 
provided with a means to continuously monitor and indicate 
the current flowing in the earth connection. 


6.4.2 If the current in the earth connection exceeds 
5 A there is to be an alarm and the fault current is to be 
automatically interrupted or limited to a safe value. 


6.4.3 The rated short circuit capacity of any device used 
for interrupting earth fault currents is to be not less than the 
prospective earth fault current at its point of installation. 


6.4.4 Insulated neutral systems with harmonic distortion 
of the voltage waveform, which may result in earth fault 
currents exceeding the level given in 6.4.2 because of 
capacitive effects, are to be provided with arrangements to 
isolate the faulty circuit(s). 


6.5 Circuit-breakers 


6.5.1 Circuit-breakers for alternating current systems are 

to satisfy the following conditions: 

(a) the rm.s. symmetrical breaking current for which the 
device is rated is to be not less than the rm.s. value of 
the a.c. component of the prospective fault current, at 
the instant of contact separation (i.e. first half cycle, or 
time of interruption where an intentional time delay is 
provided to ensure suitability); 

(bo) the peak asymmetrical making current for which the 
device is rated is not to be less than the peak value of 
the prospective fault current at the first half cycle, 
allowing for maximum asymmetry; 

(c) the power factor at which the device short circuit ratings 
are assigned is to be no greater than that of the prospec- 
tive fault current; alternatively for high voltage, the rated 
percentage d.c. component of the short-circuit breaking 
current of the device is to be not less than that of the 
prospective fault current. 


6.5.2 Circuit-breakers for d.c. systems are to have a 
breaking current not less than the initial prospective fault 
current. The time constant of the fault current is not to be 
greater than that for which the circuit-breaker was tested. 


6.5.3 The fault ratings considered in 6.5.1 and 6.5.2, are 
to be assigned on the basis that the device is suitable for 
further use after fault clearance. 


6.5.4 Circuit- breaker selection is, and ratings are, to be 
in accordance with the relevant requirements of IEC 60092-202: 
Electrical installations in ships — System design — Protection. 
Alternative methods acceptable to LR of selecting suitable 
circuit-breakers may be considered. 


6.6 Fuses 


6.6.1 Fuses for a.c. systems are to have a breaking 
current rating not less than the initial rm.s. value of the a.c. 
component of the prospective fault current. 


6.6.2 Fuses for d.c. systems are to have a d.c. breaking 
current rating not less than the initial value of the prospective 
fault current. 


6.7 Circuit-breakers requiring back-up by fuse or 
other device 


6.7.1 The use of a circuit-breaker having a short-circuit 
current capacity less than the prospective short-circuit current 
at the point of installation is permitted, provided that it is 
preceded by a device having at least the necessary short- 
circuit capacity. The generator circuit breakers are not to be 
used for this purpose. 


6.7.2 The same device may back-up more than one 
circuit-breaker provided that no essential or emergency 
service is supplied from there, or that any such service is 
duplicated by arrangements unaffected by tripping of the 
device. 


6.7.3 The combination of back-up device and circuit- 
breaker is to have a short circuit performance at least equal to 
that of a single circuit-breaker satisfying the requirements of 6.5. 


6.7.4 Evidence of testing of the combination is to be 
submitted for consideration; alternatively, consideration may 
be given to arrangements where it can be shown that: 

(a) the takeover current, above which the back-up device 
would clear a fault, is not greater than the rated short- 
circuit breaking capacity of the circuit-breaker and; 

(b) the characteristics of the back-up device, and the 
prospective fault level, are such that the peak fault 
current rating of the circuit-breaker cannot be exceeded 
and; 

(c) the Joule integral of the let-through current of the 
back-up device does not exceed that corresponding to 
the rated breaking current and opening time of the 
circuit-breaker. 


6.8 Protection of generators 


6.8.1 The protective gear required by 6.8.2 and 6.8.3 is 
to be provided as a minimum. 
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6.8.2 Generators not arranged to run in parallel are to be 
provided with a circuit-breaker arranged to open simultane- 
ously, in the event of short-circuit, overload or under-voltage, 
all insulated poles. In the case of generators rated at less than 
50 kW, a multiple linked switch with a fuse, complying with 
5.3.2, in each insulated pole will be acceptable. 


6.8.3 Generators arranged to operate in parallel are to be 
provided with a circuit-breaker arranged to open all insulated 
poles simultaneously in the event of a short-circuit, an over- 
load or an under-voltage. This circuit-breaker is to be provided 
with reverse power protection with time delay, selected or set 
within the limits of two per cent to 15 per cent of full load to a 
value fixed in accordance with the characteristics of the prime 
mover. A fall of 50 per cent in the applied voltage is not to 
render the reverse power mechanism inoperative, although it 
may alter the amount of reverse power required to open the 
breakers. 


6.8.4 The generator circuit-breaker short-circuit and 
overload tripping arrangements, or fuse characteristics, are to 
be such that the machine’s thermal withstand capability is not 
exceeded. 


6.8.5 Generators having a capacity of 1500 kVA or above 
are to be equipped with a protective device which, in the 
event of a short-circuit in the generator or in the cable 
between the generator and its circuit breaker, will instanta- 
neously open the circuit breaker and de-excite the generator. 


6.8.6 The voltage and time delay settings of the under- 
voltage release mechanism(s) required by 6.8.2 and 6.8.3 are 
to be chosen to ensure that the discriminative action required 
by 6.1.1(a) is maintained. 


6.9 Load management 

6.9.1 Arrangements are to be made to disconnect 
automatically, after an appropriate time delay, circuits of the 
categories noted below, when the generator(s) is/are 
overloaded; sufficient to ensure the connected generating 
set(s) is/are not overloaded: 

(a) non-essential circuits; 

(b) circuits feeding services for habitability, see 1.6.2; 

(c) in cargo craft, circuits for cargo refrigeration. 

NOTE 

For emergency generators see 3.2.14, with 3.3.1 or 3.4.1 
where applicable. 


6.9.2 If required, this load switching may be carried out 
in one or more stages, in which case the non-essential circuits 
are to be included in the first group to be disconnected. 


6.9.3 An alarm is to be provided to indicate when such 
switching has taken place. 


6.9.4 Consideration is to be given to providing means to 
inhibit automatically the starting of large motors, or the 
connection of other large loads, until sufficient generating 
capacity is available to supply them. 


6.9.5 When the electric generating plant is fitted with 
automatic or remote controls so that under normal operating 
conditions it does not require any manual intervention by the 
operators, it is to be provided with audible and visual alarms 


(a) Busbar voltage; high or low. 

b) Busbar frequency; low. 

c) Operating of load switching. 

d) Generator cooling air temperature high; closed air circuit 
machines only. 


6.10 Feeder circuits 

6.10.1 Isolation and protection of each feeder circuit is to 
be ensured by a multiple circuit-breaker or linked switch with 
a fuse in each insulated conductor. Protection is to be in 
accordance with 6.2 and 6.3. The protective devices are to 
allow excess current to pass during the normal accelerating 
period of motors. 


6.11 Motor circuits 

6.11.1 Motors of rating exceeding 0,5 kW and all motors 
for essential services are to be protected individually against 
overload and short circuit. For motors which for essential 
services are duplicated, the overload protection may be 
replaced by an overload alarm; arrangements for steering unit 
motors are to comply with 15.1. 


6.11.2 — Protection for both the motor and its supply cable 
may be provided by the same device, provided that due 
account is taken of any differences between ratings of cable 
and motor. 


6.11.3. Where operation of an item of equipment is 
dependent upon a number of motors, consideration may be 
given to the provision of a common means of short-circuit 
protection. 


6.11.4. For motors for intermittent service, the characteristics 
of the arrangements for overload protection are to be chosen 
in relation to the load factor(s) of the motor(s). 


6.11.5 Where fuses are used to protect polyphase motor 
circuits, means are to be provided to protect the motor from 
unacceptable overcurrent in the case of single phasing. 


6.12 Protection of transformers 

6.12.1. Short circuit protection for transformers is to be 
provided by circuit breakers or fuses in the primary circuit and 
in addition, overload protection is to be provided either in the 
primary or secondary circuit. 


6.12.2 Arrangements are to be made to prevent the 
primary windings of transformers being inadvertently 
energised from their secondary side when disconnected from 
their source of supply. 
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a section 7 
Switchgear and control gear 


assemblies 
7.1 General requirements 
7.1.1 Switchgear and control gear assemblies and their 


components are to comply with one of the following standards 

amended where necessary for ambient temperature and other 

environmental conditions: 

(a) IEC 61489: Low voltage switchgear and contro! gear 
assemblies; 

(b) IEC 62271-200: AC metal-enclosed switchgear and 
controlgear for rated voltages above 71 kV and up to and 
including 52 kV; 

(c) IEC 60466: AC insulated-enclosed switchgear for rated 
voltages above 71 kV and up to and including 38 kV; 

(d) IEC 60255: Electrical relays; 

(e) acceptable and relevant National Standard. 

In addition, the requirements of 7.2 to 7.18 are to be complied 

with. 


7.2 Busbars 


7.2.1 Busbars and their connections are to be of copper 
or aluminium, all connections being so made as to inhibit 
corrosion/oxidation between current-carrying mating faces, 
which may result in poor electrical contact giving rise to over- 
heating. Busbars and their supports are to be designed to 
withstand the mechanical stresses which may arise during 
short-circuits. A test report or calculation to verify the short- 
circuit withstand strength of the busbar system is to be 
submitted for consideration when required. 


7.2.2 The maximum permissible temperature rise for bare 
conductors is 45°C. A test report or calculation to verify the 
rated current assigned to the busbar system is to be 
submitted for consideration when required. 


7.3 Circuit-breakers 


7.3.1 Circuit-breakers are to comply with one of the 

following standards amended where necessary for ambient 

temperature: 

(a) IEC 60947-2: Low voltage switchgear and Control gear 
Pt 2: circuit breakers; 

(b) IEC 60056: High voltage alternating-current circuit- 
breakers; 

(c) acceptable and relevant National Standard. 

Type test reports to verify the characteristics of a circuit- 

breaker are to be submitted for consideration when required. 


7.3.2 Circuit-breakers are to be capable of isolation. 


3:3 Circuit-breakers are to be of the trip free type and, 
where applicable, be fitted with anti-pumping control. 


7.3.4 High-voltage circuit-breakers are to be of the 
withdrawable type or with equivalent means or arrangements 
permitting safe maintenance whilst the busbars are live. 


7.3.5 Where the means of setting adjustable protection 
characteristics are not durably marked and locked in position 
and cannot be visually inspected (e.g. electronic storage), the 
settings of characteristics are to be recorded and a copy of the 
records included in the details retained on board, see 6.1.4. 


7.4 Contactors 


7.4.1 High-voltage contactors are to comply with one of 
the following standards amended where necessary for 
ambient temperature. 

(a) IEC 60470: High-voltage alternating current contactors. 
(b) acceptable and relevant National Standard. 

Type test reports to verify the characteristics of a contactor 
are to be submitted for consideration when required. 


7.4.2 High-voltage contactors are to be of the withdraw- 
able type or with equivalent means or arrangements 
permitting safe maintenance whilst the busbars are live. 


7.5 Creepage and clearance distances 


FiO The shortest distances between conductive parts 
and between conductive parts and earth in air or along the 
surface of an insulating material, are to be suitable for the 
rated voltage having regard to the nature of the insulating 
material and the transient over voltages developed by 
switching and fault conditions. This requirement may be 
satisfied by subjecting each assembly type to an impulse 
voltage test in accordance with its constructional Standard or, 
alternatively, maintaining the minimum distances for bare 
conductive parts in switchgear and control gear assemblies 
given in Table 2.7.1. 


Table 2.7.1 Minimum clearance distances 


Minimum clearance distance (mm) 


Other switchgear and 


Main switchboards control gear 


Nominal 
voltage 


Non-type- 
Type-tested rls 


assemblies assemblies 


Non-type- 
Type-tested ea 


assemblies assemblies 


8 15 15 


8 20 20 


25 25 


14 14 


55 55 


<6600 


<11 000 


<15 000 


NOTE 
A minimum clearance distance of 25 mm is required for busbars 
and other bare conductors in main switchboards. 
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7.5.2 Suitable shrouding or barriers are to be provided in 
way of connections to equipment, where necessary, to 
maintain the minimum distances in Table 2.7.1. 


7.5.3 Switchgear and control gear assemblies for rated 
voltages up to and including 1 kV are to have creepage 
distances in accordance with IEC 60092-302, Electrical instal- 
lations in ships — Part 302: Low-voltage switchgear and 
control gear assemblies, and Table 2.7.2. 


Table 2.7.2 Minimum creepage distances 


Minimum creepage distance (mm) 


Nominal voltage (V) 


Other switchgear 


Main switchboards and control gear 


<250 20 20 


>250 to <690 25 25 


>690 to 1000 35 35 


<3300 48 35 


<6600 90 70 


<11,000 150 120 


<15,000 150 120 


NOTE 

A minimum creepage distance of 16 mm is permitted for type-test- 
ed assemblies for rated voltages up to and including 1 kV, 

see 7.5.4. 


7.5.4 For switchgear and control gear assemblies for 
rated voltages up to and including 1 kV, a minimum creepage 
distance of 16 mm is permitted for type-tested assemblies. 
The type tests are to include verification of the degree of 
protection, insulation material group and creepage and 
clearance distances in accordance with IEC 61439-1, Low- 
voltage switchgear and control gear assemblies — Part 1: 
General Rules. 


7.8.5 Switchgear and control gear assemblies for rated 
voltages above 1 kV are to have creepage distances in 
accordance with IEC 60092-5038, Electrical installations in 
ships — Part 503: Special features — AC supply systems with 
voltages in the range of above 7 kV up to and including 15 kV. 
In the absence of alternative proposals, including supporting 
design rationale, the distances stated in Table 2.7.2 are to be 
used, see also 1.3.3. 


7.5.6 For switchgear and control gear assemblies for 
rated voltages of 1 kV and above, the type testing stated in 
Table 2.7.1 is to include verification of the degree of protection 
in accordance with a relevant International or National 
Standard. 


7.6 Degree of protection 


7.6.1 Low voltage assemblies where the rated voltage 
between conductors or to earth exceeds 55 V a.c. or 250 V 
d.c. are to be of the deadfront or enclosed type. High-voltage 
assemblies are to be of the enclosed type. 


7.6.2 Where switchboards or section boards are required 
to comply with 5.2.2, barriers are to be installed to provide 
protection for the independent sections against contamina- 
tion due to the products of arcing, which may result in a fault. 


7.7 Distribution boards 


7.7.1 Distribution boards are to be suitably enclosed 
unless they are installed in a cupboard or compartment to 
which only authorised persons have access in which case the 
cupboard may serve as an enclosure. See 7.16.4. 


7.8 Earthing of high-voltage switchboards 


7.8.1 High-voltage switchboards are to be provided with 
suitable means to earth isolated circuits so that they are 
discharged and so maintained that they are safe to touch. 


7.8.2 Protective shutters associated with withdrawable 
parts are to be clearly marked, e.g. by colour coding, to 
indicate the incoming and outgoing circuits and bus tie 
connections. 


7.9 Fuses 


7.9.1 Fuses are to comply with one of the following 

standards amended where necessary for ambient temperature. 

(a) IEC 60269: Low-voltage fuses; 

(b) IEC 60282-1: High voltage fuses Pt 1: Current-limiting 
fuses; 

(c) acceptable and relevant National Standard for enclosed 
current-limiting fuses. 

Type test reports to verify the characteristics of a fuse are to 

be submitted for consideration when required. 


7.10 Handrail or handles 


7.10.1 All main and emergency switchboards are to be 
provided with an insulated handrail or insulated handles 
suitably fitted on the front of the switchboard. Where access 
to the rear is required, a horizontal insulated handrail is to be 
suitably fitted on the rear of the switchboard. 


7.11 Instruments for alternating current generators 


7.11.1. For alternating current generators not operated in 
parallel, each generator is provided with at least one voltmeter, 
one frequency meter, and one ammeter with an ammeter 
switch to enable the current in each phase to be read, or an 
ammeter in each phase. Generators above 50 kVA are also to 
be provided with a wattmeter. 


LLoyD’s REGISTER 


23 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRafT, July 2012 


Electrical Engineering 


Part 16, Chapter 2 


Section 7 


7.11.2 For alternating current generators operated in 
parallel, each generator is to be provided with a wattmeter, 
and one ammeter with an ammeter switch to enable the 
current in each phase to be read, or an ammeter in each 
phase. 


7.11.3 For parallelling purposes, two voltmeters, two 
frequency meters and two synchronising devices, of which 
one at least is to be a synchroscope or a set of lamps are to 
be provided. One voltmeter and one frequency meter are to 
be connected to the busbars, the other voltmeter and 
frequency meter are to be switched to enable the voltage and 
frequency of any generator to be measured. Where the 
electrical power requirement to maintain the ship in a normal 
operational and habitable condition is usually supplied by two 
or more generators operating in parallel, the two synchronising 
devices are to be independent of each other, see also 2.2.1. 


7.11.4 The indicators and displays required by 7.11.1 to 
7.11.3 are to be located and arranged such that they may be 
viewed at a single operating position. Where manual paralleling 
is provided, it is to be possible to adjust voltage and frequency 
at this position. 


7.11.5 Where the indications of voltage, frequency, current 
and power are displayed digitally, the indications are to be 
separately displayed. 


7.12 Instrument scales 

7.12.1 The upper limit of the scale of every voltmeter is to 
be approximately 120 per cent of the nominal voltage of the 
circuit, and the nominal voltage is to be clearly indicated. 


7.12.2 The upper limit of the scale of every ammeter is to 
be approximately 130 per cent of the normal rating of the 
circuit in which it is installed. Normal full load is to be clearly 
indicated. 


7.12.3 Kilowatt meters for use with alternating current 
generators which may be operated in parallel are to be 
capable of indicating 15 per cent reverse power. 


7.12.4 Where the indications provided by the instrumenta- 
tion required by 7.11 are displayed digitally, nominal voltage, 
over voltage, over current and reverse power indications are to 
be indicated by an appropriate means. The _ information 
provided is to be clearly visible and immediately available. 


7.12.5 In general, indications provided by instrumentation 
which are displayed digitally are not to change more frequently 
than twice per second. 

7.13 Labels 

7.13.1 The identification of individual circuits and their 
devices is to be made on labels of durable material. The 
ratings of fuses and settings of protective devices are also to 
be indicated. Section and distribution boards are to be 
marked with the rated voltage. 


7.14 Protection 
7.14.1. For details of the electrical protection required of 
switchgear and control gear, see Section 6. 


7.15 Wiring 

7.15.1 Insulated wiring connecting components are to be 
stranded, flame retardant and manufactured in accordance 
with a relevant and acceptable National Standard. 


7.16 Position of switchboards 

7.16.1 An unobstructed space not less than 1 m wide is 
to be provided in front of switchboards and section boards. 
When switchboards and section boards contain withdrawable 
equipment the unobstructed space is to be not less than 
0,4 m wide with this equipment in its fully withdrawn position. 


7.16.2 Where necessary, the space at the rear of switch- 
boards and section boards is to be ample to permit 
maintenance and in general not less than 0,6 m except that 
this may be reduced to 0,5 m in way of stiffeners or frames. 


7.16.3 The spaces defined in 7.16.1 and 7.16.2 are to 
have non-slip surfaces. Where access to live parts within 
switchboards and section boards is normally possible the 
surface is, in addition, to be electrically insulated. 


7.16.4 So far as practicable, pipes are not to be installed 
directly above or in front of or behind switchboards, section 
boards and distribution boards. If such placing is unavoidable, 
suitable protection is to be provided in these positions, see 
Pt 15, Ch 2,2.4. 


7.16.5 For switchgear and control gear assemblies, for 
rated voltages above 1 kV, arrangements are to be made to 
protect personnel in the event of gases or vapours escaping 
under pressure as the result of arcing due to an internal fault. 
Where personnel may be in the vicinity of the equipment when 
it is energised, this may be achieved by an assembly that has 
been tested in accordance with Annex A of IEC 62271-200 
and qualified for classification IAC (internal arc classification). 


7.17 Switchboard auxiliary power supplies 

7.17.1 Where the operation of a protective device relies 
upon a power supply, an alarm is to be provided to indicate 
failure of the power supply, unless its failure causes automatic 
tripping of the protected circuit. 


7.18 Testing 

7.18.1 Tests in accordance with 7.18.2 to 7.18.4 are to be 
satisfactorily carried out on all assemblies, complete or in 
sections, at the manufacturer’s premises, and a test report 
issued by the manufacturer. 


7.18.2 Ahigh voltage test, see Section 21. 
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7.18.3 Calibration of protective devices and indicating 
instruments is to be verified by means of current and/or 
voltage injection. 


7.18.4 Demonstration of the satisfactory operation of 
protection circuits, control circuits and interlocks by means of 
simulated functional tests. 


7.18.5 For switchgear and control gear assemblies, for 
rated voltages above 1 kV, type tests are to be carried out, in 
accordance with Annex A of IEC 62271-200 and IAC (internal 
arc Classification) assigned, to verify that the assembly will 
withstand the effects of an internal arc occurring within the 
enclosure at a prospective fault level equal to, or in excess of, 
that of the installation. 


7.19 Disconnectors and switch-disconnectors 


7.19.1. Disconnectors, switch-disconnectors and their 
components are to comply with one of the following 
standards, amended where necessary for ambient tempera- 
ture and other environmental conditions: 

(a) IEC 60947-3: Low voltage switchgear and control gear 
Part 3: switches, disconnectors, switch-disconnectors 
and fuse combination units. 

(b) IEC 60129: Alternating current disconnectors (isolators) 
and earthing switches. 

(c) Acceptable and relevant National Standard. 

Type test reports to verify the characteristics of a disconnec- 

tor or switch-disconnector are to be submitted for 

consideration when required. 


| Section 8 
Protection of personnel from haz- 
ards resulting from electric arcs 
within electrical equipment 
assemblies and enclosures 


8.1 General 


8.1.1 An assessment is to be carried out in accordance 

with 8.2.1 for all electrical equipment within which an arcing 

fault could occur, such as: 

° harmonic filters; 

° motor starter panels; 

° semiconductor converters; 

° switchboards, section boards and distribution boards; 
or 

° transformers. 


8.2 Hazard identification and assessment 


8.2.1 An assessment is to be carried out to identify the 
hazards and their consequences for personnel resulting from 
electric arcs within the electrical equipment identified in 8.1.1. 
The purpose of the assessment is to demonstrate that the 
design incorporates adequate measures to reduce the risk of 
injury to personnel should an arcing fault occur within the 
electrical equipment, and that this will help to ensure both 
personnel and ship safety. Details of the following are to be 
submitted: 

a) each task to be performed, e.g. switching, equipment 
maintenance, instrument observation or cleaning; 

b) the hazards to personnel that could result from an 
electric arc occurring during each task, and the hazards 
to personnel that could result from the electric arc; 

c) the methods to be used to help to prevent electric arcs; 
and 

d) the methods to be used to protect personnel from 
hazards resulting from electric arcs within electrical 
equipment. 


8.3 Calculations to be submitted 


8.3.1 The following calculations are to be conducted and 

used in the hazard identification and assessment: 

(a) Calculations of the maximum current that would flow 
through an electric arc between each conductor and its 
adjacent conductor, and between each conductor and 
the exposed conductive parts of the enclosure, in the 
case of an arcing fault; 

(b) The maximum incident energy at the intended working 
distance in the case of an arcing fault; and 

(c) The distance from each conductor at which the incident 
energy would be 5 Joules (1,2 calories) per centimetre 
squared in the case of an arcing fault when the 
enclosure door is open. 

These calculations may be made in accordance with a 

relevant Standard acceptable to LR, for example, IEEE 

Standard 1584, /EEE Guide for Performing Arc-Flash Hazard 

Calculations. 


8.4 Testing and trials 


8.4.1 It is to be demonstrated that, where provided, 
arrangements to detect arcing faults function correctly. 
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| Section 9 
Rotating machines 


9.1 General requirements 

9.1.1 Rotating machines are to comply with the relevant 
part of IEC 60092, or an acceptable and relevant National 
Standard, and the requirements of this Section. 


9.7.2 For all the rotating machines a manufacturer’s test 
certificate is to be provided, see also 1.4. 


9.1.3 Shafts for rotating machines are to be forged or 
rolled and are to comply with the Rules for the Manufacture, 
Testing and Certification of Materials (hereinafter referred to 
as the Rules for Materials). 


9.1.4 Where welding is applied to shafts of machines for 
securing arms or spiders, stress relieving is to be carried out 
after welding. The finalised assembly is to be visually 
examined by the Surveyors, crack detection carried out by an 
appropriate method and the finished welds found sound and 
free from cracks. 


9.7.5 The rotating parts of machines are to be so 
balanced that when running at any speed in the normal 
working range the vibration does not exceed the levels of 
IEC 60034: Rotating electrical machines, Part 14. 


9.1.6 The lubrication arrangement for bearings are to be 
effective under all operating conditions including the maximum 
craft inclinations defined by 1.10 and there are to be effective 
means provided to ensure that lubricant does not reach the 
machine windings or other conductors and insulators. 


9.1.7 Means are to be taken to prevent the ill effects of 
the flow of currents circulating between the shaft and machine 
bearings or bearings of connected machinery. 


9.1.8 Alternating current machines are to be constructed 
such that, under any operating conditions, they are capable of 
withstanding the effects of a sudden short-circuit at their 
terminals without damage. 


9.2 Rating 

9.2.1 Generators, including their excitation systems, and 
continuously rated motors are to be suitable for continuous 
duty at their full rated output at maximum cooling air or water 
temperature for an unlimited period, without the limits of 
temperature rise in 9.3 being exceeded. Generators are to be 
capable of an overload power of not less than 10 per cent at 
their rated power factor for a period of 15 minutes without 
injurious heating. Other machines are to be rated in 
accordance with the duty which they have to perform and, 
when tested under rated load conditions, the temperature rise 
is not to exceed the values in 9.3. 


9.2.2 When a rotating machine is connected to a supply 
system with harmonic distortion the rating of the machine is to 
allow for the increased heating effect of the harmonic loading. 


9.2.3 The design and construction of smoke extraction fan 
motors are to be suitable for the ambient temperature and 
operating time required. Type test reports to verify the 
performance of the electric motor are to be submitted for 
consideration. 


9.3 Temperature rise 

9.3.1 The limits of temperature rise specified in Table 2.9.1, 
are based on the cooling air temperature and cooling water 
temperature given in 1.9. 


9.3.2 If it is known that the temperature of cooling 
medium exceeds the values given in 1.9 the permissible 
temperature rise is to be reduced by an amount equal to the 
excess temperature of the cooling medium. 


9.3.3 If it is known that the temperature of cooling 
medium will be permanently less than the values given in 1.9 
the permissible temperature rise may be increased by an 
amount equal to the difference between the declared 
temperature and that given in 1.9 up to a maximum of 15°C. 


9.4 Generator control 

9.4.1 Each alternating current generator, unless of the 
self-regulating type, is to be provided with automatic means of 
voltage regulation; voltage build-up is not to require an 
external source of power. Provision is to be made to 
safeguard the distributing system should there be a failure of 
the voltage regulating system resulting in a high voltage. 


9.4.2 The voltage regulation of any alternating current 
generator with its regulating equipment is to be such that at all 
loads, from zero to full load at rated power factor, the rated 
voltage is maintained within +2,5 per cent under steady 
conditions. There is to be provision at the voltage regulator to 
adjust the generator no load voltage. 


9.4.3 Generators, and their excitation systems, when 
operating at rated speed and voltage on no-load are to be 
capable of absorbing the suddenly switched, balanced, 
current demand of the largest motor or load at a power factor 
not greater than 0,4 with a transient voltage dip which does 
not exceed 15 per cent of rated voltage. The voltage is to 
recover to rated voltage within a time not exceeding 
1,5 seconds. 


9.4.4 The transient voltage rise at the terminals of a 
generator is not to exceed 20 per cent of rated voltage when 
rated kVA at a power factor not greater than 0,8 is thrown off. 


9.4.5 Generators and their voltage regulation systems are 
to be capable of maintaining, without damage, under steady 
state short circuit conditions a current of at least three times 
the full load rated current for a duration of at least two 
seconds or where precise data is available for the duration of 
any time delay which may be provided by a tripping device for 
discrimination purposes. 
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Table 2.9.1 


Limits of temperature rise of machines cooled by air 


Limits of temperature rise of machines cooled by air, °C 


Part of machine 


temperature 
measurement B 


Method of Insulation class 


. (a) a.c. windings of machines having output of 5000 kVA 
or more 


'D 75 
70 


(b) a.c. windings of machines having output of less than 
5000 kVA 


80 
70 


. Windings of armatures having commutators 


70 
60 


. Field windings of a.c. and d.c. machines having d.c. excitation 
other than those in item 4 


70 
60 


. (a) Field windings of synchronous machines with cylindrical 
rotors having d.c. excitation 


(b) Stationery field windings of d.c. machines having more 
than one layer 


Low resistance field windings of a.c. and d.c. machine 
and compensating windings of d.c. machines having 
more than one layer 


Single-layer windings of a.c. and d.c. machines with 
exposed bare or varnished metal surfaces and single-layer 
compensating windings of d.c. machines 


80 


70 
60 


70 


. Permanently short-circuited insulated windings 


50 65 70 90 115 


. Permanently short-circuited uninsulated windings 


The temperature rise of these parts shall in no case 
reach such a value that there is a risk to any 


. Magnetic cores and other parts not in contact with windings 


insulation or other materials on adjacent parts or 
to the item itself 


. Magnetic cores and other parts in contact with windings 


50 65 70 90 110 


. Commutators and slip-rings open and enclosed 


50 60 70 80 90 


NOTES 


1. Where water cooled heat exchangers are used in the machine cooling circuit the temperature rises are to be measured with respect to 
the temperature of the cooling water at the inlet to the heat exchanger and the temperature rises given in Table 2.9.1 shall be increased 
by 10°C provided the inlet water temperature does not exceed the values given in 1.9. 


thermometer method 
resistance method 
ETD embedded temperature detector 


Temperature rise measurements are to use the resistance method whenever practicable. 
The ETD method may only be used when the ETDs are located between coil sides in the slot. 


9.4.6 Generators required to run in parallel are to be 
stable from no load (kW) up to the total combined full load 
(kW) of the group, and load sharing is to be such that the load 
on any generator does not normally differ from its proportionate 
share of the total load by more than 15 per cent of the rated 
output (kW) of the largest machine or 25 per cent of the rated 
output (kW) of the individual machine, whichever is less. 


9.4.7 When generators are operated in parallel, the kVA 
loads of the individual generating sets are not to differ from 
the proportionate share of the total kVA load by more than 
5 per cent of the rated kVA output of the largest machines. 


| 9.5 


| 9.5.1 


Overloads 


Machines are to withstand on test, without injury, 
the following momentary overloads: 

(a) Generators. An excess current of 50 per cent for 
15 seconds after attaining the temperature rise 
corresponding to rated load, the terminal voltage being 
maintained as near the rated value as possible. The 
forgoing does not apply to the overload torque capacity 
of the prime mover. 


LLOyD’s REGISTER 


27 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRafT, July 2012 


Electrical Engineering 


Part 16, Chapter 2 


Sections 9 & 10 


(b) Motors. At rated speed or, in the case of a range of 
speeds, at the highest and lowest speeds, under 
gradual increase of torque, the appropriate excess 
torque given below. Synchronous motors and 
synchronous induction motors are required to withstand 
the excess torque without falling out of synchronism and 
without adjustment of the excitation circuit preset at the 
value corresponding to rated load: 


d.c. motors 50 per cent for 15 seconds; 
polyphase a.c. synchronous 
motors 50 per cent for 15 seconds; 


polyphase a.c. synchronous 
induction motors 35 per cent for 15 seconds; 
polyphase a.c. induction 


motors 60 per cent for 15 seconds. 


| 9.6 Machine enclosure 

9.6.1 Where water cooled heat exchangers are used in 
the machine cooling circuit there is to be provision for the 
detection of water leakage and the system is to be arranged 
so as to prevent the entry of water into the machine. 


9.6.2 An alarm is to be provided to indicate high cooling 
water temperature. 


9.7 Direct current machines 


9.7.1 The final running position of brushgear is to be 
clearly and permanently marked. 


9.7.2. Direct current machines are to work with fixed 
brush setting from no load to the momentary overload 
specified without injurious sparking. 


9.8 Survey and testing 

9.8.1 On machines for essential services tests are to be 
carried out and a certificate furnished by the manufacturer. 
The tests are to include temperature rise, momentary 
overload, high voltage, and commutation. The insulation 
resistance and the temperature at which it was measured are 
to be recorded. 


9.8.2 In the case of duplicate machines, type tests of 
temperature rise, excess Current and torque and commuta- 
tion taken on a machine identical in rating and in all other 
essential details may be accepted in conjunction with 
abbreviated tests on each machine. Type tests for propulsion 
machines will be specially considered. For the abbreviated 
tests, each machine is to be run and is to be found electrically 
and mechanically sound and is to have a high voltage test and 
insulation resistance recorded. 


9.8.3 A high voltage test, in accordance with Section 21, 
is to be applied to new machines, preferably at the 
conclusion of the temperature rise test. Where both ends of 
each phase are brought out to accessible separate terminals 
each phase is to be tested separately. 


9.8.4 An impulse test is to be carried out on the coils of 
high voltage machines in order to demonstrate a satisfactory 
withstand level of the inter-turn insulation to voltage surges. 
The test is to be carried out on all coils after they have been 
inserted in the slots and after wedging and bracing. Each coil 
shall be subjected to at least five impulses of injected voltage, 
the peak value of the injected voltage being given by the 
formula: 
Voeak = 2,45V 
where 

V_ = rated line voltage r.m.s. 
Alternative proposals to demonstrate the withstand level of 
inter-turn insulation will be considered. 


| Section 10 
Converter equipment 


10.1 Transformers 
10.1.1 Paragraphs 10.1.2 to 10.1.11 apply to transform- 
ers rated for 5 kVA upwards. 


10.1.2 Transformers are to comply with the requirements 
of IEC 60076: Power transformers, or an acceptable and 
relevant National Standard amended where necessary for 
ambient temperature, see 1.9. 


10.1.3 Transformers may be of the dry type, encapsulated 
or liquid filled type. 


10.1.4 The temperature rise of the winding of transformers 
above the ambient temperatures given in 1.9, when measured 
by resistance during continuous operation at the maximum 
rating, is not to exceed: 

(a) For dry type transformers, air cooled: 


° insulation of Class A — 50°C 
° insulation of Class E — 60°C 
° insulation of Class B — 70°C 
° insulation of Class F — 90°C 
° insulation of Class H — 110°C 


(b) For liquid filled transformers: 
e 50°C — where air provides cooling of the fluid 
e 65°C — where water provides cooling of the fluid. 


10.1.5 When a transformer is connected to a supply 
system with harmonic distortion, the rating of the transformer 
is to allow for the increased heating effect of the harmonic 
loading. Special attention is to be given to transformers 
connected for the purpose of reducing harmonic distortion. 


10.1.6 The inherent regulation of transformers at their 
rated output is to be such that the total voltage drop to any 
point in the installation does not exceed that allowed by 1.8. 


10.1.7 Transformers, except those for motor starting, are 
to be double wound. 


10.1.8 Liquid fillings for transformers are to be non-toxic 
and of a type which does not readily support combustion. 
Liquid filled transformers are to have a pressure relief-device 
with an alarm and there is to be a suitable means provided to 
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contain any liquid which may escape from the transformer due 
to the operation of the relief device or damage to the tank. 


10.1.9 All transformers are to be capable of withstanding 
for two seconds, without damage, the thermal and mechanical 
effects of a short-circuit at the terminals of any winding. 


10.71.10 When forced cooling is used, whether air or liquid, 
there is to be monitoring of the cooling medium and transformer 
winding temperatures with an alarm should these exceed 
preset limits. There are to be arrangements so that the load may 
be reduced to a level commensurate with the cooling available. 


10.1.11 Where water cooled heat exchangers are used in 
transformer cooling circuits, there is to be provision for the 
detection of water leakage and the system is to be arranged 
so as to prevent the entry of water into the transformer. 


10.1.12 The following tests are to be carried out on all 

transformers at the manufacturer’s works, and a certificate of 

tests issued by the manufacturer, see a/so 1.4.2 and 1.4.3: 

(a) measurement of winding resistances, voltage ratio, 
impedance voltage, short circuit impedance, insulation 
resistance, load loss, no load loss and current; 

(b) dielectric tests; 

(c) temperature rise test on one transformer of each size 
and type; and 

(d) where evidence of compliance with 10.1.9 is not submit- 
ted for consideration, short-circuit withstand on one 
transformer of each size and type. 


10.2 Semiconductor equipment 
10.2.1. +The requirements of 10.2.2 to 10.2.18 apply to 
semiconductor equipment rated for 5 KW upwards. 


10.2.2. Semiconductor equipment is to comply with the 
requirements of IEC 60146: Semiconductor converters, or an 
acceptable and relevant National Standard amended where 
necessary for ambient temperature, see 1.9. 


10.2.3 Semiconductor static power converter equipment 
is to be rated for the required duty having regard to peak 
loads, system transients and overvoltage. 


10.2.4 Converter equipment may be air or liquid cooled 
and is to be so arranged that it cannot remain loaded unless 
effective cooling is maintained. Alternatively the load may be 
automatically reduced to a level commensurate with the 
cooling available. 


10.2.5 Liquid cooled converter equipment is to be 
provided with leakage alarms and there is to be a suitable 
means provided to contain any liquid which may leak from the 
system in order to ensure that it does not cause an electrical 
failure of the equipment. Where the semiconductors and other 
current carrying parts are in direct contact with the cooling 
liquid, the liquid is to be monitored for satisfactory resistivity 
and an alarm initiated at the relevant control station should 
the resistivity be outside the agreed limits. 


10.2.6 Where forced cooling is used there is to be 
temperature monitoring of the heated cooling medium with an 
alarm and shutdown when the temperature exceeds a preset 
value. 


10.2.7 Cooling fluids are to be non-toxic and of low 
flammability. 
10.2.8. Converter equipment is to be so arranged that the 


semiconductor devices, fuses, control and firing circuit boards 
may be readily removed from the equipment for repair or 
replacement. 


10.2.9 Test and monitoring facilities are to be provided to 
permit identification of control circuit faults and faulty 
components. 


10.2.10 Protection devices fitted for converter equipment 
protection are to ensure that, under fault conditions, the 
protective action of circuit breakers, fuses or control systems 
is such that there is no further damage to the converter or the 
installation. 


10.2.11 Converter equipment, including any associated 
transformers, reactors, capacitors and filters, if provided, is to 
be so arranged that the harmonic distortion, and voltage 
spikes, introduced into the craft’s electrical system are within 
the limits of 1.8.3 or restricted to a lower level necessary to 
ensure that it causes no malfunction of equipment connected 
to the electrical installation. 


10.2.12 Overvoltage spikes or oscillations caused by 
commutation or other phenomena, are not to result in the 
supply voltage waveform deviating from a superimposed 
equivalent sine wave by more than 10 per cent of the 
maximum value of the equivalent sine wave. 


10.2.13 When converter equipment is operated in parallel, 
load sharing is to be such that under normal operating conditions 
overloading of any unit does not occur and the combination of 
paralleled equipment is stable throughout the operating range. 


10.2.14. When converter equipment has parallel circuits 
there is to be provision to ensure that the load is distributed 
uniformly between the parallel paths. 


10.2.15 Transformers, reactors, capacitors and other circuit 
devices associated with converter equipment, or associated 
filters, are to be suitable for the distorted voltage and current 
waveforms to which they may be subjected and filter circuits 
are to be provided with facilities to ensure that their 
capacitors are discharged before the circuits are energised. 


10.2.16 Any regenerated power developed during the 
operation of converter equipment is not to result in 
disturbances to the supply system voltage and frequency 
which exceeds the limits of 1.8. 


10.2.17 Where control systems form an integral part of 
semiconductor equipment, they are to be designed and 
manufactured with regard to the environmental conditions to 
which they will be exposed in service and their performance is 
to be demonstrated during the test and trials programme. 
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10.2.18 Tests at the manufacturer’s works of converter 
equipment and any associated reactors or filters are to include 
the high voltage test of 21.1, a temperature rise test, on one 
of each size and type of converter equipment, and such other 
tests as may be necessary to demonstrate the suitability of 
the equipment for its intended duty. Details of tests are to be 
submitted for consideration when required, see also 1.4.2. 


10.3 Uninterruptible power systems 

10.3.1. Where uninterruptible power systems (UPS) are 
required to maintain essential services or provide emergency 
services, the requirements of this Sub-Section apply. This sub- 
Section is in addition to the requirements of 10.1 and 10.2 and 
Section 12, as applicable. 


10.3.2 UPS units are to be constructed in accordance with 
IEC 62040: Uninterruptible power systems (UPS), or an 
acceptable and relevant National or International Standard. 


10.3.3. The operation of a UPS is not to depend upon 
external services. 


10.3.4 The type of UPS unit employed, whether off-line, 
line-interactive or on-line, is to be appropriate to the power 
supply requirements of the connected load equipment. 


10.3.5 An external bypass, that is hardwired and manually 
operated, is to be provided for UPS to allow isolation of UPS 
for safety during maintenance and maintain continuity of load 
power. 


10.3.6 UPS units are to be monitored and an audible and 

visual alarm is to be initiated in the navigating bridge or the 

engine control room, or an equivalent attended location for: 

e power supply failure (voltage and frequency) to the 
connected load; 


° earth fault; 

e operation of battery protective device; 

e battery discharge; and 

e bypass in operation for on-line UPS units. 

10.3.7 UPS units required to provide emergency services 


are to be suitably located for use in an emergency. 


10.3.8 UPS units utilising valve-regulated sealed batteries 
may be located in compartments with standard marine or 
industrial electrical equipment provided that the arrangements 
comply with 12.3.5. Ventilation arrangements in accordance 
with IEC 62040: Uninterruptible power systems (UPS), or an 
acceptable and relevant National or International Standard, 
may be considered to satisfy the requirements of 12.5.10. 


10.3.9 Output power is to be maintained for the duration 
required for the connected equipment. 


10.3.10 The UPS battery capacity is, at all times, to be 
capable of supplying the designated loads for the time 
specified. Where it is proposed that additional circuits are 
connected to the UPS unit, details verifying that the UPS unit 
has adequate capacity are to be submitted for consideration, 
see 1.5. 


10.3.17 On restoration of the input power, the rating of the 
charge unit is to be sufficient to recharge the batteries while 
maintaining the output supply to the load equipment. 


10.3.12 Tests at the manufacturer's works are to include 

such tests necessary to demonstrate the suitability of a UPS 

unit for its intended duty and location. This is expected to 

include as a minimum the following tests: 

e —atemperature rise test and battery capacity test on one 
of each size and type of UPS; 

e the high voltage test of 20.1; 

° a ventilation rate test; and 

e functional testing, including operation of alarms. 

Details of tests are to be submitted for consideration when 

required, see also 1.4.2. 


10.3.13 Where the supply is to be maintained without a 
break following a power input failure, this is to be verified after 
installation by practical testing. 


oO Section 11 
Electrical cables and busbar 
trunking systems (busways) 


11.1 General 

17.1.1. The requirements of 11.1 to 11.16 apply to all 
electric cables for fixed wiring unless otherwise exempted. 
The requirements of 11.16 apply to busbar trunking systems 
(busways) where they are used in place of electric cables. 


11.1.2 Electric cables for fixed wiring are to be designed, 
manufactured and tested in accordance with the relevant IEC 
Standard stated in Table 2.11.1 or an acceptable and relevant 
National Standard. 


17.1.3 Electric cables for electric propulsion systems are 
to be Type Approved in accordance with LR’s Type Approval 
System Test Specification Number 3 or, alternatively, surveyed 
by the Surveyors during manufacture and testing to assess 
compliance with the applicable International or National 
Standards and application of an acceptable quality manage- 
ment system. 


11.1.4 Provided that adequate flexibility of the finished 
cable is assured, conductors of nominal cross-section area 
2,5 mm2 and less need not be stranded. 


11.1.5 Electric cables for non-fixed wiring applications are 
to comply with an acceptable and relevant Standard. 


11.1.6 For the purpose of this Section, pipes, conduits, 
trunking or any other system for the additional mechanical 
protection of cables are hereafter referred to under the generic 
name ‘protective casings’. 
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Table 2.11.1 Electric cables 


IEC 


Standard Title 


Application 


General constructional 60092-350 
and testing 


requirements 


Low-voltage shipboard 
power cables. General 
construction and test 
requirements 

Fixed power and 60092-3538 
control circuits 


Single and multicore 
non-radial field power 
cables with extruded 
solid insulation for rated 
voltages 1kV and 3kV 


Fixed power circuits 60092-354 


Single and three-core 
power cables with 
extruded solid insulation 
for rated voltages 6kV, 


10kV and 15kV 
Instrumentation, control | 60092-3875 
and communication 
circuits up to 60 V 


Shipboard 
telecommunication 
cables and radio 
frequency cables — 
General instrumentation, 
control and 
communication cables 
Control circuits up to 60092-376 
250 V 


Shipboard multicore 
cables for control 
circuits 


Mineral insulated cables 
with a rated voltage not 
exceeding 750 V 


Mineral insulated 


Testing 


11.2.1 Routine tests, consisting of at least: 

a) measurement of electrical resistance of conductors; 

b) high voltage test, see also Section 21; 

c) insulation resistance measurement; 

d) for high voltage cables, partial discharge tests are to be 
made in accordance with the requirements of the 
relevant publication or National Standard referred to in 
11.1.2 at the manufacturer’s works prior to despatch. 

Evidence of successful completion of routine tests is to be 

provided by the manufacturer. 


11.2.2 Particular, special and type tests are to be made, 
when required, in accordance with the requirements of the 
relevant publication or National Standard referred to in 11.1.2 
and a test report issued by the manufacturer. 


11.3 Voltage rating 

11.3.1. The rated voltage of any electric cable is to be not 
lower than the nominal voltage of the circuit for which it is used. 
The maximum sustained voltage of the circuit is not to exceed 
the maximum voltage for which the cable has been designed. 


11.3.2 Electric cables used in unearthed systems are to be 
suitably rated to withstand the additional stresses imposed 
on the insulation due to an earth fault. 


11.4 Operating temperature 

11.4.1. The maximum rated conductor temperature of the 
insulating material for normal operation is to be at least 10°C 
higher than the maximum ambient temperature liable to be 
produced in the space where the cable is installed. 


11.4.2 |The maximum rated conductor temperatures for 
normal and short-circuit operation, for the insulating materials 
included within the Standards referred to in 11.1.2 is not to 
exceed the values stated in Table 2.11.2. 


Table 2.11.2 Maximum rated conductor temperature 


Maximum rated conductor 
temperature °C 


Type of Insulating compound 


Normal Short-circuit 


operation 


Thermoplastics: 

e Based upon polyvinyl chloride 70 
or co-polymer of vinyl chloride 
and vinyl acetate 


Elastomeric or thermosetting: 
Ethylene-propylene rubber or 
similar (EPM or EPDM) 

High modulus or hard grade 
ethylene propylene rubber 
Cross-linked polyethylene 
Ethylene-propylene rubber or 
similar (EPM or EPDM) halogen- 
free 

High modulus or hard grade 
halogen-free ethylene propylene 
rubber 

Halogen-free cross-linked 
polyethylene 

Cross-linked polyolefin 

material for halogen-free cables 
Silicon rubber 

Halogen-free silicone rubber 


11.4.3 Electric cables constructed of an insulating material 
not included in Table 2.11.2 are to be rated in accordance 
with the National Standard chosen in compliance with 11.1.2. 


11.5 Construction 

11.5.1 Electric cables are to be at least of a flame-retardant 
type. Compliance with IEC 603832-1-2: Tests on electric and 
optical fibre cables under fire conditions — Part 1-2: Test for 
vertical flame propagation for a single insulated wire or cable 
— Procedure for 1kW pre-mixed flame, will be acceptable. 


17.5.2 Exemption from the requirements of 11.5.1 for 
applications such as radio frequency or digital communica- 
tion systems, which require the use of particular types of 
cable, will be subject to special consideration. 
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11.5.3 Where electric cables are required to be of a ‘fire 
resistant type’, they are in addition to be easily distinguishable 
and to comply with the performance requirements of the 
appropriate part of IEC 60331:7ests for electric cables under 
fire conditions - Circuit integrity, when tested with a minimum 
flame application time of 90 minutes, as follows: 

IEC 60331-21: Procedures and requirements — Cables of 
rated voltage up to and including 0.6/1.0kV; 

IEC 60331-23: Procedures and requirements — Electric data 
cables; 

IEC 60331-25: Procedures and requirements — Optical fibre 
cables. 


11.5.4 Where electric cables are installed in locations 
exposed to the weather, in damp and in wet situations, in 
machinery compartments, refrigerated spaces or exposed to 
harmful vapours including oil vapour they are to have the 
conductor insulating materials enclosed in an impervious sheath 
of material appropriate to the expected ambient conditions. 


17.5.5 Where it is required that the construction of 
electrical cables includes metallic sheaths, armouring or 
braids are to be provided with an overall impervious sheath or 
other means to protect the metallic elements against 
corrosion, see also 11.8.7 and 11.8.8. 


17.5.6 Where cables are installed in an area where 
contamination by oil is likely to occur, the oversheath is to be 
of an enhanced oil resistance grade. 


11.5.7. Where single core electric cables are used in 
circuits rated in excess of 20 Amps and are armoured the 
armour is to be of a non-magnetic material. 


11.5.8 Electric cables are to be constructed such that they 
are capable of withstanding the mechanical and thermal 
effects of the maximum short-circuit current which can flow 
in any part of the circuit in which they are installed, taking into 
consideration not only the time/current characteristics of the 
circuit protective device but also the peak value of the 
prospective short-circuit current. Where electric cables are to 
be used in circuits with a maximum short circuit current in 
excess of 70 kA, evidence is to be submitted for consideration 
when required demonstrating that the cable construction can 
withstand the effects of the short circuit current. 


11.5.9 All high voltage electric cables are to be readily 
identified by suitable marking. 


11.6 Conductor size 

17.6.1. |The maximum continuous load carried by a cable 
is not to exceed its continuous current rating. It is to be 
chosen such that the maximum rated conductor temperature 
for normal operation for the insulation is not exceeded. In 
assessing the current rating the correction factors in 11.7 may 
be applied as required. 


11.6.2. The cross-sectional area of the conductors is to be 
sufficient to ensure that, under short-circuit conditions, the 
maximum rated conductor temperature for short-circuit 
operation is not exceeded, taking into consideration the time 
current characteristics of the circuit protective device and the 
peak value of the prospective short-circuit current. 


11.6.3 The cable current ratings given in Tables 2.11.3 and 
2.11.4 are based on the maximum rated conductor tempera- 
tures given in Table 2.11.2. When cable sizes are selected on 
the basis of precise evaluation of current rating based upon 
experimental and calculated data, details are to be submitted 
for consideration. Alternative short-circuit temperature limits, 
other than those given in Table 2.11.4, may be applied using 
the data provided in: 

° IEC 60724: Short-circuit temperature limits of electric 
cables with rated voltages of 1kV (Um=1,2kV) and 3kV 
(Um=8, 6kV); or 

° IEC 60986: Short-circuit temperature limits of electric 
cables with rated voltages from 6kV (Um=7,2kV) and up 
to 30kV (Um=36kV). 

Alternative short-circuit temperature limits provided in an 

acceptable and relevant National Standard may also be 

considered. 


11.6.4 | The cross-sectional area of the conductors is to be 
sufficient to ensure that at no point in the installation will the 
voltage variations stated in 1.8 be exceeded when the 
conductors are carrying the maximum current under their 
normal conditions of service. 


11.6.5 The size of earth conductors is to comply with 
1.12.8. 
11.6.6 The cross-sectional area of conductors used in 


circuits supplying cyclic or non-continuous loads is to be 
sufficient to ensure that the cable’s maximum rated conductor 
temperature for normal operation is not exceeded when the 
conductors are operating under their normal conditions of 
service, see 11.7.4. 


11.7 Correction factors for cable current rating 
11.7.1. The correction factors of 11.7.2 to 11.7.5 provide 
a guide for general applications in assessing a current rating. 
A more precise evaluation based upon experimental and 
calculated data may be submitted for consideration. 


11.7.2 Bunching of cables. Where more than six electric 
cables, which may be expected to operate simultaneously at 
their full rated capacity, are laid close together in a cable bunch 
in such a way that there is an absence of free air circulation 
around them, a correction factor of 0,85 is to be applied. Signal 
cables may be exempted from this requirement. 


17.7.8. Ambient temperature. The current ratings of 
Table 2.11.3 are based on an ambient temperature of 45°C. 
For other values of ambient temperature the correction factors 
shown in Table 2.11.5 are to be applied. 
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| Table 2.11.3 Electric cable current ratings, normal operation, based on ambient 45°C 


Continuous r.m.s current rating, in amperes 


Nominal cross- Thermoplastic (70°C) 
section (mm2) 


Single 2 core 3 or4 
core 


Single 
core 


Elastomeric (90°C) 


Elastomeric or thermosetting, based 
on silicon rubber (95°C) 


2 core Single 2 core 3 or 4 


= 
a 


ome) 
a 


an 


DOAOMARWONNA+=0 
a 
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11.7.4 Short time duty. When the load is not continuous 
i.e. operates for periods of half an hour or one hour and the 
periods of no load are longer than three times the cable’s time 
constant 7 in minutes, the cable’s continuous rating may be 
increased by a duty factor, calculated in accordance with: 


Duty factor = 


When the load is not continuous, is repetitive and has periods of 
no-loads less than three times the cable’s time constant, so that 
the cable has insufficient time to cool down between the appli- 
cations of load, the cable’s continuous rating may be increased 


by an intermittent factor, calculated in accordance with: 


Intermittent factor = 


where 
T = 0,245q1:35 where d is the overall diameter of the 
cable, in mm 
t, = the service time of the load current, in minutes 
tb = the intermittent period in minutes, i.e. the total 


period of load and no-load before the cycle is 


repeated. 


11.7.5 Diversity. Where cables are used to supply two or 
more final sub-circuits account may be taken of any diversity 
factors which may apply, see 5.6. 


11.8 Installation of electric cables 


17.8.1 Electric cable runs are to be as far as practicable 
fixed in straight lines and in accessible positions. 


11.8.2 Bends in fixed electric cable runs are to be in accor- 
dance with the cable manufacturer’s recommendations. The 
minimum internal radius of bend for the installation of fixed 
electric cables is to be chosen according to the construction 
and size of the cable and is not to be less than the values 
given in Table 2.11.6. 


11.8.3 The installation of electric cables across expansion 
joints in any structure is to be avoided. Where this is not 
practicable, a loop of electric cable of length sufficient to 
accommodate the expansion of the joint is to be provided. 
The internal radius of the loop is to be at least 12 times the 
external diameter of the cable. 
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| Table 2.11.4 Electric cable current ratings, r.m.s. short-circuit current 


Nominal Fault current (kA) at 150°C Fault current (kA) at 250°C 


Fault current (kA) at 350°C 


cross- 
section (mm?) 


1s 0,5s O,1s 1s 0,5s O,1s 
ion duration duration duration duration duration 


Is 0,5 s O,1s 
duration duration duration 


=a 
a 


0,1 0,3 
0,1 0,5 
0,2 0,6 
0,7 
0,9 
id 
1,6 
1,8 


on 
oO 


an 


WONMNRWNHYYFI++0 
on 


Table 2.11.5 Correction factors 


0,1 
0,2 
0,2 
0,3 
0,3 


Correction factor for ambient air temperature of °C 


Insulation 


material 


Thermoplastic 


(70°C) 


Elastomeric or 
thermosetting 
(90°C) 
Elastomeric or 
thermosetting, 
based on silicone 
rubber (90°C) 
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Table 2.11.6 


Cable construction 


Insulation 


Outer covering 


Minimum internal radii of bends in cables for fixed wiring 


Minimum internal radius of bend 
(times overall 
diameter of cable) 


Overall diameter of cable 


Metal sheathed 
Armoured and braided 


Thermoplastic and elastomeric 
600/1000 V and below 


6D 


Other finishes 


Mineral Hard metal sheathed 


Thermoplastic and elastomeric 
above 600/1000 V 
— single core 


— multicore 


11.8.4 Electric cables for essential and emergency 
services are to be arranged, so far as is practicable, to avoid 
galleys, machinery spaces and other enclosed spaces and 
areas of high fire risk except as is necessary for the service 
being supplied. Such cables are also, so far as reasonably 
practicable, to be routed clear of bulkheads to preclude their 
being rendered unserviceable by heating of the bulkheads that 
may be caused by a fire in an adjacent space. 


11.8.5 Electric cables having insulating materials with 
different maximum rated conductor temperatures are to be so 
installed that the maximum rated conductor temperature for 
normal operation of each cable is not exceeded. 


11.8.6 Electric cables having a protective covering which 
may damage the covering of other cables are not to be 
bunched with those other cables. 


11.8.7 Cables having an exposed metallic screen, braid or 
armour are to be installed in such a manner that galvanic 
corrosion by contact with other metals is prevented. Sufficient 
measures are also to be taken to prevent damage to exposed 
galvanised coatings during installation. 


11.8.8 Protection is to be provided for cable oversheaths 
in areas where cables are likely to be exposed to damaging 
substances under normal circumstances or areas where the 
spillage or release of harmful substances is likely. 


11.8.9 Electric cables are to be as far as practicable 
installed remote from sources of heat. Where installation of 
cables near sources of heat cannot be avoided and where 
there is consequently a risk of damage to the cables by heat, 
suitable shields, insulation or other precautions are to be 
installed between the cables and the heat source. The free air 
circulation around the cables is not to be impaired. 


11.8.10 Where electric cables are installed in bunches, 
provision is to be made to limit the propagation of fire. This 
requirement is considered satisfied when cables of the bunch 
have been tested in accordance with the requirements of 
IEC 60332:Tests on electric cables under fire conditions, 
Part 3-22, Test for vertical flame spread of vertically-mounted 
bunched wires or cables — Category A, and are installed in the 


4D 
6D 


same configuration(s) as are used for the test(s). If the cables 
are not so installed, information is to be submitted to satis- 
factorily demonstrate that suitable measures have been taken 
to ensure that an equivalent limit of fire propagation will be 
achieved for the configurations to be used. Particular 
attention is to be given to cables in: 

e atria or equivalent spaces; and 

e vertical runs in trunks and other restricted spaces. 

In addition, cables that comply with the requirements of 
IEC 60332-3-22 are also required to meet the requirements 
of IEC 60332-1-2. 


11.8.11 Electric cables are not to be coated or painted with 
materials which may adversely affect their sheath or their fire 
performance. 


11.8.12 Where electric cables are installed in refrigerated 
spaces they are not to be covered with thermal insulation but 
may be placed directly on the face of the refrigeration 
chamber, provided that precautions are taken to prevent the 
electric cables being used as casual means of suspension. 


11.8.13 All metal coverings of electric cables are to be 
earthed in accordance with 1.12. 


11.8.14 High voltage cables may be installed as follows: 

(a) in the open, e.g. on carrier plating, when they are to be 
provided with a continuous metallic sheath or armour 
which is effectively bonded to earth to reduce danger to 
personnel. The metallic sheath or armour may be 
omitted provided that the cable sheathing material has 
a longitudinal electric resistance high enough to prevent 
sheath currents which may be hazardous to personnel; 

(b) contained in earthed metallic protective casings when 
the cables may be as in (a) or the armour or metal sheath 
may be omitted. In the latter case care is to be taken to 
ensure that protective casings are electrically continuous 
and that short lengths of cable are not left unprotected. 


11.8.15 High voltage electric cables are not to be run in the 
open through accommodation spaces. 
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11.8.16 High voltage electric cables are to be segregated 
as far as is practicable from electric cables operating at lower 
voltages. 


11.8.17 a.c. wiring is to be carried out using multicore 
cables wherever reasonably practicable. Where it is neces- 
sary to install single core electric cables for alternating current 
circuits in excess of 20 Amps the requirements of 11.14 are to 
be complied with, see also 11.5.7. 


11.8.18 Electric cables are to be, so far as reasonably 
practicable, installed remote from sources of mechanical 
damage. Where necessary, the cables are to be protected in 
accordance with the requirements of 11.9. 


171.8.19 Electric cables, with the exception of those for 
portable appliances and those installed in protective casings, 
are to be fixed securely in accordance with the requirements 
of 11.10. 


171.8.20 Where electric cables penetrate bulkheads and 
decks, the requirements of 11.11 are to be complied with. 


11.8.21 Where electric cables are installed in protective 
casings, the requirements of 11.12 are to be complied with. 


11.9 Mechanical protection of cables 

11.9.1 Where electric cables are exposed to risk of 
mechanical damage they are to be protected by suitable 
protective casings unless the protective covering (e.g. armour 
or sheath) is sufficient to withstand the possible cause of 
damage. 


11.9.2 Electric cables installed in spaces where there is 
exceptional risk of mechanical damage such as holds, 
storage spaces, cargo spaces, etc., are to be suitably 
protected by metallic protective casings, even when armoured, 
unless the craft’s structure affords adequate protection. 


11.9.3 Metal protective casings are to be efficiently 
protected against corrosion, and effectively earthed in 
accordance with 1.12. 


11.10 Cable support systems 

711.10.1 Electric cables are to be effectively supported and 
secured, without being damaged, to the craft’s structure, 
either indirectly by a cable support system, or directly by 
means of clips, saddles or straps to bulkheads, etc., see 
11.8.4. 


11.10.2 Cable support systems, which may be in the form 
of trays or plates, separate support brackets, hangers or 
ladder racks, together with their fixings and accessories, are 
to be robust and are to be of corrosion-resistant material or 
suitably corrosion inhibited before erection. The cable support 
system is to be effectively secured to the craft’s structure, the 
spacing of the fixings taking account of the probability of 
vibration and any heavy external forces, e.g., where located 
in areas subject to impact by sea-water. 


11.10.3 The distances between the points at which the 
cable is supported (e.g., distances between ladder rungs, 
support brackets, hangers, etc.) are to be chosen according 
to the construction of cable (i.e., size and rigidity) and the 
probability of vibration and are to be generally in accordance 
with those given in Table 2.11.7. 


Table 2.11.7 Maximum spacing of supports or 


fixings for securing cables 
External diameter of cable 


Armoured 
cables 


Non-armoured 
cables 


Exceeding 


Not exceeding 


mm mm 


11.10.4 Where the cables are laid on top of their support 
system, the spacings of fixings may be increased beyond 
those given in Table 2.11.7, but should take account of the 
probability of movement and vibration and in general is not to 
exceed 900 mm. This relaxation is not to be applied where 
cables can be subjected to heavy external forces, e.g. where 
they are run on, or above, open deck or in areas subject to 
impact by sea-water. 


11.10.5 Single core electric cables are to be firmly fixed, using 
supports of strength adequate to withstand forces corre- 
sponding to the values of the peak prospective short-circuit 
current. 


11.11 Penetration of bulkheads and decks by 
cables 
11.11.71 Where electric cables pass through watertight, fire 


insulated or gas tight bulkheads, the arrangements are to be 
such as to ensure the integrity of the bulkhead or deck is not 
impaired. The arrangements chosen are to ensure that the 
cables are not adversely affected. 


11.11.2 Where cables pass through non-watertight bulk- 
heads or structural steel, the holes are to be bushed with 
suitable material. If the steel is at least 6 mm thick, adequately 
rounded edges may be accepted as the equivalent of 
bushing. 


11.11.3 Electric cables passing through decks are to be 
protected by deck tubes or ducts. 


11.11.4 Where cables pass through thermal insulation they 
are to do so at right angles, in tubes sealed at both ends. 
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11.12 Installation of electric cables in protective 
casings 
11.12.71 Protective casings are to be mechanically continuous 


across joints and effectively supported and secured to prevent 
damage to the electric cables. 


11.12.2 Protective casings are to be suitably smooth on the 
interior and have their ends shaped or bushed in such a 
manner as not to damage the cables. 


171.12.3 The internal radius of bends of protective casings 
are to be not less than that required for the largest cable 
installed therein, see 11.8.2. 


11.12.4 The space factor (ratio of the sum of the cross 
sectional areas corresponding to the external diameters of the 
cables to the internal cross sectional area of the protective 
casings) is not to exceed 0,4. 


11.12.5 Where necessary, ventilation openings are to be 
provided at the highest and lowest points of protective 
casings to permit air circulation and to prevent accumulation 
of water. 


11.12.6 Expansion joints are to be provided in protective 
casings where necessary. 


11.12.7 Protective casings containing high voltage electric 
cables are not to contain other electric cables and are to be 
clearly identified, defining their function and voltage. 


11.13 Non-metallic cable support systems, 
protective casings and fixings 
11.13.71 Where it is proposed to use non-metallic cable 


support systems, protective casings or fixings, the additional 
requirements of this sub-Section apply. For high voltage 
installations, metallic protective casings are required where 
11.8.14(b) applies. 


711.13.2 Non-metallic cable support systems and protective 

casings are to be installed in accordance with the manufac- 

turer’s recommendations. The support systems and protective 

casings are to have been tested in accordance with an 

acceptable test procedure for: 

(a) ambient operating temperatures; 

(b) safe working load; 

(c) impact resistance; 

(d) flame retardancy; 

(e) smoke and toxicity; and 

(f) | use in explosive gas atmospheres or in the presence of 
combustible dusts, electrical conductivity; 

with satisfactory results. 


711.13.3 Non-metallic cable support systems, protective 
casings and fixings installed on the open deck are to be 
protected from degradation caused by exposure to solar 
radiation. 


11.13.4 Where the cable support system, protective casing 
or fixings are manufactured from a material other than metal, 
suitable supplementary metallic fixings or straps spaced at 


regular distances are to be provided such that, in the event of 
a fire or failure, the cable support system, protective casing 
and the affixed cables are prevented from falling and causing 
an injury to personnel and/or an obstruction to any escape 
route. Alternatively, the cables may be routed away from such 
areas. 


171.13.5 The load on non-metallic cable support systems or 
protective casings is not to exceed the tested safe working 
load. 


11.13.6 When a cable support system or protective casing 
is secured by means of clips or straps manufactured from a 
material other than metal the fixings are to be supplemented 
by suitable metal clips or straps spaced at regular distances 
each not exceeding 2 m and, for non-metallic cable support 
systems or protective casing, that used during safe working 
load testing. 


11.13.7 Non-metallic fixings are to be flame retardant in 
accordance with the requirements of IEC 60092-101, or an 
alternative, relevant National or International Standard. 


11.14 Single core electric cables for alternating 
current 
11.14.71 When installed in protective casings, electric cables 


belonging to the same circuit are to be installed in the same 
casing, unless the casing is of non-magnetic material. 


11.14.2 Cable clips are to include electric cables of all 
phases of a circuit unless the clips are of non-magnetic 
material. 


11.14.3  Single-core cables of the same circuit are to be in 
contact with one another, as far as possible. In any event the 
distance between adjacent electric cables is not to be greater 
than one cable diameter. 


11.14.4 If single-core cables of current rating greater than 
250 A are installed near a steel bulkhead, the clearance 
between the cables and the bulkhead is to be at least 50 mm 
unless the cables belonging to the same a.c. circuit are 
installed in trefoil formation. 


11.14.5 Magnetic material is not to be used between single 
core cables of a group. Where cables pass through steel 
plates, all the conductors of the same circuit are to pass 
through a plate or gland, so made that there is no magnetic 
material between the cables, and the clearance between the 
cables and the magnetic material is not to be less than 
75 mm, unless the cables belonging to the same a.c. circuit 
are installed in trefoil formation. 


11.14.6 Electric cables are to be installed such that the 
induced voltages, and any circulating currents, in the sheath 
or armour are limited to safe values. 
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11.15 Electric cable ends 

11.15.17 Where screw-clamp or spring-clamp type termina- 
tions are used in electrical apparatus for external cable 
connections (see 1.11.7), cable conductors of the solid or 
stranded type may be inserted directly into the terminals. 
Where flexible conductors are used, a suitable termination is 
to be fitted to the cable conductor to prevent ‘whiskering’ of 
the strands. 


11.15.2 If compression type conductor terminations are 
used on the cable ends, they are to be of a size to match the 
conductor and to be made with a compression type tool with 
the dies selected to suit the termination and conductor sizes 
and having a ratchet action to ensure completion of the 
compression action. 


11.15.3 Soldered sockets may be used in conjunction with 
non-corrosive fluxes provided that the maximum conductor 
temperature at the joint, under short circuit conditions, does 
not exceed 160°C. 


11.15.4 High voltage cables of the radial field type, i.e. 
having a conducting layer to control the electric field within 
the insulation, are to have terminations which provide electrical 
stress control. 


11.15.5 Electric cables having hygroscopic insulation (e.g. 
mineral insulated) are to have their ends sealed against 
ingress of moisture. 


11.15.6 Cable terminations are to be of such a design and 
dimensions that the maximum current likely to flow through 
them will not result in degradation of the contacts or damage 
to insulation as the result of overheating. 


11.15.7 The fixing of conductors in terminals at joints and 
at tappings is to be capable of withstanding the thermal and 
mechanical effects of short circuit currents. 


11.16 Joints and branch circuits in cable systems 
11.16.17 If ajoint is necessary it is to be carried out so that all 
conductors are adequately secured, insulated and protected 
from atmospheric action. The flame retardant properties of the 
cable are to be retained, the continuity of metallic sheath, 
braid or armour is to be maintained and the current carrying 
capacity of the cable is not to be impaired. 


171.16.2 Tappings (branch circuits) are to be made in 
suitable boxes of such a design that the conductors remain 
suitably insulated, protected from atmospheric action and 
fitted with terminals or busbars of dimensions appropriate to 
the current rating. 


11.16.3 Cables of a fire-resistant type, see 11.5.3, are to be 
installed so that they are continuous throughout their length, 
without any joints or tappings. 


11.17 Busbar trunking systems (bustrunks) 

11.17.71 Where busbar trunking systems are used in place 
of electric cables, they are to comply with the requirements of 
11.17.2 to 11.17.6, in addition to the applicable requirements 
in Section 7. 


11.17.2 The busbar trunking, or enclosure system, is to 
have a minimum ingress protection of IP54, according to 
IEC60529: Degrees of protection provided by enclosures 
(IP Code). 


11.17.3 The internal and external arrangements of the 
busbar trunking, or enclosure system, are to ensure that the 
fire and/or watertight integrity of any structure through which 
it passes is not impaired. 


11.17.4 Where the busbar trunking system is employed for 
circuits on and below the bulkhead deck, arrangements are 
to be made to ensure that circuits on other decks are not 
affected in the event of partial flooding under the normal 
angles of inclination given in 1.10 for essential electrical 
equipment. 


11.17.5 Supports and accessories are to be robust and are 
to be of corrosion-resistant material or suitably corrosion 
inhibited before erection. The support system is to effectively 
secure the busbar trunking system to the craft’s structure. 


11.17.6 When accessories are fixed to the busbar system 
by means of clips or straps manufactured from a material 
other than metal, the fixings are to be supplemented by 
suitable metal clips or straps, such that, in the event of a fire 
or failure, the accessories are prevented from falling and 
causing injury to personnel and/or an obstruction to any 
escape route. Alternatively, the busbar system may be routed 
away from such areas. 


L Section 12 


Batteries 
12.1 General 
12.1.1. The requirements of this Section apply to perma- 


nently installed secondary batteries of the vented and 
valve-regulated sealed type. 


12.1.2. Avented battery is one in which the cells have a 
cover provided with an opening through which the products of 
electrolysis and evaporation are allowed to escape freely from 
the cells to the atmosphere. 


12.1.3. Avalve-regulated sealed battery is one in which the 
cells are closed but have an arrangement (valve) which allows 
the escape of gas if the internal pressure exceeds a 
predetermined value. The electrolyte cannot normally be 
replaced. 
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12.2 Construction 

12.2.1 Batteries are to be constructed so as to prevent 
spilling of the electrolyte due to motion and to minimise the 
emission of electrolyte spray. 


12.3 Location 

12.3.1 Vented batteries connected to a charging device 
with a power output of more than 2 kW, calculated from the 
maximum obtainable charging current and the nominal 
voltage of the battery, are to be housed in an adequately 
ventilated compartment assigned to batteries only, or in an 
adequately ventilated suitable box on open deck. 


12.3.2 Vented batteries connected to a charging device 
with a power output within the range 0,2 kW to 2 kW, 
calculated from the maximum obtainable charging current and 
the nominal voltage of the battery, are to be installed in 
accordance with 12.3.1, or may be installed within a well 
ventilated machinery or similar space. 


12.3.3 Vented batteries connected to a charging device 
with a power output of less than 0,2 kW, calculated from the 
maximum obtainable charging current and the nominal 
voltage of the battery, may be installed in an open position or 
in a battery box in any suitable space. 


12.3.4 Where more than one charging device is installed 
for any battery or group of batteries in one location, the total 
power output is to be used to determine the installation 
requirements of 12.3.1, 12.3.2 or 12.3.3. 


12.3.5 Valve-regulated sealed batteries may be located in 
compartments with standard marine or industrial electrical 
equipment provided that the ventilation requirements of 
12.5.10 and the charging requirements of 12.6.4 and 12.6.5 
are complied with. Equipment that may produce arcs, sparks 
or high temperatures in normal operation is not to be in close 
proximity to battery vent plugs or pressure relief valve outlets. 


12.3.6 | Where lead-acid and nickel-cadmium batteries are 
installed in the same compartment precautions are to be 
taken, such as the provision of screens, to prevent possible 
contamination of electrolytes. 


12.3.7. Where batteries may be exposed to the risk of 
mechanical damage or falling objects they are to be suitably 
protected. 


12.3.8 Batteries installed in crew and passenger cabins, 
together with their associated corridors, are to be of the 
hermetically sealed type. 


12.3.9 A permanent notice prohibiting smoking and the 
use of naked lights or equipment, capable of creating a 
source of ignition, is to be prominently displayed adjacent to 
the entrances of all compartments containing batteries. 


12.3.10 Only electrical equipment necessary for operational 
reasons and for the provision of lighting is to be installed 
in compartments provided in compliance with 12.3.1, the 
compartment ventilation exhaust ducts and zones within a 


1,5 m radius of the ventilation outlet(s). Such electrical equip- 
ment is to be certified for group IIC gases and temperature 
Class T1 in accordance with IEC 60079: Electrical apparatus 
for explosive gas atmospheres, or an acceptable and relevant 
National Standard. 


12.3.11 A permanent notice is to be prominently displayed 
adjacent to battery installations advising personnel that 
replacement batteries are to be of an equivalent performance 
type. For valve-regulated sealed batteries, the notice is to 
advise of the requirement for replacement batteries to be suit- 
able with respect to products of electrolysis and evaporation 
being allowed to escape from cells to the atmosphere, see 
also 1.5.3. 


12.4 Installation 

12.4.1 Batteries are to be arranged such that each cell or 
crate of cells is accessible from the top and at least one side 
and it is to be ensured that they are suitably secured to move 
with the craft’s motion. For high speed craft, the securing 
arrangements for batteries are to, as far as practicable, 
prevent excessive movement during the accelerations due to 
grounding or collision. 


12.4.2 |The materials used in the construction of a battery 
rack or stand are to be resistant to the battery electrolyte or 
suitably protected by paint or a coating. 


12.4.3 Measures are to be taken to minimise the effect of 
any electrolyte spillage and leakage, for example the use of 
rubber capping around the top of the cells and the provision 
of a tray of electrolyte-resistant material below the cells, 
unless the deck is suitably protected with paint or a coating. 


12.4.4 The interiors of all compartments for batteries, 
including crates, trays, boxes, shelves and other structural 
parts therein, are to be of an electrolyte-resistant material or 
suitably protected, for example with paint or a coating. 


12.4.5. High speed craft are to be provided with an alarm 
to indicate that immediate action is required in the event of 
thermal runaway of any nickel cadmium battery. 


12.5 Ventilation 

12.5.1 Battery compartments and boxes are to be ventilated 
to avoid accumulation of dangerous concentrations of 
flammable gas. 


12.5.2 Where abattery compartment ventilator is required 
to be fitted with a closing device in accordance with Vol 3, Pt 
8, Ch 4,11.4.1, a warning notice clearly stating the purpose of 
the closing device, for example, ‘This closing device is to be 
kept open and only closed in the event of a fire or flooding — 
Explosive gas atmosphere’, is to be provided at the closing 
device to mitigate the possibility of inadvertent closing of the 
ventilator. Furthermore, means to lock battery compartment 
ventilators in the open position are to be provided. 
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12.5.3 Ducted natural ventilation may be employed for 
battery installations connected to a charging device with a 
power output of 2 kW or less, provided the exhaust duct can 
be run directly from the top of the compartment or box to the 
open air above, with no part of the duct more than 45° from 
the vertical. A suitable opening is also to be provided below the 
level of the top of the batteries, so as to ensure a free ventilation 
air flow. The ventilation duct is to have an area not less than 
50 cm? for every 1 m8 of battery compartment or box volume. 


12.5.4 Where natural ventilation is impracticable or 
insufficient, mechanical ventilation is to be provided, with the 
air inlet located near the floor and the exhaust at the top of 
the compartment. 


12.5.5 Mechanical exhaust ventilation complying with 
12.5.9 is to be provided for battery installations connected to 
a charging device with a total maximum power output of more 
than 2 kW and also, to minimise the possibility of oxygen 
enrichment, compartments and spaces containing batteries 
with boost charging facilities are to be provided with mechanical 
exhaust ventilation irrespective of the charging device power 
output. 


12.5.6 The ventilation system for battery compartments 
and boxes, other than boxes located on open deck or in 
spaces to which 12.3.2, 12.3.3 and 12.3.5 refer, is to be 
separate from other ventilation systems. The exhaust ducting 
is to be led to a location in the open air, where any gases can 
be safely diluted, away from possible sources of ignition and 
openings into spaces where gases may accumulate. 


12.5.7. Fan motors associated with exhaust ducts from 
battery compartments are to be placed external to the ducts 
and the compartments. 


12.5.8 Ventilating fans for battery compartments are to be 
so constructed and be of material such as to minimise risk of 
sparking in the event of the impeller touching the casing. 
Non-metallic-impellers are to be of an anti-static material. 


12.5.9 Battery boxes are to be provided with sufficient 
ventilation openings located so as to avoid accumulation of 
flammable gas whilst preventing the entrance of rain or spray. 


12.5.10 The ventilation arrangements for all installations of 
vented type batteries are to be such that the quantity of air 
expelled is at least equal to: 


Q = 1107n 
where 
n= number of cells in series 
I = maximum current delivered by the charging equip- 
ment during gas formation, but not less than 25 per 
cent of the maximum obtainable charging current 
in amperes 
Q = quantity of air expelled in litres/hr. 
12.5.17. The ventilation rate for compartments containing 


valve-regulated sealed batteries may be reduced to 25 per 
cent of that given in 12.5.10. 


12.6 Charging facilities 

12.6.1. Charging facilities are to be provided for all 
secondary batteries such that they may be completely 
charged from the completely discharged state in a reasonable 
time having regard to the service requirements. 


12.6.2 Suitable means, including an ammeter and a 
voltmeter, are to be provided for controlling and monitoring 
charging of batteries, and to protect them against discharge 
into the charging circuits. 


12.6.3 For floating circuits or any other conditions where 
the load is connected to the battery whilst it is on charge, the 
maximum battery voltage is not to exceed the safe value for 
any connected apparatus. 


12.6.4 Where valve-regulated sealed batteries are installed, 
the charging facilities are to incorporate independent means 
such as overvoltage protection to prevent gas evolution in 
excess of the manufacturer’s design quantity. 


12.6.5 Boost charge facilities, where provided, are to be 
arranged such that they are automatically disconnected 
should the battery compartment ventilation system fail. 


12.7 Recording of batteries for emergency and 
essential services 
12.7.1. A schedule of batteries fitted for use for essential 


and emergency services is to be compiled and maintained. 


12.7.2 Procedures are to be put in place and documented 
to ensure that, where batteries are replaced, they are of an 
equivalent performance type, see also 1.5.3. 


12.7.3 When additions or alterations are proposed to the 
existing batteries for essential and emergency services, the 
schedule and replacement procedure documentation are to 
be updated to reflect the proposed installation and submitted 
in accordance with 1.5.2. 


12.7.4. The schedule and replacement procedure docu- 
mentation are to be made available to the LR Surveyor on 
request. 


12.8 Cables 

12.8.1 Where it is impracticable to provide electrical 
protective devices for certain cables supplied from batteries, 
e.g. within battery compartments and in engine starting 
circuits, unprotected cable runs are to be kept as short as 
possible and special precautions should be taken to minimise 
risk of faults, e.g., use of single core cables with additional 
sleeve over the insulation of each core, with shrouded 
terminals. 
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| Section 13 
Equipment - Heating, lighting and 


accessories 
13.1 Heating and cooking equipment 
13.1.1 | The construction of heaters is to give a degree of 


protection according to IEC 60529: Degrees of protection 
provided by enclosures (IP Code), or an acceptable and 
relevant National Standard, suitable for the intended 
location. 
13.1.2 Heating elements are to be suitably guarded. 
13.1.3 Heating and cooking equipment is to be installed 
such that adjacent bulkheads and decks are not subjected to 
excessive heating. 


13.2 Lighting —- General 
13.2.1. Lampholders are to be constructed of flame 
retarding non-hygroscopic materials. 


13.2.2 Lighting fittings are to be so arranged as to prevent 
temperature rises which overheat or damage surrounding 
materials. They must not impair the integrity of fire divisions. 


13.3 Incandescent lighting 
13.3.1. Tungsten filament lamps and lampholders are to be 
in accordance with Table 2.13.1. 


Table 2.13.1 Lamps and lampholders 

Maximum 
lampholder 
current, A 


Maximum lamp rating 


Designation 


Voltage, V Power, W 


Screw cap lamps 
E40 250 3000 
250 200 
250 15 


24 


Bayonet cap 
lamps 
B22 
B15d 
B15s 


Tubular fluorescent 
lamps 
G13 
G5 


13.3.2 Lampholders of type E40 are to be provided with a 
means of locking the lamp in the lampholder. 


13.4 Fluorescent lighting 


13.4.1. Fluorescent lamps and 
accordance with Table 2.13.1. 


ampholders are to be in 


13.4.2 Fittings, reactors, capacitors and other auxiliaries 
are not to be mounted on surfaces which are subject to high 
temperatures. If mounted separately they are additionally to 
be enclosed in an earthed conductive casing. 


13.4.3 Where capacitors of 0,5 microfarads and above are 
installed, means are to be provided to promptly discharge the 
capacitors on disconnection of the supply. 


13.5 Discharge lighting 

13.5.1 Discharge lamps operating in excess of 250 V are 
only acceptable as fixed fittings. Warning notices calling 
attention to the voltage are to be permanently displayed at 
points of access to the lamps and where otherwise neces- 
sary. 


13.6 Socket outlets and plugs 

13.6.1 The temperature rise on the live parts of socket outlet 
and plugs is not to exceed 30°C. Socket outlets and plugs are 
to be so constructed that they cannot be readily short- 
circuited whether the plug is in or out, and so that a pin of the 
plug cannot be made to earth either pole of the socket outlet. 


13.6.2. All socket outlets of current rating in excess of 16 A 
are to be provided with a switch, and be interlocked such that 
the plug cannot be inserted or withdrawn when the switch is 
in the ‘on’ position. 


13.6.3 Where it is necessary to earth the non-current 
carrying parts of portable or transportable equipment, an 
effective means of earthing is to be provided at the socket 
outlet. 


13.6.4 On weather decks, galleys, laundries, machinery 
spaces and all wet situations socket outlets and plugs are to 
be effectively shielded against rain and spray and are to be 
provided with means of maintaining this quality after removal 
of the plug. 


13.7 Enclosures 

13.7.1 Enclosures for the containing and mounting of 
electrical accessories are to be of metal, effectively protected 
against corrosion, or of flame-retardant insulating materials. 
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| Section 14 
Electrical equipment for use in 
explosive atmospheres 


14.1 General 

14.1.1. Electrical equipment is not to be installed in areas 
where an explosive atmosphere may be present, except 
where necessary for operational and/or safety purposes, 
when the equipment is to be of a certified safe type as listed 
below and details of the equipment and installation are to be 
submitted for consideration. The construction and type 
testing is to be in accordance with IEC 60079: Electrical 
Equipment for Explosive Gas Atmospheres or an acceptable 
and relevant National Standard. 


Intrinsically safe - Ei’ 

Increased safety - Ex‘e’ 
Flameproof - Ex‘d’ 
Pressurised enclosure —- Ex ‘p’ 
Powder filled - Ex‘q’ 
Encapsulated — Ex‘m’ 


14.1.2 The installation of electrical equipment in spaces 
and locations in which flammable mixtures are liable to collect, 
€.g., areas containing flammable gas or vapour and/or 
combustible dust, are, to comply with the relevant require- 
ments of Pt 6, Ch 2,13 of the Rules and Regulations for the 
Classification of Ships. 


14.1.3 Where cables are installed in hazardous areas, 
precautions are to be taken against risks being introduced in 
the event of an electrical fault. 


14.1.4 For craft with spaces for carrying vehicles with fuel in 
their tanks for their own propulsion, the following requirements 
are also applicable: 

(a) electrical equipment fitted within a height of 45 cm above 
the vehicle deck, or any platform on which vehicles are 
carried, or within the exhaust ventilation trunking for the 
space, is to be of a safe type; 

(b) electrical equipment situated elsewhere within the space 
is to have an enclosure of ingress protection rating of at 
least IP55, if not of a safe type. (See IEC 60529: 
Classification of Degrees of Protection Provided by 
Enclosures). Smoke and gas detector heads are exempt 
from this requirement. 


a Section 15 
Navigation and manoeuvring 


systems 
15.1 Steering systems 
15.1.1 |The requirements of 15.1.2 to 15.1.7 are to be read 


in conjunction with those in Pt 14, Ch 1. 


15.1.2 Two exclusive circuits, fed from the main source of 
electrical power and each having adequate capacity to supply 
all the motors which may be connected to it simultaneously 
are to be provided for each electric or electrohydraulic 
steering unit arrangement consisting of one or more electric 
motors. One of these circuits may pass through the 
emergency switchboard. For high speed craft, one of these 
circuits is to be fed either from the emergency source of 
electric power or from an independent power source located 
in such a position as to be unaffected by fire or flooding 
affecting the main source of power. See a/so Pt 14, Ch 1,6. 


15.1.3 The main and auxiliary steering unit motors are to 
be capable of being started from a position on the navigating 
bridge and also arranged to restart automatically when power 
is restored after a power failure. 


15.1.4. The motor of an associated auxiliary electric or 
electrohydraulic power unit may be connected to one of the 
circuits supplying the main steering unit. 


15.1.5 Only short circuit protection is to be provided for 
each main and auxiliary steering unit motor circuit. 


15.1.6 In craft of less than 1600 gross tonnage, if an 
auxiliary steering unit is not electrically powered or is powered 
by an electric motor primarily intended for other services, the 
main steering unit may be fed by one circuit from the main 
switchboard. Consideration would be given to other protective 
arrangements other than described in 15.1.5 for such a motor 
primarily intended for other services. 


15.1.7 | Each main and auxiliary steering unit electric control 
system which is to be operated from the navigating bridge is 
to be served with electric power by a separate circuit supplied 
from the associated steering gear power circuit, from a point 
within the steering unit compartment, or directly from the 
same section of switchboard busbars, main or emergency, to 
which the associated steering unit power circuit is connected. 
Each separate circuit is to be provided with short circuit 
protection only. 


15.2 Thruster systems for manoeuvring 

15.2.1. Where a tunnel or athwartship thruster is fitted 
solely for the purpose of manoeuvring, and is electrically 
driven, its starting and operation is not to cause the loss of 
any essential services. 


15.2.2 In order to ensure that the thruster system is not 
tripped inadvertently whilst manoeuvring the craft, overload 
protection in the form of an alarm is to be provided for the 
electric motor and any associated supply converters, in lieu 
of tripping. 


15.2.3 The thruster electric motor is not to be disconnected 
as part of a load management switching operation. 
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15.3 Navigation lights 

15.3.7 Navigation lights are to be connected separately to 
a distribution board reserved for this purpose only and 
accessible to the officer of the watch. This distribution board 
is to be connected directly or through transformers to the 
emergency source of electrical power in compliance with, for 
passenger craft, 3.2.7(b)(i) and (ii) and 3.2.9(a) or, for cargo 
craft, 3.3.8(b)(i) and (ii) and 3.3.8(a). An alarm is to be 
activated in the event of failure of a power supply from the 
distribution board. 


15.3.2 Each navigation light is to be controlled and 
protected in each insulated pole by a switch and fuse or 
circuit-breaker mounted on the distribution board. 


15.3.3 Provision is to be made on the navigating bridge for 
the navigation lights to be transferred to an alternative circuit 
fed from the main source of electrical power. 


15.3.4 Each navigation light is to be provided with an auto- 
matic indicator giving audible and/or visual indication of failure 
of the light. If an audible device alone is fitted, it is to be 
connected to an independent source of supply, €.g., a battery, 
with means provided to test this supply. If a visual signal is 
used connected in series with the navigation light, means are 
to be provided to prevent extinction of the navigation light due 
to failure of the signal. The requirements of this paragraph do 
not apply to pilot boats, fishing boats and similar small vessels. 


15.3.5 For navigation lights using light emitting diodes 
(consisting of multiple light sources) means to ensure that the 
overall luminous intensity of the navigation light is sufficient 
are to be provided in addition to the alarm to indicate the 
complete loss of the navigation light illumination required by 
15.3.4. For replacement navigation lights, see 1.5.5. 


15.3.6 To satisfy 15.3.5, an audible and visual alarm is to 
be activated to notify the Officer of the Watch that the 
luminous intensity of the light reduces below the level required 
by the IMO Convention on the International Regulations for 
Preventing Collisions at Sea. Alternative measures to ensure 
continuing acceptable performance of navigation lights using 
light emitting diodes may be considered that are in accor- 
dance with: 

° IMO Res. MSC.253(88), Performance Standards for 
Navigation Lights, Navigation Light Controllers and asso- 
ciated Equipment, and 

e ~=—EN 14744, Inland navigation vessels and sea-going 
vessels — Navigation light, or a relevant National or 
International Standard. 

Where alternative measures are proposed that require 
periodic verification by personnel of the luminous intensity of 
navigation lights using light emitting diodes, details of the 
inspection implementation in the ships safety management 
system and acceptance by the National Administration 
requirements are to be submitted for consideration. 


15.3.7 Navigation light power supply units installed to 
convert, control and/or monitor the distribution board power 
supply required by 15.3.1 above for connection to the light 
source(s) (e.g. for LED type navigation lights) are, in the event 
of a short-circuit on the unit output, are to disconnect or limit 


the supply to prevent further damage and activate an alarm 
in the event of a short-circuit on the unit output side. 


15.3.8 Navigation light power supply units are to be self- 

checking, detecting failures of the unit itself and activating an 

alarm. These are to include: 

e detection of system lock-ups (program hangs); 

e means to detect whether navigation light switching 
command input circuits or links; and 

e — means to detect failure of the navigation light monitoring 
arrangements required to provide the alarms required by 
15.3.4 and 15.3.5, as applicable. 


15.3.9 The navigation light power supply failure alarms 
required by 15.3.1 are not to be displayed as a group alarm. 
Other navigation light alarms may be grouped for each 
navigation light where means are provided for personnel to 
determine the cause of the alarm. Activation of more than one 
of the navigation light alarms as a result of a single failure is 
to be prevented. 


15.3.10 Any statutory requirements of the country of 
registration are to be complied with and may be accepted as 
an alternative to the above. 


15.4 Navigational aids 

15.4.1 Navigational aids as required by statutory regulations 
are to be fed from the emergency source of electrical power. 
See also 3.2.7(d)(i) and 3.3.7(d)(i). 


15.5 Stabilisation 

15.5.1 Where the stabilisation of a craft is essentially 
dependent upon a single device which in turn is dependent 
upon a continuous supply of electrical power, the supply 
arrangements are to comply with 5.2.3. 


15.5.2 Where such systems are not dependent upon the 
continuous availability of electrical power, but one or more 
alternative systems not dependent upon the electrical supply 
are installed, a single circuit may be provided, with the 
protection and alarms required by 5.2.3. 


a Section 16 
Electric propulsion 


16.1 General 

16.1.1 Where electric propulsion is proposed, details are 
to be submitted and the arrangements will be subject to 
special consideration. 
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a Section 17 
Fire safety systems 


17.1 Fire detection and alarm systems 

17.1.1 Fire detection and alarm systems are to be in 
accordance with Chapter 9 of the Fire Safety Systems Code 
(FSS Code) and 17.1.2 to 17.1.19. 


17.1.2 Fire detection and alarm systems are to be provided 
with at least two power supplies. One supply is to be connected 
to the main source of electrical power and another supply is to 
be connected to the emergency source of electrical power 
required by 3.2, 3.3 or 3.4, or an accumulator battery capable 
of supplying power for the same period of time as the 
emergency source of electrical power. All power supply feeders 
for fire detection and alarm systems are to be in accordance 
with 11.6.4. 


17.1.3. Automatic changeover facilities in accordance with 
5.3.5 are to be located in, or adjacent to, the main fire control 
panel. Power supply changeover is to be achieved without 
adverse effect. Failure of any power supply is to operate an 
audible and visual alarm. See a/so 1.15 and 1.16. 


17.1.4 Where an accumulator battery provides a power 
supply, on restoration of the main source of electrical power, 
the rating of the charge unit is to be sufficient to recharge the 
battery while maintaining the output supply to the fire detec- 
tion and alarm system. 


17.1.5 Power supplies from the main and emergency 
switchboards are to be supplied by separate feeders that are 
reserved solely for this purpose. Where the emergency feeder 
for the electrical equipment used in the operation of the fixed 
fire detection and fire alarm system is supplied from the emer- 
gency switchboard, it is to be run from this switchboard to the 
automatic changeover switch without passing through any 
other switchboard. 


17.1.6 | Formachinery spaces the requirements of Ch 1,2.8 
are applicable. 


17.1.7 Fire detection systems within the accommodation 
spaces and cabin balconies are, in addition to the require- 
ments of Chapter 1, as applicable, to comply with 17.1.8 to 
17.1.19. 


17.1.8 The fire control panel is to be located on the 
navigating bridge or in a central fire control station and may 
form part of that panel specified in Ch 1,2.8.2. In passenger 
craft carrying more than 36 passengers, the fire control panel 
is to be located in the continuously manned central control 
station. 


17.1.9 Detectors and manually operated call points are to 
be grouped into sections. The activation of any detector or 
manually operated call point is to initiate a visual and audible 
fire signal at the control panel and indicating units. If the 
signals have not received attention within two minutes an 
audible alarm is to be automatically sounded throughout the 
crew accommodation and service spaces, control stations 
and machinery spaces of Category A. For craft required to 
comply with the HSC Code, there is to be no time delay for 


the audible alarms in crew accommodation areas, following 
initiation of an audible and visual alarm at the control panel 
and indicating units, when all the control stations are unat- 
tended. This alarm sounder system need not be an integral 
part of the detection system. 


17.1.10  \|n yachts, the fixed fire detection and fire alarm 
system is to be capable of remotely and individually identifying 
each detector and manually operated call point. On other 
craft, indicating units are to denote, as a minimum, the section 
in which a detector or manually operated call point has oper- 
ated. At least one unit is to be so located that it is easily 
accessible to responsible members of the crew. One indicat- 
ing unit is to be located on the navigating bridge if the control 
panel is located in the central control station. 


17.1.11 Clear information is to be displayed on or adjacent 
to each indicating unit about the spaces covered and the 
location of the section and, for yachts, each detector and 
manually operated call point. 


17.1.12 Where the fire detection system does not include 
means of remotely identifying each detector and manually 
operated call point individually no section covering more than 
one deck within accommodation, service spaces and control 
stations is normally to be permitted except a section which 
covers an enclosed stairway. The number of enclosed spaces 
in each section are to be limited to the minimum considered 
necessary in order to avoid delay in identifying the source of 
fire. In no case are more than fifty soaces permitted in any 
section. 


17.1.13  |n passenger craft other than yachts, where the fire 
detection system does not include means of remotely identi- 
fying each detector individually a section of detectors is 
neither to serve spaces on both sides of the craft nor on more 
than one deck except when permitted by 17.1.18. 


17.1.14 A-section of fire detectors and manually operated 
call points which covers a control station, a service space or 
an accommodation space is not to include a machinery space 
of Category A. 


17.1.15 The fire detection system is not to be used for any 
other purpose, except that closing of fire doors and similar 
functions may be permitted at the control panel. For craft 
required to comply with the HSC Code, the control panel may 
be used to activate a paging system, fan stops, closure of fire 
doors, closure of fire and smoke dampers, and/or a sprinkler 
system. 


17.1.16 A loop circuit of an addressable fire detection 
system, capable of remotely identifying from either end of the 
loop, individually each detector and manually operated call 
point served by the circuit, may serve spaces on both sides of 
the craft and on several decks, but is not to be situated in 
more than one main vertical or horizontal fire zone, nor is a 
loop circuit which covers an accommodation space, service 
space and/or control station to include a machinery space of 
Category A. 


44 


LLoyD’s REGISTER 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRaFT, July 2012 


Electrical Engineering 


Part 16, Chapter 2 


Section 17 


17.1.17 A loop circuit of an addressable fire detection system 
may comprise one or more sections of detectors and manually 
operated call points. Where the loop comprises more than one 
section, the sections are to be separated by devices which will 
ensure that if a short-circuit occurs anywhere in the loop, only 
the affected section of detectors and manually operated call 
points will be isolated from the control panel. No section of 
detectors and manually operated call points is in general to 
include more than 50 detectors. 


17.1.18 A section of fire detectors and manually operated 
call points is not to be situated in more than one main vertical 
or horizontal fire zone. Additionally, for craft required to comply 
with the HSC Code, a section of detectors and manually 
operated call points section of detectors of an addressable 
fire detection system is neither to serve spaces on both sides 
of the craft nor on more than one deck, except that: 

(a) asection of detectors and manually operated call points 
may serve spaces on more than one deck if those 
spaces are located in either the fore or aft end of the 
craft, or they constitute common spaces occupying 
several decks, i.e. public spaces, enclosed stairways, 
etc. 

(ob) in craft of less than 20 m in breadth, a section of 
detectors and manually operated call points may serve 
spaces on both sides of the craft. 


17.1.19 The wiring for each section of detectors and manu- 
ally operated call points in an addressable fire detector system 
is to be separated as widely as practicable from that of all 
other sections on the same loop. When this is not practical, 
such as in large public spaces, the part of the loop which by 
necessity passes through the space for a second time is to 
be installed at the maximum possible distance from other 
parts of the loop. 


17.2 Automatic sprinkler system 

17.2.1 Any electrically driven power pump, provided solely for 
the purpose of continuing automatically the discharge of water 
from the sprinklers, is to be brought into action automatically by 
the pressure drop in the system before the standing fresh water 
charge in the pressure tank is completely exhausted. 


17.2.2 For passenger craft, electrically driven sea-water 
pumps for automatic sprinkler systems are to be served by 
not less than two circuits reserved solely for this purpose, one 
fed from the main source of electrical power and one from the 
emergency source of electrical power. Such feeders are to be 
connected to an automatic change-over switch situated near 
the sprinkler pump and the switch is to be normally closed to 
the feeder from the main source of electrical power. No other 
switches are permitted in the feeders. The switches on the 
main and emergency switchboards are to be clearly labelled 
and normally kept closed. 


17.2.3 The automatic alarm and detection system is to be 
fed by exclusive feeders from two sources of electrical power, 
one of which is to be an emergency source, with automatic 
change-over facilities located in, or adjacent to, the main 
alarm and detection panel. 


17.2.4 Feeders for the sea-water pump and the automatic 
alarm and detection system are to be arranged so as to avoid 
galleys, machinery spaces and other enclosed spaces of high 
fire risk, except in so far as it is necessary to reach the appro- 
priate switch boards. The cables are to be of a fire resistant 
type where they pass through such high risk areas. 


17.3 Fixed water-based local application 
fire-fighting systems 
17.3.1 Where fixed water-based local application fire-fight- 


ing system pressure sources are reliant on external power they 
need only be supplied by the main source of electrical power. 


17.3.2 The fire detection, control and alarm systems are to 
be provided with an emergency source of electrical power 
required by 3.2, 3.3 or 3.4 and are also to be connected to the 
main source of electrical power. Separate feeders, reserved 
solely for this purpose, with automatic changeover facilities 
located in, or adjacent to, the main control panel are to be 
provided. 


17.3.3 Failure of any power supply is to operate an audible 
and visual alarm. See a/so 1.15 and 1.16. 


17.3.4 Means to activate a system are to be located at 
easily accessible positions inside and outside the protected 
space. Arrangements inside the space are to be situated such 
that they will not be cut off by a fire in the protected areas and 
are suitable for activation in the event of escape. Where it is 
proposed to install local activation means outside of the 
protected space, details are to be submitted for consideration. 


17.3.5 For the electrical safety of electrical and electronic 
equipment in areas protected by fixed water-based local appli- 
cation, fire-fighting systems and adjacent areas where water 
may extend, the requirements of 17.3.6 to 17.3.10 apply. 


17.3.6 As far as is practicable, electrical and electronic 
equipment is not to be located within protected areas or 
adjacent areas. The system pump, its electrical motor and the 
sea valve if any, may be in a protected space provided that 
they are outside areas where water or spray may extend. 


17.3.7 High voltage equipment and their enclosures are 
not to be installed in protected areas or adjacent areas. For 
high voltage generators enclosures which cannot be fully 
located outside of adjacent areas due to close proximity, a 
technical justification, including proposed degree of protec- 
tion ratings that are normally not to be lower that IP54, may be 
submitted for consideration that demonstrates the overall 
safety of the installation in the event of system operation. 


17.3.8 |In addition to the degree of protection requirements 
of 1.11.1, electrical and electronic equipment enclosures 
located within protected areas and within adjacent areas are 
to provide adequate protection in the event of system 
operation. 
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17.3.9 To demonstrate compliance with 17.3.8, evidence 

of the suitability of electrical and electronic equipment for use 

in protected areas and adjacent areas is to be submitted in 

accordance with 1.2.12. The evidence is to demonstrate that 

additional precautions have been taken, where necessary, in 

respect of: 

(a) satisfying 17.3.6 and 17.3.7; 

(b) personnel protection against electric shock; 

(c) cooling airflow, where necessary, for equipment required 
to operate during system operation; and 

(d) maintenance requirements for equipment before return 
to operation following system activation. 

Any test evidence submitted is to consider the overall 

installation, including equipment types, system configuration 

and nozzles and the potential effects of airflows in the 

protected space. 


17.3.10 The evidence required by 17.3.9 is to demonstrate 
the safe and effective operation of the overall arrangements 
in the event of system operation. This evidence is to demon- 
strate that exposure to system spray and/or water: 
e cannot result in loss of essential services (e.g. un- 
intended activation of automatic machinery shut-down); 
e — cannot result in loss of availability of emergency services; 
e will not affect the continued safe and effective operation 
of electrical and electronic equipment required to 
operate during the required period of system operation; 
e does not present additional electrical or fire hazards; and 
e would require only identified readily replaceable compo- 
nents to be repaired or replaced. 
The installation of electrical and electronic equipment required 
to provide essential or emergency services in enclosures with 
a degree of protection less than IP44 within areas exposed to 
direct spray is to be acceptable to LR, and evidence of 
suitability is to be submitted accordingly. 


17.3.11 Fixed water-based local application fire-fighting 

system electrically-driven pumps may be shared with: 

e equivalent automatic sprinkler systems; 

e equivalent main machinery space fire-fighting systems; 
or 

e local fire-fighting systems for deep-fat cooking equip- 
ment; 

provided that the shared use is accepted by the National 

Administration as complying with applicable statutory regula- 

tions and the arrangements comply with the requirements of 

17.38.12 to 17.3.14. 


17.3.12 Shared electrically-driven sea-water pumps are to 
be served by not less than two circuits reserved solely for this 
purpose, one fed from the main source of electrical power and 
one from the emergency source of electrical power. Such 
feeders are to be connected to an automatic changeover 
switch situated near the pumps and the switch is to be 
normally closed to the feeder from the main source of 
electrical power. No other switches are permitted in the 
feeders. The switches on the main and emergency switch- 
boards are to be clearly labelled and normally kept closed. 


17.3.13 Failure of a component in the power and control 
system is not to result in a reduction of the total available 
pump capacity below that required by any of the areas which 
the system is required to protect. For equivalent automatic 


sprinkler systems, a failure is not to prevent automatic release 
or reduce sprinkler pump capacity by more than 50 per cent. 


17.3.14 Where fire-fighting systems share fire-fighting 
pumps, failure of one system is not to prevent activation of 
the pumps by any other system. 


17.4 Fire pumps 

17.4.1. When the emergency fire pump is electrically 
driven, the power is to be supplied by a source other than that 
supplying the main fire pumps. This source is to be located 
outside the machinery spaces containing the main fire pumps 
and their source of power and drive units. 


17.4.2. The cables to the emergency fire pump are not to 
pass through the machinery spaces containing the main fire 
pumps and their source of power and drive units. The cables 
are to be of a fire resistant type where they pass through other 
high fire risk areas. 


17.5 Refrigerated liquid carbon dioxide systems 
17.5.1 Where there are electrically driven refrigeration units 
for carbon dioxide fire-extinguishing systems, one unit is to 
be supplied by the main source of electrical power and the 
other unit from the emergency source of electrical power. 


17.5.2 Each electrically driven carbon dioxide refrigerating 
unit is to be arranged for automatic operation in the event of 
loss of the alternative unit. 


17.6 Fire safety stops 

17.6.1. In order to limit the fire growth potential in every 
space of the craft, means for controlling the air supply to the 
spaces and flammable liquids within the spaces are to be 
provided. 


17.6.2. To control air supply, a means of stopping all forced 
and induced draught fans, and all ventilation fans serving 
accommodation spaces, service spaces, control stations and 
machinery spaces from an easily accessible position outside 
of the space being served is to be provided. The position is 
not to be readily cut off in the event of a fire in the spaces 
served by the fans. 


17.6.3 In passenger craft carrying more than 36 passen- 
gers, a second means of stopping ventilation fans serving 
accommodation spaces, service spaces and control stations 
is to be provided at a position as far apart from the position 
required by 17.6.2 as is practicable. At both positions, the 
controls are to be grouped so that all fans can be stopped 
from either of the two positions. 


17.6.4 Asecond means of stopping ventilation fans serving 
machinery spaces is to be provided at a position as far apart 
from the position required by 17.6.2 as is practicable. At both 
positions the controls are to be grouped so that all fans are 
operable from either of the two positions. The means for 
stopping machinery space ventilation fans are to be entirely 
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separate from the means for stopping fans serving all other 
spaces. 


17.6.5 In passenger craft, the means of stopping machinery 
ventilation fans required by 17.6.2 is to be located at the 
central control station which is to have safe access from the 
open deck. The central control station is to be provided with 
ventilation fan OFF status indications, together with a means 
for restarting the ventilation fans. 


17.6.6 — In passenger craft carrying 36 passengers or more 
with main laundries, electrically operated fire dampers fitted 
at the lower end of the laundry exhaust ducts required to 
comply with relevant statutory regulations are to be fitted with 
additional remote-control arrangements for shutting off the 
exhaust fans and supply fans and operating the fire dampers 
from within the space. 


17.6.7 To control flammable liquids, a means of stopping 
all fuel oil, lubricating oil, hydraulic oil, cargo oil and thermal oil 
pumps and oil purifiers from outside the spaces being served 
is to be provided. The position is not to be cut off in the event 
of a fire. 


17.6.8 Means of cutting off all electrical power to the galley 
except lighting circuits, in the event of a fire, are to be 
provided outside the galley exits, at positions which will not 
readily be rendered inaccessible by such a fire. 


17.6.9 Following activation of any fire safety stops, a man- 
ual reset is to be provided in order to restart the associated 
equipment. 


17.6.10 Fire safety stop systems are to be designed on the 
fail-safe principle or alternatively the power supplies to, and the 
circuits of, the fire safety stop systems are to be continuously 
monitored and an alarm initiated in the event of a fault. Cables 
are to be of a fire-resistant type, see 11.5.3. See also 5.2.1. 


17.6.11 High speed craft bridge areas are to be provided 

with suitable emergency means to: 

(a) close ventilation openings and stop ventilating machinery 
supplying spaces covered by fixed fire-extinguishing 
systems; 

(b) shut off fuel supplies to machinery in main and auxiliary 
machinery spaces; and 

(c) stop main engine(s) and auxiliary machinery. 

NOTE 

These emergency means are to be sited in conjunction with 

required fixed fire extinguishing system activation means. 


17.6.12 Additionally, Passenger (B) high speed craft are to 
be provided with the means required by 17.6.11 at one or 
more alternative stations separate from the bridge area. See 
also Ch 1,2.6.7. 


17.7 Fire doors 

17.7.1. The electrical power required for the control, 
indication and alarm circuits of fire doors is to be provided by 
an emergency source of electrical power as required by 3.2. 
In passenger craft carrying more than 36 passengers an 
alternative supply fed from the main source of electrical 


power, with automatic change-over facilities, is to be provided 
at the central control station. Failure of any power supply is to 
operate an audible and visual alarm, see a/so 1.15 and 1.16. 


17.7.2 | Thecontrol and indication systems for the fire doors 
are to be designed on the fail-safe principle with the release 
system having a manual reset. 


17.8 Fire dampers 

17.8.1 The electrical power required for the control and 
indication circuits of fire dampers is to be supplied from the 
emergency source of electrical power. 


17.8.2 The control and indication systems for the fire 
dampers are to be designed on the fail-safe principle with the 
release system having a manual reset. 


17.8.3 In passenger craft carrying 36 passenger or more 
with main laundries, where electrically operated fire dampers 
are required to comply with relevant statutory regulations to 
be fitted at the lower end of exhaust ducts from any main laun- 
dries, they are to be capable of automatic and remote 
operation. 


17.8.4 For craft required to comply with the HSC Code 
with galley range exhaust ducts, electrically operated fire 
dampers fitted in the lower or upper end of the duct are to be 
remotely operated and, additionally, the fire damper at the 
lower end of the duct is to be automatically operated. 


17.9 Fire-extinguishing media release alarms 

17.9.1 | Where it is required that alarms be provided to warn 
of the release of a fire extinguishing medium, and these are 
electrically operated, they are to be provided with an 
emergency source of electrical power, as required by 3.2, 3.3 
or 3.4 and also connected to the main source of electrical 
power, with automatic changeover facilities located in, or 
adjacent to, the fire-extinguishing media release panel, see 
also 1.15. Failure of any power supply is to operate an 
audible and visual alarm, see a/so 1.15 and 1.16. 


17.10 Electrically powered air compressors for 
breathing air cylinders 
17.10.17 In yachts that are 500 gt or more carrying more than 


36 passengers where electrically powered air compressors are 
installed as part of the means required by the National 
Administration, for recharging breathing apparatus air cylin- 
ders for fire-fighter’s outfits, the Compressors are to be 
supplied by the main and emergency sources of electrical 
power. Details of the emergency supply electrical load, supply 
changeover arrangements and operation under fire conditions 
are to be submitted for consideration. The arrangements are 
to be to the satisfaction of the National Administration with 
which the craft is registered. 
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a Section 18 
Crew and passenger emergency 
safety systems 


18.1 Emergency lighting 

18.1.1. For the purpose of this Section emergency lighting, 
transitional emergency lighting and supplementary emergency 
lighting are hereafter referred to under the generic name 
“emergency lighting’. 


18.1.2 Emergency lighting provided in compliance with 
Section 3 is to be arranged so that a fire or other casualty in 
the spaces containing the emergency source of electrical 
power, associated transforming equipment and the emer- 
gency lighting switchboard does not render the main lighting 
system inoperative. 


18.1.3 The level of illumination provided by the emergency 
lighting is to be adequate to permit safe evacuation in an 
emergency, having regard to the possible presence of smoke, 
see 18.4. 


18.1.4 The exit(s) from every main compartment occupied 
by passengers or crew is to be continuously illuminated by an 
emergency lighting fitting. 


18.1.5 | Switches are not to be installed in the final sub- 
circuits to emergency light fittings unless the light fittings are 
serving normally unmanned spaces, e.g., storage-rooms, cold 
rooms, etc., or they are normally required to be extinguished 
for operational reasons, e.g., for night visibility from the 
navigating bridge. Where switches are fitted they are to be 
accessible only to craft crew with provision made to ensure 
that the emergency lighting is energised when such spaces 
are manned and/or during emergency conditions. 


18.1.6 Where emergency lighting fittings are connected to 
dimmers, provision is to be made, upon the loss of the main 
lighting, to automatically restore them to their normal level of 
illumination. 


18.1.7 Fittings are to be specially marked to indicate that 
they form part of the emergency lighting system. 


18.2 General emergency alarm system 

18.2.1 An electrically operated bell or klaxon or other 
equivalent warning system installed in addition to the craft's 
whistle or siren, for sounding the general emergency alarm 
signal, is to comply with the International Life-saving 
Appliances (LSA) Code and with the requirements of this 
Section, see also 1.15 and 1.16. 


18.2.2 The general emergency alarm system is to be 
provided with an emergency source of electrical power as 
required by 3.2, 3.3, 3.4 or 20.10 and also connected to the 
main source of electrical power with automatic changeover 
facilities located in, or adjacent to, the main alarm signal 
distribution panel. Failure of any power supply is to operate 
an audible and visual alarm, see a/so 1.15. 


18.2.3 The general emergency alarm distribution system 
is to be so arranged that a fire or casualty in any one main 
vertical zone, as defined by SOLAS Reg. II-2/A, Reg. 3.9, 
other than the zone in which the public address control station 
is located, will not interfere with the distribution in any other 
such zone. 


18.2.4 There are to be segregated cable routes to public 
rooms, alleyways, stairways, control stations and on passen- 
ger craft on open decks, so arranged that any single electrical 
fault, localised fire or casualty will not cause the loss of the 
facility to sound the general emergency alarm in any public 
rooms, alleyways, stairways, control stations and on passen- 
ger craft on open decks, albeit at a reduced capacity. 


18.2.5 Where the special alarm fitted to summon the crew, 
operated from the navigation bridge, or fire control station, 
forms part of the craft’s general alarm system, it is to be 
capable of being sounded independently of the alarm to the 
passenger spaces. 


18.2.6 |The sound pressure levels are to be measured 
during a practical test and documented, see 21.2. 


18.3 Public address system 

18.3.1 Public address systems are to comply with the 
International Life-saving Appliances (LSA) Code and the 
requirements of this Section. 


18.3.2 The public address system is to be provided with an 
emergency source of electrical power as required by 3.2, 3.3, 
3.4 or 20.10 and also connected to the main source of 
electrical power with automatic changeover facilities located 
adjacent to the public address system. Failure of any power 
supply is to operate an audible and visual alarm, see a/so 1.15 
and 1.16. 


18.3.3 The public address system is to have multiple 
amplifiers having their power supplies so arranged that a 
single fault will not cause the loss of the facility to broadcast 
emergency announcements in public rooms, alleyways, 
stairways and control stations, albeit at a reduced capacity. 


18.3.4 The public address distribution system is to be so 
arranged that a fire or casualty in any one main vertical zone, 
as defined by SOLAS Reg. II-2/A, Reg.3.9, other than the 
zone in which the public address control station is located, 
will not interfere with the distribution in any other such zone. 


18.3.5 There are to be segregated cable routes to public 
rooms, alleyways, stairways, and control stations so arranged 
that any single electrical fault, fire or casualty will not cause 
the loss of the facility to broadcast emergency announce- 
ments in any public rooms, alleyways, stairways, and control 
stations, albeit at a reduced capacity. 


18.3.6 Amplifiers are to be continuously rated for the 
maximum power that they are required to deliver into the 
system for audio and, where alarms are to be sounded 
through the public address system, for tone signals. 
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18.3.7 | Loudspeakers are to be continuously rated for their 
proportionate share of amplifier output and protected against 
short-circuits. 


18.3.8 Amplifiers and loudspeakers are to be selected and 
arranged to prevent feedback and other interference. There are 
also to be means to automatically override any volume controls, 
so as to ensure the specified sound pressure levels are met. 


18.3.9 Where the public address system is used for 

sounding the general emergency alarm and the fire-alarm, the 

following requirements are to be met in addition to those of 

18.2: 

(a) The emergency system is given automatic priority over 
any other system input. 

(b) More than one device is provided for generating the 
sound signals for the emergency alarms. 


18.3.10 Where more than one alarm is to be sounded 
through the public address system, they are to have recognis- 
ably different characteristics and additionally be arranged, so 
that any single electrical failure which prevents the sounding of 
any one alarm will not affect the sounding of the remaining 
alarms. 


18.3.11 The sound pressure levels are to be measured 
during a practical test using speech and, where applicable, 
tone signals, and documented, see 21.2. 


18.4 Escape route or low location lighting (LLL) 
18.4.1 | Where required escape route or low location lighting 
(LLL) is satisfied by electric illumination, the LLL system is to 
comply with the requirements of this sub-Section. 


18.4.2 The LLL system is to be provided with an 
emergency source of electrical power and also be connected 
to the main source of electrical power, with automatic 
changeover facilities located adjacent to the control panel, see 
also 1.16. 


18.4.3. The power supply arrangements to the LLL are to 
be arranged so that a single fault or a fire in any one fire zone 
or deck does not result in loss of the lighting in any other zone 
or deck. This requirement may be satisfied by the power 
supply circuit configuration, use of fire-resistant cables 
complying with 11.5.3, and/or the provision of suitably located 
power supply units having integral batteries adequately rated 
to supply the connected LLL for a minimum period of 
60 minutes, see 12.3.7. 


18.4.4 The performance and installation of lights and light- 
ing assemblies are to comply with ISO standard 15370: Ships 
and marine technology — Low location lighting on passenger 
ships. 


| | Section 19 
Craft safety systems 
| 19.1 Watertight doors 
| 19.1.1 The electrical power required for power-operated 


sliding watertight doors is to be separate from any other power 
circuit and supplied from the emergency switchboard either 
directly or by a dedicated distribution board situated above the 
waterline in the final condition of damage or above the bulkhead 
deck as applicable. The associated control, indication and alarm 
circuits are to be supplied from the emergency switchboard 
either directly or by a dedicated distribution board situated 
above the waterline in the final condition of damage or above 
the bulkhead deck as applicable and for passenger craft be 
capable of being automatically supplied by the transitional 
source of emergency electrical power required by 3.2.9 or, 
where applicable, 3.3.9 in the event of failure of either the main 
or emergency source of electrical power. 


| 19.1.2 A single failure in the power operating or control 
system of power-operated sliding watertight doors is not to 
result in a closed door opening or prevent the hand operation 
of any door. 


| 19.1.3 Availability of the power supply is to be continuously 
monitored at a point in the electrical circuit adjacent to the 
door operating equipment. Loss of any such power supply is 
to activate an audible and visual alarm at the central operating 
console at the navigating bridge. 


19.1.4 Electrical power, control, indication and alarm 
circuits are to be protected against fault in such a way that a 
failure in one door circuit will not cause a failure in any other 
door circuit. Short circuits or other faults in the alarm or 
indicator circuits of a door are not to result in a loss of power 
operation of the door. Arrangements are to be such that 
leakage of water into the electrical equipment located below 
the bulkhead deck will not cause the door to open. 


19.1.5 | The enclosures of electrical components necessarily 
situated below the waterline in the final condition of damage 
or below the bulkhead deck as applicable are to provide 
suitable protection against the ingress of water with ratings 
as defined in IEC 60529 or an acceptable and relevant 
national standard, as follows: 

(a) Electrical motors, associated circuits and control 
components, protected to IPX7 Standard. 

(b) Door position indicators and associated circuit 
components protected to IPX8 Standard, where the 
water pressure testing of the enclosures is to be based 
on the pressure that may occur at the location of the 
component during flooding for a period of 36 hours. 

(c) Door movement warning signals, protected to IPX6 
Standard. 


19.1.6 Watertight door electrical controls including their 
electric cables are to be kept as close as is practicable to the 
bulkhead in which the doors are fitted and so arranged that 
the likelihood of them being involved in any damage which the 
craft may sustain is minimised. 
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19.1.7. An audible alarm, distinct from any other alarm in 
the area, is to sound whenever the door is closed remotely by 
power and sound for at least five seconds but no more than 
ten seconds before the door begins to move and is to 
continue sounding until the door is completely closed. The 
audible alarm is to be supplemented by an intermittent visual 
signal at the door in passenger areas and areas where the 
noise level exceeds 85 dB(A). 


19.1.8 | Acentral operating console is to be fitted on the 
navigating bridge and is to be provided with a ‘master-mode’ 
switch having: 

(a) a ‘local control’ mode for normal use which is to allow 
any door to be locally opened and locally closed after 
use without automatic closure, and; 

(bo) a ‘doors closed’ mode for emergency use which is to 
allow any door that is opened to be automatically closed 
whilst still permitting any doors to be locally opened but 
with automatic reclosure upon release of the local control 
mechanism. 


19.1.9 | The ‘master mode’ switch is to be arranged to be 
normally in the ‘local control’ mode position; be clearly 
marked as to its emergency function and be Type Approved in 
accordance with LR’s Procedure for Type Approved Products. 


19.1.10 The central operating console at the navigating 
bridge is to be provided with a diagram showing the location 
of each door, with visual indicators to show whether each 
door is open or closed. A red light is to indicate a door is fully 
open and a green light, a door fully closed. When the door is 
closed remotely a red light is to indicate the intermediate 
position by flashing. The indicating circuit is to be indepen- 
dent of the control circuit for each door. 


19.1.17 The arrangements are to be such that it is not 
possible to remotely open any door from the central operating 
console. 


19.2 Shell doors, loading doors and other closing 
appliances 
19.2.1. Where it is required that indicators be provided for 


shell doors, loading doors and other closing appliances, 
which are intended to ensure the watertight integrity of the 
craft’s structure in which they are located, the indicator 
system is to be designed on the fail-safe principle. The system 
is to indicate if any of the doors or closing appliances are open 
or are not fully closed or secured. 


19.2.2 Where such doors and appliances are to be 
operated at sea, the requirements of 19.1 are to be complied 
with as far as is practicable. 


19.2.3. The electrical power supply for the indicator system 
is to be independent of any electrical power supply for 
operating and securing the doors. 


fH Section 20 
Cargo craft, patrol and pilot craft, 
workboats and other similar craft 
of less than 500 tons gross 
tonnage for operation in Service 
Groups 1 to 3, and yachts less 


than 500 gt 
20.1 General requirements 
20.1.1. +The requirements of this Section are applicable to 


electrical installations where the voltage of supply does not 
exceed 440 V a.c. or d.c. 


20.1.2 +The electrical installations for propulsion and 
auxiliary service where the voltage of supply exceeds 
440 volts are to be constructed and installed in accordance 
with Sections 1 to 18. 


20.1.3 Cargo craft of 300 tons gross tonnage and above 
are also to comply with 3.7. 


20.1.4 Alternative arrangements, including those in accor- 
dance with IEC 60092-507:2008-01, Electrical installations in 
ships — Small vessels, or a relevant International or National 
Standard acceptable to LR may be considered. 


20.2 Plans 

20.2.1. At least three copies of the plans and particulars in 
20.2.2 to 20.2.6 are to be submitted for consideration. Single 
copies only are required of plans in 20.2.7. 


20.2.2 Single line diagram of main power and lighting 

systems which is to include: 

(a) rating of machines; transformers; batteries and semi- 
conductor converters; 

( all feeders connected to the main switchboard; 

(c) section boards and distribution boards; 

(d) insulation type, size and current loadings of cables; 

(e) make, type and rating of circuit breakers and fuses. 


b 


20.2.3 Simplified diagrams of generator circuits and feeder 
circuits showing: 

(a) protective devices; 

(b) instrumentation and control devices; 
(c) preference tripping; 

(d) earth fault indication/protection. 

20.2.4 — Calculations of short circuit currents at main switch- 
board and distribution boards, details of circuit breaker and 
fuse operating times and discrimination curves. 


20.2.5 For battery installation, arrangement plans and 
calculations are to show compliance with 20.12. 
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20.2.6 Details of electrically operated personnel safety 
systems which are to include single line diagrams and a 
general arrangement plan of the vessel showing location and 
cable routes of: 

(a) fire detection, alarm and extinction systems; 

(b) internal communication and alarm systems. 


20.2.7 Schedule of normal operating loads on the system. 


20.3 Survey 

20.3.1. The installation is to be inspected and tested by the 
Surveyors, in accordance with the requirements of Section 21, 
as appropriate, and is to be to their satisfaction. 


20.4 Addition or alterations 

20.4.1. | No addition, temporary or permanent is to be made 
to an approved installation until it has been ascertained that 
the current carrying capacity and the condition of the existing 
equipment, including cables and switchgear, are adequate for 
the increased load. 


20.4.2 Plans are to be submitted for consideration, and 
the alterations or additions are to be carried out under the 
survey and to the satisfaction of the Surveyors. 


20.5 Location and construction of equipment 
20.5.1. Electrical equipment is to be accessibly placed, 
clear of flammable material in well ventilated, adequately 
lighted spaces, in which flammable gases cannot accumulate 
and where it is not exposed to risk of mechanical damage or 
damage from water, steam or oil. Where necessarily exposed 
to such risks, the equipment is to be suitably constructed or 
enclosed. Equipment is to be accessible for maintenance. 


20.5.2 — \Insulating materials and insulated windings are to 
be flame retardant, and resistant to tracking, moisture, sea air 
and oil vapour unless special precautions are taken to protect 
them. 


20.5.3 Securing arrangements used in connection with 
current carrying parts are to be effectively locked. 


20.5.4 The operation of all electrical equipment is to be 
satisfactory under such conditions of vibrations, movements 
and shock as may arise in normal practice. 


20.5.5 — The design and installation of electrical equipment 
is to be such that the risk of fire due to its failure is minimised. 
It is, as aminimum, to comply with a National or International 
Standard revised where necessary for ambient conditions. 
Equipment is to be tested at the manufacturer’s works and a 
certificate of tests issued by the manufacturer. 


| 20.6 


| 20.6.1 


Systems of distribution 


The following systems of generation and distribution 

are acceptable: 

(a) two wire insulated; 

(b) two wire with one pole earthed; 

(c) three phase three wire insulated neutral; 

(d) three phase, four wire with neutral earthed but without 
hull return. 


20.6.2 A device(s) is to be installed for every insulated 
distribution system, whether primary or secondary, for power, 
heating and lighting circuits to continuously monitor the 
insulation level to earth. 


20.7 Earthing 

20.7.1 Except where exempted by 20.7.2 all non-current 
carrying exposed metal parts of electrical equipment and 
cables are to be earthed. 


20.7.2 The following parts may be exempted from the 

requirements of 20.7.1: 

(a) lamp-caps, where suitably shrouded; 

(b) shades, reflectors and guards supported in lampholders 
or light fittings constructed of, or shrouded in, non- 
conducting material; 

(c) metal parts on, or screws in or through, non-conducting 
materials, which are separated by such material from 
current-carrying parts and from earthed non-current 
carrying parts in such a way that in normal use they 
cannot become live or come into contact with earthed 
parts; 

d) apparatus which is constructed in accordance with the 
principle of double insulation; 

e) bearing housings which are insulated in order to prevent 
circulation of current in the bearings; 

f) clips for fluorescent lamps; 

g) cable clips and short lengths of pipes for cable 
protection; 

h) apparatus supplied at a voltage not exceeding 55V direct 
current or 55V root mean square, between conductors, 
or between any conductor and earth in a circuit isolated 
from the supply. Autotransformers are not to be used for 
the purpose of achieving the alternating current voltage; 

() | apparatus or parts of apparatus which although not 
shrouded in insulating material is nevertheless otherwise 
so guarded that it cannot be touched and cannot come 
in contact with exposed metal. 


20.7.3 With wood and other non-metallic hull construc- 
tions earthing connections are to be made to the generator 
frame, engine bedplate and earthing plate. Earthing connec- 
tions are not to be made to hull sheathing, skin fittings or 
plumbing. 
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20.8 Protection 

20.8.1 Installations are to be protected against over- 

currents including short circuits. The tripping/fault clearance 

times of protective devices are to provide complete and 

co-ordinated protection to ensure: 

(a) availability of services not affected by the faulty circuit; 

(b) elimination of the fault to reduce damage to the system 
and hazard of fire. 


20.8.2 Short circuit protection and a means of complete 
isolation is to be provided for each source of power. 


20.8.3 Protection for battery circuits is to be provided at a 
position external and adjacent to the battery compartments; 
batteries used solely for engine starting may be provided with 
only a means of isolation. 


20.8.4 — Short circuit and overload protection together with a 
means of isolation is to be provided in each non-earthed 
outgoing circuit of the main switchboard and each distribution 
board. 


20.8.5 — Each final sub-circuit is to be provided with short 
circuit protection and a means of isolation in each non- 
earthed line. 


20.8.6 — Lighting circuits are to be supplied by circuits 
separate from those for power. 


20.8.7 Control circuits for engine monitoring and other 
services are to be provided with short circuit protection. 


20.8.8 Protective devices are not to be fitted in any 
earthed line of a distribution system. 


20.8.9 Circuit breakers and fuses are to have a certified 
fault rating adequate for the installation and are to comply with 
a National or International Standard. 


20.8.10 In the absence of precise data the calculation 
methods given in 6.2.4 are to be used for evaluation of short 
circuit currents. 


20.8.11 Generators for a.c. systems are to be provided, as 
a minimum, with the protective gear required by 6.8.2 and 
6.8.3 and additionally provided with the instrumentation 
required by 7.11. 


20.9 Quality of power supplies 
20.9.1 Unless specified otherwise electrical equipment, 
other than that supplied by battery systems, is to operate 
satisfactorily with the following simultaneous variations, from 
their nominal value, when measured at the consumer input 
terminals: 
(a) Voltage: 
e Permanent variations +6 per cent, -10 per cent 
e Transient recovery +20 per cent, -15 per cent 
e Recovery time 1,5 seconds. 


(b) Frequency: 
° Permanent variations +5 per cent 
° Transient variations +10 per cent 
° Recovery time five seconds. 


20.9.2 Generator voltage regulators and engine governors 
are to be such as to ensure that the above supply variations 
are not exceeded. 


20.10 Sources of electrical power 

20.10.1 Under sea-going conditions where electrical power 
is required for services for the propulsion, navigation and 
safety of the craft and crew, it is to be provided by either a 
generator(s) having a rating sufficient to ensure the operation 
of these services or by an engine-driven charging system in 
conjunction with a battery(ies). 


20.10.2 Under emergency conditions where electrical 
power is required for lighting to enable persons to evacuate 
the craft, for navigational lights, fire detection and alarm 
systems and internal communication and alarm systems, it is 
to be provided by alternative source(s) of electrical power 
located separately from the source(s) of power in 20.10.1 and 
suitably located for use in an emergency. This source(s) of 
electrical power is to be adequate to permit evacuation and to 
supply the navigation lights, fire detection and alarm systems 
and internal communication and alarm systems, for a period 
of 5 hours duration. 


20.10.3 Where electrical power is required for services for 
the propulsion, navigation and safety of the yacht or craft and 
for the safety of the crew it is to be provided by: 

(a) for non-passenger type yachts of scantling length 
between 24 m and 50 m, at least two generators having 
ratings sufficient to ensure the operation of these 
services when any one generator is out of action; or 

(b) for non-passenger type service craft for Service 
Groups 1 to 3, a generator(s) having a rating sufficient to 
ensure the operation of these services without being 
overloaded. 


20.10.4 Additionally, for non-passenger type yachts of 

scantling length between 24 m and 50 m: 

(a) generators fitted to satisfy the requirements of 20.10.3(a) 
may be driven by the main engine provided the require- 
ments of 20.9.1 are satisfied for all main engine speed 
and load conditions and that there is at least one of the 
remaining generators driven by a prime mover indepen- 
dent of the main engine; and 

(b) any batteries provided for the duty, referred to in 20.10.2, 
are to be rated for at least 5 hours duration. 


20.10.5 Additionally, for non-passenger type service craft 
for Service Groups 1 to 3, in a single generator installation, 
or where in a multiple generator installation with one genera- 
tor out of action the remaining generator(s) is not capable of 
supplying the circuits serving any safety, essential lighting and 
communication equipment, an alternative source of electrical 
power of 5 hours duration is to be provided for these services. 
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20.11 Cables 
20.11.17 Cables and cable installations are to be in accor- 
dance with the requirements of Section 11. 


20.12 Batteries 
20.12.17 Batteries and battery installations are to be in 
accordance with the requirements of Section 12. 


20.13 Lightning conductors 

20.13.1 Lightning conductors complying with IEC 60092-4011 
are to be fitted to each mast of all wood, composite and steel 
craft having wooden masts or topmasts. They need not be 
fitted to steel craft having steel masts. 


20.14 Fire detection and alarm systems 
20.14.1. Where a fire detection and alarm system is fitted, it 
is to be in accordance with the requirements of 17.1. 


20.15 Internal communication and alarm systems 
20.15.17 Where internal communication and alarm systems 
are provided for use in an emergency, they are to comply with 
the requirements of 18.2 and 18.3 as appropriate. 


| Section 21 
Testing and trials 


21.1 Testing 

21.1.1. Tests in accordance with 21.1.2 to 21.1.4 are to be 
satisfactorily carried out on all electrical equipment, complete 
or in sections, at the manufacturer’s premises and a test 
report issued by the manufacturer. 


21.1.2 A high voltage at any frequency between 25 and 
100 Hz is to be applied between: 

(a) all current carrying parts connected together and earth; 
(b) all current carrying parts of opposite polarity or phase. 
For rotating machines the value of test voltage is to be 
1000 V plus 2 x rated voltage with a minimum of 2000 V, and 
for other electrical equipment, it is to be in accordance with 
Table 2.21.1. Items of equipment included in the assembly for 
which a test voltage lower than the above is specified may be 
disconnected during the test and tested separately at the 
appropriate lower test voltage. The test is to be commenced 
at a voltage of about one-third the test voltage and is to be 
increased to full value as rapidly as is consistent with its value 
being indicated by the measuring instrument. The full test 
voltage is then to be maintained for one minute, and then 
reduced to one-third full value before switching off. The 
assembly is considered to have passed the test if no 
disruptive discharge occurs. 


| 27.7.5 


Table 2.21.1 Test voltage 


Rated voltage, U; 
U, c "I Test voltage a.c. (rm.s.), V 


Un, < 60 500 


60 < U, < 1000 2 x U, + 1000 
1000 < U, < 2500 6500 
2500 < U, < 3500 10000 
3500 < U, < 7200 20000 
7200 < U, < 12000 28000 


12000 < U,, < 15000 38000 


21.1.3. When it is desired to make additional high voltage 
tests on equipment which has already passed its tests, the 
voltage of such additional tests is to be 80 per cent of the test 
voltage the equipment has already passed. 


21.1.4 Immediately after the high voltage test, the 
insulation resistance is to be measured using a direct current 
insulation tester, between: 

(a) all current carrying parts connected together and earth; 
(b) all current carrying parts of different polarity or phase. 
The minimum values of test voltage and insulation resistance 
are given in Table 2.21.2. 


Table 2.21.2 Test voltage and minimum insulation 


Rated voltage 
Un, V 


Minimum insulation 
resistance, MQ. 


Minimum voltage 
of the tests, V 


Un < 250 


250 < Up, < 1000 


1000 < U, < 7200 


7200 < U, < 15000 


Tests in accordance with the standard with which 
the equipment complies may be accepted as an alternative 
to the above. 

21.2 Trials 

21.2.1 Before a new installation, or any alteration or 
addition to an existing installation, is put into service the 
applicable trials in 21.2.2 to 21.2.7 are to be carried out. 
These trials are in addition to any acceptance tests which may 
have been carried out at the manufacturer’s works. 
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21.2.2 The insulation resistance is to be measured of all 

circuits and electrical equipment, using a direct current 

insulation tester, between: 

(a) all current carrying parts connected together and earth; 
and, so far as is reasonably practicable, 

(b) all current carrying parts of different polarity or phase; 

The minimum values of test voltage and insulation resistance 

are given in Table 2.21.2. The installation may be subdivided 

and appliances may be disconnected if initial tests produce 

results less than these figures. 


21.2.3 Tests are to be made to verify the effectiveness of: 

(a) earth continuity conductor; 

(b) the earthing of non-current carrying exposed metal parts 
of electrical equipment and cables not exempted by 
1.12.2 or 20.7.2; 

(c) bonding for the control of static electricity. 


21.2.4 \t is to be demonstrated that the Rules have been 
complied with in respect of: 

(a) satisfactory performance of each generator throughout 
a run at full rated load; 

(bo) temperature of joint, connections, circuit-breakers and 
fuses; 

(c) the operation of engine governors, synchronising 
devices, overspeed trips, reverse-current, reverse-power 
and over-current trips and other safety devices; 

(d) voltage regulation of every generator when full rated load 
is suddenly thrown off and when starting the largest 
motor connected to the system; 

(e) voltage drop at the worst case condition; 

(f) harmonic distortion of the voltage waveform, where 
declared; 

(g) satisfactory parallel operation, and kW and KVA load 
sharing of all generators capable of being operated in 
parallel at all loads up to normal working load; 

(h) alarm sound pressure levels; and 

(j) all essential and other important equipment are to be 
operated under service conditions, though not necessarily 
at full load or simultaneously, for a sufficient length of 
time to demonstrate that they are satisfactory. 


21.2.5 Measurements are to be taken as part of the trials 
specified in 21.2.4(c), (d), (e) and (f) to verify that the installa- 
tion will provide a quality of power supply in accordance with 
the values listed in 1.8. 


21.2.6 — It is to be demonstrated by practical tests that the 
Rules have been complied with in respect of fire, crew and 
passenger emergency and craft safety systems. 


21.2.7. On completion of the general emergency alarm 
system and public address system tests, the Surveyor is to 
be provided with two copies of the test schedule, detailing the 
measured sound pressure levels. Such schedules are to be 
signed by the Surveyor and the Builder. 
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Section 
7 General requirements 


2 Definitions 


a Section 1 
General requirements 


1.1 Application 


hlet The requirements of this Part apply to yachts with 
an overall length, Loa (as defined in Pt 3, Ch 1,6.2.4) of 24m 
or greater, 3000 gross registered tonnage or less, and 
intended for the carriage of 12 passengers or less, and 
service craft (see also 1.1.2(c)) built in accordance with these 
Rules. 


1.7.2 Consideration will be given to the acceptance of 

fire safety measures: 

(a) which, for Service Craft, have been prescribed and 
approved by the Government of the Flag State. In this 
instance, the requirements of Chapter 2 and Chapter 4 
of these Rules are not applicable; 

(b) which, for yachts, have been prescribed and approved 
by the Government of the Flag State, provided these are 
shown to be equivalent to those required by the MCA 
LY2 Code as amended. In this instance, the require- 
ments of Chapter 3 and Chapter 4 of these Rules are not 
applicable; 

(c) where the arrangements are considered equivalent to 
those required by these Rules as a result of risk 
assessment studies; or 

(d) where the arrangements are considered acceptable 
compared to those required by these Rules, due 
cognisance having been taken of any restricted service 
limits. 


7.7.3 Special consideration, consistent with the fire 
hazard involved, will be given to construction or arrangements 
not covered by this Chapter. 


1.1.4 High speed cargo craft of 500 gross tons and over 
on international voyages and high speed passenger craft on 
international voyages are to be provided with the fire safety 
measures required by the /nternational Convention for the 
Safety of Life at Sea, 1974 as amended (SOLAS 74), Chapter X — 
Safety Measures for High Speed Craft (International Code of 
Safety for High Speed Craft). 


7.7.5 High speed cargo craft of 500 gross tons and over 
employed on national voyages and high speed passenger 
craft employed on national voyages are to comply with the fire 
safety measures of the Government of the Flag State. 


1.7.6 High speed cargo craft of less than 500 gross tons 
employed on national or international voyages are to comply 
with the fire safety measures of the Government of the Flag 
State. 


ig It is the responsibility of the Government of the Flag 

State to give effect to the fire safety measures of 1.1.4, 1.1.5 

and 1.1.6. However, Lloyd’s Register (hereinafter referred to 

as LR) will undertake to do this in cases where: 

(a) Contracting Governments have authorised LR to apply 
the requirements of SOLAS 74 and issue the appropriate 
certification on their behalf; or 

(b) the Government of the Flag State is not a signatory to 
SOLAS 74; or 

(c) the craft is to be classed for restricted or special service 
in national waters and the Government of the Flag State 
has no National requirements. 


1.7.8 When implementing the provisions of 1.1.7, LR will 
apply the fire safety measures required by SOLAS 74 Chapter X — 
Safety Measures for High Speed Craft (International Code of 
Safety for High Speed Craft). However, due consideration will 
be given to arrangements deemed to provide an 
equivalent level of fire safety, taking due cognisance of the 
circumstances of the restricted or special service. 


1.2 Submission of plans and information 


7.2.1 The plans and information detailed in 1.2.2 to 1.2.4, 
where applicable, are to be submitted at least in triplicate for 
approval, together with all additional information such as 
gross tonnage and number of passengers/guests. 


Vi2iz For fire protection, the following plans and information 

are to be submitted: 

(a) Structural fire protection plan showing extent of 
materials used in construction, steel, aluminium, or 
alternative forms of construction, together with details of 
the thermal characteristics of the alternative forms of 
construction that include the temperature at which the 
material starts to lose its strength, and proposals for 
protection, etc. 

(b) Ageneral arrangement plan showing the main fire zones, 
escape stairways and the fire compartmentation bulk- 
heads and decks within the main fire zones, including 
engine rooms, galleys, bonded stores, paint stores, 
navigating bridge, radio room, fire-fighting control room, 
emergency generator rooms and battery locker, 
helicopter arrangements, including re-fuelling and petrol 
stowage arrangements. 

(c) A plan showing the details of construction of the fire 
protection bulkheads and decks and particulars of any 
surface laminates employed. 

(d) Copies of Certificates of Approval by National Authorities 
and Fire Test Reports in respect of all ‘A’ and ‘B’ Class 
fire divisions, non-combustible materials and materials 
having low flame-spread characteristics, etc., which are 
to be used but have not been approved by LR. Copies of 
Certificates issued by other recognised approval bodies 
may be submitted for consideration. 

(e) A-ventilation plan showing ducts and any dampers in 
them, closing appliances and the position of the controls 
for stopping the system. 

(f) A plan showing the fire detection and alarm system. 

(g) Aplan showing the remote control system for fire doors, 
if applicable. 

(h) A fire control plan meeting the requirements of Ch 4,5. 
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1.2.3 For fire-extinguishing the following plans are to be 

submitted: 

(a) A general arrangement plan showing the disposition of 
all the fire-fighting equipment including the fire main, the 
fixed fire-extinguishing systems; the disposition of the 
portable and non-portable extinguishers and the types 
used; and the position and details of the firemen’s outfits. 

(bo) A plan showing the layout and construction of the fire 
main, including the main and emergency fire pumps, 
isolating valves, pipe sizes and materials, and the cross 
connections to any other system. 

(c) Aplan showing details of each fixed fire-fighting system, 
including calculations for the quantities of the media 
used and the proposed rates of application. 


1.2.4 Fire-control plans as required by Ch 4,5 are to be 
submitted. 


1.2.5 For yachts, where fire plans and the information 
listed above have been appraised, approved and verified on 
board by the Flag Administration in compliance with the MCA 
LY2 Code as amended, Lloyd’s Register will only acknowl- 
edge the aforementioned and therefore no further appraisal, 
approval or survey should be provided. 


O Section 2 


Definitions 
2.1 Materials 
2.1.1 Non-combustible material means a material 


which neither burns nor gives off flammable vapours in 
sufficient quantity for self-ignition when heated to approxi- 
mately 750°C, according to an established test procedure, 
see IMO International Code for Application of Fire Test 
Procedures (FTP Code), Annex 1, Part 1. Any other material 
is acombustible material. 


2.1.2 Steel or other equivalent material. Where the 
words ‘steel or other equivalent material’ occur, ‘equivalent 
material’ means any non-combustible material which, by itself, 
or due to insulation provided, has structural and integrity 
properties equivalent to steel at the end of the applicable fire 
exposure to the standard fire test (e.g. aluminium with 
appropriate insulation). 


2.1.3 Alternative forms of construction means any 
combustible material may be accepted if it can be 
demonstrated that the material, which by itself or due to 
insulation provided has structural and fire integrity properties 
equivalent to ‘A’ or ‘B’ class divisions, or steel, as applicable, 
at the end of the applicable fire exposure to the standard fire 
test. 


2.2 Fire test 


2.2.1 A standard fire test is one in which the specimens 
of the relevant bulkheads and decks are exposed in a test 
furnace to temperatures corresponding approximately to the 
standard time-temperature curve. The test methods are to be 
in accordance with the IMO FTP Code, Annex 1, Part 3. 


2.3 Flame spread 


2.3.1 Low flame spread means that the surface thus 
described will adequately restrict the spread of flame, having 
regard to the risk of fire in the spaces concerned, this being 
determined by an acceptable test procedure, see IMO FTP 
Code, Annex 1, Part 5. 


2.3.2 Not readily ignitable means that the surface thus 
described will not continue to burn for more than 20 seconds 
after the removal of a suitable impinging test flame. 


2.4 Ship divisions and spaces 


2.4.1 ‘A’ Class divisions are those divisions formed by 

bulkheads and decks, and: 

(a) Are to be constructed of steel or other equivalent material. 

(b) Are to be suitably stiffened. 

(c) Are to be so constructed as to be capable of preventing 
the passage of smoke and flame up to the end of the 
one-hour standard fire test, see 2.2.1. 

(d) Are to be insulated with approved non-combustible 
materials such that the average temperature of the 
unexposed side will not rise more than 140°C above the 
original temperature, nor will the temperature, at any one 
point, including any joint, rise more than 180°C above 

the original temperature, within the time listed below: 


Class ‘A-60’ 60 minutes. 
Class ‘A-30’ 30 minutes. 
Class ‘A-15’ 15 minutes. 
Class ‘A-O’ O minutes. 


(e) May be required to demonstrate that they meet the 
above requirements for integrity and temperature rise, 
through a test. 


2.4.2 ‘B’ Class divisions are those divisions formed by 

bulkheads, decks, ceilings or linings and: 

(a) Are to be so constructed as to be capable of preventing 
the passage of flame to the end of the first half hour of 
the standard fire test, see IMO FTP Code, Annex 1, 
Part 3. 

(b) Are to be insulated such that the average temperature of 
the unexposed side will not rise more than 140°C above 
the original temperature, nor will the temperature at any 
one point, including any joint, rise more than 225°C 
above the original temperature, within the time listed 


below: 
Class ‘B-15’ 15 minutes. 
Class ‘B-0’ O minutes. 


(c) Are to be constructed of approved non-combustible 
materials and all materials entering into the construction 
and erection of ‘B’ Class divisions are to be non- 
combustible, except where permitted by other requirements 
of this Chapter. 
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(d) May be required to ensure that they meet the above 
requirements for integrity and temperature rise through 
a test of a prototype division. 


2.4.3 ‘C’ Class divisions are divisions to be constructed 
of approved non-combustible materials. They need to meet 
neither requirements relative to the passage of smoke and 
flame nor limitations relative to the temperature rise. 
Combustible veneers are permitted provided they meet other 
requirements of this Chapter. 


2.4.4 Continuous ‘B’ Class ceilings or linings are those 
‘B’ Class ceilings or linings which terminate only at an ‘A’ or 
‘B’ Class division. 


2.4.5 Accommodation spaces are those spaces used 
for public spaces, corridors, lavatories, cabins, offices, 
hospitals, cinemas, games and hobbies rooms, pantries 
containing no cooking appliances and similar spaces. 


2.4.6 Service spaces are those used for galleys, pantries 
containing cooking appliances, stores, mail and specie 
rooms, store rooms, lockers, workshops other than those 
forming part of the machinery spaces and similar spaces and 
trunks to such spaces. 


2.4.7 Cargo spaces are all spaces used for cargo 
(including cargo oil tanks) and trunks to such spaces. 


2.4.8 Machinery spaces of Category A are those 

spaces and trunks to such spaces which contain: 

(a) internal combustion machinery used for main 
propulsion; or 

(b) internal combustion machinery used for purposes other 
than main propulsion where such machinery has in the 
aggregate a total power output of not less than 375 kW; 
or 

(c) any oil-fired boiler or oil fuel unit. 


2.4.9 Machinery spaces are all machinery spaces of 
Category ‘A’ and all other spaces containing propelling 
machinery, boilers, oil fuel units, steam and internal combus- 
tion engines, generators and major electrical machinery, oil 
filling stations, refrigerating, stabilising, ventilation and air 
conditioning machinery, and similar spaces; and trunks to 
such spaces. 


2.4.10 Control stations are those spaces in which the 
craft’s radio or main navigating equipment or the emergency 
source of power is located or where the fire recording or 
fire-control equipment is centralised. 


2.4.11. Cargo area is that part of the craft that contains 
cargo tanks, slop tanks and cargo pump rooms including 
pump rooms, cofferdams, ballast and void spaces adjacent 
to cargo tanks and also deck areas throughout the entire 
length and breadth of the part of the craft over the above- 
mentioned spaces. 


2.4.12 Main vertical zones are those sections into which 
the hull, superstructure and deck houses are divided by ‘A’ 
Class divisions, the mean length and width of which on any 
one deck does not, in general, exceed 48 m. 


2.5 Equipment 


2.0.1 Oil fuel unit is the equipment used for the prepa- 
ration of oil fuel for delivery to an oil-fired boiler, or equipment 
used for the preparation for delivery of heated oil to an 
internal combustion engine, and includes any oil pressure 
pumps, filters and heaters dealing with oil at a pressure of 
more than 1,8 bar (1,8 kgf/cm?) gauge. 


2.6 Craft types 


2.6.1 For the purpose of this Part the definitions of craft 
types given in 2.6.2 and 2.6.3 apply. 


2.6.2 A passenger craft is a craft which carries more 
than twelve passengers. 


2.6.3 A yacht is a recreational craft used for sport or 
pleasure and may be propelled mechanically, by sail or by a 
combination of both. 
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a Section 7 
General requirements 


1.1 Application 


7.1.1 The requirements of this Chapter apply to service 
craft built in accordance with these Rules. 


7.1.2 Where service craft incorporate fire hazards not 
covered in this Part, appropriate fire protection, detection and 
extinction arrangements are to be provided. Details are to be 
submitted for approval. 


| Section 2 
Fire safety measures for service 
craft 


2.1 General 


2.1.1 Table 2.2.1 is a guide to the major requirements of 
this Section. The Table is intended as a quick reference to the 
requirements and is not to be used in isolation when designing 
the fire safety arrangements. 


2.2 Forms of construction — Structure 


2.2.1 The hull, superstructure, structural bulkheads, 
decks and deckhouses may be constructed of steel, other 
equivalent material, see Ch 1,2.1.2, or be of alternative forms 
of construction, see Ch 1,2.1.3. 


2.2.2 The structure in way of Category ‘A’ machinery 
spaces, galleys containing appliances of significant fire risk, 
see 2.4.2, and other high risk areas is to be protected such 
that the material by itself or due to insulation provided can 
maintain its required strength at the end of 30 minutes 
exposure to the standard fire test. 


2.2.3 Details of the method of construction, supported by 
calculations and/or fire test data, demonstrating compliance 
with 2.2.2, are to be submitted. 


2.2.4 For aluminium alloy structures, the insulation is to 
be such that the temperature of the structural core does not 
rise more than 200°C above the ambient temperature at any 
time during the specified fire exposure. 


Table 2.2.1 General fire protection, detection and 


extinction requirements 


Form of construction, Steel or equivalent, or alternative forms of 
see 2.2 construction may be accepted, subject to 
requirements in high fire risk areas 


Passive fire protection, 
see 2.3 to 2.6 


Category ‘A’ machinery spaces: 

e For craft >150 gross tons: A-30/A-0 
e For craft <150 gross tons: A-O 
Galleys: 

e For craft >50 gross tons: B-15 


Means of escape, 

see 2.7: 

° Machinery spaces fe 
e Accommodation, etc. 


Fixed fire detection 
system, 
see 2.13 


Fitted in all machinery spaces 

Fitted in stairways, service spaces, 
machinery spaces, control stations and 
accommodation spaces of craft 

>50 gross tons with sleeping 
accommodation 


Fire pumps, 
see 2.14 


1 fixed power pump + 1 portable pump 
For craft <150 gross tons: 
1 portable pump 


Fire-extinguishing 
arrangements in 
machinery spaces, 
see 2.15 


A fixed fire-extinguishing system 

A minimum of 2, but need not exceed 
5 portable foam extinguishers or 
equivalent 


Portable 
fire-extinguishers in 
accommodation, 
see 2.18 


Sufficient to ensure that at least one will 
be readily available in every compartment 


22:0 For composite structures, the insulation is to be 
such that the temperature of the laminate does not rise more 
than the minimum temperature of deflection under load of the 
resin at any time during the specified fire exposure. The 
temperature of deflection under load is to be determined as in 
Ch 14,3.7 of the Rules for the Manufacture, Testing and 
Certification of Materials (hereinafter referred to as the Rules 
for Materials). 


2.2.6 For structures in contact with sea-water, the 
required insulation should extend to at least 300 mm below 
the lightest waterline, see also 2.6.1. 


2.3 Forms of construction — Fire divisions 


2.3.1 Fire divisions required by 2.4 are to be constructed 
in accordance with the remaining paragraphs of this sub- 
Section. 


2.3.2 Fire divisions using steel equivalent or alternative 
forms of construction may be accepted if it can be demon- 
strated that the material by itself, or due to insulation provided, 
has the fire resistance properties equivalent to ‘A’ or ‘B’ class 
divisions. 
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2.3.3 Insulation required by 2.3.2 is to be such that the 
temperature of the structural core does not rise above the 
point at which the structure would begin to lose its strength at 
any time during the applicable exposure to the standard fire 
test. For ‘A’ class divisions, the applicable exposure is 
60 minutes, and for ‘B’ Class divisions, the applicable exposure 
is 30 minutes. 


2.3.4 For aluminium alloy structures the insulation is to be 
such that the temperature of the structural core does not rise 
more than 200°C above the ambient temperature at any time 
during the applicable fire exposure. 


2.3.5 For composite structures, the insulation is to be 
such that the temperature of the laminate does not rise more 
than the minimum temperature of deflection under load of the 
resin at any time during the applicable fire exposure. The 
temperature of deflection under load is to be determined as in 
Ch 14,3.7 of the Rules for Materials. 


2.4 Structural fire protection 


2.4.1 Category ‘A’ machinery spaces are to be enclosed 
by A-30 Class divisions where adjacent to accommodation 
spaces, or control positions and A-O Class divisions elsewhere. 
For craft below 150 gross tons, Category ‘A’ machinery 
spaces are to be enclosed by A-O Class divisions, regardless 
of adjacent space use. 


2.4.2 For craft greater than 50 gross tons, galleys are 

to be enclosed by B-15 Class divisions unless the cooking 

appliances contained therein have an insignificant fire risk. 

(a) For the purposes of this Chapter, coffee automats, toast- 
ers, dishwashers, microwave ovens, water boilers and 
similar appliances each with a maximum power of 
5 kW may be regarded as having an insignificant fire risk. 
Electrically-heated cooking plates and hot plates for 
keeping food warm, each of them having a maximum 
power of 2 kW and a surface temperature not above 
150°C may also be regarded as having insignificant fire 
risk. If spaces containing this equipment are lockable, 
then means of cutting-off the power to the space are to 
comply with Pt 16, Ch 2,17.6.7. 

(b) Other equipment such as fat fryers, open flame 
cookers, etc., are to be regarded as having a significant 
fire risk. 


2.4.3 Openings in ‘A’ Class divisions are to be provided 
with permanently attached means of closing that are to be at 
least as effective for resisting fires as the divisions in which 
they are fitted. 


2.4.4 Interior stairways serving machinery spaces, accom- 
modation spaces, service spaces or control stations are to be 
of steel or other equivalent material. 


2.4.5 Doors are to be self-closing in way of Category ‘A’ 
machinery spaces. 


2.4.6 Where ‘A’ Class divisions are penetrated for the 
passage of electric cables, pipes, trunks, ducts, etc., or for 
girders, beams or other structural members, arrangements 
are to be made to ensure that the fire resistance is not 
impaired. 


2.4.7 Where the structure or ‘A’ Class divisions are 
required to be insulated, it is to be ensured that the heat from 
a fire is not transmitted through the intersections and termi- 
nal points of the divisions or penetrations to uninsulated 
boundaries. Where the insulation installed does not achieve 
this, arrangements are to be made to prevent this heat 
transmission by insulating the horizontal and vertical boundaries 
or penetrations for a distance of 450 mm. 


2.5 Materials 


2.5.1 Paints, varnishes and other finishes used on 
exposed interior surfaces are not to be capable of producing 
excessive quantities of smoke, toxic gases or vapours and are 
to be of the low flame spread type. Reference is also to be 
made to the IMO FTP Code, Annex 1, Parts 2 and 5. 


2.5.2 Except in refrigerated compartments of service 
space, all insulation (e.g. fire and comfort) is to be of non- 
combustible materials. 


2.5.3 Pipes penetrating ‘A’ Class divisions are to be of 
approved materials having regard to the temperature such 
divisions are required to withstand. 


2.5.4 Pipes conveying oil or combustible liquids through 
accommodation and service spaces are to be of approved 
materials having regard to the fire risk. 


2.5.5 Materials readily rendered ineffective by heat are not 
to be used for overboard scuppers, sanitary discharges, and 
other outlets which are close to the waterline and where the 
failure of the material in the event of fire would give rise to 
danger of flooding. 


2.5.6 Primary deck coverings within accommodation 
spaces, service spaces and control stations are to be of a 
type that will not readily ignite, or give rise to toxic or explosive 
hazards at elevated temperatures. Reference is also to be 
made to the IMO FTP Code, Annex 1, Parts 2 and 6. 


2:5.¢ Vapour barriers and adhesives used in conjunction 
with insulation, as well as insulation of pipe fittings for cold 
service systems need not be non-combustible, but they are 
to be kept to the minimum quantity practicable and their 
exposed surfaces are to have low flame spread characteristics. 


2.5.8 All waste receptacles are to be constructed of 
non-combustible materials with no openings in the sides or 
bottom. 
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2.6 Surface of insulation 

2.6.1 In spaces where penetration of oil products is 
possible, the surface of insulation is to be impervious to oil or 
oil vapours. Insulation boundaries are to be arranged to avoid 
immersion in oil spillages. 


2.7 Means of escape 

2.7.1 Stairways, ladders and corridors serving crew 
spaces and other spaces to which the crew normally have 
access are to be arranged so as to provide ready means of 
escape to a deck from which disembarkation may be 
effected. 


2.7.2 Where reasonable and practicable, and having 
regard to the number of crew and size of space, at least two 
means of escape, as widely separated as possible, are to be 
provided from each section of accommodation spaces, 
service spaces and control stations: 

(a) The normal means of access to the accommodation and 
service spaces below the open deck is to be arranged 
so that it is possible to reach the open deck without 
passing through intervening spaces containing a 
possible source of fire. 

(b) The second means of escape may be through portholes, 
or hatches of adequate size, leading to the open deck. 

(c) No dead-end corridors having a length of more than 7 m 
will be accepted. A ‘dead-end corridor’ is a corridor or 
part of a corridor from which there is only one escape 
route. 


2.7.3 At least two means of escape are to be provided 
from machinery spaces, except where the small size of the 
machinery space makes it impractical. Escape is to be by steel 
ladders that are as widely separated as possible. 


2.8 Ventilation systems 

2.8.1 Ventilation fans are to be capable of being stopped, 
and main inlets and outlets of ventilation systems closed, from 
outside the spaces being served, see a/so Pt 16, Ch 2,17.6. 


2.8.2 Ventilation ducts for Category ‘A’ machinery spaces 
and exhaust ducts for galleys of significant fire risk are not to 
pass through accommodation spaces, service spaces or 
control stations unless the ducts are constructed of steel and 
arranged to preserve the integrity of the division. 


2.8.3 Ventilation ducts for accommodation spaces, 
service spaces or control stations are not to pass through 
Category ‘A’ machinery spaces unless the ducts are 
constructed of steel and arranged to preserve the integrity of 
the division. 


2.8.4 Store-rooms containing highly flammable products 
are to be provided with ventilation arrangements that are 
separate from other ventilation systems. Ventilation is to be 
arranged to prevent the build-up of flammable vapours at high 
and low levels. The inlets and outlets of ventilators are to be 
positioned so that they do not draw from or vent into an area 
which would cause undue hazard, and are to be fitted with 
spark arrestors. 


2.8.5 Ventilation systems serving Category ‘A’ machinery 
spaces are to be independent of systems serving other 
spaces. 


2.8.6 All enclosed spaces containing free-standing fuel 
tanks are to be ventilated independently of systems serving 
other spaces. 


2.8.7 Ventilation is to be provided to prevent the 
accumulation of dangerous concentrations of flammable gas 
that may be emitted from batteries. The requirements of 
Pt 16, Ch 2,12.5 are to be complied with. 


2.8.8 Ventilation openings may be fitted in and under the 
lower parts of cabin and public space doors in corridor 
bulkheads. Ventilation grills are to be of non-combustible 
material. The total net area of any such openings is not to 
exceed 0,05 m2. Bridging ducts are not allowed in fire 
divisions. 


2.8.9 For additional requirements for the ventilation of 
domestic gaseous fuel, see 2.11. 


2.9 Fuel arrangements 

2.9.1 In service craft in which oil fuel is used, the arrange- 
ments for the storage, distribution and utilisation of the oil fuel 
are to be such as to ensure the safety of the service craft and 
persons on board. For details, see Pt 15, Ch 3. 


2.9.2 Oil fuel tanks situated within the boundaries of 
Category ‘A’ machinery spaces are not to contain oil fuel 
having a flashpoint of less than 60°C. 


2.9.3 Oil fuel, lubricating oil and other flammable oils are 
not to be carried in fore peak tanks. 


2.10 Special arrangements in machinery spaces 
and, where necessary, other spaces 
2.10.1. Openings are to be provided with closing appliances 


constructed so as to maintain the fire integrity of the machinery 
space boundaries. 


2.10.2 The type of equipment installed and the layout of 
the craft are to take account of the risk and spread of fire. 
Special attention is to be paid to the surroundings of open 
flame devices, hot areas and main and auxiliary machinery, oil 
and fuel overflows, and uncovered oil and fuel pipes. 


2.10.3 Fuel filling, storage, venting and supply systems are 
to be installed so as to minimise the risk of fire and explosion. 
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2.10.4 Machinery components and accessories that 
require frequent maintenance and inspection are to be readily 
accessible. 


2.10.5 Windows are not to be fitted in machinery space 
boundaries. This does not preclude the use of glass in control 
rooms within the machinery spaces. 


2.10.6 — |n Category ‘A’ machinery spaces means of control 

are to be provided for: 

(a) closure of openings which normally allow exhaust 
ventilation, and closure of ventilator dampers; 

(b) permitting the release of smoke; 

(c) stopping ventilating fans; and 

(d) stopping forced and induced draught fans, oil fuel 
transfer pumps, oil fuel unit pumps and other similar fuel 
pumps. 


2.10.7 The controls required in 2.10.6 are to be located 
outside the space concerned, in a position where they will not 
be cut off in the event of fire in the space they serve. Such 
controls and the controls for any required fire-extinguishing 
system are to be situated at one control position or grouped 
in as few positions as possible. Such positions are to have a 
safe access from the open deck. See also Pt 15, Ch 3,4.5.1 
and 4.9.2. 


2.11 Arrangements for gaseous fuel for domestic 
purposes 


2.11.1. Where gaseous fuel is used for domestic purposes, 
the arrangements for the storage, distribution and utilisation of 
the fuel are to be such that, having regard to the hazards of 
fire and explosion which the use of such fuel may entail, the 
safety of the service craft and the persons onboard is 
preserved. The installation is to be in accordance with 
recognised National or International Standards. 


2.11.2 Storage lockers for gas cylinders are to be provided 

with: 

(a) effective ventilation; 

(b) an outward-opening door accessible directly to the open 
deck; and 

(c) gas-tight boundaries, including doors and other means 
of closing any openings therein, which form boundaries 
between such lockers and adjoining spaces. 


2.11.3 Arrangements for storage on open deck will be 
specially considered. 


2.12 Space heaters 


2.12.1. Space heaters, if used, are to be fixed in position 
and so constructed as to reduce fire risks to a minimum. The 
design and location of these units are to be such that clothing, 
curtains or other similar materials cannot be scorched or set 
on fire by heat from the unit. 


2.13 Fixed fire detection and fire-alarm systems 


2.13.1 A fixed fire detection and fire-alarm system is to be 
installed in all Category ‘A’ machinery spaces and is to comply 
with the requirements of Pt 16, Ch 1,2.8. 


2.13.2 In craft over 50 gross tons, where sleeping 
accommodation is provided on board, a fixed fire detection 
and fire-alarm system is to be installed in all stairways, service 
spaces, machinery spaces, control stations and accommoda- 
tion spaces (except toilets, bathrooms, void spaces, etc.). The 
fixed fire detection and fire-alarm system is to be installed in 
accordance with Ch 4,2. 


2.14 Fire pumps and fire main system 


2.14.1. Application: 

(a) Every service craft is to be provided with a fire pump(s), 
fire mains, hydrants and hoses as required by this 
Chapter. 

(b) For very small service craft, where it is not considered 
possible to fit a fire pump, the arrangements will be 
specially considered. 


2.14.2 Capacity of fire pumps. The capacity of the fixed 
main fire pump(s) is not to be less than: 

Q_ = (0,15 (Lp (B + D))"/2 + 2,25)2 

but need not exceed 25 m8/hour 

where 

B = greatest moulded breadth of craft, in metres 
moulded depth to bulkhead deck, in metres 
Rule length of craft, as defined in Pt 3, Ch 1,6.2.1, 
in metres 
Q_ = total capacity in m3/hours. 


iw) 
| 


Le 


2.14.3 Fire pumps: 

(a) Inservice craft of 150 tons gross or more, a minimum of 
one fixed power pump and one portable pump, 
complying with 2.14.4, are to be provided. 

(b) For service craft of less than 150 tons gross, one 
portable pump or alternative as required by 2.14.4, is to 
be provided. 

(c) Sanitary, ballast, bilge or general service pumps may be 
accepted as fire pumps, provided that they are not 
normally used for pumping oil, and that, if they are 
subject to occasional duty for the transfer or pumping of 
fuel oil, suitable changeover arrangements are fitted. 

(d) Inservice craft classed for navigation in ice, the fire pump 
sea inlet valves are to be provided with ice clearing 
arrangements, see Pt 1, Ch 2,3.8.1. 

(e) Relief valves are to be provided in conjunction with any 
fire pumps if the pump is capable of developing a 
pressure exceeding the design pressure of the water 
service pipes, hydrants and hoses. These valves are to 
be so placed and adjusted as to prevent excessive 
pressure in any part of the fire main system. 

(f) | Where centrifugal pumps are provided in order to comply 
with this Section, a non-return valve is to be fitted in the 
pipe connecting each pump to the fire main. 
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2.14.4 Portable fire pumps: 
(a) Except for electric pumps, which will be specially 
considered, portable fire pumps are to comply with the 


following: 
(i) The pump is to be self priming. 
(ii) | The suction head in operation is not to exceed 
4,5m. 


(iii) | The portable fire pump is to be fitted with a length 
of discharge hose and nozzle capable of 
maintaining a pressure sufficient to produce a jet 
throw of at least 12 m, or that required to enable 
a jet of water to be directed on any part of the 
engine room or the exterior boundary of the 
engine room and casing, whichever is the greater. 
The jet throw required need not exceed the 
length of the craft. 

(iv) The pump set is to have its own fuel tank of 
sufficient capacity to operate the pump for three 
hours. 

(v) Details of the fuel type and storage location are 
to be submitted. If the fuel type has a flashpoint 
below 60°C, further consideration will be given to 
the fire safety aspects. 

(vi) The pump set is to be stored in a secure, safe 
and enclosed space, accessible from open deck 
and clear of the Category ‘A’ machinery space. 

(vii) The pump set is to be easily moved and operated 
by two persons and be readily available for 
immediate use. 

(vill) Arrangements are to be provided to secure the 
pump at its anticipated operating position(s). 

(ix) The overboard suction hose is to be non- 
collapsible and of sufficient length to cater for the 
craft’s motion under all operational conditions. A 
suitable strainer is to be fitted at the inlet end of 
the hose. 

(x) — Any diesel-driven power source for the pump is 
to be capable of being readily started in its cold 
condition down to a temperature of O°C by hand 
(manual) cranking. 

(b) If it is not possible to comply with the requirements of 
2.14.4(a), an additional fixed fire pump will be required, 
which is to comply with the following: 

(i) The pump, its source of power and sea 
connection are to be located in accessible 
positions outside the Category ‘A’ machinery 
space, or in a different space to the main fire 
pump, if the main fire pump is located outside the 
Category ‘A’ machinery space. In the case of 
craft defined in 2.14.3(b), the pump may be 
situated in the Category ‘A’ machinery space, if 
so desired. 

(ii) | The sea valve is to be capable of being operated 
from a position near the pump. 

(iii) | The space where the fire pump prime mover is 
located is to be illuminated from the emergency 
source of electrical power, except for craft 
defined in 2.14.3(b), and is to be well ventilated. 

(iv) — If the pump is required to supply water for a fixed 
fire-extinguishing system in the space where the 
main fire pumps are situated, it is to be capable of 
simultaneously supplying water to this system 
and the fire main at the required rates. 


(v) |The pump may also be used for other suitable 
purposes, subject to approval in each case. 

(vi) The pressure and quantity of water delivered by 
the pump is to be sufficient to produce a jet of 
water at any nozzle of not less than 12 m. 

(vii) In the case of craft defined in 2.14.3(b), a fire 
main, hydrants and hoses are to be installed in 
accordance with 2.14.5 to 2.14.10. 

(c) Means to illuminate the stowage area of the portable 
pump and its necessary areas of operation are to be 
provided from the emergency source of electrical power. 

(d)_ If preferred, a pump complying with 2.14.4(b) may be 
fitted instead of a portable pump complying with 
2.14.4(a). 


2.14.5 — Fire main: 

(a) The diameter of the fire main is to be based on the 
required capacity of the fixed main fire pump(s). The 
diameter of the water service pipes are to be sufficient 
to ensure an adequate supply of water for the operation 
of at least one fire-hose. 

(b) The wash deck line may be used as a fire main provided 
that the requirements of this Section are satisfied. 

(c) All exposed water pipes for fire-extinguishing are to be 
provided with drain valves for use in frosty weather. The 
valves are to be located where they will not be damaged 
by cargo. 


2.14.6 Pressure in the fire main. When the fixed main fire 
pump, or the fire pump described in 2.14.4(b), is delivering 
the quantity of water required by 2.14.2 through the fire main, 
fire hoses and nozzles, the pressure maintained at any 
hydrant is to be sufficient to produce a jet throw at any nozzle 
of not less than 12 m. 


2.14.7. Number and position of hydrants. The number 
and position of the hydrants are to be such that at least one 
jet of water is to reach any part normally accessible to the 
crew while the service craft is being navigated and any part 
of any cargo space when empty. Furthermore, such hydrants 
are to be positioned near the accesses to the protected 
spaces. At least one hydrant is to be provided in each 
machinery space. 


2.14.8 Pipes and hydrants: 

(a) Materials readily rendered ineffective by heat are not to 
be used for fire mains. Where steel pipes are used, they 
are to be galvanised internally and externally. Cast iron 
pipes are not acceptable. The pipes and hydrants are to 
be so placed that the fire-hoses may be easily coupled 
to them. The arrangements of pipes and hydrants is to 
be such as to avoid the possibility of freezing. In service 
craft where deck cargo may be carried, the positions of 
the hydrants are to be such that they are always readily 
accessible and the pipes are to be arranged, as far as 
practicable, to avoid risk of damage by such cargo. 
Unless one hose and nozzle is provided for each hydrant 
in the service craft, there is to be complete interchange- 
ability of hose couplings and nozzles. 

(b) A valve is to be fitted at each fire hydrant so that any 
fire-hose may be removed while the fire pumps are at 
work. 
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(c) Where an additional fixed fire pump is fitted in accor- 
dance with 2.14.4(b) or 2.14.4(d): 

(i) An isolating valve is to be fitted in the fire main so 
that all the hydrants in the service craft, except 
those in the Category ‘A’ machinery space 
containing the main fire pump, can be supplied 
with water by the additional fixed fire pump. The 
isolating valve is to be located in an easily 
accessible and tenable position outside the 
Category ‘A’ machinery space; and 

(ii) The fire main is not to re-enter the machinery 
space downstream of the isolating valve. 


2.14.9  Fire-hoses: 

(a) Fire-hoses are to be of approved non-perishable 
material. The hoses are to be sufficient in length to 
project a jet of water to any of the spaces in which they 
may be required to be used. Their length, in general, is 
not to exceed 18 m. Each hose is to be provided with a 
nozzle and the necessary couplings. Fire-hoses, 
together with any necessary fittings and tools, are to be 
kept ready for use in conspicuous positions near the 
water service hydrants or connections. 

(b) The number of fire-hoses to be provided, each complete 
with couplings and nozzles, is to be one for each 15 m 
length of the service craft, or part thereof, but need not 
exceed the number of hydrants provided. This number 
does not include any hoses required in any engine room. 
If necessary, the number of hoses is to be increased so 
as to ensure that hoses in sufficient numbers are 
available and accessible at all times. 


2.14.10 Nozzles: 

(a) For the purpose of this Chapter, standard nozzle sizes 
are to be 12 mm, 16 mm or 19 mm, or as near thereto 
as possible, so as to make full use of the maximum 
discharge capacity of the fire pump(s). 

(ob) For accommodation and service spaces, the nozzle size 
need not exceed 12 mm. 

(c) The size of nozzles intended for use in conjunction with 
a portable fire pump need not exceed 12 mm. 

(d) All nozzles are to be of an approved dual purpose type 
(i.e. spray/jet type) incorporating a shut-off. 


2.15 Fire-extinguishing arrangements in 
Category ‘A’ machinery spaces 


2.15.1 Except where provided for in 2.15.2, Category ‘A’ 

machinery spaces are to be provided with: 

(a) one of the fixed fire-extinguishing systems given in 
Ch 4,3; and 

(b) at least two portable foam extinguishers or equivalent, 
see Ch 4,6.3.2. Where internal combustion machinery is 
installed, an additional portable extinguisher is to be 
provided for every 375 kW of power output, but the total 
number of such additional extinguishers need not 
exceed five. 


2.15.2 Where the size of the machinery space precludes 
access under normal operating conditions, provision is to be 
made such that a manually-released extinguishing medium, of a 
type allowed in Chapter 4, can be remotely discharged into the 
space. Such arrangements may utilise a portable extinguisher 
of adequate size. Details of the arrangements with supporting 
calculations are to be submitted for approval. 


2.16 Fire-extinguishing appliances in other 
machinery spaces 


2.16.1. Where a fire hazard exists in any machinery space 
for which no specific provisions for fire-extinguishing 
appliances are prescribed in 2.15 and 2.17, there is to be 
provided in, or adjacent to, that space a satisfactory number 
of approved portable fire-extinguishers or other approved 
means of fire-extinction. 


2.17 Machinery spaces in craft which are 
constructed mainly or wholly of alternative 
forms of construction 


2.17.1 | Machinery spaces in craft which are constructed 
mainly or wholly with alternative forms of construction that 
contain internal combustion machinery, are to comply with the 
fire-extinguishing requirements for Category ‘A’ machinery 
spaces, see 2.15.1. 


2.18 Fixed fire-extinguishing systems not required 
by this Chapter 


2.18.1 Where a fixed fire-extinguishing system not required 
by this Chapter is installed, the arrangement is to comply with 
the relevant requirements of this Chapter. 


2.19 Portable fire-extinguishers 


2.19.1 All portable fire-extinguishers are to comply with the 
requirements of Ch 4,6. 


2.19.2 The portable fire-extinguishers are to be stowed in 
readily accessible positions. 


2.19.3 One of the portable fire-extinguishers intended for 
use in any space is to be stowed near the entrance to that 
space. 


2.19.4 At least one portable fire-extinguisher is to be 
located so that it can easily be reached from the main steer- 
ing position of the craft. 


2.19.5 Accommodation spaces, service spaces and 
control stations are to be provided with a sufficient number of 
portable fire-extinguishers to ensure that at least one 
extinguisher will be readily available for use in every compart- 
ment. 
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2.19.6 Where cooking facilities are provided a portable 
fire-extinguisher of a type appropriate to the energy source 
used is to be located in a position readily accessible for use in 
the event of a fire. 


2.20 Fire blanket 


2.20.1 _ A fire blanket is to be installed in all galleys. 


2.21 Protection of paint lockers and flammable 
liquid lockers 


2.21.1. Paint lockers and flammable liquid lockers with a 

deck area 4 m2 or over are to be provided with a fixed fire- 

extinguishing system enabling the crew to extinguish a fire 

without entering the space. One of the following systems is 

to be provided: 

e Acarbon dioxide system designed for 40 per cent of the 
gross volume of the space. 

e A dry powder system designed to discharge 0,5 kg 
powder per cubic metre of gross volume of the space. 

e Awater spray system designed to give a coverage of 
5 litres per square metre of deck area per minute. Water 
spray systems may be connected to the fire main. 


2.21.2 Consideration will be given to the acceptance of 
other arrangements which provide equivalent protection. 


2.21.3 Lockers having a deck area of less than 4 m2 may 
be protected by carbon dioxide or dry powder portable 
extinguishers located near the entrance to the locker. 


2.22 Arrangements where deep-fat cooking 
equipment is installed 


2.22.1 Where deep-fat cooking equipment is installed in 

high speed craft, all installations are to be fitted with: 

(a) an automatic or manual fixed extinguishing system type 
approved in accordance with ISO 15371, Ships and 
marine technology - Fire extinguishing systems for 
protection of galley deep-fat cooking equipment — Fire 
tests, or an acceptable alternative National or 
International Standard, for protection of the deep-fat 
cooking equipment; 

(b) aprimary and back up thermostat with an alarm to alert 
the operator in the event of failure of either thermostat; 

(c) means to automatically shut off the deep-fat cooking 
equipment electrical power upon activation of the fire- 
extinguishing system; 

(d) an alarm for indicating operation of the fire-extinguishing 
system in the galley where the equipment is installed; 
and 

(e) controls for manual operation of the fire-extinguishing 
system which are clearly labelled for ready use by the 
crew. 

Control and electrical engineering arrangements are to be in 

accordance with the requirements of Pt 16, Ch 1 and Ch 2, as 

applicable. 


2.23 Helicopter decks 


2.23.1. The requirements of IMO Resolution A.855(20) are 
to be complied with having due regard to the hazards 
involved. 


2.28.2 — \|fahelicopter hangar is not provided and if two fire- 
man’s outfits are supplied as per 2.24.1, then the fireman’s 
outfits required by IMO Resolution A.855(20) need not be 
provided. 


2.24 Fireman’s outfit 

2.24.1 All service craft of 350 gross tons or more and 
having enclosed spaces which are normally accessible, are to 
carry at least two fireman’s outfits complying with the require- 
ments of Ch 4,4. 


2.25 Fire-control plans 


2.25.1 Fire-control plans are to meet the requirements of 
Ch 4,5. 
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3 Fire safety measures for yachts 500 gt or more 


LJ Section 7 
General requirements 


1.1 Application 


7.7.1 The requirements of this Chapter apply to yachts 
with an overall length, Loa (as defined in Pt 3, Ch 1,6.2.4) of 
24 m or greater built in accordance with the Rules. 


1132 Where yachts incorporate fire hazards not covered 
in this Part, appropriate fire protection, detection and 
extinction arrangements are to be provided. Details are to be 
submitted for approval. 


1:73 For yachts with an overall length of 24 m or more, 
and less than 500 gt, the fire safety measures are to comply 
with Section 2. 


1.1.4 For yachts 500 gt or more, the fire safety measures 
are to comply with Section 3. 


i Section 2 
Fire safety measures for yachts 
of overall length greater than 24 m 
but less than 500 gt 


2.1 General 


2.1.1 Table 3.2.1 is a guide to the major requirements of 
this Section. The Table is intended as a quick reference to the 
requirements and is not to be used in isolation when designing 
the fire safety arrangements. 


2.2 Forms of construction — Structure 


22 The hull, superstructure, structural bulkheads, 
decks and deckhouses may be constructed of steel, other 
equivalent material, see Ch 1,2.1.2, or be of alternative forms 
of construction, see Ch 1,2.1.3. 

2.2.2 The structure in way of Category ‘A’ machinery 
spaces, galleys containing appliances of significant fire risk, 
see 2.4.2, and other high risk areas is to be protected such 
that the material by itself or due to insulation provided can 
maintain its required strength at the end of 30 minutes 
exposure to the standard fire test. 


Table 3.2.1 General fire protection, detection and 


extinction requirements 


Form of construction, Steel or equivalent, or alternative forms 
see 2.2 of construction may be accepted 
subject to requirements 


Passive fire protection, | ¢ Category ‘A’ machinery spaces 

see 2.3 to 2.6 ‘A-30'/‘A-0’ 

e Galleys: ‘B-15’ where significant fire risk 

e Bulkheads in escape route corridors 
greater than 7 m in length: ‘B-O’ 

e Stairway enclosures: ‘B-0’ 


Means of escape, 
see 2.7 
e Category ‘A’ 
machinery spaces 2 
e Accommodation, etc. 


Fixed fire detection 
system, see 2.13 


e Fitted in machinery spaces 
e Fitted in service spaces, control 
stations and accommodation spaces 


Fire pumps, see 2.14 1 fixed power pump + 1 portable pump 


Fire extinguishing 
arrangements in 
Category ‘A’ machinery 
spaces, see 2.15 


e A fixed fire-extinguishing system 

e Aminimum of 2 and maximum of 5 
portable foam extinguishers or 
equivalent 


Portable fire-extinguishers | At least 3 
in accommodation, 
see 2.18 


Automatic sprinkler 
system or equivalent, 
see 2.16 


Fitted in yachts >350 gross tons 


2.2.3 Details of the method of construction, supported by 
calculations and/or fire test data, demonstrating compliance 
with 2.2.2 are to be submitted. 


2.2.4 For aluminium alloy structures, the insulation is to 
be such that the temperature of the structural core does not 
rise more than 200°C above the ambient temperature at any 
time during the specified fire exposure. 


Beso For composite structures, the insulation is to be 
such that the temperature of the laminate does not rise more 
than the minimum temperature of deflection under load of the 
resin at any time during the specified fire exposure. The 
temperature of deflection under load is to be determined as in 
Ch 14,3.7 of the Rules for the Manufacture, Testing and 
Certification of Materials (hereinafter referred to as the Rules 
for Materials). 


2.2.6 For structures in contact with sea-water, the 
required insulation should extend to at least 300 mm below 
the lightest waterline, see a/so 2.6.1. 


2.3 Forms of construction - Fire divisions 
2.3.1 Fire divisions required by 2.4 are to be constructed 


in accordance with the remaining paragraphs of this sub- 
Section. 
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2.3.2 Fire divisions using steel equivalent, or alternative 
forms of construction may be accepted if it can be 
demonstrated that the material by itself, or due to insulation 
provided, has the fire resistance properties equivalent to ‘A’ 
or ‘B’ Class divisions. 


2.3.3 Insulation required by 2.3.2 is to be such that the 
temperature of the structural core does not rise above the 
point at which the structure would begin to lose its strength at 
any time during the applicable exposure to the standard fire 
test. For ‘A’ Class divisions, the applicable exposure is 
60 minutes, and for ‘B’ Class divisions, the applicable 
exposure is 30 minutes. 


2.3.4 For aluminium alloy structures, the insulation is to 
be such that the temperature of the structural core does not 
rise more than 200°C above the ambient temperature at any 
time during the applicable fire exposure. 


2.3.5 For composite structures, the insulation is to be 
such that the temperature of the laminate does not rise more 
than the minimum temperature of deflection under load of the 
resin at any time during the applicable fire exposure. The 
temperature of deflection under load is to be determined as in 
Ch 14,3.7 of the Rules for Materials. 


2.4 Structural fire protection 


2.4.1 Category ‘A’ machinery spaces, spaces containing 
vehicles or craft with fuel in their tanks, or lockers storing such 
fuels, are to be enclosed by ‘A-30’ Class divisions where 
adjacent to accommodation or service spaces, control 
positions or each other, and ‘A-O’ Class divisions elsewhere. 


2.4.2 Galleys are to be enclosed by ‘B-15’ Class 
divisions, unless the cooking appliances contained therein 
have an insignificant fire risk: 

(a) For the purposes of this Chapter, coffee automats, 
toasters, dishwashers, microwave ovens, water boilers 
and similar appliances each with a maximum power of 
5 kW may be regarded as having an insignificant fire risk. 
Electrically-heated cooking plates and hot plates for 
keeping food warm, each of them having a maximum 
power of 2 kW and a surface temperature not above 
150°C may also be regarded as having insignificant fire 
risk. If spaces containing this equipment are lockable, 
then means of cutting-off the power to the space are to 
comply with Pt 16, Ch 2,17.6.7. 

(bo) Other equipment such as fat fryers, open flame 
cookers, etc., would be regarded as having a significant 
fire risk. 


2.4.3 Where forming escape routes, corridor bulkheads 
and ceilings may be constructed of combustible materials 
provided they have a non-combustible core such that the 
‘B-0’ Class standard fire test criteria are met. 


2.4.4 Stairways connecting spaces below the main deck 
to the deck above are to be protected at one level by at least 
‘B-0’ Class divisions and self-closing doors. 


2.4.5 Lift and dumbwaiter trunks are to be enclosed by 
at least ‘B-0’ Class divisions and self-closing doors. 


2.4.6 Openings in ‘A’ and ‘B’ Class divisions are to be 
provided with permanently attached means of closing that are 
to be at least as effective for resisting fires as the divisions in 
which they are fitted. 


2.4.7 Interior stairways serving machinery spaces, 
accommodation spaces, service spaces or control stations 
are to be of steel, or other equivalent material. 


2.4.8 Where ‘A’ Class divisions are penetrated for the 
passage of electric cables, pipes, trunks, ducts, etc., or for 
girders, beams or other structural members, arrangements are 
to be made to ensure that the fire resistance is not impaired. 


2.4.9 Where ‘B’ Class divisions are penetrated for the 
passage of electric cables, pipes, trunks, ducts, etc., or for 
the fitting of ventilation terminals, lighting fixtures and similar 
devices, arrangements are to be made to ensure that the fire 
resistance is not impaired. 


2.4.10 Where the structure or ‘A’ Class divisions are 
required to be insulated, it is to be ensured that the heat from 
a fire is not transmitted through the intersections and termi- 
nal points of the divisions or penetrations to uninsulated 
boundaries. Where the insulation installed does not achieve 
this, arrangements are to be made to prevent this heat 
transmission by insulating the horizontal and_ vertical 
boundaries or penetrations for a distance of 450 mm. 


2.5 Materials 


2:51 Except in refrigerated compartments of service 
spaces, all insulation other than fire insulation is to be of 
not-readily ignitable type. Fire insulation is to be of the non- 
combustible type. 


2.5.2 Pipes penetrating ‘A’ or ‘B’ Class divisions are to 
be of approved materials having regard to the temperature 
such divisions are required to withstand. 


2.5.3 Pipes conveying oil or combustible liquids through 
accommodation and service spaces are to be of approved 
materials having regard to the fire risk. 


2.5.4 Materials readily rendered ineffective by heat are not 
to be used for overboard scuppers, sanitary discharges and 
other outlets which are close to the waterline and where the 
failure of the material in the event of fire would give rise to 
danger of flooding. 


2.5.5 Primary deck coverings within accommodation 
spaces, service spaces and control stations are to be of a 
type that will not readily ignite, or give rise to toxic or explosive 
hazards at elevated temperatures. Reference is also to be 
made to the IMO FTP Code, Annex 1, Parts 2 and 6. 


2.5.6 Vapour barriers and adhesives used in conjunction 
with insulation, as well as insulation of pipe fittings for cold 
service systems need not be non-combustible, but they are 
to be kept to the minimum quantity practicable and their 
exposed surfaces are to have low flame spread characteris- 
tics. 
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2.5.7 All waste receptacles are to be constructed of 
non-combustible materials with no openings in the sides or 
bottom. 


2.6 Surface of insulation 

2.6.1 In spaces where penetration of oil products is 
possible, the surface of the insulation is to be impervious to oil 
or oil vapours. Insulation boundaries are to be arranged to 
avoid immersion in oil spillages. 


2.7 Means of escape 

2.7.1 Stairways, ladders and corridors serving all spaces 
normally accessible are to be arranged so as to provide ready 
means of escape to a deck from which embarkation into 
survival craft may be effected. 


2.7.2 Where reasonable and practicable, and having 
regard to the number of personnel involved and size of space, 
at least two means of escape, as widely separated as 
possible, are to be provided from each section of accommo- 
dation and service spaces and control stations: 

(a) The normal means of access to the accommodation and 
service spaces below the open deck are to be arranged 
so that it is possible to reach the open deck without 
passing through intervening spaces containing a 
possible source of fire. 

(bo) Where accommodation arrangements are such that 
access to compartments is through another compart- 
ment, as is often the case with an Owner’s suite, a 
second means of escape is to be provided. The second 
escape route is to be as remote as possible from the 
main escape route. 

(c) This second means of escape may be through 
portholes, or hatches of adequate size, leading to the 
open deck. 

(d) No dead-end corridors having a length of more than 
7 mwill be accepted. A ‘dead-end corridor’ is a corridor 
or part of a corridor from which there is only one escape 
route. 


2.7.3 At least one of the means of escape from each 
space referred to in 2.7.2 is to be enclosed by ‘B-0’ Class 
divisions, unless it gives access directly to the open decks 
from the space. 


2.7.4 At least two means of escape are to be provided 
from machinery spaces, except where the small size of the 
machinery space makes it impracticable. Escape is to be by 
steel ladders that are as widely separated as possible. 


2.7.5 Lifts are not considered as forming a means 
of escape. 

2.8 Ventilation systems 

2.8.1 Ventilation fans are to be capable of being stopped, 


and main inlets and outlets of ventilation systems closed, from 
outside the spaces being served, see Pt 16, Ch 2,17.6. 


2.8.2 Ventilation ducts for Category ‘A’ machinery 
spaces, exhaust ducts for galleys of significant fire risk, 
spaces containing vehicles or craft with fuel in their tanks, or 
lockers storing such fuels, are not to pass through accom- 
modation spaces, service spaces or control stations unless 
the ducts are constructed of steel and arranged to preserve 
the integrity of the division. 


2.8.3 Ventilation ducts for accommodation spaces, 
service spaces or control stations are not to pass through 
Category ‘A’ machinery spaces, spaces containing vehicles 
or craft with fuel in their tanks, or lockers storing such fuels, 
unless the ducts are constructed of steel and arranged to 
preserve the integrity of the division. 


2.8.4 Store-rooms containing highly flammable products 
are to be provided with ventilation arrangements that are 
separate from other ventilation systems. Ventilation is to be 
arranged to prevent the build up of flammable vapours at high 
and low levels. The inlets and outlets of ventilators are to be 
positioned so that they do not draw from or vent into an area 
which would cause undue hazard, and are to be fitted with 
spark arresters. 


2.8.5 Ventilation systems serving Category ‘A’ machinery 
spaces are to be independent of systems serving other 
spaces. 


2.8.6 All enclosed spaces containing free-standing fuel 
tanks are to be ventilated independently of systems serving 
other spaces. 


2:01 Ventilation is to be provided to prevent the 
accumulation of dangerous concentrations of flammable gas 
which may be emitted from batteries. The requirements of 
Pt 16, Ch 2,12.5 are to be complied with. 


2.8.8 Ventilation openings may be fitted in and under the 
lower parts of cabin and public space doors in corridor bulk- 
heads. The total net area of any such openings is not to 
exceed 0,05 m2. Bridging ducts are not allowed in fire 
divisions. 


2.8.9 For spaces containing vehicles or craft with fuel in 
their tanks or lockers storing such fuels, see 2.20.1(d). For 
additional requirements for the ventilation of domestic 
gaseous fuel, see 2.11. 


2.9 Fuel arrangements 

2.9.1 In yachts in which oil fuel is used, the arrangements 
for the storage, distribution and utilisation of the oil fuel are to 
be such as to ensure the safety of the yacht and persons on 
board. For details, see Pt 15, Ch 3. 


2.9.2 Oil fuel tanks situated within the boundaries of 
Category ‘A’ machinery spaces are not to contain oil fuel 
having a flashpoint of less than 60°C. 


2.9.3 Oil fuel, lubricating oil and other flammable oils are 
not to be carried in fore peak tanks. 
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2.10 Special arrangements in Category ‘A’ 
machinery spaces and, where necessary, 
other machinery spaces 


2.10.1 | Openings are to be provided with closing appliances 
constructed so as to maintain the fire integrity of the machinery 
space boundaries. 


2.10.2 The type of equipment installed and the layout of 
the yacht are to take account of the risk and spread of fire. 
Special attention is to be paid to the surroundings of open 
flame devices, hot areas and main and auxiliary machinery, oil 
and fuel overflows, and uncovered oil and fuel pipes. 


2.10.3 Fuel filling, storage, venting and supply systems are 
to be installed so as to minimise the risk of fire and explosion. 


2.10.4 Machinery components and accessories that 
require frequent maintenance and inspection are to be readily 
accessible. 


2.10.5 Windows are not to be fitted in machinery space 
boundaries. This does not preclude the use of glass in control 
rooms within the machinery spaces. 


2.10.6 Means of control are to be provided for: 

(a) closure of openings which normally allow exhaust 
ventilation, and closure of ventilator dampers; 

(b) permitting the release of smoke; 

c) stopping ventilating fans; and 

(d) stopping forced and induced draught fans, oil fuel 
transfer pumps, oil fuel unit pumps and other similar fuel 
pumps. 


2.10.7 The controls required in 2.10.6 are to be located 
outside the space concerned, where they will not be cut off 
in the event of fire in the space they serve. Such controls and 
the controls for any required fire-extinguishing system are to 
be situated at one control position or grouped in as few positions 
as possible. Such positions are to have a safe access from 
the open deck. See a/so Pt 15, Ch 3,4.5.1 and 4.9.2. 


2.11 Arrangements for gaseous fuel for domestic 
purposes 


2.11.1. Where gaseous fuel is used for domestic purposes, 
the arrangements for the storage, distribution and utilisation of 
the fuel are to be such that, having regard to the hazards of 
fire and explosion which the use of such fuel may entail, the 
safety of the yacht and the persons onboard is preserved. The 
installation is to be in accordance with recognised National or 
International Standards. 


2.11.2 Storage lockers for gas cylinders are to be provided 

with: 

(a) effective ventilation; 

(b) an outward-opening door accessible directly to the open 
deck; and 

(c) gas-tight boundaries, including doors and other means 
of closing any openings therein, which form boundaries 
between such lockers and adjoining spaces. 


2.11.3 Arrangements for storage on open deck will be 
specially considered. 


2.12 Space heaters 


2.12.1 Space heaters, if used, are to be fixed in position 
and so constructed as to reduce fire risks to a minimum. The 
design and location of these units are to be such that clothing, 
curtains or other similar materials cannot be scorched or set 
on fire by heat from the unit. 


2.13 Fixed fire detection and fire-alarm systems 


2.13.1. A fixed fire detection and fire-alarm system are to 
be installed in all Category ‘A’ machinery spaces and are to 
comply with the requirements of Pt 16, Ch 1,2.8. 


2.13.2 _ A fixed fire detection and fire-alarm system are to 
be fitted in all stairways (including lift and dumbwaiter trunks), 
service spaces, control stations and accommodation spaces 
(except toilets, bathrooms, void spaces, etc.). The fixed fire 
detection and fire-alarm system are to be installed in 
accordance with Ch 4,2. 


2.13.3 All yachts at all times when at sea, or in port (except 
when out of service), are to be so equipped as to ensure that 
any initial fire-alarm is immediately received by a responsible 
member of the crew. 


2.13.4 A special alarm, operated from the navigating 
bridge or fire-control station, is to be fitted to summon the 
crew. 


2.14 Fire pumps and fire main system 


2.14.1. Application. Every yacht is to be provided with a 
fire pump(s), fire mains, hydrants and hoses as required by 
this Section. 


2.14.2 Capacity of fire pumps. The capacity of the fixed 
main fire pump(s) is not to be less than: 


Q = (0,15 (Lp (B+ D))1/2 + 2,25)2 
but need not exceed 25 m3/hour. 


where 
B= greatest moulded breadth of yacht, in metres 
D = moulded depth to bulkhead deck, in metres 


LR = Rule length of yacht, as defined in Pt 3, Ch 1,6.2.1, 
in metres 
Q_ = total capacity in m3/hour. 


2.14.3 Fire pumps: 

(a) A minimum of one fixed power pump and one portable 
pump or alternative, complying with 2.14.4, are to be 
provided. 

(b) Sanitary, ballast, bilge or general service pumps may be 
accepted as fire pumps, provided that they are not 
normally used for pumping oil, and that, if they are 
subject to occasional duty for the transfer or pumping of 
fuel oil, suitable changeover arrangements are fitted. 
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(c) In yachts classed for navigation in ice, the fire pump sea 
inlet valves are to be provided with ice clearing arrange- 
ments, see Pt 1, Ch 2,3.8.1. 

(d) Relief valves are to be provided in conjunction with any 
fire pump if the pump is capable of developing a 
pressure exceeding the design pressure of the water 
service pipes, hydrants and hoses. These valves are to 
be so placed and adjusted as to prevent excessive 
pressure in any part of the fire main system. 

(e) Where centrifugal pumps are provided in order to comply 
with this Section, a non-return valve is to be fitted in the 
pipe connecting each pump to the fire main. 


2.14.4 Portable fire pumps: 
(a) Except for electric pumps, which will be specially 
considered, portable fire pumps are to comply with the 


following: 
(i) The pump is to be self priming. 
(ii) | The suction head in operation is not to exceed 
4,5m. 


(iii) | The portable fire pump is to be fitted with a length 
of discharge hose and nozzle capable of 
maintaining a pressure sufficient to produce a jet 
throw of at least 12 m or that required to enable 
a jet of water to be directed on any part of the 
engine room or the exterior boundary of the 
engine room and casing, whichever is the greater. 

(iv) The pump set is to have its own fuel tank of 
sufficient capacity to operate the pump for three 
hours. 

(v) Details of the fuel type and storage location are 
to be submitted. If the fuel type has a flashpoint 
below 60°C, further consideration will be given to 
the fire safety aspects. 

(vi) The pump set is to be stored in a secure, safe 
and enclosed space, accessible from open deck 
and clear of the Category ‘A’ machinery space. 

(vii) |The pump set is to be easily moved and operated 
by two persons and be readily available for imme- 
diate use. 

(vill) Arrangements are to be provided to secure the 
pump at its anticipated operating position(s). 

(ix) | The overboard suction hose is to be non-collapsible 
and of sufficient length to cater for the yacht’s 
motion under all operational conditions. A 
suitable strainer is to be fitted at the inlet end of 
the hose. 

(x) | Any diesel driven power source for the pump is 
to be capable of being readily started in its cold 
condition down to a temperature of O°C by hand 
(manual) cranking. 

(b) If it is not possible to comply with the requirements of 
2.14.4(a), an additional fixed fire pump will be required, 
which is to comply with the following: 

(i) The pump, its source of power and sea connection 
are to be located in accessible positions outside 
the Category ‘A’ machinery space, or in a 
different space to the main fire pump, if the main 
fire pump is located outside the Category ‘A’ 
machinery space. 

(ii) | The sea valve is to be capable of being operated 
from a position near the pump. 


(iii) © The room where the fire pump prime mover is 
located is to be illuminated from the emergency 
source of electrical power and is to be well 
ventilated. 

(iv) Ifthe pump is required to supply water for a fixed 
fire-extinguishing system in the space where the 
main fire pumps are situated, it is to be capable of 
simultaneously supplying water to this system 
and the fire main at the required rates. 

(v) |The pump may also be used for other suitable 
purposes, subject to approval in each case. 

(vi) The pressure and quantity of water delivered by 
the pump are to be sufficient to produce a jet of 
water at any nozzle of not less than 12 m. 

(c) Means to illuminate the stowage area of the portable 
pump and its necessary areas of operation are to be 
provided from the emergency source of electrical power. 

(d) If preferred, a pump complying with 2.14.4(b) may be 
fitted instead of a portable pump complying with 
2.14.4(a), see also 2.14.8(C). 


2.14.5 Fire main: 

(a) The diameter of the fire main is to be based on the 
required capacity of the fixed main fire pump(s). The 
diameter of the water service pipes is to be sufficient to 
ensure an adequate supply of water for the operation of 
at least one fire-hose. 

(b) The wash deck line may be used as a fire main provided 
that the requirements of this Section are satisfied. 

(c) All exposed water pipes for fire-extinguishing are to be 
provided with drain valves for use in frosty weather. The 
valves are to be located where they will not be damaged. 


2.14.6 Pressure in the fire main. When the fixed main fire 
pump, or the fire pump described in 2.14.4(b), is delivering 
the quantity of water required by 2.14.2 through the fire main, 
fire-hoses and nozzles, the pressure maintained at any 
hydrant is to be sufficient to produce a jet throw at any nozzle 
of not less than 12 m. 


2.14.7. Number and position of hydrants. The number 
and position of the hydrants are to be such that at least one 
jet of water is to reach any part normally accessible to any 
person while the yacht is being navigated. Furthermore, such 
hydrants are to be positioned near the accesses to the 
protected spaces. At least one hydrant is to be provided in 
each Category ‘A’ machinery space. 


2.14.8 Pipes and hydrants: 

(a) Materials readily rendered ineffective by heat are not to 
be used for fire mains. For the use of aluminium alloy see 
Pt 15, Ch 1,10.1.4. Where steel pipes are used, they are 
to be galvanised internally and externally. Cast iron pipes 
are not acceptable. The pipes and hydrants are to be so 
placed that the fire-hoses may be easily coupled to 
them. The arrangement of pipes and hydrants is to be 
such as to avoid the possibility of freezing. Unless one 
hose and nozzle is provided for each hydrant in the 
yacht, there is to be complete interchangeability of hose 
couplings and nozzles. 

(b) A valve is to be fitted at each fire hydrant so that any 
fire-hose may be removed while the fire pump is at work. 
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(c) Where an additional fixed fire pump is fitted in accor- 
dance with 2.14.4(b) or 2.14.4(d): 

(i) An isolating valve is to be fitted in the fire main so 
that all the hydrants in the yacht, except those in 
the Category ‘A’ machinery space containing the 
main fire pump, can be supplied with water by 
the additional fixed fire pump. The isolating valve 
is to be located in an easily accessible and 
tenable position outside the Category ‘A’ machinery 
space; and 

(ii) the fire main is not to re-enter the machinery 
space downstream of the isolating valve. 


2.14.9  Fire-hoses: 

(a) Fire-hoses are to be of approved non-perishable material. 
The hoses are to be sufficient in length to project a jet of 
water to any of the spaces in which they may be required 
to be used. Their length, in general, is not to exceed 
18m. Each hose is to be provided with a nozzle and the 
necessary couplings. Fire-hoses, together with any 
necessary fittings and tools, are to be kept ready for use 
in conspicuous positions near the water service hydrants 
or connections. 

(ob) A minimum of three fire-hoses are to be provided, each 
complete with couplings and nozzles. These numbers 
do not include any hoses required in any engine room. If 
necessary, the number of hoses is to be increased so as 
to ensure that hoses in sufficient number are available 
and accessible at all times. 


2.14.10 Nozzles: 

(a) For the purpose of this Chapter, standard nozzle sizes 
are to be 12 mm, 16 mm or 19 mm, or as near thereto 
as possible, so as to make full use of the maximum 
discharge capacity of the fire pump or pumps. 

(ob) For accommodation and service spaces, the nozzle size 
need not exceed 12 mm. 

(c) The size of nozzles intended for use in conjunction with 
a portable fire pump need not exceed 12 mm. 

(d) All nozzles are to be of an approved dual purpose type 
(i.e. spray/jet type) incorporating a shut-off. 


2.15 Fire-extinguishing arrangements in machinery 
spaces 


2.15.1. | Category ‘A’ machinery spaces are to be provided 

with: 

(a) One of the fixed fire-extinguishing systems given in 
Ch 4,3; and 

(b) at least two portable foam extinguishers or equivalent, 
see Ch 4,6.3.2. Where internal combustion machinery is 
installed, an additional portable extinguisher is to be 
provided for every 375 kW of power output, but the total 
number of such additional extinguishers need not 
exceed five. 


2.15.2  Fire-extinguishing appliances in other machinery 
spaces. Where a fire hazard exists in any machinery space 
for which no specific provisions for fire-extinguishing 
appliances are prescribed in 2.15.1 or 2.15.3 there is to be 
provided in or adjacent to that space, a satisfactory number of 
approved portable fire-extinguishers or other approved means 
of fire-extinction. 


2.15.3. Machinery spaces, other than Category ‘A’, in 
yachts which are constructed mainly or wholly with 
alternative forms of construction. In yachts that are 
constructed mainly or wholly with alternative forms of 
construction, machinery spaces, other than Category ‘A’, 
containing internal combustion machinery, are to comply with 
the fire-extinguishing requirements for Category ‘A’ machinery 
spaces, see 2.15.1. 


2.16 Automatic sprinkler, fire detection and 
fire-alarm system 


2.16.1 A fixed automatic sprinkler must be fitted in yachts 
over 350 gross tons, fire detection and fire-alarm system, or 
equivalent system (e.g. watermist), are to be fitted in all 
stairways, service spaces, control stations and accommoda- 
tion spaces, except in general, in spaces which afford no fire 
risk such as void spaces. 


2.16.2 The arrangements are to be in accordance with 
Ch 4,1, particular attention should be given to Ch 4,1.2.16 
and 1.2.17. 


2.17 Fixed fire-extinguishing systems not required 
by this Section 


2.17.1 Where a fixed fire-extinguishing system not required 
by this Chapter is installed, the arrangement is to comply with 
the relevant requirements of this Chapter. 


2.18 Portable fire-extinguishers 


2.18.1 All portable fire-extinguishers are to comply with the 
requirements of Ch 4,6. 


2.18.2 The portable fire-extinguishers are to be stowed in 
readily accessible positions. 


2.18.3 One of the portable fire-extinguishers intended for 
use in any space is to be stowed near the entrance to that 
space. 


2.18.4 At least one portable fire-extinguisher is to be 
located so that it can easily be reached from the main steer- 
ing position of the yacht. 


2.18.5 Accommodation spaces, service spaces and 
control stations are to be provided with a sufficient number of 
portable fire-extinguishers to ensure that at least one 
extinguisher will be readily available for use in every compart- 
ment. In any case, their number is to be not less than three. 


2.18.6 Where cooking facilities are provided, a portable 
fire-extinguisher of a type appropriate to the energy source 
used is to be located in a position readily accessible for use in 
the event of a fire. 


2.19 Fire blanket 


2.19.1 A fire blanket is to be installed in all galleys. 
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2.20 Protection of spaces containing vehicles or 
craft with fuel in their tanks or lockers storing 
such fuels 

2.20.1 Spaces containing vehicles or craft with fuel in their 


tanks, or lockers storing such fuels, are to be provided with 

the following: 

(a) A fixed fire detection and fire-alarm system complying 
with the requirements of Pt 16, Ch 1,2.8. 

(b) A manually-operated water spray deluge system having 
a water application rate of 5 litres per square metre of 
deck area per minute. Where the deck height does not 
exceed 2,5 m, an application rate of 3,5 litres per square 
metre of deck area per minute will be accepted. 
Adequate drainage of the protected spaces is to be 
provided generally in accordance with the requirements 
for vehicle or cargo spaces, see Pt 8, Ch 4,9.4.4. The 
drainage piping and connection for the space are to be 
non-combustible. Other fixed fire-extinguishing systems 
may be permitted, provided they are not less effective in 
controlling the type of fire likely to occur. 

(c) Atleast two portable foam extinguishers or equivalent. 

(d) An independent mechanical ventilation system, which is 
entirely separate from other ventilation systems, providing 
at least six air changes per hour. The ducted air is not to 
pass through other spaces, except as allowed under 
2.8.2, or vent into areas where it could be drawn into 
accommodation areas or cause undue hazard. 

(e) Electrical equipment of a safe type is to be provided, see 
Pt 16, Ch 2,14. 

(f) | Prominently displayed ‘No Smoking’ signs. 

(g) ‘A-30’ Class divisions where adjacent to Category ‘A’ 
machinery spaces, accommodation or service spaces, 
or control positions and ‘A-O’ Class divisions elsewhere. 


2.20.2 Such spaces are not to give access to any space 

other than the fuel store or lockers for use within the space. 

Lockers storing fuel are to be accessed from an exterior 

location, unless the locker is within the space containing the 

vehicles or craft. Exceptionally, where the engine room escape 

cannot be routed elsewhere, it may exit into the space providing 

that: 

(a) the connecting door is self-closing; 

(6) no door hold back devices are fitted; 

(c) an audible and visual alarm is fitted on the bridge to 
signify when the door is open; and 

(d) anotice is posted at the door stating that the door is to 
remain closed and that the area beside the door is an 
escape route and is to be kept clear. 


2.20.3 The requirements of 2.9 are to be complied with, as 

appropriate. 

2.21 Protection of paint lockers and flammable 
liquid lockers 

2.21.1 Paint lockers and flammable liquid lockers with a 


deck area of 4 m2 or more are to be provided with a fixed 

fire-extinguishing system enabling the crew to extinguish a fire 

without entering the space. One of the following systems is to 

be provided: 

e —Acarbon dioxide system designed for 40 per cent of the 
gross volume of the space. 


e A dry powder system designed to discharge 0,5 kg 
powder per cubic metre of gross volume of the space. 

e Awater spray system designed to give a coverage of 
5 litres per square metre of deck area per minute. Water 
spray systems may be connected to the fire main. 


2.21.2 Consideration will be given to the acceptance of 
other arrangements which provide equivalent protection. 


2.21.3 Lockers having a deck area of less than 4 m2 may 
be protected by carbon dioxide or dry powder portable 
extinguishers located near the entrance to the locker. 


2.22 Helicopter decks 

2.22.1. The requirements of IMO Resolution A.855(20) are 
to be complied with having due regard to the hazards 
involved. 


2.22.2 If a helicopter hangar is not provided and if two 
fireman’s outfits are supplied as in 2.23.1, then the fireman’s 
outfits required by IMO Resolution A.855(20) need not be 
provided. 


2.23 Fireman’s outfit 

2.23.1 All yachts of 350 gross tons or more are to carry at 
least two fireman’s outfits complying with the requirements of 
Ch 4,4. 


2.24 Fire-control plans 
2.24.1 Fire control plans are to meet the requirements of 
Ch 4,5. 


| Section 3 
Fire safety measures for yachts 
500 gt or more 


3.1 General 


3.1.1 Table 3.3.1 is a guide to the major requirements of 
this Section. The Table is intended as a quick reference to the 
requirements and is not to be used in isolation when 
designing the fire safety arrangements. 


3.2 Forms of construction — Structure 


3.2.1 The hull, superstructure, structural bulkheads, 
decks and deckhouses may be constructed of steel, other 
equivalent material, see Ch 1,2.1.2 or be of alternative forms 
of construction, see Ch 1,2.1.3. 


LLoyp’s REGISTER 


RULES AND REGULATIONS FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Fire Protection, Detection and Extinction — 


Yachts 


Part 17, Chapter 3 


Section 3 


Table 3.3.1 General fire protection, detection and 


extinction requirements 


Form of construction, Steel or equivalent, or alternative forms 
see 3.2 of construction may be accepted subject 
to extensive insulation requirements 


Passive fire protection, | See Table 3.3.2 and Table 3.3.3 
see 3.3 to 3.12 


Means of escape, 
see 3.15: 
e Category ‘A’ 
machinery spaces } 2 
e Accommodation, etc. 


Fixed fire detection e Fitted in machinery spaces 
system, Fitted in service spaces, control 
see 3.24 stations and accommodation spaces 


Fire pumps, 
see 3.25.1 to 3.25.10 


In general, 2 independent power pumps 
For yachts of >4000 gross tons: 

3 independent power pumps 

A fire in any one compartment is not 
to put all the fire pumps out of action 
International shore At least 1 
connection, see 3.25.11 


Fire extinguishing 
arrangements in 
Category ‘A’ machinery 
spaces, see 3.26. 

See also 3.27 for oil 
fuel units 


A fixed fire extinguishing system 
Portable air-foam equipment 

45 litre foam extinguisher 
Portable foam extinguishers within 
10 m walking distance 


Portable 
fire-extinguishers in 
accommodation, 
see 3.32 


Sufficient to ensure that at least one will 
be readily available in every 
compartment, but a minimum of five 


Automatic sprinkler 
system or equivalent, 
see 3.29 


Fitted in all yachts 


Fireman’s outfits, At least 2 


see 3.38 


3.2.2 The structure in way of Category ‘A’ machinery 
spaces, galleys containing appliances of significant fire risk 
and other high risk areas is to be protected such that the 
material by itself or due to insulation provided can maintain its 
required strength at the end of 60 minutes exposure to the 
standard fire test. 


3.2.3 Details of the method of construction, supported by 
calculations and/or fire test data, demonstrating compliance 
with 3.2.2 are to be submitted. 


3.2.4 For aluminium alloy structures, the insulation is to 
be such that the temperature of the structural core does not 
rise more than 200°C above the ambient temperature at any 
time during the specified fire exposure. 


3.2.5 For composite structures, the insulation is to be 
such that the temperature of the laminate does not rise more 
than the minimum temperature of deflection under load of the 
resin at any time during the specified fire exposure. The 
temperature of deflection under load is to be determined as in 
Ch 14,3.7 of the Rules for Materials. 


3.2.6 For structures in contact with sea-water, the 
required insulation should extend to at least 300 mm below 
the lightest waterline, see also 2.6.1. 


3.3 Forms of construction — Fire divisions 


3.3.1 Fire divisions required by 3.4 are to be constructed 
in accordance with the remaining paragraphs of 3.3. 


3.3.2 Fire divisions using steel equivalent, or alternative 
forms of construction, may be accepted if it can be 
demonstrated that the material by itself due to insulation 
provided, has the fire resistance properties equivalent to ‘A’ 
or ‘B’ Class divisions. 


3.3.3 Insulation required by 3.3.2 is to be such that the 
temperature of the structural core does not rise above the 
point at which the structure would begin to lose its strength at 
any time during the applicable exposure to the standard fire 
test. For ‘A’ Class divisions, the applicable exposure is 
60 minutes, and for ‘B’ Class divisions, the applicable 
exposure is 30 minutes. 


3.3.4 For aluminium alloy structures, the insulation is to 
be such that the temperature of the structural core does not 
rise more than 200°C above the ambient temperature at any 
time during the applicable fire exposure. 


3.3.5 For composite structures, the insulation is to be 
such that the temperature of the laminate does not rise more 
than the minimum temperature of deflection under load of the 
resin at any time during the applicable fire exposure. The 
temperature of deflection under load is to be determined as in 
Ch 14,3.7 of the Rules for Materials. 


3.4 Structural fire protection - Main vertical zones 
and horizontal zones 


3.4.1 The hull, superstructure and deckhouses in way of 
accommodation and service spaces are to be subdivided into 
main vertical zones by ‘A’ Class divisions, see Ch 1,2.4.12. 
These divisions are to have insulation values in accordance 
with Tables 3.3.2 and 3.3.8. 


3.4.2 As far as practicable, the bulkheads forming the 
boundaries of the main vertical zones above the bulkhead 
deck are to be in line with watertight subdivision bulkheads 
situated immediately below the bulkhead deck. 


3.4.3 The bulkheads mentioned in 3.4.2 are to extend 
from deck to deck and to the shell or other boundaries. 
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Table 3.3.2 Fire integrity of bulkheads separating adjacent spaces 


Spaces (1) (3) 


(5) (8) (9) 


Control stations ‘A-O’ ‘A-60’ 
See Note 3 


‘A-15’ ‘A-60’ |See Note 7 


Corridors ‘B-0’ 
\See Note 4 |See Note 4 


‘B-0’ ; ‘A-15’  |See Note 7 
\See Note 4 

‘A-0' 
See Note 6 


Accommodation spaces Cc 
See Note 4 


‘B-0’ , ‘A-15’ — |See Note 7 
{See Note 4 

‘A-0' 
\See Note 6 


‘A-0’ : ‘A-15’ — |See Note 7 
{See Note 1 
‘B-0’ ‘A-0’ 

\See Note 4 ISee Note 6 


Service spaces (low risk) (5) 


Cc : ‘A-0’ 
\See Note 4 


Machinery spaces of Category ‘A’ 
and spaces containing vehicles or (6) 
craft with fuel in their tanks or 

lockers storing such fuels 


‘A-60’ 
See Note 2 


Other machinery spaces (7) 


‘A-0’ ‘A-0’ 
See Note 2 


Service spaces (high risk) (8) 


‘A-0' 
ISee Note 2 


Open decks (9) 


NOTES 
For clarification as to which applies, see 3.7. 


Where spaces are of the same numerical category and Note 2 appears, a bulkhead or deck of the ratings shown in the Table is only required 
when the adjacent spaces are for a different purpose, e.g. in category (8), a galley next to a galley does not require a bulkhead, but a galley 


next to a paint room requires an ‘A-O’ Class bulkhead. 


Bulkheads separating the wheelhouse and chartroom from each other may be ‘B-0’ rating. 

For the application of 3.4.1 all ‘B-O’ and ‘C’ Class bulkheads where appearing in this Table are to be taken as 'A-O' Class. 

Fire insulation need not be fitted if the machinery space of category (7) has little or no fire risk. 

Where the spaces are protected by the sprinkler system on both sides of the division, the division may be ‘A-O’ Class. Where the sprinkler 
system only protects a space on one side of the division the rating is to be the higher of the two values given. 

The division is to be of steel, other equivalent material, or alternative forms of construction, but is not required to be of ‘A’ Class standard. 
However, where decks, except open decks, are penetrated for the passage of electric cables, pipes and vent ducts, such penetrations are to 


be made tight to prevent the passage of flame and smoke. 
For requirements for main vertical zones, see 3.4.1. 


3.5 Structural fire protection of bulkheads within 
a main vertical zone 


3.5.1 All such divisions may be faced with combustible 
materials. 


3.5.2 When continuous ‘B’ Class ceilings and/or linings 
are fitted on both sides of the bulkhead, the portion of the bulk- 
head behind the continuous ceiling or lining is to be of material 
which in thickness and composition is acceptable in the 
construction of ‘B’ Class divisions but which may meet ‘B’ 
Class standards only insofar as is reasonable and practicable. 


3.5.3 All bulkheads required to be ‘B’ Class divisions, except 
corridor bulkheads prescribed in 3.5.2, are to extend from deck to 
deck and to the shell or other boundaries unless continuous ‘B’ 
Class ceilings or linings fitted on both sides of the bulkhead are at 
least of the same fire resistance as the bulkhead, in which case 
the bulkhead may terminate at the continuous ceiling or lining. 


3.6 Structural fire protection — Fire integrity of 
bulkheads and decks 


3.6.1 In addition to complying with the specific provisions 
for fire integrity of bulkheads and decks mentioned elsewhere 
in this Section the minimum fire integrity of bulkheads and 
decks are to be as prescribed in Tables 3.3.2 and Table 3.3.3. 
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Table 3.3.3 


Fire integrity of decks separating adjacent spaces 


Space above 


Space below 


(2) 


(3) 


(4) 


(5) (7) 


Control stations 


(1) 


‘0’ 


‘A-0' 


‘A-0' 


‘A-0’ ‘A-0’ 


Corridors 


(2) 


See Note 3 


See Note 3 


‘A-0) 


See Note 3 ‘A-0’ 


Accommodation spaces 


(3) 


‘A-0 


See Note 3 


‘A-0 


See Note 3 ‘A-0’ 


Stairways 


(4) 


‘A-0 


‘A-0' 


See Note 3 


‘A-0’ ‘A-0’ 


Service spaces (low risk) 


(5) 


‘KO! 


‘A-0' 


‘A-0 


See Note 3 ‘A-O’ 


Machinery spaces of Category ‘A’ 
and spaces containing vehicles or (6) 
craft with fuel in their tanks or 

lockers storing such fuels 


‘A-60’ 


‘A-60’ 


‘A-60’ 


‘A-60’ ‘A-60’ 


See Note 1 


Other machinery spaces 


(7) 


‘A-15’ 


‘A-0! 


‘A-0' 


See Note 3 


Service spaces (high risk) 


(8) 


‘A-60’ 


‘A-0' 
See No 


‘A-30’ 
‘A-0' 


e 2 |See Note 2 


‘A-30’ 
‘A-0' 
See Note 2 


‘A-0 


Open decks (9) 


See No 


e 3 |See Note 3 


See Note 3 


See Note 3 


See Note 3} See Note 3|See Note 3} See Note 3 


NOTE 
1. Fire insulation need not be fitted if the machi 
2. Where the spaces are protected by the sprinkler system on both sides of the division, the division may be ‘A-O’ Class. Where the sprinkler 


system only protects a space on one side o 


nery space of category (7) has little or no fire risk. 


the division the rating is to be the higher of the two values given. 


3. The division is to be of steel, other equivalent material, or alternative forms of construction, but is not required to be of ‘A’ Class standard. 


However, where decks, except open decks, 
to be made tight to prevent the passage of 


3.6.2 


For determining the appropriate fire integrity 


standards to be applied to divisions between adjacent spaces, 
such spaces are classified in Table 3.3.2 and Table 3.3.3 
according to their fire-risk as shown in space categories (1) to 
(9). The title of each category is intended to be typical (general) 
rather than restrictive. The number in parentheses preceding 
each space category refers to the applicable column or row in 


the Tables. 
(1) Control stations: 


e Spaces containing emergency sources of power 


and lighting. 


e Wheelhouse and chartroom. 
e Spaces containing the ship’s radio equipment. 
e Fire-extinguishing rooms, fire-control stations and 


fire recording stations. 


e Control room for propulsion machinery when 
located outside the machinery space. 
e Spaces containing centralised fire-alarm equip- 


ment. 
Corridors: 


(2) 


e Guest and crew corridors and lobbies. 


(3) 


Accommodation spaces: 


° Spaces as defined in Ch 1,2.4.5 excluding 


corridors. 


(4) 


(5) 


(6) 


(7) 


(8) 


(9) 


are penetrated for the passage of electric cables, pipes and vent ducts, such penetrations are 
lame and smoke. 


Stairways: 

e Interior stairways, lifts and escalators (other than 
those wholly contained within the machinery 
spaces) and enclosures thereto. 

° In this connection, a stairway which is enclosed 
only at one level is to be regarded as part of the 
space from which it is not separated by a fire 
door. 

Service spaces (low risk): 

e Lockers and store-rooms having areas of less 

than 4 m2, drying rooms and laundries. 
Category ‘A’ machinery spaces, spaces containing 
vehicles or craft with fuel in their tanks, or lockers storing 
such fuels: 

e Spaces as defined in Ch 1,2.4.8. 

Other machinery spaces: 

° Spaces as defined in Ch 1,2.4.9 excluding 

Category ‘A’ machinery spaces. 
Service spaces (high risk): 

° Galleys, pantries containing cooking appliances, 
paint and lamp rooms, lockers and store-rooms 
having areas of 4 m2 or more, spaces for the 
storage of flammable liquids, bonded stores and 
workshops other than those forming part of the 
machinery spaces. 

Open decks: 

° Open deck spaces and enclosed promenades 
having no fire-risk. Air spaces (the space outside 
superstructures and deckhouses). 
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3.6.3 Continuous ‘B’ Class ceilings or linings, in associa- 
tion with the relevant decks or bulkheads, may be accepted 
as contributing, wholly or in part, to the required insulation and 
integrity of a division. 


3.7 Structural fire protection — Protection of 
stairways and lifts in accommodation and 
service spaces 


3.7.1 All stairways are to be of steel construction except 
where the use of other equivalent material is specially 
approved, and are to be within enclosures formed of ‘A’ Class 
divisions, with positive means of closure at all openings, 
except that: 

(a) A stairway connecting only two decks need not be 
enclosed, provided that the integrity of the deck is 
maintained by proper bulkheads or doors at one level to 
at least ‘B-0’ Class. When a stairway is closed at one 
level, the stairway enclosure is to be protected in 
accordance with Tables 3.3.2 and 3.3.8; and 

(ob) Stairways may be fitted in the open in a public space, 
provided that they lie wholly within such public space. 


3.7.2 Stairway enclosures are to have a direct access to 
the corridors and to be of sufficient area to prevent conges- 
tion, having in view the number of persons likely to use them in 
an emergency. Within the perimeter of such stairway 
enclosures, only toilets and lockers of non-combustible 
material providing storage for safety equipment are permitted. 
Only public spaces, corridors, other escape stairways required 
by 3.15.1(e), pantries containing cooking appliances with an 
insignificant fire risk, see 2.4.2, and external areas are to have 
direct access to these stairway enclosures. Small corridors or 
lobbies may be used to separate an enclosed stairway from 
other spaces. 


3.7.3 Lift trunks are to be so fitted as to prevent the 
passage of smoke and flame from one ‘tween deck to another 
and are to be provided with means of closing so as to permit 
the control of draught and smoke. 


3.8 Structural fire protection - Openings in ‘A’ 
Class divisions 


3.8.1 The construction of all doors and door frames in ‘A’ 
Class divisions, and the means of securing them when closed, 
is to provide resistance to fire as well as to the passage of 
smoke and flame, as far as practicable, equivalent to that of the 
bulkheads in which the doors are situated. Such doors and 
door frames are to be constructed of steel or other equivalent 
material. Steel watertight doors need not be insulated. 


3.8.2 It is to be possible for each door to be opened and 
closed from each side of the bulkhead by one person only. 


3.8.3 Fire doors in main vertical zone bulkheads and 
stairway enclosures are to satisfy the following requirements: 
(a) The doors shall be self-closing and be capable of 
closing with an angle of inclination of up to 3,5° oppos- 
ing closure. The approximate time of closure for hinged 
fire-doors is to be no more than 40 s and not less than 
10s from the beginning of their movement with the ship 


in the upright position. The approximate uniform rate of 
closure for sliding fire doors is to be no more than 
0,2 m/s and no less than 0,1 m/s with the ship in the 
upright position. 

(b) Remote-controlled sliding or power-operated doors are to 
be equipped with an alarm that will sound not less than 
5s but no more than 10 s before the door begins to move 
and will continue to sound until the door is completely 
closed. Doors designed to re-open upon contacting an 
object in its path are to re-open sufficiently to allow a clear 
passage of at least 0,75 m but not more than 1 m. 

(c) All doors are to be capable of remote and automatic 
release from the continuously manned central control 
station, either simultaneously or in groups and also 
individually from a position at both sides of the door. 
Indication is to be provided at the fire control panel in the 
continuously manned central control station whether 
each of the remotely-controlled doors are closed. The 
release mechanism is to be so designed that the door will 
automatically close in the event of disruption of the 
control system or central power supply. Release switches 
shall have an on-off function to prevent automatic 
resetting of the system. Hold-back devices not subject to 
central control station release are not permitted. 

(d) Local power accumulators for power-operated doors are 
to be located in the immediate vicinity of the doors. They 
are to have the capacity to enable the doors to be fully 
opened and closed at least 10 times using local controls. 

(e) Double-leaf doors dependent on a latch to maintain their 
fire integrity are to be arranged so that the latch is 
automatically activated by the action of the closing doors. 

(f} Doors which are power-operated and automatically 
closed, giving direct access to special category spaces 
need not be equipped with the alarms and remote 
release mechanisms required by (b) and (c). 

(g) The components of the local control system are to be 
accessible for maintenance and adjusting. 


3.8.4 Where ‘A’ Class divisions are penetrated for the 
passage of electric cables, pipes, trunks, ducts, etc., or for 
girders, beams or other structural members, arrangements 
are to be made to ensure that the fire resistance is not 
impaired. 


3.9 Structural fire protection - Openings in steel 
outer boundaries 


3.9.1 The requirements for steel or other equivalent 
material on the outer boundaries of a yacht do not apply to 
glass partitions, windows and sidescuttles. The requirements 
of 3.11.2 for such boundaries to have ‘A’ class integrity are to 
be adhered to. 
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3.10 Structural fire protection - Openings in ‘B’ 
Class divisions 


3.10.1 Doors and door frames in ‘B’ Class divisions and 
means of securing them are to provide a method of closure 
which has resistance to fire as far as practicable equivalent to 
the divisions they serve, except that ventilation openings may 
be permitted in the lower portion of such doors. Where such 
openings are in or under a door the total net area of any such 
opening or openings is not to exceed 0,05 m2. When such an 
opening is cut in a door it is to be fitted with a grill made of 
non-combustible material. Bridging ducts are not allowed in 
fire divisions. 


3.10.2 Cabin doors in ‘B’ class divisions are to be self- 
closing. Hold-backs are not permitted. 


3.10.3 Where ‘B’ Class divisions are penetrated for the 
passage of electric cables, pipes, trunks, ducts, etc., or for 
the fitting of ventilation terminals, lighting fixtures and similar 
devices, arrangements are to be made to ensure that the fire 
resistance is not impaired. 


3.11 Structural fire protection - Windows and 
side scuttles 


3.11.1. Notwithstanding the requirements of Table 3.3.2 
and Table 3.3.3, all windows and side scuttles in bulkheads 
separating accommodation and service spaces and control 
stations from weather are to be constructed with frames of 
steel or other suitable material. The glass is to be retained by 
a metal glazing bead or angle. Alternative forms of construc- 
tion and retention will be considered. 


3.11.2 Glass is not to be installed as an interior main 
vertical zone or stairway enclosure bulkhead. 


3.11.3 For yachts having a freeboard length of 85 m and 
over, windows and side scuttles situated in the yacht’s side 
shell below the life raft and escape slide embarkation areas 
and below lifeboat embarkation areas are to have fire integrity 
of at least equal to ‘A-O’ Class. 


3.12 Structural fire protection — Details of 
construction 


312:1 In accommodation and services spaces, control 
stations, corridors and stairways, air soaces enclosed behind 
ceilings, panelling or linings are to be suitably divided by 
close-fitting draught stops not more than 7 m apart. In the 
vertical direction, such spaces, including those behind linings 
of stairways, trunks, etc., are to be closed at each deck. 


3.12.2 The draught stops are to be non-combustible and 
are to form a continuation above the ceiling of the bulkhead 
below or the other side of the panelling or lining to the bulk- 
head, as far as possible. 


3.12.3 Where the structure or ‘A’ Class divisions are 
required to be insulated, it is to be ensured that the heat from 
a fire is not transmitted through the intersections and terminal 
points of the divisions or penetrations to uninsulated 


boundaries. Where the insulation installed does not achieve 
this, arrangements are to be made to prevent this heat trans- 
mission by insulating the horizontal and vertical boundaries or 
penetrations for a distance of 450 mm. 


3.13 Structural fire protection — Materials 


3.13.1. Except in cargo spaces, mail rooms, baggage 
rooms, or refrigerated compartments, of service spaces, all 
insulation (e.g. fire and comfort) is to be of non-combustible 
materials. Partial bulkheads or decks used to subdivide a 
space for utility or artistic treatment are to have a non- 
combustible core. 


3.13.2 The use of combustible materials is to be kept to a 
minimum. 


3.13.3 Pipes penetrating ‘A’ or ‘B’ Class divisions are to 
be of approved materials having regard to the temperature 
such divisions are required to withstand. 


3.13.4 Pipes conveying oil or combustible liquids through 
accommodation and service spaces are to be of approved 
materials having regard to the fire risk. 


3.13.5 Materials readily rendered ineffective by heat are not 
to be used for overboard scuppers, sanitary discharges and 
other outlets which are close to the waterline and where the 
failure of the material in the event of fire would give rise to 
danger of flooding. 


3.13.6 Primary deck coverings within accommodation 
spaces, service spaces and control stations are to be of a 
type which will not readily ignite, or give rise to toxic or 
explosive hazards at elevated temperatures. Reference is also 
to be made to the IMO FTP Code, Annex 1, Parts 2 and 6. 


3.13.7 Vapour barriers and adhesives used in conjunction 
with insulation, as well as insulation of pipe fittings for cold 
service systems need not be non-combustible, but they shall 
be kept to the minimum quantity practicable and their 
exposed surfaces shall have low flame spread characteristics. 


3.13.8 All waste receptacles are to be constructed of non- 
combustible materials with no openings in the sides or bottom. 


3.13.9 Furniture in the stairway enclosures is to be limited 
to seating. If required, it is to be fixed, limited to four seats on 
each deck in each stairway enclosure and is not to obstruct 
the escape route. Additional seating may be permitted in the 
main reception area within a stairway enclosure provided it is 
fixed and does not obstruct the escape route. Furniture is not 
permitted in corridors forming escape routes in cabin areas. 
Lockers for the storage of safety equipment may be permitted. 


3.14 Structural fire protection - Surface 
of insulation 


3.14.1. In spaces where penetration of oil products is 
possible, the surface of insulation is to be impervious to oil or 
oil vapours. Insulation boundaries are to be arranged to avoid 
immersion in oil spillages so far as is practicable. 


te 
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3.15 Structural fire protection - Means of escape (iii) | Doorways, corridors and intermediate landings 
included in the means of escape are to have 

3.15.1 Stairways and ladders are to be arranged to widths sized in the same manner as the stairways. 


provide ready means of escape to the survival craft embarka- 
tion deck from all guest and crew spaces and from spaces in 
which the crew is normally employed, other than machinery 
spaces. In particular, the following provisions are to be 
complied with: 


(a) 


Below the bulkhead deck, two means of escape, at least 
one of which is to be independent of watertight doors, 
are to be provided for each watertight compartment or 
similarly restricted space or group of spaces. One of 
these means of escape may be dispensed with, due 
regard being paid to the nature and the location of 
spaces concerned, and to the number of persons who 
normally might be accommodated or employed there. 
Above the bulkhead deck, there are to be at least two 
practical means of escape from each main vertical zone 
or similarly restricted space or group of spaces, at least 
one of which is to give access to a stairway forming a 
vertical escape. 

If a radio-telegraph station has no direct access to the 
open deck, two means of escape from or access to such 
station are to be provided, one of which may be a port- 
hole or window of sufficient size or other satisfactory 
means to provide an emergency escape. 

A corridor, lobby, or part of a corridor from which there is 
only one route of escape is not to exceed 7 m. Where 
accommodation arrangements are such that access to 
compartments is through another compartment, as is 
often the case with an Owner's suite, a second means 
of escape is to be provided. The second escape route is 
to be as remote as possible from the main escape route. 
The second means of escape may be through portholes 
or hatches of adequate size, leading to the open deck. 
At least one of the means of escape required by (a) or (b) is 
to be by means of a readily accessible enclosed stairway, 
which will provide continuous fire shelter from the level of its 
origin to the appropriate survival craft embarkation decks, or 
the uppermost weather deck if the embarkation deck does 
not extend to the main vertical zone being considered. In 
the latter case, direct access to the embarkation deck by 
external open stairways and passageways is to be provided 
and is to have emergency lighting and slip-free surfaces 
underfoot. Boundaries facing external open stairways and 
passageways forming part of an escape route and bound- 
aries in such a position that their failure during a fire would 
impede escape to the embarkation deck, are to have fire 
integrity and insulation values in accordance with 
Tables 3.3.2 and 3.3.3. The widths, number and continuity 
of escape routes are to be as follows: 

(i) Stairways are to be not less than 900 mm clear 
width between handrails. Stairways are to be 
fitted with handrails on each side. The minimum 
clear width of stairways is to be increased by 
10 mm for every person provided for in excess of 
90 persons. The maximum clear width between 
handrails where stairways are wider than 900 mm 
is to be 1800 mm. The total number of persons 
to be evacuated by such stairways is to be 
two-thirds of the crew and total number of 
passengers in the areas served by such stairways. 

(ii) | Stairways with a clear width in excess of 900 mm 
are to be aligned in a fore-and-aft direction. 


3.15.2 


(iv) Stairways are not to exceed 3,5 m vertical rise 
without the provision of a landing and are not to 
have angle of inclination greater than 45° to the 
horizontal. 

(v) | Landings at each deck level are to be not less 
than 2 m? in area and are to be increased by 
1m? for every 10 persons provided for in excess 
of 20 persons but need not exceed 16 m2, 
except for those landings serving public spaces 
having direct access onto the stairway enclosure. 

Protection of access from the stairway enclosures to the 
survival craft embarkation areas are to comply with the 
requirements of Tables 3.3.2 and 3.3.3. 

Where public spaces span three or more open decks, 
contain combustibles such as furniture and give access 
to other enclosed spaces, each level within the space 
is to have two means of escape, one of which is to give 
direct access to an enclosed vertical means of escape 
meeting the requirements of (e). 

Where a dispensation has been granted under the 
provisions of (a), a safe means of escape is to be 
provided. Stairways are to be provided with handrails on 
both sides and are to have a clear width between 
handrails of not less than 800 mm. 


Two means of escape are to be provided from each 


machinery space. In particular, the following provisions are to 
be complied with: 


(a) 


(b) 


Where the space is below the bulkhead deck the two 
means of escape are to consist of either: 

(i) Two sets of steel ladders and walkways as widely 
separated as possible, leading to doors in the 
upper part of the space similarly separated and 
from which access is provided to the appropriate 
survival craft embarkation decks. One of these 
ladders is to provide continuous fire shelter from 
the lower part of the space to a safe position 
outside the space. This shelter is to be of steel or 
equivalent material, insulated where necessary, 
and provided with a self closing door of steel or 
equivalent material at the lower end. If access is 
provided at other levels each level is to be provided 
with a door of steel or equivalent material; or 

(ii) one steel ladder leading to a door in the upper part 
of the space from which access is provided to the 
embarkation deck and additionally, in the lower 
part of the space and in a position well separated 
from the ladder referred to, a steel or equivalent 
material door capable of being operated from each 
side and which provides access to a safe escape 
route from the lower part of the space to the 
embarkation deck. 

Where the space is above the bulkhead deck, the two 
means of escape are to be as widely separated as possible 
and the doors leading from such means of escape are 
to be in positions from which access is provided to the 
appropriate survival craft embarkation decks. Where such 
means of escape require the use of ladders these are to 
be of steel. 
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3.15.3 One of the means of escape from any such space 
required by 3.15.2 may be dispensed with, so long as either 
a door or a steel ladder and walkways provides a safe escape 
route to the embarkation deck, due regard being paid to the 
nature and location of the space and whether persons are 
normally employed in that space. 


3.15.4 Two means of escape are to be provided from a 
machinery control room located inside a machinery space, at 
least one of which is to provide continuous fire shelter to a 
safe position outside the machinery space. 


3.15.5 Adequate deck area is to be provided at muster 
stations and embarkation areas having due regard to the 
expected number of persons. 


3.16 Ventilation systems 


3.16.1 Ventilation ducts are to be of non-combustible 

material. Short lengths of ducts not exceeding 2 m in length 

and with a cross-section not exceeding 0,02 m2 need not be 

non-combustible, subject to these ducts being: 

(a) of amaterial that has low flame spread characteristics; 

(b) used at the end of the ventilation device; and 

(c) situated not less than GOO mm, measured along the 
duct, from an opening in an ‘A’ or ‘B’ Class division 
including continuous ‘B’ Class ceilings. 


3.16.2 Where the ventilation ducts with a free cross- 
sectional area exceeding 0,02 m? pass through Class ‘A’ 
bulkheads or decks, the openings are to be lined with a steel 
sheet sleeve unless the ducts passing through the bulkheads 
or decks are of steel in the vicinity of passage through the 
deck or bulkhead and the ducts and sleeves are to comply in 
this part with the following: 

(a) Steel ducts, or sleeves lining such ducts, are to have a 
thickness of at least 8 mm and a length of at least 
900 mm. When passing through bulkheads, this length is 
to be divided preferably into 450 mm on each side of the 
bulkhead. These ducts, or sleeves lining such ducts, are 
to be provided with fire insulation. The insulation is to 
have at least the same fire integrity as the bulkhead or 
deck through which the duct passes. 

(b) Steel ducts with a free cross-sectional area exceeding 
0,075 m2 are to be fitted with fire dampers in addition to 
the requirements of (a). The fire damper is to operate 
automatically but is also to be capable of being closed 
manually from both sides of the bulkhead or deck. The 
damper is to be provided with an indicator which shows 
whether the damper is open or closed. Fire dampers are 
not required, however, where ducts pass through spaces 
surrounded by ‘A’ Class divisions, without serving those 
spaces, provided those ducts have the same fire integrity 
as the divisions which they pierce. 

(c) Compliance with 3.8.4. 


3.16.3 Ventilation ducts with a free cross-sectional area 
exceeding 0,02 m? passing through ‘B’ Class bulkheads are 
to be lined with steel sheet, or other equivalent material, 
sleeves of 900 mm in length divided preferably into 450 mm 
on each side of the bulkheads unless the duct is of steel for 
this length, see a/so 3.10.3. 


3.16.4 Ducts provided for the ventilation of Category ‘A’ 
machinery spaces, galleys, spaces containing vehicles or craft 
with fuel in their tanks or lockers storing such fuels, are not to 
pass through accommodation spaces, service spaces or 
control stations unless the ducts are: 

(a) either: 

(i) constructed of steel having a thickness of at least 
3mm and 5 mm for ducts the widths or diameters 
of up to and including 300 mm and 760 mm and 
over respectively and, in the case of such ducts, 
the widths or diameters of between 300 mm and 
760 mm having a thickness to be obtained by 
interpolation; 

(ii) | suitably supported and stiffened; 

(iii) fitted with automatic fire dampers close to the 
boundaries penetrated; and 

(iv) insulated to ‘A-60’ Class standard from the 
machinery spaces, galleys, spaces containing 
vehicles or craft with fuel in their tanks or lockers 
storing such fuels, to a point at least 5 m beyond 
each fire damper; 


(i) constructed of steel in accordance with (a)(i) and 
(ii); and 
(ii) insulated to ‘A-60’ Class standard throughout the 
accommodation spaces, service spaces or 
control stations; 
except that penetrations of main zone divisions are also to 
comply with 3.16.8. 


3.16.5 Ducts provided for ventilation to accommodation 
spaces, service spaces or control stations are not to pass 
through such spaces, unless, where they pass through Category 
‘A machinery space, galleys, spaces containing vehicles or craft 
with fuel in their tanks or lockers storing such fuels, the ducts: 
(a) either: 
(i) are constructed of steel in accordance with 
3.16.4(a)(i) and (ii); 
(ii) are fitted with automatic fire dampers close to the 
boundaries penetrated; and 
(iii) | have the integrity of boundaries of the machinery 
space, galley, spaces containing vehicles or craft 
with fuel in their tanks, or lockers storing such 
fuels, maintained at the penetrations; 


(i) are constructed of steel in accordance with 
3.16.4(a)(i) and (ii); and 
(ii) | are insulated to ‘A-60’ Class standard within the 
machinery space, galley or spaces containing 
vehicles or craft with fuel in their tanks or lockers 
storing such fuels; 
except that penetration of main zone divisions is also to 
comply with 3.16.8. 


3.16.6 | Such measures as are practicable are to be taken 
in respect of control stations outside machinery spaces in 
order to ensure that ventilation, visibility and freedom from 
smoke are maintained, so that in the event of fire the machinery 
and equipment contained therein may be supervised and 
continue to function effectively. Alternative and separate 
means of air supply are to be provided; air inlets of the two 
sources of supply are to be so disposed that the risk of both 
inlets drawing in smoke simultaneously is minimised. Such 
requirements need not apply to control stations situated on, 
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and opening on to, an open deck, or where local closing 
arrangements would be equally effective. 


3.16.7 Where they pass through accommodation spaces 

or spaces containing combustible materials, the exhaust 

ducts from galley ranges are to comply with 3.16.4. Such 

exhaust ducts are to be fitted with: 

(a) agrease trap readily removable for cleaning; 

(b) a fire damper located in the lower end of the duct; 

(c) arrangements, operable from within the galley, for 
shutting off the exhaust fans; and 

(d) fixed means for extinguishing a fire within the duct. 


3.16.8 Where it is necessary that a ventilation duct passes 
through a main vertical zone division, a fail-safe automatic 
closing fire damper is to be fitted adjacent to the division. The 
damper is also to be capable of being manually closed from 
each side of the division. The operating position is to be readily 
accessible and be marked in red light-reflecting colour. The 
duct between the division and the damper is to be of steel or 
other equivalent material and, if necessary, insulated to 
comply with 3.8.4. The damper is to be fitted on at least one 
side of the division with a visible indicator showing whether 
the damper is in the open position. 


3.16.9 Where public spaces span three or more open 
decks and contain combustibles such as furniture and other 
enclosed spaces, the space is to be equipped with a smoke 
extraction system. The smoke extraction system is to be 
activated by the smoke detection system required by Ch 4,2 
and is to be capable of manual control. The fans are to be 
capable of exhausting the entire volume within the space in 
not more than 10 min. 


3.16.10 The main inlets and outlets of all ventilation systems 
are to be capable of being closed from outside the spaces 
being ventilated. 


3.16.11 Power ventilation of accommodation spaces, 
service spaces, control stations and machinery spaces is to 
be capable of being stopped from an easily accessible 
position outside the space being served. This position should 
not be readily cut off in the event of a fire in the spaces served. 
The means provided for stopping the power ventilation of the 
machinery spaces is to be entirely separate from the means 
provided for stopping ventilation of other spaces, see also 
Pt 16, Ch 2,17.6. 


3.16.12 Reference is also made to 2.8.4 to 2.8.7, 2.8.9 and 
3.10.1. 


3.16.13 Ducts provided for exhaust ventilation from laundries 
are to be fitted with suitably located cleaning and inspection 
openings. 


3.16.14 Fire dampers required by 3.16.2, 3.16.4, 3.16.5 
and 3.16.8, including relevant means of operation are to be 
fire tested. Reference is also to be made to IMO FTP Code, 
Annex 1, Part 3. 


3.17 Oil fuel arrangements 

3.17.1. Ina yacht in which oil fuel is used, the arrange- 
ments for the storage, distribution and utilisation of the oil fuel 
are to be such as to ensure the safety of the yacht and 
persons on board. For details, see Pt 15, Ch 3. 


3.17.2 As far as practicable, oil fuel tanks are to be part of 
the yacht’s structure and are to be located outside Category ‘A’ 
machinery spaces. 


3.17.3 Where oil fuel tanks, other than double bottom 
tanks, are necessarily located adjacent to or within Category 
‘A’ machinery spaces, at least one of their vertical sides is to 
be contiguous to the machinery space boundaries, and is 
preferably to have a common boundary with the double 
bottom tanks, and the area of the tank boundary common 
with the machinery spaces is to be kept to a minimum. Where 
the vertical boundary of a tank directly exposed to a 
machinery space meets the yacht’s side plating at an acute 
angle, a small horizontal surface at the base of the 
tank, necessary to accommodate practical constructional 
considerations may be permitted. If the arrangement of the 
machinery is such that a tank with a large horizontal surface at 
the base is necessary then a cofferdam with suitable 
ventilation arrangements, to protect the base of the tank from 
the effect of a machinery space fire, will be specially 
considered. See a/so Pt 15, Ch 3. Oil fuel tanks situated within 
the boundaries of Category ‘A’ machinery spaces are not to 
contain oil fuel having a flashpoint of less than 60°C. The use 
of free-standing oil fuel tanks is prohibited. 


3.18 Lubricating oil arrangements 

3.18.1. The arrangements for the storage, distribution and 
utilisation of oil used in pressure lubrication systems are to be 
such as to ensure the safety of the yacht and persons on 
board, see also Pt 15, Ch 3. 


3.19 Arrangements for other flammable oils 

3.19.1 The arrangements for the storage, distribution and 
utilisation of other flammable oils employed under pressure in 
power transmission systems, control and activating systems 
and heating systems are to be such as to ensure the safety 
of the ship and persons on board, see a/so Pt 15, Ch 3. 


3.20 Prohibition of carriage of flammable oils in 
forepeak tanks 
3.20.1 Oil fuel, lubricating oil and other flammable oils are 


not to be carried in forepeak tanks. 


3.21 Special arrangements in Category ‘A’ 
machinery spaces 
3.21.1. Openings are to be provided with closing appli- 


ances constructed so as to maintain the fire integrity of the 
machinery space boundaries. 
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3.21.2 Doors other than power operated watertight doors, 
are to be so arranged that positive closure is assured in case 
of fire in the space, by power-operated closing arrangements 
or by the provision of self-closing doors capable of closing 
against an inclination of 3,5° opposing closure and having a 
fail-safe hook-back facility, provided with a remotely operated 
release device. 


3.21.3 Windows are not to be fitted in machinery space 
boundaries. This does not preclude the use of glass in control 
rooms within the machinery spaces. 


3.21.4 Means of control are to be provided for: 

(a) closure of openings which normally allow exhaust 
ventilation, and closure of ventilator dampers; 

(b) permitting the release of smoke; 

(c) closing power-operated doors or actuating release 
mechanism on doors other than power-operated water- 
tight doors; 

(d) stopping ventilating fans; and 

(e) stopping forced and induced draught fans, oil fuel 
transfer pumps, oil fuel unit pumps and other similar fuel 
pumps. 


3.21.5 The controls required in 3.21.4 are to be located 
outside the space concerned, where they will not be cut off 
in the event of fire in the space they serve. Such controls and 
the controls for any required fire-extinguishing system are to 
be situated at one control position or grouped in as few 
positions as possible. Such positions are to have a safe 
access from the open deck, see a/so Pt 15, Ch 3,4.5.1 and 
4.9.2. 


3.21.6 When access to any Category ‘A’ machinery space 
is provided at a low level from an adjacent space there is to be 
provided near the watertight door, a light steel fire-screen door 
operable from each side. 


3.22 Arrangements for gaseous fuel for domestic 
purposes 
3.22.1. Where gaseous fuel is used for domestic purposes, 


the arrangements for the storage, distribution and utilisation of 
the fuel is to be such that, having regard to the hazards of fire 
and explosion which the use of such fuel may entail, the safety 
of the yacht and the persons on board is preserved. The 
installation is to be in accordance with recognised National or 
International Standards. 


3.22.2 

with: 

(a) effective ventilation; 

(b) an outward-opening door accessible directly to the open 
deck; and 

(c) gas-tight boundaries, including doors and other means 
of closing any openings therein, which form boundaries 
between such lockers and adjoining enclosed spaces. 


Storage lockers for gas cylinders are to be provided 


3.23 Space heaters 


3.23.1 Space heaters, if used, are to be fixed in position 
and so constructed as to reduce fire risks to a minimum. The 


design and location of these units are to be such that clothing, 
curtains or other similar materials cannot be scorched or set 
on fire by heat from the unit. 


3.24 Fixed fire detection and fire-alarm systems 
3.24.1. A fixed fire detection and fire-alarm system is to be 
installed in any machinery space and is to comply with the 
requirements of Pt 16, Ch 1,2.8. 


3.24.2 A fixed fire detection and fire-alarm system is to be 
fitted in all stairways (including lift and dumbwaiter trunks), 
service spaces, control stations and accommodation spaces 
(except toilets, bathrooms, void spaces, etc.). The fixed fire 
detection and fire-alarm system is to be installed in accor- 
dance with Ch 4,2. 


3.24.3 Allyachts at all times when at sea, or in port (except 
when out of service), are to be so equipped as to ensure that 
any initial fire-alarm is immediately received by a responsible 
member of the crew. 


3.24.4 A special alarm, operated from the navigating 
bridge or fire-control station, is to be fitted to summon 
the crew. 


3.24.5 For yachts having a freeboard length of 85 m or 
more, a public address system is to be available throughout 
the accommodation spaces, service, and control stations and 
open decks. The arrangements are to comply with Pt 16, 
Ch 2,18.3. 


3.25 Fire pumps and fire main system 

3.25.1 Application. Every yacht is to be provided with fire 
pumps in accordance with this Section. Fire mains, hydrants 
and hoses are also to be provided as required by this Section. 


3.25.2 Capacity of fire pumps: 

(a) The fire pumps required are to be capable of delivering 
for fire-fighting purposes a quantity of water, at the 
pressure specified in 3.25.5 of not less than two-thirds of 
the quantity required to be dealt with by the bilge pumps 
when employed for bilge pumping. For number and 
capacity of bilge pumps, see Pt 15, Ch 2. 

(b) As an alternative to (a) the capacity of fire pumps may 
be determined by hydrostatic calculations based on the 
requirement of 3.25.5(a). 

(c) Where more pumps than the minimum number of 
required pumps are installed the capacity of such 
additional pumps will be specially considered. 


3.25.3 Fire pumps: 

(a) In yachts of 4000 tons gross or more, at least three 
independently driven fire pumps are to be provided and, 
in yachts of less than 4000 tons gross, at least two such 
fire pumps. 

(b) Sanitary, ballast, bilge or general service pumps may be 
accepted as fire pumps, provided that they are not 
normally used for pumping oil, and that, if they are 
subject to occasional duty for the transfer or pumping of 
fuel oil, suitable changeover arrangements are fitted. 
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(c) In yachts classed for navigation in ice, the fire pump sea 
inlet valves are to be provided with clearing arrange- 
ments, see Pt 1, Ch 2,3.8.1. 

(d) The arrangements of sea connections, fire pumps and 
their sources of power are to be such as to ensure that 
in the event of a fire in any one compartment, all the fire 
pumps will not be put out of action. 

(e) The arrangements for the ready availability of water 
supply are to be as follows: 

(i) In yachts of 1000 gross tons or more, or any 
yacht of an alternative form of construction, the 
arrangements are to be such that at least one 
effective jet of water is immediately available from 
any hydrant in an interior location and so as to 
ensure the continuation of the output of water by 
the automatic starting of a required fire pump. 

(ii) Yachts not provided with arrangements complying 
with (i), but to which a UMS notation is to be 
assigned, are to have remote starting of a 
required fire pump from the navigating bridge and 
fire-control station, if any. 

(f) Relief valves are to be provided in conjunction with any 
fire pump if the pump is capable of developing a 
pressure exceeding the design pressure of the water 
service pipes, hydrants and hoses. These valves are to 
be so placed and adjusted as to prevent excessive 
pressure in any part of the fire main system. 

(g) Where centrifugal pumps are provided in order to comply 
with this sub-Section, a non-return valve is to be fitted 
in the pipe connecting the pump to the fire main. 


3.25.4 Fire main: 

(a) The diameter of the fire main is to be based on the 
required capacity of two fire pumps, and the diameter of 
the water service pipes are to be sufficient to ensure an 
adequate supply of water for the simultaneous operation 
of at least two fire-hoses. In general, the diameter of the 
fire main is to be not less than: 


A = (Lpp/1,2) + 25 mm 


but need not exceed 180 mm in yachts, and is in no 
case to be less than 50 mm 


where 
d= internal diameter of the fire main, in mm 
Lop = length of yacht measured between perpendicu- 


lars, in metres, as defined in Pt 3, Ch 1,6.2.2. 
(ob) The wash deck line may be used as a fire main provided 
that the requirements of this sub-Section are satisfied. 
(c) All exposed water pipes for fire-extinguishing are to be 
provided with drain valves for use in frosty weather. The 
valves are to be located where they will not be damaged. 


3.25.5 Pressure in the fire main: 

(a) The fire pumps, associated piping and fire main are to 
be so designed that the following minimum pressures will 
be maintained at all hydrants under conditions where 
two fire pumps required by 3.25.3 are simultaneously deliv- 
ering water to the fire main of the size required by 3.25.4 
through adjacent nozzles of sizes required by 3.25.9: 
4000 tons gross and over 4 bar (0,4 N/mm2) 

Less than 4000 tons gross 3 bar (0,3 N/mmz2) 

(ob) The maximum pressure at any hydrant shall not exceed 
that at which the effective control of a fire-hose can be 
demonstrated. 


3.25.6 Number and position of hydrants: 

(a) The number and position of the hydrants are to be such 
that at least two jets of water not emanating from the 
same hydrant, one of which is to be from a single length 
of hose, may reach any part of the yacht normally 
accessible to the guests and crew while the yacht is 
being navigated. In yachts of 1000 tons gross or more, 
at least two hydrants are to be provided in the machinery 
spaces; in smaller yachts one hydrant will be accepted. 

(b) In the accommodation, service and machinery spaces, 
the number and position of hydrants are to be such that 
the requirements of (a) may be complied with when all 
watertight doors and all doors in main vertical zone bulk- 
heads are closed. 

(c) Where access is provided to a machinery space of 
Category ‘A’ at a low level, two hydrants are to be 
provided external to, but near the entrance, to that 
machinery space. 


3.25.7 Pipes and hydrants: 

(a) Materials readily rendered ineffective by heat are not to 
be used for fire mains. Where steel pipes are used, they 
are to be galvanised internally and externally. Cast iron 
pipes are not acceptable. The pipes and hydrants are to 
be so placed that the fire-hoses may be easily coupled 
to them. The arrangement of pipes and hydrants is to be 
such as to avoid the possibility of freezing. Unless one 
hose and nozzle is provided for each hydrant in the 
yacht, there is to be complete interchangeability of hose 
couplings and nozzles. 

(b) A valve is to be fitted at each fire hydrant so that any 
fire-hose may be removed while the fire pump is at work. 

(c) Isolating valve(s) to isolate the section of the fire main 
within the Category ‘A’ machinery space containing the 
main fire pump(s) from the rest of the fire main are to be 
fitted in an easily accessible and tenable position outside 
the Category ‘A’ machinery space. The fire main is to be 
so arranged that when the isolating valve(s) is shut, all 
the hydrants on the yacht, except those in the Category 
‘A machinery space referred to above, can be supplied 
with water by a fire pump not located in this Category ‘A’ 
machinery space through pipes which do not enter this 
space. 


3.25.8  Fire-hoses: 

(a) Fire-hoses are to be of approved non-perishable 
material. The hoses are to be sufficient in length to project 
a jet of water to any of the spaces in which they may be 
required to be used. Their length, in general, is not to 
exceed 18 m. Each hose is to be provided with a nozzle 
and the necessary couplings. Fire-hoses, together with 
any necessary fittings and tools, are to be kept ready for 
use in conspicuous positions near the water service 
hydrants or connections. 

(b) There is to be at least one fire-hose for each of the 
hydrants required by 3.25.6. 


3.25.9 Nozzles: 

(a) For the purpose of this Chapter, standard nozzle sizes 
are to be 12 mm, 16 mm or 19 mm, or as near thereto 
as possible, so as to make full use of the maximum 
discharge capacity of the fire pumps. 

(b) For accommodation and service spaces, the nozzle size 
need not exceed 12 mm. 
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(c) For machinery spaces and exterior locations, the nozzle 
size is to be such as to obtain the maximum discharge 
possible from two jets at the pressure indicated in 3.25.5 
from the smallest pump, however a nozzle size greater 
than 19 mm need not be used. 

(d) All nozzles are to be of an approved dual purpose type 
(i.e. spray/jet type) incorporating a shut-off. 


3.25.10 Location and arrangement of water pumps, 
etc., for other fire-extinguishing systems. Pumps required 
for the provision of water for other fire-extinguishing systems 
required by this Chapter are to have their sources of power 
and their controls installed outside the space or spaces 
protected by such systems and are to be so arranged that a 
fire in the space or spaces protected will not put any such 
system out of action. 


3.25.11 International shore connection. At least one 
international shore connection is to be provided. 


3.26 Fire-extinguishing arrangements in spaces 
containing internal combustion machinery 


3.26.1 Category ‘A’ machinery spaces containing internal 

combustion machinery are to be provided with: 

(a) one of the fire-extinguishing systems described in Ch 4,3; 

(bo) at least one set of portable air-foam equipment 
complying with 3.29; 

(c) in each such space approved foam type fire-extinguishers, 
each of at least 45 litres capacity or equivalent, sufficient 
in number to enable foam or its equivalent to be directed 
on to any part of the fuel and lubricating oil pressure 
systems, gearing and other fire hazards; and 

(d) a sufficient number of portable foam extinguishers or 
equivalent are to be located so that no point in the space 
is more than 10 m walking distance from an extinguisher 
and that there are at least two such extinguishers in each 
such space. 


3.26.2 Machinery spaces in yachts which are constructed 
mainly or wholly with alternative forms of construction, 
containing internal combustion machinery, are to comply with 
the requirements of 3.26.1. 


3.27 Fire-extinguishing arrangements in spaces 
containing oil fuel units 


3.27.1 Category ‘A’ machinery spaces containing oil fuel 
units are to be provided with one of the fixed fire-extinguishing 
systems described in Ch 4,3. 


3.27.2 There are to be at least two portable foam extin- 
guishers or equivalent in each space in which a part of the oil 
fuel unit is situated. 


3.28 Limitations on the use of oil as a fuel 


3.28.1 For the limitations of the use of oil as a fuel, see 
Pt 15, Chs. 


3.29 Automatic sprinkler, fire detection and 
fire-alarm system 


3.29.1 A fixed automatic sprinkler, fire detection and 
fire-alarm system, or equivalent system (e.g. watermist), is to 
be fitted in all stairways, service spaces, control stations and 
accommodation spaces except spaces which afford no fire 
risk such as void spaces. 


3.29.2 The arrangements are to be in accordance with 
Ch 4,1. 


3.30 Fixed fire-extinguishing systems not required 
by this Section 


3.30.1 Where a fixed fire-extinguishing system not required 
by this Section is installed, the arrangement is to comply with 
the relevant requirements of this Chapter. 


3.31 Portable foam applicator 


3.31.1 A portable foam applicator unit is to consist of an 
air foam nozzle of an inductor type capable of being 
connected to the fire main by a fire-hose, together with a 
portable tank containing at least 20 litres of foam-making 
liquid and one spare tank. The nozzle is to be capable of 
producing effective foam, suitable for extinguishing an oil fire, 
at the rate of at least 1,5 m8/min. 


3.32 Portable fire-extinguishers 


3.32.1 All fire-extinguishers are to comply with the 
requirements of Ch 4,6. 


3.32.2 The extinguishers are to be stowed in readily 
accessible positions. 


3.32.3 One of the portable fire-extinguishers, or the 
portable fire-extinguisher, dedicated for use in any space is to 
be stowed near the entrance to that space. 


3.32.4 At least one portable fire-extinguisher is to be 
located so that it can easily be reached from the main steering 
position of the yacht. 


3.32.5 Accommodation spaces, service spaces and 
control stations are to be provided with a sufficient number of 
portable fire-extinguishers to ensure that at least one 
extinguisher will be readily available for use in every compart- 
ment. In any case, their number is to be not less than five. 


3.32.6 | Where cooking facilities are provided, a portable 
fire-extinguisher of a type appropriate to the energy source 
used is to be located in a position readily accessible for use in 
the event of a fire. 


3.33 Fire blanket 


3.33.1 A fire blanket is to be installed in all galleys. 
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3.34 Protection of spaces containing vehicles or 
craft with fuel in their tanks, or lockers storing 
such fuels 

3.34.1 Spaces containing vehicles or craft with fuel in their 


tanks, or lockers storing such fuels, are to be provided with 

the following: 

(a) A fixed fire detection and fire-alarm system complying 
with the requirements of Pt 16, Ch 1,2.8. 

(b) Amanually-operated water spray deluge system having 

a water application rate of 5 litres per square metre of 

deck area per minute. Where the deck height does not 

exceed 2,5 m, an application rate of 3,5 litres per square 

metre of deck area per minute will be accepted. 

Adequate drainage of the protected spaces is to be 

provided generally in accordance with the requirements 

for vehicle or cargo space, see Pt 3, Ch 4,9.4.4. The 

drainage piping and connections for the space are to be 

non-combustible. Other fixed fire-extinguishing systems 

may be permitted, provided they are not less effective in 

controlling the type of fire likely to occur. 

At least two portable foam extinguishers, or equivalent; 

(d) An independent mechanical ventilation system , which is 
entirely separate from other ventilation systems, providing 
at least six air changes per hour. The ducted air is not to 
pass through other spaces, except as allowed under 
3.16.4, or vent into areas where it could be drawn into 
accommodation areas or cause undue hazard. 

(e) Electrical equipment of a safe type is to be provided, see 
Pt 16, Ch 2,14. 

(f) | Prominently displayed ‘No Smoking’ signs; and 

(g) Structural fire protection as required by Table 3.3.2 and 
Table 3.3.3. 


cS 


3.34.2 Such spaces are not to give access to any space 

other than the fuel store or lockers for use within the space. 

Lockers storing fuel are to be accessed from an exterior 

location, unless the locker is within the space containing the 

vehicles or craft. Exceptionally, where the engine room escape 

cannot be routed elsewhere, it may exit into the space providing 

that: 

(a) the connecting door is self-closing; 

(b) no door hold-back devices are fitted; 

(c) an audible and visual alarm is fitted on the bridge to 
signify when the door is open; and 

(d) anotice is posted at the door stating that the door is to 
remain closed and that the area beside the door is an 
escape route and is to be kept clear. 


3.34.3 The requirements of 3.17 are to be complied with, 
as appropriate. 


3.35 Protection of paint lockers and flammable 
liquid lockers 
3.35.1 Paint lockers and flammable liquid lockers of deck 


area 4 m? or more are to be provided with a fixed fire- 

extinguishing system enabling the crew to extinguish a fire 

without entering the space. One of the following systems is 

to be provided: 

e —Acarbon dioxide system designed for 40 per cent of the 
gross volume of the space. 


e A dry powder system designed to discharge 0,5 kg 
powder per cubic metre of gross volume of the space. 

e Awater spray system designed to give a coverage of 
5 litres per square metre of deck area per minute. Water 
spray systems may be connected to the fire main. 


3.35.2 Consideration will be given to the acceptance of 
other arrangements which provide equivalent protection. 


3.35.3 Lockers having a deck area less than 4 m2 may be 
protected by carbon dioxide or dry powder portable 
extinguishers located near the entrance to the locker. 


3.36 Arrangements where deep fat cooking 
equipment is installed 
3.36.1 Where deep-fat cooking equipment is installed, all 


installations are to be fitted with: 

(a) an automatic or manual fixed extinguishing system type 
approved in accordance with ISO 15371, Ships and 
marine technology — Fire extinguishing systems for 
protection of galley deep-fat cooking equipment — Fire 
tests, or an acceptable alternative National or 
International Standard, for protection of the deep-fat 
cooking equipment; 

b) aprimary and back up thermostat with an alarm to alert 
the operator in the event of failure of either thermostat; 

Cc) arrangements for automatically shutting off the deep-fat 
cooking equipment electrical power upon activation of 
the fire-extinguishing system; 

d) analarm for indicating operation of the fire-extinguishing 
system in the galley where the equipment is installed; 
and 

e) controls for manual operation of the fire-extinguishing 
system which are clearly labelled for ready use by the 
crew. 

Control and electrical engineering arrangements are to be in 

accordance with the requirements of Pt 16, Ch 1 and Ch 2, as 

applicable. 


3.36.2 For fryers of up to 15 litres cooking oil capacity, the 
provision of a suitably sized extinguisher of a suitable type 
located for specific use on the cooking equipment together 
with manual isolation of the electrical power supply may be 
considered an acceptable alternative to 3.36.1 provided the 
arrangements are to the satisfaction of the National 
Administration. 


3.37 Helicopter decks 

3.37.1 The requirements of IMO Resolution A.855(20) are 
to be complied with having due regard to the hazards 
involved. 


3.37.2 — |lf a helicopter hangar is not provided and if two 
fireman’s outfits are supplied as per 3.38.1, then the fireman’s 
outfits required by IMO Resolution A.855(20) need not be 
provided. 
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3.38.1 Each yacht is to carry at least two fireman’s outfits 
complying with Ch 4,4. Additional fireman’s outfits are to be 
provided as applicable to ensure that at least two fireman’s 
outfits are stored in each main vertical zone. 


3.38.2 The fireman’s outfits are to be so stored as to be 
easily accessible and ready for use. Where more than two 
fireman’s outfits are required, they are to be located in widely 
separated positions. At least two fireman’s outfits are to be 
available at any one position. 


3.38.3 Additional sets of personal equipment and 
breathing apparatus, may be required, having due regard to 
the size of the yacht. 


3.39 Fire-control plans 


3.39.1 Fire-control plans are to meet the requirements of 
Ch 4,5. 
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Section 


1 Automatic sprinkler, fire detection and fire- 
alarm systems 


2 Fixed fire detection and fire-alarm systems 

3 Fixed fire-extinguishing systems in machinery 
spaces 

4 Fireman’s outfits 

5 Fire-control plans 

6 Fire-extinguishers (portable and non-portable) 


@ Section 1 
Automatic sprinkler, fire detection 
and fire-alarm systems 


1.1 General 


dala Any required automatic water sprinkler and 
fire-alarm and fire detection system is to be designed for 
immediate use at any time. Where such a system is fitted, it is 
to be of the wet pipe type. Any part of the system which may 
be subjected to freezing temperatures in service are to be 
suitably protected against freezing. It is to be kept charged at 
the necessary pressure and have provision for a continuous 
supply of water. 


1.1.2 As an alternative to the system specified in 1.1.1, 

any one of the following systems may be considered: 

(a) Dry pipe system. A sprinkler system employing auto- 
matic sprinklers attached to a piping system containing 
air or nitrogen under pressure, the release of which (as 
from the opening of a sprinkler) permits the water 
pressure to open a valve known as a dry pipe valve. The 
water then flows into the piping system and out of the 
opened sprinklers. 

(bo) Pre-action system. A sprinkler system employing 
automatic sprinklers attached to a piping system 
containing air that may or may not be under pressure, 
with a supplemental detection system installed in the 
same area as the sprinklers. Actuation of the detection 
system opens a valve that permits water to flow into the 
sprinkler piping system and to be discharged from any 
sprinklers that may be open. 

(c) Deluge system. A sprinkler system employing open 
sprinklers attached to a piping system connected to a 
water supply through a valve that is opened by the 
operation of a detection system installed in the same 
areas as the sprinklers. When this valve opens water 
flows into the piping system and discharges from all 
sprinklers attached thereto. 


1.2 Wet pipe type 


1.2.1 Any required automatic sprinkler, fire detection and 
fire-alarm system is to comply with the requirements of 
Pt 16, Ch 2,17.2. 


1.2.2 Sprinklers are to be grouped into separate sections, 
each of which is to contain not more than 200 sprinklers. Any 
section of sprinklers is not to serve more than two decks nor 
be situated in more than one main vertical zone, except where 
it is satisfactorily shown that the protection of the yacht 
against fire will not thereby be reduced. 


123 Each section of sprinklers is to be capable of being 
isolated by one stop valve only. The stop valve in each section 
is to be readily accessible and its location is to be clearly and 
permanently indicated. Means are to be provided to prevent 
the operation of the stop valves by any unauthorised person. 


1.2.4 A gauge indicating the pressure in the system is to 
be provided at each section stop valve and at a central 
station. 


1.2.5 The sprinklers are to be resistant to corrosion by 
marine atmosphere. In accommodation and service spaces the 
sprinklers are to come into operation within the temperature 
ranges from 68°C to 79°C, except that in locations such as 
drying rooms, where high ambient temperatures might be 
expected, the operating temperature may be increased by not 
more than 30°C above the maximum deck head temperature. 


1.2.6 A list or plan is to be displayed at each indicating 
unit showing the spaces covered and the location of the zone 
in respect of each section. Suitable instructions for testing and 
maintenance are to be available. 


1.2.7 Sprinklers are to be placed in an overhead position 
and spaced in a suitable pattern to maintain an average 
application rate of not less than 5 litres per square metre per 
minute over the nominal area covered by the sprinklers. The 
use of sprinklers providing other amounts of water suitably 
distributed, will be considered provided they are shown to be 
not less effective. 


1.2.8 A pressure tank having a volume equal to at least 
twice that of the charge of water specified in 1.2.9 is to be 
provided. 


1.2.9 The tank is to contain a standing charge of fresh 
water, equivalent to the amount of water which would be 
discharged in one minute by the pump referred to in 1.2.12, 
and the arrangements are to provide for maintaining such air 
pressure in the tank to ensure that where the standing charge 
of fresh water in the tank has been used the pressure will be 
not less than the working pressure of the sprinkler, plus the 
pressure exerted by a head of water measured from the 
bottom of the tank to the highest sprinkler in the system. 
Suitable means of replenishing the air under pressure and of 
replenishing the fresh water charge in the tank are to be 
provided. A glass gauge suitably protected is to be provided 
to indicate the correct level of the water in the tank. 
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1.2.10 Means are to be provided to prevent the passage 
of sea water into the tank. 


7.2.11. An independent power pump is to be provided 
solely for the purpose of automatically continuing the 
discharge of water from the sprinklers. The pump is to be 
brought into action automatically by the pressure drop in the 
system before the standing fresh water charge in the pressure 
tank is completely exhausted. 


1.2.12 The pump and the piping system are to be capable 
of maintaining the necessary pressure at the level of the highest 
sprinkler to ensure a continuous output of water sufficient for 
the simultaneous coverage of a minimum area of the maximum 
width of the craft squared or 280 m2 whichever is the less, at 
the application rate specified in 1.2.7. 


1.2.13 The pump is to have fitted on the delivery side a 
test valve with a short open-ended discharge pipe. The 
effective area through the valve and pipe is to be adequate to 
permit the release of the required pump output while 
maintaining the pressure in the system specified in 1.2.9. 


1.2.14 The sea inlet to the pump is to be, wherever 
possible, in the space containing the pump and is to be so 
arranged that when the vessel is afloat it will not be necessary 
to shut off the supply of sea water to the pump for any 
purpose other than the inspection or repair of the pump. 


7.2.15 The sprinkler pump and tank are to be situated in 
a position reasonably remote from any machinery space of 
Category ‘A’ and not in any space required to be protected 
by the sprinkler system. 


7.2.16 Where the arrangement precludes locating the 
pump and tank in accordance with 1.2.15, for yachts of not 
greater than 50 m Rule length, the sprinkler pump and tank 
required by Ch 3,2.16 may be situated within Category ‘A’ 
machinery spaces, but not within the spaces that are 
protected by the system. 


1.2.17 For yachts of not greater than 50 m Rule length and 
all service craft, the sources of electrical power supply for the 
sea-water pump may be fed from the main source of electrical 
power. 


1.2.18 There are to be not less than two sources of power 
supply for the sea water pump and automatic alarm and 
detection system. Where one of the sources of power for the 
pump is an internal combustion engine it is to be so situated 
that a fire in any protected space will not affect the air supply 
to the machinery, in addition to complying with 1.2.15. When 
the sources of power for the pump are electrical, see 
Pt 16, Ch 2,2 and Pt 16, Ch 2,3. 


1.2.19 The sprinkler system is to have a connection from 
the vessel's fire main by way of a lockable screw-down non- 
return valve at the connection which will prevent a backflow 
from the sprinkler system to the fire main. 


1.2.20 A test valve is to be provided for testing the 
automatic alarm for each section of sprinklers by a discharge 
of water equivalent to the operation of one sprinkler. The test 
valve for each section is to be situated near the stop valve for 
that section. 


1.2.21 Means are to be provided for testing the automatic 
operation of the pump, on reduction of pressure in the system. 


1.2.22. Each section of sprinklers is to include means for 
giving a visual and audible alarm signal automatically at one or 
more indicating units whenever any sprinkler comes into 
operation. Such alarm systems are to be arranged to indicate 
if any fault occurs in the system. Such units are to indicate in 
which section, served by the system, fire has occurred and 
are to be centralised on the navigation bridge. In addition, 
visible and audible alarms from the unit are to be located in a 
position other than on the navigation bridge, so as to ensure 
that the indication of fire is immediately received by the crew. 
Switches are to be provided at one of these indicating 
positions, which will enable the alarm and the indicators for 
each section of sprinklers to be tested. 


1.2.23 Spare sprinkler heads are to be provided as 
specified in Table 4.1.1. The spare sprinkler heads are to be 
stowed in boxes or holders provided for that purpose, 
together with a tool suitable for removing and installing 
sprinkler heads. The boxes or holders are to be situated near 
the control valve for the section, and are to be clearly and 
permanently marked to indicate their contents. 


Table 4.1.1 Spares requirements 


Number of sprinkler 
heads provided 


Number of spare sprinkler heads 
required 


300 One spare sprinkler head is to be 
provided for each 50 sprinkler heads 
fitted, with a minimum of one spare 
being provided for each type fitted 


301 to 1000 12 


>1000 24 


1.3 Arrangements which will be accepted as an 
alternative to 1.2 


1.3.1 The alternative system is to be tested, type 
approved and installed in accordance with IMO Resolution 
A.800(19). The following exceptions to Section 3 of the Annex 
may be applied: 

(a) Where the arrangement precludes locating the pump 
and tank in accordance with 1.2.15, for yachts not 
greater than 50 m Rule length, the sprinkler pump and 
tank required by Ch 3,2.16 may be situated within 
Category ‘A’ machinery spaces, but not within the 
spaces that are protected. 

(b) Pumps and alternative supply components are to be 
sized so as to be capable of maintaining the required 
flow to the hydraulically most demanding area of not less 
than the maximum width of the craft squared or 280 m2 
whichever is the less. 
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1.3.2 Spare nozzles are to be provided as specified in 
Table 4.1.2. The spare nozzles are to be stowed in boxes or 
holders provided for that purpose, together with a tool 
suitable for removing and installing nozzles. The boxes or 
holders are to be situated near the control valve for the 
section, and are to be clearly and permanently marked to 
indicate their contents. 


Table 4.1.2 Spares requirements 


Number of nozzles 
provided 


Number of spare nozzles 
required 


One spare nozzle is to be provided for 
each 50 nozzles fitted, with a minimum 
of one spare being provided for each 
type fitted 

301 to 1000 12 


>1000 24 


O Section 2 
Fixed fire detection and fire-alarm 
systems 


2.1 General requirements 


Zak ed: Any required fixed fire detection and fire-alarm 
system with manually operated call points is to be capable of 
immediate operation at all times. 


2Ae2 Fire detection systems are to comply with the 
requirements of Pt 16, Ch 2,17.1 in addition to the require- 
ments of this Section. 


2.1.3 Detectors are to be operated by heat, smoke or 
other products of combustion, flame, or any combination of 
these factors. Detectors operated by other factors indicative 
of incipient fires may be considered provided that they are no 
less sensitive than such detectors. Flame detectors are only to 
be used in addition to smoke or heat detectors. 


2.1.4 Suitable instructions for testing and maintenance 
are to be provided. 


2.1.5 For each type of detector installed, one spare 
detector head is to be provided for every 10 heads or part 
thereof. They are to be stowed in a suitable container at the 
control station. 


2.1.6 The function of the detection system is to be 
periodically tested by means of equipment producing hot air 
at the appropriate temperature, or smoke or aerosol particles 
having the appropriate range of density or particle size, or 
other phenomena associated with incipient fires to which the 
detector is designed to respond. All detectors are to be of a 
type such that they can be tested for correct operation and 
restored to normal surveillance without the renewal of any 
component. 


2.2 Installation requirements 


2.2.1 Manually operated call points are to be installed 
throughout the accommodation spaces, service spaces and 
control stations. One manually operated call point is to be 
located at each exit. Manually operated call points are to be 
readily accessible in the corridors of each deck such that no 
part of the corridor is more than 20 m from a manually 
operated call point. 


2.2.2 Smoke detectors are to be installed in all stairways, 
corridors and escape routes within accommodation spaces. 


2.2.3 Where a fixed fire detection and fire-alarm system is 
required for the protection of spaces other than those 
specified in 2.2.2, at least one detector complying with 2.1.3, 
is to be installed in each such space. 


2.2.4 Detectors are to be located for optimum 
performance. Positions near beams and ventilation ducts or 
other positions where patterns of air flow could adversely 
affect performance and positions where impact or physical 
damage is likely are to be avoided. In general, detectors which 
are located overhead are to be a minimum distance of 0,5 m 
away from bulkheads. 


2.2.5 The maximum spacing of detectors is to be in 
accordance with Table 4.2.1. Other spacings based upon test 
data which demonstrate the characteristics of the detectors 
may be required or permitted. 


Table 4.2.1 Maximum spacing of detectors 


Maximum Maximum 


Maximum floor Distance apart | Distance away 
between from 
centres, bulkheads, 


in metres in metres 


Type of 


Area per 


detector detector, m2? 


Heat 37 4,5 


Smoke 74 5,5 


2.2.6 Electrical wiring which forms part of the system is 
to be so arranged as to avoid galleys, machinery spaces of 
Category ‘A’, and other enclosed spaces of high fire-risk 
except where it is necessary to provide for fire detection or 
fire-alarm in such spaces or to connect to the appropriate 
power supply. See a/so Pt 16, Ch 2. 


2.3 Design requirements 


2.3.1 Smoke detectors required by 2.2.2 are to be 
certified to operate before the smoke density exceeds 
12,5 per cent obscuration per metre, but not until the smoke 
density exceeds two per cent obscuration per metre. Smoke 
detectors to be installed in other spaces are to operate within 
satisfactory sensitivity limits having regard to the avoidance of 
detector insensitivity or oversensitivity. 
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2.3.2 Heat detectors are to be certified to operate before 
the temperature exceeds 78°C but not until the temperature 
exceeds 54°C, when the temperature is raised to those 
limits at a rate less than 1°C per minute. At higher rates of 
temperature rise, the heat detector is to operate within 
satisfactory temperature limits having regard to the avoidance 
of detector insensitivity or oversensitivity. 


2.3.3 The permissible temperature of operation of heat 
detectors may be increased to 30°C above the maximum 
deckhead temperature in drying rooms and similar spaces of 
a normal high ambient temperature. 


2.4 Requirements for machinery spaces 
2.4.1 The arrangements of the fixed fire detection and 


fire-alarm system in machinery spaces are to comply with the 
requirements of Pt 16, Ch 1,2.8. 


fe Section 3 
Fixed fire-extinguishing systems 
in machinery spaces 


3.1 Gas fire-extinguishing systems 


3.1.1 The use of a fire-extinguishing medium which, 
either by itself or under expected conditions of use, gives off 
toxic gases in such quantities as to endanger persons is not 
permitted. 


3.1.2 New installations that use fire-extinguishing media, 
which have ozone-depleting properties under the Montreal 
Protocol, are not permitted. 


B13 The necessary pipes for conveying a fire- 
extinguishing medium into protected spaces are to be 
provided with control valves which are to be so placed that 
they will be easily accessible and not readily cut off from use 
by an outbreak of fire. The control valves are to be so marked 
as to indicate clearly the spaces to which the pipes are led. 
Suitable provision is to be made to prevent inadvertent 
admission of the medium to any space. Where pipes pass 
through accommodation spaces they are to be seamless and 
the number of pipe joints is to be kept to a minimum and 
made by welding. 


3.1.4 The piping for the distribution of fire-extinguishing 
medium is to be of adequate size and so arranged, and 
discharge nozzles so positioned that a uniform distribution of 
medium is obtained. All pipes are to be arranged to be self 
draining and where led into refrigerated spaces, the arrange- 
ment will be specially considered. A means whereby the 
individual pipes to all protected spaces can be tested using 
compressed air is to be provided. Distribution pipes are to 
extend at least 50 mm beyond the last nozzle. 


3.1.5 Steel pipes fitted in spaces where corrosion is likely 
to occur are to be galvanised, at least internally. 


3.7.6 Distribution pipes for carbon dioxide are not to be 
smaller than 20 mm bore. 


3.1.7 Means are to be provided to close all openings 
which may admit air into, or allow gas to escape from, a 
protected space. 


3.1.8 The volume of starting air receivers, converted to 
free air volume, is to be added to the gross volume of the 
machinery space when calculating the necessary quantity of 
extinguishing medium. Alternatively a discharge pipe from the 
safety valves may be fitted and led directly to the open air. 


3.1.9 Means are to be provided for automatically giving 
audible and visual warning of the release of fire-extinguishing 
medium into any space in which personnel normally work or 
to which they have access. The alarm is to operate for a 
suitable period before the medium is released. 


3.1.10 Where pneumatically operated alarms are fitted 
which require periodic testing, carbon dioxide is not to be 
used as an operating medium. Air operated alarms may be 
used provided that the air supply is clean and dry. 


3.1.11. Where electrically operated alarms are used, the 
arrangements are to be such that the electric operating 
mechanism is located outside hazardous spaces. 


3.1.12 The means of control of any fixed gas fire- 
extinguishing system is to be readily accessible and simple to 
operate and shall be grouped together in as few locations as 
possible at positions not likely to be cut off by a fire ina 
protected space. At each location there is to be clear 
instructions relating to the operation of the system having 
regard to the safety of personnel. Two separate controls are to 
be provided for releasing carbon dioxide into a protected 
space and each is to ensure the activation of the alarm. One 
control is to be used to discharge the gas from its storage 
cylinder(s). A second control is to be used for opening the 
valve of the piping which conveys the gas into the protected 
space. The two controls are to be located inside a release box 
clearly identified for the particular space. If the box containing 
the controls is to be locked, a key to the box is to be ina 
break-glass type enclosure conspicuously located adjacent 
to the box. There is to be a dedicated release box for each 
protected space, in which personnel normally work or to 
which they have access, see a/so 3.1.9. The space served is 
to be identified at the release box. 


3.1.13 Automatic release of fire-extinguishing medium is 
not permitted. 


3.1.14 Where the quantity of extinguishing medium is 
required to protect more than one space, the quantity of 
medium available need not be more than the largest quantity 
required for any one space so protected. 


3.1.15 Means are to be provided for the crew to safely 
check the quantity of medium in the containers. 
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3.1.16 Containers for the storage of fire-extinguishing 
media and associated pressure components are to be 
designed and tested to Codes of Practice recognised by 
Lloyd’s Register (hereinafter referred to as ‘LR’) having regard 
to their locations and the maximum ambient temperatures 
expected in service. 


3.1.17 The fire-extinguishing medium is to be stored 
outside a protected space, in a room which is situated in a 
safe and readily accessible position and effectively ventilated. 
Any entrance to such a storage room is to preferably be from 
the open deck and in any case be independent of the 
protected space. Access doors are to open outwards, and 
bulkheads and decks including doors and other means of 
closing any opening therein, which form the boundaries 
between such rooms and adjoining enclosed spaces are to 
be gastight. Such storage rooms are to be treated as control 
stations. 


3.1.18 In systems where containers discharge into a 
common manifold, non-return valves are to be provided at the 
connections of the container discharge pipes to the manifold 
to allow any container to be disconnected without preventing 
the use of other containers in the system and to prevent the 
discharge of extinguishing medium into the container storage 
room in the event of the system being operated. Manifolds are 
to be tested by hydraulic pressure to 1,5 times the design 
pressure. The design pressure is the maximum gauge 
pressure to which the system may be subjected and is not to 
be less than the gauge pressure corresponding to the 
maximum ambient temperature expected in service. The 
design pressure need not be greater than the maximum 
setting of the manifold pressure relief valve. After the hydraulic 
test, manifolds are to be carefully cleaned and dried before 
the non-return valves are finally fitted. 


3.1.19 For craft on unrestricted service, spare parts for the 

system are to be stored on board. As a minimum these are to 

consist of: 

e 1 actuator; 

e 1 flexible hose (cylinder to manifold); and 

e the cylinder bursting discs and sealing washers for all 
cylinders. 


3.2 Carbon dioxide systems 


3.2.1 Carbon dioxide systems are to comply with 3.1 in 
addition to the remaining requirements of this sub-Section. 


3.2.2 For the purpose of this paragraph the volume of 
free carbon dioxide is to be calculated at 0,56 m3/kg. 


3.2.3 For machinery spaces: 

(a) The quantity of carbon dioxide carried is to be sufficient to 
give a minimum volume of free gas equal to the larger of: 
° 40 per cent of the gross volume of the largest 
machinery space so protected, the volume to 
exclude that part of the casing above the level at 
which the horizontal area of the casing is 40 per 
cent or less of the horizontal area of the space 
concerned taken midway between the tank top 

and the lowest part of the casing; or 


e 35 per cent of the gross volume of the largest 
machinery space protected, including the casing. 

(b) The above mentioned percentages may be reduced to 
35 per cent and 30 per cent respectively for craft less 
than 2000 gross tons. 

(c) The fixed piping system is to be such that 85 per cent of 
the gas can be discharged into the space within two 
minutes. 

(d) The distribution arrangements are to be such that 
approximately 15 per cent of the required quantity of 
carbon dioxide is led to the bilge areas. 


3.2.4 Two separate controls are to be provided for 
releasing carbon dioxide into a protected space and each is to 
ensure the activation of the alarm. One control is to be used to 
discharge the gas from its storage cylinder(s). A second 
control is to be used for opening the valve of the piping which 
conveys the gas into the protected space. The two controls 
are to be located inside a release box clearly identified for the 
particular space. If the box containing the controls is to be 
locked, a key to the box is to be in a break-glass type 
enclosure conspicuously located adjacent to the box. There is 
to be a dedicated release box for each protected space in 
which personnel normally work or to which they have access, 
see also 3.1.8. The space served is to be identified at the 
release box. 


3.3 High-expansion foam systems 


3.3.1 Any required fixed high-expansion foam system in 
machinery spaces is to be capable of rapidly discharging 
through fixed discharge outlets a quantity of foam sufficient 
to fill the greatest space to be protected at a rate of at least 
1 min depth per minute. The quantity of foam-forming liquid 
available is to be sufficient to produce a volume of foam equal 
to five times the volume of the largest space to be protected. 


3.3.2 The expansion ratio of the foam is not to exceed 
1000 to 1. 


3.3.3 Alternative arrangements and discharge rates will 
be permitted provided that equivalent protection is achieved. 


3.3.4 Supply ducts for delivering foam, air intakes to the 
foam generator and the number of foam producing units are 
to be such as will provide effective foam production and 
distribution. 


3.3.5 The arrangement of the foam generator delivery 
ducting is to be such that a fire in the protected space will not 
affect the foam-generating equipment. 


3.3.6 The foam generator, its sources of power supply, 
foam-forming liquid and means of controlling the system are 
to be readily accessible and simple to operate and are to be 
grouped in as few locations as possible at positions not likely 
to be cut off by fire in the protected space. Such spaces are 
to be treated as control stations. 


3.3.7 Foam concentrates are to be of an approved type. 
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3.4 Pressure water-spraying systems 


3.4.1 Any required fixed pressure water-spraying fire- 
extinguishing system in machinery spaces is to be provided 
with spraying nozzles of an approved type. 


3.4.2 The number and arrangement of the nozzles is to 
be such as to ensure an effective average distribution of water 
of at least five litres per square metre per minute in the spaces 
to be protected. Where increased application rates are 
considered necessary, these will be specially considered. 
Nozzles are to be fitted above bilges, tank tops and other 
areas over which oil fuel is liable to spread and also above 
other specific fire hazards in the machinery spaces. 


3.4.3 The system may be divided into sections, the 
distribution valves of which are to be operated from easily 
accessible positions outside the spaces to be protected and 
which will not be readily cut off by fire in the protected space. 


3.4.4 The system is to be kept charged at the necessary 
pressure, and the pump supplying the water for the system is 
to be put automatically into action by a pressure drop in the 
system. 


3.4.5 The pump is to be capable of simultaneously 
supplying, at the necessary pressure, all sections of the 
system in any one compartment to be protected. The pump 
and its controls are to be installed outside the space or 
spaces to be protected. It is not to be possible for a fire in the 
space or spaces protected by the water-spraying system to 
put the system out of action. 


3.4.6 The pump may be driven by independent internal 
combustion type machinery but if it is dependent upon power 
being supplied from the emergency generator, that generator 
is to be arranged to start automatically in case of main power 
failure so that power for the pump required by 3.4.5 is 
immediately available. When the pump is driven by indepen- 
dent internal combustion machinery it is to be so situated that 
a fire in the protected space will not affect the air supply to 
the machinery. 


3.4.7 Precautions are to be taken to prevent the nozzles 
from becoming clogged by impurities in the water or corro- 
sion of the piping, nozzles, valves and pump. 


3.5 Arrangements which will be accepted as an 
alternative to 3.4 

3.5.1 The system is to be tested, type approved and 

installed in accordance with MSC/Circ. 668 as amended by 

IMO MSC/Circ. 728. 

3.6 Other systems 


3.6.1 Other fixed fire-extinguishing systems will be 
specially considered. 


3.6.2 The use of steam as a fire-extinguishing medium in 
fixed fire-extinguishing systems is not permitted. 


| Section 4 
Fireman’s outfits 


4.1 Components 


4.1.1 A fireman’s outfit is to consist of: 

(a) Personal equipment comprising: 

(i) Protective clothing of material to protect the skin 
from the heat radiating from the fire and from 
burns and scalding by steam. The outer surface 
is to be water-resistant. 

ii) Boots and gloves of rubber or other electrically 
non-conducting material. 

ii) A rigid helmet providing effective protection 
against impact. 

iv) An electric safety lamp (hand lantern) of an 
approved type with a minimum burning period of 
three hours. 

v) — An axe with an insulated handle. 

(b) A self contained breathing apparatus of an approved 
type. The volume of air contained in the cylinders of 
which is to be at least 1200 litres or other self contained 
breathing apparatus which is to be capable of functioning 
for a period of at least 30 minutes. Spare bottles are to 
be provided which are to be maintained fully charged 
except where facilities for re-charging the bottles are 
available on board. At least two spare charges for each 
breathing apparatus are to be provided, and all air cylin- 
ders for breathing apparatus are to be interchangeable. 


4.1.2 For each breathing apparatus a fireproof life-line of 
sufficient length and strength is to be provided capable of 
being attached by means of a snaphook to the harness of the 
apparatus or to a separate belt in order to prevent the 
breathing apparatus becoming detached when the life-line is 
operated. 


a Section 5 
Fire-control plans 


5.1 Description of plans 


O11 General arrangement plans are to be permanently 
exhibited for the guidance of the ship’s officers, using 
graphical symbols in accordance with IMO Resolution 

A.654(16), which show clearly for each deck the control 

stations, the various fire sections enclosed by steel or ‘A’ and 

‘B’ Class divisions, together with particulars of: 

the fire detection and fire-alarm system; 

any sprinkler installation; 

the fire-extinguishing appliances; 

the means of access to different compartments, decks, 

CIC; 

e the position of the fireman’s outfits; 

e the ventilating system, including particulars of the 
fan control positions, the position of dampers and 
identification numbers of the ventilating fans serving each 
section; and 
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e the location and arrangement of the emergency stop(s) 
for pumps, and for remote closing the valves on the 
pipes from tanks, for oil fuel, lubricating oil and other 
flammable oils. 


O42 Alternatively, the details required by 5.1.1 may be 
set out in a booklet, a copy of which is to be supplied to each 
officer, and one copy is at all times to be available on board in 
an accessible position. 


5.1.3 The plans and booklets are to be kept up to date, 
any alterations being recorded thereon as soon as practicable. 
Description in such plans and booklets is to be in the official 
language of the flag state. If the language is neither English 
nor French, a translation into one of those languages is to be 
included. In addition, instructions concerning the maintenance 
and operation of all the equipment and installations on board 
for the fighting and containment of fire are to be kept under 
one cover, readily available in an accessible position. 


5.1.4 A duplicate set of fire-control plans or a booklet 
containing such plans is to be permanently stored in a 
prominently marked weathertight enclosure outside the 
deckhouse for the assistance of shoreside fire-fighting 
personnel. 


EI Section 6 
Fire-extinguishers (portable and 
non-portable) 


6.1 Approved types 


6.1.1 All fire-extinguishers are to be of approved types 
and designs. 


6.2 Extinguishing medium 


6.2.1 The extinguishing media employed are to be 
suitable for extinguishing fires in the compartments in which 
they are intended to be used. 


6.2.2 The extinguishers required for use in the machinery 
spaces using oil as fuel are to be of a type suitable for 
extinguishing oil fires. 


6.2.3 Fire-extinguishers containing an extinguishing 
medium which, either by itself or under expected conditions of 
use, gives off toxic gases in such quantities as to endanger 
persons, are not permitted. 


6.3 Capacity 


6.3.1 The capacity of required portable fluid extinguish- 
ers is to be not more than 18,5 litres but not less than nine 
litres. Other extinguishers are to be at least as portable as the 
13,5 litre fluid extinguishers and are to have a fire-extinguishing 
capability at least equivalent to a 9,0 litre fluid extinguisher. 


6.3.2 The following capacities may be taken as equivalents: 
e 9 litre fluid extinguisher; 

e = 4,5 kg dry powder; 

e ~~ § kg carbon dioxide. 


6.4 Spare charges 


6.4.1 A spare charge is to be provided for each required 
portable fire-extinguisher which can be readily re-charged on 
board. If this cannot be done, duplicate extinguishers are to 
be provided. 
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B Application of procedures 


To clarify the procedures contained in the Rules and 
Regulations for the Classification of Special Service Craft 
(hereinafter referred to as the Rules for Special Service Craft) 
a series of typical calculation procedures are contained in 
these ‘Guidance Notes’. The procedures describe the funda- 
mental principles contained in Part 8 of the Rules for Special 
Service Craft and the associated computer software. 


The procedures contained in these Guidance Notes are for: 
(a) Design of single skin hull laminates. 

(b) Design of sandwich panel laminates. 

(c) Design of typical stiffening members. 


a Alternative procedures 


The procedures describe the Rule method of calculating the 
various stresses in laminates. Where alternative theoretical 
methods are to be adopted they are to be in addition to the 
Rule calculation procedures and the designer is to submit full 
details of their assumptions and calculation procedures such 
that the submitted calculations may be validated. 


| Symbols and definitions 


All symbols and definitions are as indicated in Pt 8, Ch 3 of 
the Rules for Special Service Craft. 
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Section 

1 General 

2 Structural analysis 

3 Fibre composites 

4 Fibre reinforced composite construction 
5 Direct calculation 


B Section 1 
General 


7.1 This Section outlines the Rule approach to the 
design of structural members to be built in FRP and provides 
example calculations. 


12 The procedures contained in these Guidance Notes 
are for: 

(a) Design of single skin hull laminates. 

(b) Design of sandwich panel laminates. 

(c) Design of typical stiffening members. 


a Section 2 
Structural analysis 


2.1 The Rules for Special Service Craft provide scant- 
ling requirements for a basic structural configuration for both 
mono and multi-hull craft with multi-deck or single deck hulls 
which include a double bottom, or a single bottom arrange- 
ment. The structural configuration may also include a single 
or multiple arrangement of cargo hatch openings. The Rules 
for Special Service Craft provide for both longitudinal and 
transverse framing systems. Alternative types of framing 
systems will be specially considered on the basis of the Rules 
for Special Service Craft. 


2.2 Every effort has been taken to make the Rules for 
Special Service Craft scantling formulae as transparent as 
possible, and to achieve this objective the following approach 
has been adopted: 

e lay down requirements, 

e specify modelling considerations, 

e indicate limit states, 

e state constraints in an explicit manner. 


2.3 This approach will enable the designers and 
Builders to decide for themselves the suitability of the Rules 
for Special Service Craft for their project. Further and perhaps 
more importantly changes may be easily made to the require- 
ments based upon experience gained, discussions with 
interested parties and as development progresses. This is 
similar to the current Rule development process which is 
continually updating and ‘tailoring’ Rule requirements. 


CJ Section 3 
Fibre composites 


3.1 Part 8 of the Rules for Special Service Crafts apply 
to craft constructed of fibre reinforced plastics using hand lay- 
up, mechanical deposition, contact moulding techniques or 
vacuum assisted techniques. Construction may be either 
single-skin or sandwich construction, or a combination of 
both. Where moulding techniques and methods of construc- 
tion differing from those assumed to be used within the Rules 
for Special Service Craft are proposed, details are required to 
be submitted for consideration. 


3.2 For the purposes of the Rules for Special Service 
Craft a ‘plastic’ is regarded as an organic substance which 
may be thermosetting or thermoplastic and which, in its 
finished state, may contain reinforcements or additives. The 
quantities of such additives are strictly limited by the Rules for 
Special Service Craft. 


3.3 The resins used in production are to be of a type 
which have been approved by Lloyd’s Register (hereinafter 
referred to as LR) for marine construction purposes. Samples 
of the resin batches being used in the construction may 
require to be taken for limited quality control examinations. 


3.4 All fibre reinforcements are to be of a type approved 
by LR. The other materials used in the construction of the 
craft are also to be manufactured and tested in accordance 
with the requirements of the Rules for the Manufacture, 
Testing and Certification of Materials (hereinafter referred to 
as the Rules for Materials), of the Rules for Special Service 
Craft, with particular reference to Chapter 14 for plastics 
materials. 


a Section 4 
Fibre reinforced composite 
construction 


4.1 The properties of composite sections and laminates 
are to be determined from the results of test data. The 
mechanical properties to be used for scantling calculation 
purposes are to be 90 per cent of the mean first ply/resin 
cracking failure values determined from accepted 
mechanical tests. All test pieces are to be representative of 
the product to be manufactured. This is particularly important 
since the material of construction is ‘manufactured’ on site, 
at the same time as the product. 


4.2 The mechanical properties of the materials are also 
to be estimated from the appropriate procedures and formu- 
lae contained within the Rules for Special Service Craft. The 
acceptable design values for glass reinforced polyester resin 
laminates are not to be greater than those contained with the 
Rules for Special Service Craft unless agreed otherwise by 
LR. Additional information on the application of the various 
formulae is given in these Guidance Notes. 
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Sections 4 & 5 


4.3 The various formulae referred to above require that 
sufficient input data be available which relates to each of the 
proposed materials. Where it is proposed to use design values 
greater than the nominal value indicated in the Rules for 
Special Service Craft the designers and/or Builders should 
agree the values for use in the scantling analysis with LR at 
the design stage and prior to the submission of plans and 
data for appraisal. 


4.4 Strength calculations for all advanced fibre 
composites are to be based on the Rules values and the 
results of testing of truly representative sections of the 
proposed design. The sections are to be manufactured under 
typical production conditions using the same materials, fibre 
contents, methods of lay-up and time delays. Mechanical 
testing is, in general, to be based upon the requirements 
specified in Chapter 14 of the Rules for Materials. 


4.5 A through ply analysis is required to be conducted 
for both plate and stiffener elements and the resultant stresses 
compared with the allowable stress limits for the particular 
element. Example procedures are described in these 
Guidance Notes. 


| Section 5 
Direct calculations 


5.1 Direct calculations may be specifically required by 
the Rules for Special Service Craft. They may be required for 
craft having novel design features, or may be submitted in 
support of alternative arrangements and scantlings. LR may, 
when requested, undertake calculations on behalf of design- 
ers or Builders and make recommendations with regard to the 
suitability of any required model tests. Where model testing is 
undertaken to complement direct calculations details would 
normally be required to be submitted indicating the schedule 
of tests, details of test equipment, input data, analysis and 
calibration procedures together with tabulated and plotted 
output. 


5.2 All direct calculations are to be submitted for 
examination. Where calculation procedures other than those 
available within the Rules for Special Service Craft are 
employed, supporting documentation is to be submitted for 
appraisal and this is to include details of the following: 

e calculation methods, 


e assumptions and references, 

e loading data, 

e structural modelling, 

e design criteria. 

5.3 LR will consider the use of Builder’s and/or 


designer’s programs for direct calculations in the 

following cases: 

e where it can be established that the program has previ- 
ously been satisfactorily used to perform a direct 
calculation similar to that now submitted, 

e where sufficient information and evidence of 
satisfactory performance is submitted to substantiate the 
validity of the computation performed by the program. 


5.4 Where items are of a novel or unconventional 
design or manufacture, it is the responsibility of the Builder 
and/or designer to demonstrate their suitability and equiva- 
lence to the Rule requirements. Alternative arrangements, 
which are in accordance with the requirements of a National 
Authority, may be accepted as equivalent to the requirements 
of the Rules for Special Service Craft. 


5.5 These Guidance Notes are published to enable 
designers/Builders to carry out the Rule calculations 
without using the Rules for Special Service Craft software. 
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Section 1 

Section 1.3 In this example the maximum bending moment is 
determined from Pt 8, Ch 3,1.9 of the Rules for Special 

1 Calculation procedure Service Craft and occurs under the web at the base of the 
stiffener. It should be noted that no reduction in the bending 

2 Concluding remarks moment, Mp, due to aspect ratio effect is given since the 


a Section 1 
Calculation procedure 


7.1 The stress in individual plies of a laminate is 
calculated in accordance with Pt 8, Ch 3,1.12 of the Rules for 
Special Service Craft, based on bending moment (see 1.9) 
and the laminate stiffness of a 1 cm wide elemental strip of 
material. 


1.2 Considering the model shown in Figs. 2.1.1 and 
2.1.2 of a typical single skin hull laminate. Assume a pressure 
of 33 kN/m? and that there is no significant panel curvature. 


1cm strip 


Pressure = 33 kN/m2 


2000 mm 


b =500 mm 4390/220 


Fig. 2.1.1 Single skin example model 


<<} 


Dw = 150 mm 4390/220a 


Fig. 2.1.2 ‘Top-hat’ stiffener used in model 


panel aspect ratio, i.e. panel length/panel breadth is greater 
than 2. See Pt 8, Ch 3,1.10.1 of the Rules for Special Service 
Craft. 


Dy 150 
- “-—~ =03 
" b 500 
® = TE! Wage 
y+ 


2 
My = —2& x10-5 Nm 


= a x 33 x 5002 x 10-5 


5,43 Nm. 


1.4 The laminate section modulus calculation is shown 
in Table 2.1.1 at the end of this Section. From Fig. 2.1.3 it will 
be noted that there will be positions where tension and 
compression considerations will apply. Such calculations are 
ideally suited to computer based investigation. 


4390/219 


Fig. 2.1.3 
Regions of tension (T) and compression (C) 
in example model 


70. In order to apply a more detailed investigation it is 
necessary to establish the position of the neutral axis. 
However, in relatively balanced laminates this may be 
assumed to be at mid-depth. The procedure is simply to carry 
out the calculations assuming compressive properties on one 
face and tensile properties on the other face. Subsequently, 
the properties should be reversed and the layer stress calcu- 
lations repeated. The calculated values should then be 
compared with the appropriate ultimate properties, i.e., 
dependent upon whether tension or compression considera- 
tions apply. 


1.6 In the example the moments were evaluated about 
the base, which was taken to be the outer (wet) surface. The 
stiffness, El, per 1 cm width, about the neutral axis, is deter- 
mined using the parallel axis theorem: 


In general: 

Tha = Dy - AY? 
Elgeqh = D Elpage — (& Et) x 10 x y2 
where 


y = distance of neutral axis above the base (mm). 
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Chapter 2 


Sections 1 & 2 


1.7 A factor of 10 (width in mm) is introduced to correct 
the value of area used in the parallel axis theorem, since a 1 cm 
wide strip of material is considered in the calculations. 
From the tabulation: 
Elsect = 31633812 - (86479 x 10 x 5,2462) 

= 7837614 Nmm4/mm2 

= 783,8 Nem4/mm2. 


1.8 From Pt 8, Ch 3,1.12 of the Rules for Special 
Service Craft the individual layer stresses (tensile considera- 
tion) are determined from: 


Ey yiM 
. = 2 
Ot) TEA x10-' N/mm 
1.9 More generally, the calculation of the stresses in 
individual layers becomes: 
Oy = mice XE, y; x 10-1 N/mm? 
783,8 
= 693 x 10° x Ey, N/mm? 
where 


E, = &, or E, for the ply relative to its position above or 
below the neutral axis 


y; = distance from the neutral axis to the outer extrem- 
ity of an individual ply, /, in mm. 
1.10 Consider the following typical arrangement and the 


associated stresses for a single shell panel outside of the 
slamming zone: 

Consider the outer (wet) surface: 

Consider the 225g/m2 chopped strand mat reinforcement in 
tension: 


693 x 10-6 X E; yj 
693 x 10-6 x 6290 x 5,246 
= 22,9 N/mm. 


From Pt 8, Ch 3, Table 3.1.1 of the Rules for Special Service 
Craft. 
Sul tension = 82,2 N/mm? for CSM at G, =0,286 


Hence, stress fraction = 22,9/82,2 = 0,278. 


Ot j 


1.11 From Table 7.3.1 in Pt 8, Ch 7 of the Rules for 
Special Service Craft, the limiting tensile stress fraction is 0,33 
for the side shell outside of the slamming zone. Hence, the 
calculated stress fraction is lower than the limiting stress 
factor and is therefore acceptable. 


1.12 Similarly, consider the 600g/m? woven roving rein- 
forcement in tension: 
693 x 10-6 X E; yj 
= 693 x 10° x 14500 x (5,246-0,556-1 ,25) 
= 34,6 N/mm? 
Sulttension = 190 N/mm? for woven roving at G, = 0,5 
Stress fraction = 34,6/190 = 0,182 
Hence acceptable. 


Ot 


1213 Consider the inner (dry) surface: 
The 600 g/m2 chopped strand mat reinforcements at the 
inner surface in compression: 
og = 693 x 10-6 X Ej yj 
693 x 10-6 x 7200 x (10,774-5,246) 
= 27,6 N/mm2 
Suitcomp = 122 N/mm? for CSM at G, = 0,33 


Stress fraction = 27,6/122 = 0,226 
Hence acceptable. 


a Section 2 
Concluding remarks 


204 From the example, the highest stress factor occurs 
in the outer 225 g/m? chopped strand mat reinforcement (in 
tension) but this is significantly lower than the limiting stress 
fraction required by the Rules. The bending moment at the 
centre of the panel is smaller than that at the boundary and 
consequently, the stress factor will be correspondingly 
reduced. The design may be optimised by sequentially remov- 
ing plies, changing reinforcement weights and/or by providing 
receiving strips under the base of the ‘top-hat’ stiffeners. 


2.2 For the design of side shell laminates there are no 
shear and deflection criteria to be fulfilled. In this example a 
significant reserve exists between the actual and the 
ultimate stresses. 


2.3 It is of paramount importance that the strain 
compatibility of the component materials is carefully consid- 
ered. 


2.4 Consider typical values of apparent strain, ¢,, at 
failure for the following materials in laminate form: 

Tension Compression 
‘E’ glass 1,38% 1,05% 
Carbon fibre 0,9% 0,55% 
Aramid fibre 1,3% 0,60% 
2.5 The actual strain permissible is controlled by the 


material with the lowest apparent strain. The level of strain 
depends upon whether the reinforcements are in tension or 
compression and depends on their relative positions within 
the laminate. Consequently if, for example, a carbon fibre rein- 
forcement is used in the outer plies of laminate then the strain 
must be constrained to a maximum of 0,33 x 0,9 per cent, 
i.e., 0,297 per cent. Therefore, the corresponding allowable 
stress in the other reinforcements must be related to the strain 
in the reinforcement relative to its position away from the 
neutral axis and that of the carbon fibre reinforcement, é€.g.: 


Eallowable carbon * YCSM 


ElimitCSM Vearbon 
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Section 2 


2.6 Where aramid reinforcements are being used, 
special consideration must be given to the compressive prop- 
erties. For comparison purposes aramid reinforcements, at a 
fibre content of 0,45 (by weight), typically have the following 


properties: 

Tension Compression 
Ultimate strength (N/mm2) 300 100 
Elastic modulus (N/mm2) 21000 17000 


2.7 The radical reduction in ultimate compressive strength 
may prove to be unacceptable on the inside at the panel 
boundaries or on the outside at the panel centre. Designs 
which feature aramid fibres in the outer plies, in an attempt to 
make use of the superior impact properties, must be checked 
at the panel centre for compression in the individual layers. 
This also applies to hybrid reinforcements containing aramid 
fibres. These reinforcements have one off properties of higher 
than one of the constituent fibres however, in service the indi- 
vidual allowable strains for each fibre reinforcement should not 
be exceeded. 
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Section 1 
Section 1.3 From Pt 8, Ch 3,1.13.9 of the Rules for Special 
Service Craft the maximum core shear at the mid-point along 
1 Calculation procedure the edge of the sandwich panel is given by: 
pbks 
2 Deflection of sandwich panel T = 5 x 10-3 N/mm2 
Cc 
3 Bending moment applied 50x 700x 1 ‘ 
= KOM 
4 Stresses in facings as 
= 0,875 N/mm2 
1.4 The panel aspect ratio correction factor is given in 


8 Section 17 

Calculation procedure 
1.7 Consider the model of a side shell sandwich panel 
having dimensions 700 mm x 2000 mm shown in Fig. 3.1.1. 


Assume a design pressure of 50 KN/m? and a panel of negli- 
gible curvature. 


2000 mm 


a a 4390/218 


Fig. 3.1.1 


Sandwich panel laminate example model 


1.2 The panel is to be designed in accordance with the 
requirements of Pt 8, Ch 3 of the Rules for Special Service 
Craft. Firstly it is necessary to estimate the core thickness 
using Pt 8, Ch 3,1.13.2 of the Rules for Special Service Craft 
assuming a nominal value of tensile modulus of 11000 N/mm2 


for sandwich panel facings: 
—— 
ts = ok,b 2mm 
\ Etos 
35 
= 0,144 x 700 x ,/ ——— 
11000 


= 16,7mm 
Hence, select 20 mm core as a typically available size. 


Pt 8, Ch 3,1.13.9 of the Rules for Special Service Craft. 
Ar = 2000/700 = 2,86, hence kg = 1. 
No correction factor applied since Ap > 2. 


1.5 To achieve an allowable shear stress fraction of 
0,30, see Pt 8, Ch 7,3.5 of the Rules for Special Service Craft, 
this design would require the selection of 200 kg/m3 foam 
core. Clearly being unacceptable the conclusion is to adopt 
a 50 mm thick core to reduce the core shear stress. The 
stress varies inversely with core thickness: 


20 
= to) X = =0,35 N/mm?. 
T50 720 50 


1.6 To achieve the required allowable shear stress 
fraction the foam core must have a core shear strength of 
0,35/0,30 = 1,17 N/mm2. This may be achieved using a 
100 kg/m foam core using 90 per cent of the manufacturer’s 
quoted value. 


1.7 However, there are numerous solutions to achieve 

an acceptable arrangement. The options include: 

(a) Repositioning the stiffeners to reduce panel sizes. 

(b) Inclusion of shear ties in accordance with Pt 8, 
Ch 3,1.13.10 of the Rules for Special Service Craft. 

(c) Accept the higher density core solution. 


1.8 From Pt 8, Ch 3,1.13.3 of the Rules for Special 
Service Craft the skin thicknesses may be re-calculated 
allowing for the change in core thickness: 


3 
= bo Pb" x 10-3 mm 


ix. = 
Ftps 

3 

tinner = 0,446 x 20 x 200° x 10-3=0,28 mm 
11000 50 
3 

touter = 0,594 x WO x 20 x 49-3=0,37 mm 
11000 502 


Clearly, the increase in core thickness gives a substantial 
increase in panel stiffness. Consequently the skin thicknesses 
default to the minimum requirement quoted in Pt 8, Ch 3,3.5.5 
of the Rules for Special Service Craft. The minimum side shell 
sandwich skin thicknesses are: 

Outer 4mm 

Inner 3mm. 
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Chapter 3 


Section 17 


1.9 The minimum skin thicknesses relate to an 
assumed fibre content, fo, of 0,5. Where the fibre content by 
weight is less than 0,5 the required minimum thickness are to 
be determined from Pt 8, Ch 3,2.4.2 of the Rules for Special 
Service Craft. 


1.10 In order to comply with the Rules for Special 
Service Craft, chopped strand mat reinforcements are 
required against the core. The initial proposal to meet the 
requirement, features such CSM reinforcements together with 
a CSM against the gel coat surface. 


1.71 The proposed sandwich skin laminate schedule for 
the outer skin is: 
1 x 450 g/m? CSM @ G, = 0,286 = 1,112 mm 


3 x 600 g/m? WR @ G, = 0,5 = 2,202 mm 
1 x 300 g/m? CSM @ G,=0,33 = 0,625 mm 
Total outer skin thickness = 3,94 mm 

Total reinforcement weight = 2550 g/m? 


1.12 By transforming the relationship given in Pt 8, 
Ch 3,1.6.1 of the Rules for Special Service Craft the equiva- 
lent fibre content by weight, f,, is 0,42. 

The adjusted minimum skin thickness for the outer skin is: 
louter = tos (1,65 — 1,3f,) 

4x (1,65 - 1,3 x 0,42) 

= 4,42 mm. 


louter 
7.13 The proposed outer skin is deficient by 4,42 — 3,94 
= 0,48 mm. Hence one additional woven roving reinforcement 
may be added to achieve the minimum requirement. The 
actual thickness of outer skin is 4,67 mm. 


1.14 The proposed sandwich skin laminate schedule for 
the inner skin is: 


1 x 300 g/m? CSM @G,=0,33 = 0,625 mm 
4 x 600 g/m? WR @ G, = 0,5 = 2,936 mm 
Total inner skin thickness = 3,56 mm 

Total reinforcement weight = 2700 g/m? 


The equivalent overall fibre content of the inner skin is 0,473. 
The adjusted minimum skin thickness for the inner skin is: 


tinner = tos (1 ,65 am 1 ,of,) 
8 x (1,65 — 1,3 x 0,478) 
= 3,1 mm. 


tinner 
1.15 The proposed arrangement which meets both core 
shear and minimum sandwich skin requirements is given in 
Table 3.1.1. 
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Section 2 


a Section 2 
Deflection of sandwich panel 


2.1 Consider the revised model shown in Fig. 3.2.1: 
Ems = 12086 N/mm? from Table 3.1.1 
b = breadth in direction of bending = 700 mm 
G = shear modulus for 100 kg/m core 
= 36 N/mm2 being 90 per cent of the 
manufacturer’s quoted value 
tz = mean skin thickness 
(3,56 + 4,67)/2 = 4,11 mm 
(1-v2) = unity (approximately) 
Calculation of deflection in accordance with Pt 8, Ch 3,1.13.15 
of the Rules for Special Service Craft 


2 2 
6 = pb ( b + 5 )x10° mm 


Bip. \ 24E na te to 
_ 80x 7002 ( 7002 eal )x 
8x60 \24x12086x4,11x50 36 
10-3 mm 


= 61,25 x (0,00822 + 0,0278) 
= 2,2 mm total deflection. 


2.2 The total deflection comprises 23 per cent due to 
bending and 77 per cent due to shear. 

The deflection criterion is given in Table 7.2.1 in Pt 8, Ch 7 of 
the Rules for Special Service Craft. 


b b 
5 < ~~ where ——~ =7mm 
EE 400 100 
Hence the 2,2 mm total deflection is acceptable. 


2000 mm 


Pressure = 50 kN/m2 ae 


Fig. 3.2.1 Sandwich panel example model 
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Sections 3 & 4 


a Section 3 
Bending moment applied 


3.1 The bending moment to be applied at 1 cm width 
of the sandwich panel is given by Pt 8, Ch 3,1.9 of the Rules 
for Special Service Craft. In this example it is evident that the 
maximum bending moment and hence maximum stress 
occurs under the base of the stiffener. Due to the high aspect 
ratio no correction factor needs to be applied to modify the 
applied bending moment. 


150 


WwW 
=f Ie 2 Heide 
‘ b 700 
k= ars = 0,8316 
M, = <2P x 10-5 Nm 
12 
= O8816 59x 7002x 105 
12 
= 17 Nm. 


a Section 4 
Stresses in facings 


4.1 Consider the revised model, see Fig 3.4.2, with 
50 mm thick and 100 kg/m$ density core having the proposed 
side shell sandwich skins which comply with the Rules for 
Special Service Craft minimum requirements. As indicated in 
Fig. 3.4.1 there will be positions where tension and compres- 
sion considerations will apply. The relevant elastic modulus has 
been applied to the element dependent upon its relative posi- 
tion in the sandwich. The proposed schedule together with the 
tabular calculations are given in Table 3.1.1. Such calculations 
are ideally suited to computer based investigation. 


4.2 The stiffness, EJ, per 1 cm width is determined using 
the parallel axis theorem: 
In general, 

Tha = Lex Ay? 
Elect = = Elpase — (2 Et) x 10 x y2 
where 

y = distance of neutral axis above base (mm). 

4.3 It should be noted that the factor 10 (width in mm) is 


introduced to correct the value of area used in the parallel axis 
theorem, since a 1 cm wide strip of material is considered in 
the calculations. 


From the tabulated calculations the overall stiffness of the 
section is calculated: 

El sagt = 1510439396 - (103699 x 10 x 27,362) 
1510439396 — 776259189 Nmm4/mm2 
734200000 Nmm4/mm?2 

= 73,4 x 103 Nom4/mm2. 


Fig. 3.4.1 
Regions of tension (T) and compression (C) 
in example model 


4.4 From Pt 8, Ch 3,1.13.7 of the Rules for Special 
Service Craft the individual layer stresses are determined 
from: 
= UL 1 mm? 
oe = Siem, 
The calculation of the tensile stress in the individual layers 
becomes: 
17,0 


Oy = Da XY, x 1071 N/mm2 
Ye anioe 

Oy = 23,2 x 10-6 x Ey; N/mm2 
where 

EF, = modulus of elasticity of layer (N/mm2) 

y; = distance of layer from the neutral axis (mm). 
4.5 Consider the model as shown in Fig. 3.4.1. 
4.5.1 Consider wet surface in tension at the panel 
boundary: 


(a) Consider the CSM reinforcement in the outer ply 
(450 g/m2 and G, = 0,286) 
ScsmMult = 82,2 N/mm2 
E, = 6290 N/mm? 
y, = 27,36mm 
ScsmM = 28,2 X 10-6 Ey yj N/mm?2 
= 23,2 x 10-® x 6290 x 27,86 N/mm? 
= 3,99 N/mm? 


Stress factor = 3,99/82,2 = 0,05 < 0,33 hence accept. 
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Fig. 3.4.2 Sandwich skin laminate details 


(b) Consider the WR reinforcement in the in outer plies 
(600 g/m? and G, = 0,5) 
Owrult = 190 N/mm2 
E, = 14500 N/mm? 
y, = 27,36—-1,112 = 26,25 mm 
OwR = 23,2x10-6E,y; N/mm2 


23,2 x 10-6 x 14500 x 26,25 N/mm2 
8,83 N/mm2 


8,83/190 = 0,046 < 0,33 hence accept. 


Stress factor = 

4.5.2 

boundary: 

(a) Consider top WR reinforcement in compression 
(600 g/m? and G, = 0,5) 

147 N/mm2 


Consider inner surface in compression at the panel 


Swrultt = 
E, = 14000 N/mm? 
y, = 58,23 - 27,36 = 30,87 mm 
OwR = 23,2 X 10-6 E, yj N/mm? 


23,2 x 10-6 x 14000 x 30,87 N/mm2 
= 10,038 N/mm2 
Stress factor = 10,03/147 = 0,068 < 0,33 hence accept. 
(b) Consider CSM reinforcement in compression 
(300 g/m? and G, = 0,33) 
Scsmult = 122 N/mm2 
E, = 7200 N/mm2 
y, = 80,87 - (4 x 0,734) = 27,93 mm 
Scsm = 28,2 X 10-6 E, y; N/mm2 
= 23,2 x 10-6 x 7200 x 27,93 N/mm? 
= 4,67 N/mm? 


Stress fraction = 4,67/122 = 0,038 < 0,33 hence accept. 


4.6 Stress fractions in this example are considerably 
lower than those required by the Rules for Special Service 
Craft and it is evident that the design is controlled by and core 
shear considerations and minimum skin thickness require- 
ments. 


4.7 As indicated in Chapter 2, Sections 2.4 to 2.7 of 
these Guidance Notes for Single Skin Laminates, considera- 
tion must be given to the strain compatibility of the 
reinforcements incorporated in the sandwich skins. 
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Section 1 


Section 

1 Calculation procedure 

2 Bending moment at fixed end of stiffener 
3 Web thickness to meet shear requirement 
4 Calculation of deflection 


a Section 1 
Calculation procedure 


1.1 Assume a design pressure of 70 kKN/m? applied to 
a fully fixed bottom longitudinal located outside of the 
slamming zone as shown in Fig. 4.1.1. 


12 The bending moment is determined from Pt 8, 
Ch 3,1.14.1 of the Rules for Special Service Craft. For a fully 
fixed stiffener the maximum bending moment coefficient from 
Table 3.1.5(a) in Pt 8, Ch 3 of the Rules for Special Service 
Craft is 1/12. 


1.3 Hence, maximum bending moment, Mg, is given 
by: 
$ [.? p 
Ms = 19 Nm 
2 
Ms = 500 x IF x 70 ert 
12 
Ms = 2917 Nm 


Consider model bottom longitudinal 


Assumed shell laminate: 
5 x 800/300 combination mats 
G_. = 0,5 (WR in combination mat) 
twr = 0,979 mm 
E, = 14500 N/mm2 


G_ = 0,33 (CSM in combination mat) 
tos 0,625 mm 
F, = 6950 N/mm? 


1 x 450 CSM adjacent to gel coat 
Go. = 0,286 
tos = | v1 12 mm 
E, = 6290 N/mm2 
Total thickness, ty = 9,182 mm 
The effective width of attached plating 26, from Pt 8, 
Ch 3,1.7.1 of the Rules for Special Service Craft for single skin 
construction is: 
by = 0,5by, + 10tap 
0,5 x 120+ 10x 9,132 
= 151mm 


Hence, apply 302 mm attached plating. 
Consider typical layup over ‘top hat’ stiffener: 


450 g/m2 CSM @ G,=0,33 - first ply over former 
800 g/m2 WR @ G,=0,5 
800 g/m2 WR @ G,o=0,5 
600 g/m2 UDT @ G = 0,54 
600 g/m2 UDT @ G,=0,54 

800 g/m? WR @ G,=0,5 

800 g/m2 WR @ G,=0,5-top ply 


1.4. Consider the idealised section shown in Fig. 4.1.2. 


120 mm 


302 mm attached plating 


s = 500 mm between centres of longitudinals 


1, = 1000 mm 


4390 /222 


Fig. 4.1.1 


‘Top-hat’ stiffener example model 
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Fig. 4.1.2 Idealised section 


1.5 The stiffener bonding is to be in accordance with 
Pt 8, Ch 3,1.18.6 of the Rules for Special Service Craft and a 
typical arrangement is shown in Fig. 4.1.38. To simplify the 
calculation of the stiffness of the overall section the tapered 
bonding is assumed to be an effective constant thickness. 
The effective thickness of the bonding is calculated as: 


(4,853 x 25) + (44+3+2+1)x0,079 x 15 
25 + (4 x 15) 


lob 


tob = 268.2 = 315 mm 


85 
The boundary bonding may be approximated to a 
thickness of 3,15 mm over an (85 x 2) mm width to account 
for both flanges. The majority of the flange comprises of 
woven rovings and it may be assumed that the tensile modu- 
lus is 145000 N/mm2. The discrepancy is negligible since the 
element is very close to the neutral axis. 


The effective depth and width of the web used in the idealised 
section are: 


Aweb = ¢0- effective thickness on bonding 
70 -3,15 

66,85 mm 

tweb = 2X (0,937 + 4 x 0,979) 

2 x 4,853 

= 9,706 mm 


Now the web consists of two types of reinforcements, namely 
one ply of CSM and four plies of woven rovings. The majority 
of the web will be in compression and the overall modulus of 
elasticity may be calculated in accordance with Pt 8, 
Ch 3,1.13.5 of the Rules for Special Service Craft. 


_ x (Ei ti) 
web y f 
FE (0,937 x 7200) + (0,979 x 4 x 14000) 
web — 


0,937 + (0,979 x 4) 


Ewep = 12687 N/mm? 
The web may now be treated as a single laminate item having 
an overall compressive modulus, given above. 


7.6 The laminate section modulus calculation is shown 
in Table 4.1.1. The tabulation consists of each element having 
the compressive moduli in the section above the neutral axis 
and tensile moduli below. The actual breadth of each element 
must be entered to calculate the overall section properties. 
The tabulation corresponds to the idealised section in 
Fig. 4.1.2. 


4,853 mm 


3,916 mm 
2,973 mm 
1,958 mm 


0,979 mm 


1 x 450 g/m? CSM 


— a — 15mm 


4 x 800 g/m2 WR 


85 mm 
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Fig. 4.1.3 Typical stiffener bonding arrangement 
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1.7 The tabulation considers the entire section and 
calculates all moments about the base, which is taken to be 
the outer (wet) surface. The stiffness, EJ, of the entire section, 
about the neutral axis, is determined using the parallel axis 
theorem: 
In general, 

Tha = Tx, — Ay? 
Elgeqt = 2 Elpage — (& Etb) x y2 
where 

y = distance of neutral axis above the base (mm) 

From the tabulation: 


Ellgeot = 70480944121 — 53219882 x (22,44)2 
= 4368304336 Nmm¢4/mm?2 
Elgeqt = 4,368 x 108 Nem4/mm2 
From Pt 8, Ch 3,1.15 of the Rules for Special Service Craft the 
individual layer stresses are determined from: 
E, y,M 
oy = <i 10-1 N/mm? 
x (E; Ii) 
The calculation of the stresses in individual layers becomes: 
2917 


= ooo =*KGEY,X 107 N/mm? 
i = 4.368 x 108 * 1" 
64 = 66,8x 10x Ey, N/mm2 
where 
E; = modulus of elasticity of layer (N/mm?) 
y; = distance of layer from the neutral axis (mm) 


The ‘top-hat’ stiffener is subjected to a load model shown in 
Fig. 4.1.4. The diagram indicates the areas of tension and 
compression that exist on either side of the stiffener. 


Zo 


4390/221 


Fig. 4.1.4 
Regions of tension (T) and compression (C) 
in example model 


a Section 2 
Bending moment at fixed end of 
stiffener 


2.1 The generalised stress equation is: 

6, = 66,8x10-6xE y, N/mm2 
The ultimate material properties may be found from Tables 
3.1.1 and 3.1.2 in Pt 8, Ch 3 of the Rules for Special Service 
Craft and the limiting stress fractions from Table 7.3.1 in 
Pt 8, Ch 3 of the Rules for Special Service Craft. 


2.1.1 Consider the crown of the stiffener: 
(a) Consider the WR (G, = 0,5) in compression: 
E, = 14000 N/mm? 
yj = 85,305 - 22,44 
= 62,865 mm 
SwRcomp = 66,8 x 10-6 x 14000 x 62,865 
= 58,8 N/mm2 
OwRucs = 147 N/mm2 
Stress fraction = 58,8/147 = 0,40 hence reject. 
(b) Consider the UDT (G, = 0,54) in compression: 
E, = 20748 N/mm? 
y, = 85,305 - 22,44 — (2 x 0,979) 
60,907 mm 
Supt comp = 66,8 x 10-6 x 20748 x 60,907 
84,4 N/mm2 
SupTucs = 219 N/mm2 
Stress fraction = 84,4/279 = 0,303 hence acceptable. 


(c) Consider the CSM (G, = 0,33) over the stiffener former in 
compression: 


E, = 7200 N/mm? 
yj = (85,305 — 22,44) — (4 x 0,979) — (2 x 0,66) 
= 57,629 mm 
ScsMcomp = poe [ oe 7200 x 57,629 
= i mm 
Scsmucs = 122 N/mm2 


Stress fraction = 27,7/122 = 0,227 hence acceptable. 


22 Consider the loaded face of the shell: 
(a) Consider the wet surface CSM (G, = 0,286) in tension: 


E, = 6290 N/mm2 
y, = 22,44mm 
SOCSM tension = 66,8 x 10-6 x 6290 x 22,44 
= 9,4 N/mm2 


ScsMuts = 91 N/mm2 


Stress fraction = 9,4/91 = 0,10 hence acceptable. 
Due to such a low stress fraction the adjacent CSM 
(G, = 0,33) will also be acceptable. 
(b) Consider the WR (G, = 0,5) in tension: 
EF, = 14500 N/mm? 
y, = 22,44-1,112-0,625 
= 20,7038 mm 
OWR tension = 66,8 x 10-6 x 14500 x 20,703 
= 20,05 N/mm? 
OwRuts = 190 N/mm2 


Stress fraction = 20,05/190 = 0,105 hence acceptable. 
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2.2 However, the conclusion is that the compressive 

stress fraction in the WR in the crown of the stiffener is 

unacceptable. A number of options exist, which include: 

(a) The use of higher strength materials such as carbon fibre 
or aramid reinforcements. 

(b) Add UDT reinforcements in the crown of the stiffener. 

(c) Laminate local collars at the end of the stiffeners to 
increase the section stiffness. This is usually labour inten- 
sive and not weight efficient. 


2.3 Logically, for this example, the easiest solution is to 
add UDT reinforcements in the crown of the stiffener. Two 
additional UDT reinforcements have been included in the 
revised arrangement. The effect on the section stiffness of the 
revised schedule is shown in Table 4.2.1. 


2.4 Recalculation of stress in the WR reinforcement in 
the stiffener crown using the revised section stiffness of 
5200996 Nem/mm2: 

_ _ 2917 
~ 5200996 


64 = 56,09 x 10-6 x Ey; N/mm? 
Consider the WR (G, = 0,5) in the crown of the stiffener in 
compression: 
E, = 14000 N/mm? 
y, = 86,625 - 24,926 
= 61,7mm 
SOwRcomp = 56,09 x 10-6 x 14000 x 61,7 
= 48,4 N/mm2 
OwRucs = 147 N/mm2 


Stress fraction = 48,4/147 = 0,329 hence acceptable. 


Ot; x Ej y, X 10-1 N/mm2 


2.5 Re-consider the outermost UDT (G, = 0,54) in 
compression: 


E, = 20748 N/mm? 

y, = 86,625 — 24,926 - 0,979 
60,720 mm 

Suptcomp = 96,07 x 10-6 x 20748 x 60,720 
70,66 N/mm? 

SupTucs = 279 N/mm2 


Stress fraction = 70,66/279 = 0,25 hence acceptable. 


2.6 The example demonstrates that the additional two 
UDT’s in the crown increases the section stiffness by 19 per 
cent and is accompanied by a movement in the neutral axis 
from 22,44 — 24,926 mm above the base. The stress fraction 
in the woven roving in the crown is reduced from 0,4 to 0,329 
and meets the Rule requirement of 0,33. 

Considerable care must be exercised when additional 
material radically affects the position of the neutral axis. For 
this reason the stress in the outermost UDT’s has also been 
re-calculated and found to be satisfactory. 


2.7 Where aramid reinforcements are being used then 
special consideration must be given to the compressive prop- 
erties. For comparison purposes aramid reinforcements, at a 
fibre content of 0,45, typically have the following properties: 


Tension Compression 
Ultimate strength (N/mm2) 300 100 
Elastic modulus (N/mm?) 21000 17000 


2.8 The radical reduction in ultimate compressive 
strength may prove to be unsuitable in the crown of the 
stiffener at the end or in the panel at mid span. Designs which 
feature aramid fibres in the outer plies of the panel, in an 
attempt to make use of the superior impact properties, must 
be checked at mid span for compression in the individual 
layers. This also applies to hybrid reinforcements containing 
aramid fibres. These reinforcements have one off properties 
of higher than one of the constituent fibres however, in service 
the individual allowable strains for each fibre reinforcement 
should not be exceeded. 


2.9 In accordance with Pt 8,Ch 3,1.5.1 of the Rules for 
Special Service Craft, it is of paramount importance that the 
strain compatibility of the component materials is carefully 
considered. 


2.10 Consider typical values of apparent strain, e,, at 
failure for the following materials in laminate form: 

Tension Compression 
‘E’ glass 1,3% 1,05% 
Carbon fibre 0,9% 0,55% 
Aramid fibre 1,3% 0,60% 
2.11 The actual strain permissible is controlled by the 


material with the lowest apparent strain. The level of strain 
depends upon whether the reinforcements are in tension or 
compression and depends on their relative positions within 
the laminate. Consequently if, for example, a carbon fibre rein- 
forcement is used in the crown of the stiffener then the 
compression strain must be constrained to a maximum of 
0,33 x 0,55 per cent, i.e., 0,297 per cent. Therefore, the 
corresponding allowable stress in the other reinforcements 
must be related to the strain in the reinforcement relative to 
its position away from the neutral axis and that of the carbon 
fibre reinforcement, e€.g.: 


Eallowable carbon * YwR 


ElimitWR = Vy 
carbon 


2.12 Other materials incoporated into stiffening 
members requiring strain compability consideration are 
plywoods, timbers, etc., which have very differing strains at 
failure dependent upon the direction of the grain. 
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| Section 3 
Web thickness to meet shear 
requirement 


3.1 Ultimate shear stress from Table 3.1.2 in Pt 8, Ch3 
of the Rules for Special Service Craft. From the web thickness 
(4,853 mm) given in 1.5 and the web laminate schedule given 
in Fig. 4.1.3 (i.e. total weight of 3650 g/m2) the effective glass 
content may be calculated, by transforming the relationship 
given in Pt 8, Ch 4,1.6.1 of the Rules for Special Service Craft. 
The effective glass content of the web is therefore 0,47. 


ty = 80G,+38=76 N/mm2 
From Pt 8, Ch 7, Table 7.3.1 of the Rules for Special Service 
Craft. 
Limiting shear stress fraction = 0,33 
Limiting shear stress = 0,33 x 76 = 25,08 N/mm2. 


3.2 The shear stress requirement is given in Pt 8, 
Ch 3,1.14.3 of the Rules for Special Service Craft. By setting 
the shear stress to the limiting shear stress the equation may 
be rearranged: 

ty = Fo/(2 x Ay X Ts) mm 
The actual shear load is given in Pt 8, Ch 3,1.14.2 of the Rules 
for Special Service Craft. 

Fz = ospsSl, N 
The shear stress coefficient is obtained from Table 3.1.5 in 
Pt 8, Ch 8 of the Rules for Special Service Craft. 

Fz = 0,5x70x500x1=17500N 
Consequently, the minimum web thickness to meet the Rule 
requirement is: 

ty = 17500/(2 x 70 x 25,08) = 4,98 mm 
The actual web thickness is 4,853 mm. The deficiency is only 
0,127 mm and is considered acceptable. 


3.3 Finally, check the minimum Rule requirement for 
web thickness. From Pt 8, Ch 3,1.16.2 of the Rules for Special 
Service Craft. 

0,025d,, + 1,1 


1,3f,, + 0,61 


Ww 


For a web depth of 70 mm and fibre content of 0,47 the 
minimum web thickness is 2,33 mm. Hence the minimum 
requirement is fulfilled. 


Section 4 
Calculation of deflection 


4.1 The deflection is calculated from Pt 8, Ch 3,1.14.5 
of the Rules for Special Service Craft. From the tabulation the 
overall section stiffness is (El), = 5200996 Nem4/mm? 


sit 
bs = esrk x 10° mm 


(El), 
4 
5, =  TOXS00X14 195 im 
348 5200996 


ds = 1,93 mm. 


4.2 The limiting span/deflection ratio is given in Table 
7.2.1 in Pt 8, Ch 7 of the Rules for Special Service Craft and 
typically for a bottom longitudinal (not in the slamming zone) 
the ratio required is 150. 

Span/deflection ratio = length/mid-point deflection 

1000/1 ,7 

588 hence acceptable. 
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O Section 7 
Introduction 


1.1 Purpose of the Guidance Notes 


7.1.1 With the advent of novel and high speed craft types 
the need for good structural detail has never been more 
important. Most structural failures that occur in the service life 
of a craft result from fatigue. A considerable amount of 
published data exists for more conventional steel vessels, 
however, little or no such data exists for the novel or high 
speed craft constructed from aluminium alloy or composite 
materials. Lloyd’s Register (hereinafter referred to as LR) has 
amassed considerable knowledge in respect of structural 
detail which has demonstrated satisfactory service experience 
in resisting structural failure from fatigue. The details contained 
within these Guidance Notes are therefore provided to assist 
Builders and designers in identifying a minimum level of 
design detail which has provided acceptable levels of 
resistance to structural failure arising from fatigue. 


1.1.2 It is not intended that the details contained within 
these Guidance Notes are the only solution to a particular 
structural design. Alternative structural details that have 
demonstrated satisfactory service experience will be 
acceptable. 


1.2 General 


71.2.1. Quality of detail design is fundamental if the craft's 
envisaged design life is to be attained. Experience over the 
past two decades, when structural concepts were 
revolutionised and aspects such as speed greatly increased, 
clearly indicated that areas of detail design became more 
prone to fatigue cracking with the traditional structural 
arrangements for details being used at that time. 


1.2.2. Service experience has shown that provided the 
general concepts of a structural design are adequate then 
success or failure in structural terms will depend on the qual- 
ity of detail design. 


1.2.3 In general, the problems associated with aspects of 
detail design are those relating to fatigue ageing and failure. 


1.2.4 Fatigue is failure under repeated loads. There are 
three phases in a fatigue fracture: crack initiation, crack prop- 
agation, and fracture. These phases are not completely 
separable. The process may be described as the formation of 
a crack, because of repeated local plasticity, its progression 
until a critical size is reached, where upon the structure fails. 
Fatigue accounts for a large percentage of all service failures. 


7.2.5 A structural element can be subjected to various 
kinds of loading conditions, including fluctuating stress/strain, 
fluctuating temperature (thermal stress/strain), or any of these 
in a corrosive environment or at elevated temperatures. Most 
service failures occur as a result of tensile stresses. 


1.2.6 Fatigue cracks generally initiate at high stress 
locations such as structural discontinuities, weld toes, matting 
in connections, etc. As these cracks propagate the ultimate 
load carrying capability of the structure is reduced until 
sufficient fatigue damage is accumulated for the structure to 
fail at normal working loads. Since fatigue cracks can be 
possible points of initiation for catastrophic failures or costly 
craft repairs, it is essential that fatigue is given more detailed 
consideration in the design of the structure. 


1.2.7 Fatigue ageing of structural components is an 
accumulative process which is largely due to the environment 
and the loads experienced. An important realisation is that it is 
inevitable and where stress concentrations are present in 
association with significant magnitudes of stress variation then 
fatigue cracking will, in general, occur. Factors which influence 
performance, in that they affect the magnitude of stress 
ranges and provide stress concentrations, are as follows: 

a) The loading experienced. 


( 

(b) The quality of detail design. 

(c) The selecting of the type and grade of material. 

(d) The standard of workmanship in the craft construction. 
(e) Corrosion rates and magnitudes (metallic structures). 
(f) | Erosion rates and magnitudes (composite structures). 


1.2.8 Since the fatigue properties of higher tensile strength 
metallic materials are, in general, similar to those of the basic 
grade materials, the higher allowable stress magnitudes could 
entail a shorter fatigue life in standard details. Assuming that 
the fatigue life is a function of the stress range to the third 
power, it is clear that detail design requires special consider- 
ation to reduce the effects of stress concentrations. If higher 
tensile strength materials are incorporated and hence higher 
stress levels are accepted, then structural details, which 
would have been acceptable in mild steel structure manufac- 
tured from the basic grade material, might not be adequate. 


7.2.9 The occurrence of cracking in craft is of prime 
concern from both a safety and maintenance point of view. 
Experience has shown that fatigue cracks in craft structures 
are normally of a self limiting nature. However, the existence of 
fatigue cracking may, if not repaired, render the structure 
susceptible to subsequent brittle or fast fracture. Thus both 
types of cracks are significant from a maintenance point of 
view. Fatigue cracks, if not repaired, may also initiate catas- 
trophic failure as a consequence of the more extensive use of 
structural optimisation leading to a decrease in the level of 
structural redundancy. 
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a Section 2 
Fatigue — General considerations 


2.1 Basis of the Guidance Notes 


2.1.1. In assessing fatigue performance, the effect of cyclic 
loading should be taken into consideration. The types of cyclic 
loading experienced in service, will, in general, depend upon 
the size, type and speed of the craft. Cyclic wave induced 
loads created by the passage of waves along the craft sides 
and the associated local structural response create the 
highest risk for fatigue damage and cracking for large craft 
whereas, the major consideration for small high speed craft 
will relate to impact considerations, hard spots and 
discontinuities in the structure, etc. 


2.1.2 Loading associated with bottom structures, in terms 
of hull girder response and local pressure variation, are 
heavily influenced by the length of waves and their direction 
in relation to the craft length and draught. Similarly, the deck 
structure is exposed to hull girder loads in response to 
relatively longer waves and cargo local loads arising from craft 
responses. Alternatively, these can be associated with 
structural discontinuities and slamming in shorter waves. 


2.1.3 Deck and bottom longitudinal structure require atten- 
tion to detail design and structural continuity to reduce the 
effects of stress concentration. Depending on the type of 
craft, the side shell structure may be exposed to dynamic 
loading from the internal pressure head from storage of 
consumables or cargo, in association with wave induced 
pressure variations, resulting in high cycle local bending 
stresses applied to the longitudinals and connection details 
at the transverse bulkhead stiffeners. This may transfer 
moments resulting in further increased stresses in the side 
longitudinals. 


2.1.4 Every stress concentration and welded joint is a 
potential source of fatigue cracking and the design, taking 
note of symmetry, should reflect this. To ensure the structural 
integrity of the stiffening members particular attention should 
be given to the detail design. This document provides initial 
design guidance on fatigue and includes recommendations 
for the improvement of welded joint fatigue strength, or the 
bonded joint fatigue strength in the case of composite 
structures. 


2.1.5 The fatigue strength of a structural detail is depen- 

dent on the following factors: 

(a) The direction of the fluctuating stress relative to the 
detail. 

(b) The location of initiating crack in the detail. 

(c) The geometrical arrangements and relative proportion of 
the detail. 

It may also depend on: 

(d) The material (unless welded). 

(e) The method of fabrication. 

(f) |The degree of inspection. 


2.2 Fatigue mechanism 


2.2.1. Fatigue damage starts prior to the initiation of a 
crack. With repeated loading, localised regions of slip (plastic 
deformation) develop. These deformations are accentuated 
by repeated loading, until a discernable crack finally appears. 


2.2.2 The initial cracks form along slipped planes. The 
crack is crystallographically oriented along the slip plane for 
a short distance. This is sometimes referred to as 
Stage | crack growth. Eventually the crack propagation direc- 
tion becomes macroscopically normal to the maximum tensile 
stress. This is referred to as Stage II crack propagation, and it 
comprises most of the crack propagation life. 


2.2.3 The relative cycles for crack initiation and propaga- 
tion depend on the applied stress. As the stress increases, 
the crack initiation phase decreases. At very low stresses 
(high cycle fatigue), therefore, most of the fatigue life is utilised 
to initiate a crack. At very high stresses (low cycle fatigue), 
cracks form very early. The separation of high and low cycle 
fatigue is not clear-cut. Generally, the low cycle region is that 
which results from stresses that are often high enough to 
develop significant plastic strains. It is usually assumed that 
the separation zone for low and high cycles is of the order of 
104 — 105 cycles to failure. 


2.2.4 There are visual differences between high cycle (low 
stress) and low cycle (high stress) fatigue. In the latter, defor- 
mation resembles that seen with unidirectional loading. Strain 
hardening can occur and the slip bands are coarse. In high 
cycle fatigue, the slip bands are usually very fine. 


2.3 Allowable stresses 


2.3.1. For a particular craft component the allowable 
stresses should be in accordance with the requirements of 
LR's Rules and Regulations for the Classification of Special 
Service Craft (hereinafter referred to as the Rules for Special 
Service Craft). 


2.4 Design loads 


2.4.1 Applied design loads must take into consideration 
the appropriate environmental and dynamic conditions. Such 
loads are indicated in Part 5 of the Rules for Special Service 
Craft. 


2.4.2 Realistic assessment of the fatigue loading is crucial 
to the estimation of fatigue life. Little or no published data for 
loading exists for the types of craft covered by the Rules for 
Special Service Craft. LR is conducting research in this field, 
the results of which will form the basis of Rules for Special 
Service Craft requirements in the future. 


2.5 Stress concentrations 
2.5.1 The design, fabrication and construction of all struc- 


tural details should be based on procedures and processes 
to minimise stress concentrations. 
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2.5.2 Fatigue strength is seriously reduced by the intro- 
duction of a stress raiser such as a notch, of the method of 
termination of stiffeners and brackets, etc., or a hole. Since 
actual hull structure elements invariably contain stress raisers 
like fillet welds, end brackets, cut-outs, etc., it is not surpris- 
ing to find that fatigue cracks in structural parts usually start at 
such geometrical irregularities. One of the most effective 
ways of minimising fatigue failure is by the reduction of avoid- 
able stress raisers through careful design and the prevention 
of accidental stress raisers by careful processing and fabrication. 
While this section is concerned with stress concentrations 
resulting from geometrical discontinuities, stress concentra- 
tion can also arise from surface roughness and metallurgical 
stress raisers such as porosity, inclusions, local overheating 
in grinding and decarburisation, etc., as appropriate to the 
construction material. 


2.5.3 The effect of stress raisers on fatigue under uniaxial 

loading is that; 

(a) there is an increase or concentration of stress at the 
root of the notch, 

(b) astress gradient is set up from the root of the notch, 

(c) atriaxial state of stress is produced. 


2.5.4 The ratio of the maximum stress to the nominal 
stress is the Stress Concentration Factor. 


2.5.5 Values of the stress concentration factor will vary 
depending upon: 

(a) the severity of the notch, 

(b) the type of notch, 

(c) the material, 

(d) the type of loading, and 

(e) the stress level. 


2.6 Stiffness 


2.6.1 Abrupt changes in stiffness of the structure should 
be avoided as they can induce local stress concentrations and 
reductions of fatigue life. 


2.7 Vibration 


2.7.1 lf possible, precautions should be taken in the design 
against the possibility of excessive structural vibration being 
induced, for example, by machinery. This would entail inves- 
tigation of the natural frequencies of the panel members and 
of the sources of excitation. 


2.8 Potential modes of failure 


2.8.1 The potential modes of fatigue failure are dependent 
upon the direction of the applied stress relative to the posi- 
tion of the weld and the position of stress concentrations due 
to structural discontinuities. 


2.8.2 For longitudinal butt welds in plates, dressed flush, 
and lying parallel to the direction of applied stress, the initia- 
tion of potential fatigue failures is expected to be found at 
weld defect locations. In the ‘as-welded’ condition, fatigue 
cracks may be initiated at the weld start-stop positions or, 
weld surface ripples. 


2.8.3 For transverse butt welds in plates, essentially 
perpendicular to the direction of applied stress, the fatigue 
strength depends largely upon the shape of the weld profile. 
Fatigue cracks normally initiate at the weld toe. 


2.8.4 — Cruciform fillet weld joints associated with the four 
way connection of plate or stiffeners, may be separated into 
two distinct types depending on whether or not the fillet weld 
transmits direct load i.e. non-load carrying or load carrying 
cruciform joints. In the case of the non-load carrying 
cruciform joint, the fatigue crack will initiate at the weld toe 
and propagate through the thickness of the load bearing plate 
in a plane perpendicular to the direction of the applied stress. 


2.8.5 |n load carrying cruciform joints, in addition to the 
weld toe, acute stress concentration occurs at the root of the 
fillet weld and generally fatigue cracks are initiated at the root 
of the weld and propagate through the weld throat. The 
fatigue life of such connections can be improved either by 
increasing the throat size of the fillet weld or by requiring 
improved weld penetration. In high stress regions however, 
such measures may not be adequate and there is then a need 
to specify a full penetration weld in order to achieve the 
necessary fatigue life for the joint. 


2.8.6 Tee joints, since they represent a semi-cruciform joint 
in a three way connection of plates or stiffeners, would be 
expected to demonstrate similar fatigue characteristics to the 
load bearing cruciform joint. However, if bending stresses are 
induced in the base plate material of the tee, which are of a 
similar or greater magnitude than the direct stress in the tee, 
then a fatigue crack may initiate in the base plate at the toe of 
the fillet weld and propagate through the base plate. 


2.8.7. Where tee or cruciform connections employ full 
penetration welds, and the plate material is subject to signifi- 
cant strains in a direction perpendicular to the rolled surfaces, 
it is recommended that consideration be given to the use of 
special plate material with specific through thickness proper- 
ties, as detailed in Ch 3,8 of the Rules for Manufacture, 
Testing and Certification of Materials (hereinafter referred as 
the Rules for Materials). 


2.8.8 For welded stiffeners and girders, fatigue cracks can 
be expected to be initiated at weld toes and may be associ- 
ated with local stress concentrations at the weld ends of 
connecting end brackets or stiffeners. 


2.8.9 The most common sites for potential fatigue cracks 
therefore are: 

(a) Toes and roots of fusion welds. 

(b) Machined corners. 

(c) Drilled holes, cut-outs or other openings. 
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2.8.10 The main conditions affecting fatigue performance 


(a) High ratios of dynamic to static loads. 
(b) Loading frequency. 

(c) Material selection. 

(d) Welding. 

(e) Complexity of joint detail. 
(f) § Environment. 


2.8.11 For craft operating for long periods in low air temper- 
atures, or high temperatures for composites, the material of 
exposed structures will need to be specially considered. 


2.9 Welds 


2.9.1. Some commonly used weld details have low fatigue 
strength. This applies not only to joints between members, 
but also to any attachment to a loaded member, whether or 
not the resulting connections are considered to be structural. 


2.9.2 The heat-affected zone (HAZ) is of great importance 
to the fatigue strength of welds because this is usually the 
region where a fatigue crack will develop. Moreover, when the 
reinforcement of a butt weld is not removed, or when fillet 
welds are used, a resulting sudden change of section occurs, 
and stress concentrations occur at the weld toe. 


2.9.3 For the specification of welding and structural details, 
see Pt 6, Ch 2 and Pt 7, Ch 2 of the Rules for Special Service 
Craft for steel and aluminium alloy craft respectively. 


2.10 S-N curves 


2.10.1 A material's fatigue characteristics are fatigue 
strength and fatigue limit. 


2.10.2 The fatigue strength is the stress value beyond which 
the material will fail at a specified number of stress cycles. 


2.10.3 The fatigue limit is the fatigue strength corresponding 
to an infinite number of stress cycles. 


2.10.4 The S-N curve represents the dependence of the life 
of the ‘specimen’ in a number of cycles, N, to the maximum 
applied stress, S. N is usually taken (unless specified other- 
wise) as the number of stress cycles to cause a complete 
fracture in the ‘specimen’. 


2.10.5 Usually no distinction is made between the number 
of cycles to initiate a crack and the number of cycles to 
propagate the crack completely through the specimen, 
although it can be appreciated that the number of cycles for 
crack propagation will vary with the dimensions of the 
specimen. Fatigue tests for high cycle fatigue are usually 
carried out for 105 — 10” cycles and sometimes to 5 x 108 
cycles for non-ferrous metals. For a few important engineering 
materials such as steel and titanium, the S-N curve becomes 
horizontal at a certain limiting stress. Below this limiting stress, 
which is called the fatigue limit, or endurance limit, the 
material can presumably endure an infinite number of cycles 
without failure. 


2.11 Complexity of joint detail 


2.11.1 Complex joints frequently lead to high stress concen- 
trations due to local variations on stiffness and load path. 
Whilst these may have little effect on the ultimate static 
capacity of the joint they can have a severe effect on fatigue 
resistance. 


2.11.2 If fatigue control is the dominant criteria, the member 
cross-sectional shape should be selected to ensure smooth- 
ness and simplicity of joint design, so that stresses can be 
calculated and adequate standards of fabrication and inspec- 
tion assured. 


2.11.3 The best fatigue behaviour will be obtained by 
ensuring that the structure is detailed and constructed so that 
stress concentrations are kept to a minimum and that, where 
possible, the elements may deform without introducing 
secondary deformations and stresses due to local restraints. 


2.11.4 Stresses may be reduced by increasing the thickness 
of the parent metal and this would theoretically increase 
fatigue life due to a reduction of the nominal stresses. 
However, it should be borne in mind that fatigue strength 
decreases, in general, with increasing thickness. 


2.12 Surface properties 


2.12.1 Since fatigue failure is dependent on the condition of 
the surface, anything that changes the fatigue strength of the 
surface material will greatly alter the fatigue properties. 


2.12.2 Asan example most mechanically finished metallic 
parts have a shallow surface layer in residual compression. 
Aside from the effect on surface roughness, the final surface 
finishing process will be beneficial to fatigue when it increases 
the depth and intensity of the compressively stressed layer 
and detrimental when it decreases or removes this desirable 
layer. Thus sandblasting, glass bead peening, burnishing, and 
other similar operations generally improve fatigue properties. 


2.13 Residual stress 


2.13.1 Residual stresses arise when plastic deformation is 
not uniform throughout the entire cross section of the detail 
being deformed. They therefore comprise a system of 
internal stresses in the material balanced within the material 
itself and can exist in the absence of any external loading. 
Thus if there is an area of tensile residual stress in any cross 
section at one part of a material there must be a residual 
compressive stress at some other point. There would in 
addition be a variation of stress through the thickness of the 
material, particularly for thicker sections. 
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2.13.2 In a welded joint residual stresses are induced as a 
consequence of local heating and cooling cycles associated 
with the welding procedure and in particular the shrinkage of 
the weld metal. The actual situation in a welded joint is compli- 
cated by practical factors such as the type and size of joint, 
the welding process used and the weld procedure. In a butt 
weld for example, high residual tensile stress will exist in the 
direction of the weld and at right angles to it. In the case of 
multi-pass or high energy welding these residual stresses may 
reach the level of the yield strength of the material. As such 
tensile residual stresses can occur in locations where fatigue 
cracks are likely to initiate, it will be appreciated that they can 
lead to a proportional reduction in the fatigue strength of a joint 
when it is subjected to additional dynamic tensile loads. 


2.14 Compressive residual stress 


2.14.1 The formation of a favourable compressive residual- 
stress pattern at the surface is probably the most effective 
method of increasing fatigue performance. As indicated in 
2.13, residual stresses are locked-in stresses which are 
present in a part which is not subjected to an external force. 
Only macro-stresses, which act over regions which are large 
compared with the grain size, are considered here. 


2.14.2 In general, for a situation where part of the cross 
section is deformed plastically while the rest undergoes elas- 
tic deformation, the region which was plastically deformed in 
tension will have a compressive residual stress after 
unloading, while the region which was deformed plastically in 
compression will have a tensile residual stress when the 
external force is removed. The maximum value of residual 
stress which can be produced is equal to the elastic limit of 
the metal. 


2.14.3 The high compressive residual stresses at the surface 
must be balanced by tensile residual stresses over the interior 
of the cross section. 


2.14.4 The improvement in fatigue performance, which 
results from the introduction of surface compressive residual 
stress, will be greater when the loading is one in which a stress 
gradient exists than the case when no stress gradient is 
present. 


2.14.5 It is important to recognise that improvements in 
fatigue properties do not automatically result from the use of 
shot peening or surface rolling. It is possible to damage the 
surface by excessive peening or rolling. 


2.14.6 |n order for the desirable effect of surface cold work- 
ing to be maintained, the cold-working process must be 
accomplished in the final heat-treated condition and subse- 
quent thermal treatment eliminated when feasible and closely 
controlled when essential. Exposure of cold-worked surfaces 
to elevated temperature initially results in stress relief of the 
plastically deformed zone and ultimately in recovery or 
perhaps re-crystallisation of the work-hardened area, with 
complete loss of the desirable residual stress gradient. 


2.15 Grinding 


2.15.1 There are some processes that are capable of devel- 
oping high localised surface temperatures which are often 
difficult to detect and occasionally are responsible for a fail- 
ure in service. Grinding can be one of these processes. 


2.15.2 The rapid quenching of the material immediately 
below the grinding wheel by the large mass of cold metal can 
produce cracks or ‘check’. High strength steels (for which 
grinding is most often used) are particularly sensitive to grind- 
ing techniques. 
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CJ Section 7 
Introduction 


11 Definition 


7.1.1 Critical areas can be defined as locations that, by 
reason of stress concentration, alignment/discontinuity and 
corrosion will have a higher probability of failure during the life 
of the craft than the surrounding structures. Critical locations 
are defined as the specific locations within the critical area that 
can be prone to fatigue damage for which design improve- 
ments are provided. 


1.2 General 


1.2.1 In order to assist the designer to minimise fatigue 
failures, LR has developed an extensive database on 
structural detail design aspects. 


1.2.2 Utilising the results from detailed finite element 
analyses for an extensive range of structural details it has 
been possible to examine a variety of configurations for each 
detail thereby enabling a grading to be made of their relative 
fatigue performance. 


1.2.3 The outcome from some of this work has been 
condensed into these Guidance Notes. It is intended as a 
conservative approach to improving the fatigue life perfor- 
mance of structural details. 


1.2.4 The designer may therefore, using these Guidance 
Notes, readily upgrade the detail design arrangements to 
provide a higher fatigue performance configuration. 


1.2.5 It is intended that the detail design database given 
in Chapter 4 will be extended to incorporate further detail 
arrangements, to reflect in-service experience of their fatigue 
performance, design and construction practice, as well as any 
significant data made available from research studies. 


1.2.6 In addition, guidance is provided to the designer 
and Builder on other methods to improve the fatigue life 
performance of the structural detail such as detail geometry, 
construction tolerances, welding sequence, weld defect, weld 
dressing, etc. 


1.3 Application 


1.3.1 The detail design improvements provided in these 
Guidance Notes are applicable to all grades of steel, 
commonly used aluminium alloys and composite structures. 
This is because the fatigue life improvement will be achieved 
through the suggested change of geometry which will reduce 
the stress concentrations and the improved construction 
requirements which will improve the performance throughout 
the design lifetime of the structural detail under the expected 
stress variations. 


1.3.2 In areas where mild steel and basic grade 
aluminium may be used a number of the suggested detail 
improvements may not be necessary due to the lower stress 
ranges that the details are designed to experience. However, 
in areas where higher tensile steel (HTS) or higher strength 
grade aluminium are used, the operating stresses will gener- 
ally be higher. Therefore the detail improvements suggested 
may become necessary in order to meet the fatigue strength 
of the structure. 


7.3.3 Alternative structural arrangements will, in 
general, be acceptable provided it can be demonstrated, that 
a satisfactory fatigue life performance will be maintained 
throughout the design life span. In addition the structural 
arrangements and scantlings are to satisfy the Rules for 
Special Service Craft. 


1.3.4 Where suggested values are indicated regarding 
geometries or scantlings, these are given as guidance. 


a Section 2 
Fatigue strength improvement 


methods 
2.1 General 
2.1.1 In general, the presence of a weld or a bonded joint 


in a structural component represents a possible weakness 
with regard to both brittle fracture and fatigue life. The low 
fatigue life of welded details can be considered as a limiting 
factor for the design of more efficient structures, in particular, 
since the fatigue strength of steel and aluminium materials 
does not increase with the yield strength. 
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2.1.2 Upgrading of the fatigue life of a structural detail 2.3 Design stage fatigue strength improvement 
can be achieved in a number of ways as follows: methods 

Design Stage 2.3.1 It is clear that the most efficient method to improve 


e By adopting good detail design configuration, i.e., by the 
provision of soft connections, the geometrical stress 
concentration factor due to the geometrical discontinu- 
ity may be reduced to a satisfactory level. 

e By increasing the local scantlings, in particular those of 
the plate in which the potential crack sites are located, to 
reduce the local hot spot stresses. 

e By modifying the structural load path and/or 
reducing the structural load level by the provision of addi- 
tional load carrying members. 


Fabrication Stage 
e By improving the fatigue life of the detail by using an 
improvement method. 


2.1.3 It is LR’s intention to promote the Design Stage 
method for fatigue strength improvement of a craft’s 
structural details. Fabrication stage improvement methods 
should only be considered as remedial measures, and 
subjected to strict quality control procedures. Where a fabri- 
cation stage improvement method is planned at the design 
stage, it is to be specially considered by LR to ensure that a 
satisfactory level of fatigue strength improvement is achieved. 


2.2 Significant variables affecting fatigue strength 
improvement methods 


2.2.1 The significant variables affecting the fatigue 

strength of a craft’s structural details are reviewed: 

e The geometrical notch at the weld toe region is normally 
the most fatigue critical area. Welded joints inherently 
contain a number of defects, most of which are so sharp 
that they start growing as fatigue cracks when the struc- 
ture is subjected to dynamic loads, thus eliminating the 
crack initiation stage of the fatigue life. 

e The fatigue crack is most likely to initiate and 
propagate in the Heat Affected Zone (HAZ) region, since 
local metallurgical changes may affect the local fatigue 
properties of the material, and defects are usually 
concentrated in this area. 

e Residual stresses are set up in and near the weld due to 
the contraction of the weld metal during the 
cooling phase. These local residual stresses due to 
welding may reach yield stress magnitude, and affect the 
fatigue properties in a similar manner to externally 
imposed loads. Tensile residual stresses tend to reduce 
the fatigue strength, while compressive residual stresses 
may improve the fatigue strength. Attention to residual 
stresses is not only limited to the welding process, 
residual stresses may arise due to the restraints applied 
to the prefabricated units, the forcing of the prefabricated 
units during assembly, or uneven thermal expansion 
creating long range residual stresses acting over large 
areas. These long range residual stresses tend not to be 
relaxed by the occurrence of peak loads resulting in the 
so called shakedown process, or local treatment of the 
structural detail. However, they are generally of small 
magnitude compared to welding residual stresses. 


the fatigue strength of welded structural details is at the 

design stage. To this effect, there are four factors which need 

to be specially considered to improve the fatigue strength of 

ship structural details as follows: 

e Nominal stress level. 

e Geometrical stress concentration due to the structural 
detail geometry. 

e Weld geometry and construction tolerances. 

e Residual stresses and construction procedure. 

Each item outlined above is presented in the following 

Sections. 


2.3.2 Nominal stress level. The most efficient way to 
improve fatigue strength is to increase the local scantling to 
reduce the nominal stress level, and hence the hot spot stress 
for a given structural detail. In general, structural details on 
higher tensile steel and aluminium require improvement in 
detail design over the mild steel and the base grade aluminium 
equivalent structural detail by virtue of the higher stress level 
and the constant fatigue strength for material of various yield 
strength. The advantages and disadvantages of this fatigue 
strength improvement method are summarised in Table 2.3.1. 


Table 2.3.1 Nominal stress level 


Advantages 


Disadvantages 


e Reduce stress level e Increase structure weight 

e Increase static strength 

e Potential decrease in number 
of structural components 
and/or complexity required 
over that for a structural 
detail in higher tensile 
strength material 


2.3.3 Geometrical stress concentration. The adoption 
of a good detail design configuration by the provision of soft 
connections reduces the geometrical stress concentration 
factor due to the geometrical discontinuity to a satisfactory 
level. Typical detail design improvements for the critical areas 
are provided in Chapters 4 and 5 of these Guidance Notes for 
steel/aluminium alloy and composite construction respec- 
tively. These detail design improvements have been 
developed from the consolidation of service experience and 
finite element analysis. The advantages and disadvantages of 
the subject fatigue improvement method are summarised in 
Table 2.3.2. 
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Table 2.3.2 Geometrical stress concentration 


Advantages Disadvantages 


Reduce hot spot stress level | e May increase structural 
by reducing the local weight if additional pieces 
geometrical stress are required 
concentration Requires good 


Most effective fatigue workmanship where soft 
strength improvement toe/heel are required 
technique 

May provide additional 
structural redundancy 


2.3.4 Weld geometry and construction tolerances. At 
the design stage, special attention may be given to achieving 
a favourable geometry and smooth transition at the weld toe, 
and minimising secondary stress concentration which may 
arise from the fit up and misalignment. Since the weld notch 
stress concentration is a direct function of the weld flank angle 
and the weld toe radius, critical structural details may be 
specified with an enhanced weld procedure and construction 
tolerances. 

In view of the size and hull form of special service craft, 
additional considerations must, in general, be given to the 
accessibility for welding. This should include the selection of 
the depth, geometry and orientation of the stiffening members 
to provide the necessary access to carry out the required 
welding sequences, with the type and size of welding equip- 
ment available to the Builder. 

The advantages and disadvantages of the subject fatigue 
improvement method are summarised in Table 2.3.3. 


Table 2.3.3 Weld geometry and construction 
tolerances 


Advantages Disadvantages 


e The improvement may be e Improvement can be 
introduced at the design subject to large scatter if 
stage not controlled under QA 

e The improvement is survey conditions i.e., 


performed in the welding Fatigue Control Plan 
process itself 

Subject to well defined 
inspection plan and hence 
higher reliability 


2.3.5 Residual stresses, and construction procedures. 
The minimising of residual stresses through the adoption of 
appropriate welding procedures and sequences, the use of 
adequate unit size, and appropriate sequence of erection of 
the prefabrication unit do not constitute in themselves a 
fatigue strength improvement procedure. Nevertheless 
careful planning should be considered at the design stage to 
ensure that detrimental effects will not be introduced during 
the construction process. 
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Section 

1 Introduction 

2 Construction tolerances 

3 Defect correction procedures 


El Section 7 
Introduction 


1.1 General 


7.1.1 The fatigue life of structural details can be adversely 

affected by a variety of imperfections. The most common type 

of imperfections are: 

(a) Misalignment of structural members, poor fit-up. 

b) Welding defects. 

c) Material defects. 

d) Poor manufacture and fabrication procedures resulting 
in stress concentrations. 

(e) Unfairness of plating. 


1.7.2 The actual influence on fatigue life will depend on 
the number, location and size of such imperfections. 


7.7.3 Where design calculations highlight regions of 
stress concentration then experience clearly indicates that 
such regions will have a higher probability of failure during the 
life of the craft than surrounding structures. Hence in such 
locations there is a need to introduce standards that will 
reduce or eliminate the number or type of imperfections 
present. 


1.1.4 Basic requirements concerning welding and 
structural details are given in Pt 6, Ch 2 and Pt 7, Ch 2 of the 
Rules for Special Service Craft for steel and aluminium alloy 
craft respectively. The individual standards employed by 
Builders are normally based on individual national standards, 
e.g. British Standards, and these supplement the Rule 
requirements. 


7.7.5 Construction and erection criteria in accordance 
with such standards must inevitably be taken into account in 
the fatigue life calculation for any structural detail. Whilst it may 
be anticipated that such criteria may, in general, in associa- 
tion with an acceptable detail arrangement, provide for 
adequate fatigue life, there may well be instances where there 
is a specific need to introduce construction tolerances that 
are more rigorous. 


1.7.6 The LR Surveyors will be required to confirm that 
the work is carried out in accordance with the approved 
construction tolerances. Where the approved tolerances are 
exceeded then corrective action to the satisfaction of the 
Surveyor will be required. Details of the construction toler- 
ances and defect correction procedures to be applied are 
indicated in Pt 3, Ch 1 of the Rules for Special Service Craft. 


J Section 2 
Construction tolerances 


2.1 General 


Zobel, Construction tolerances are to comply with Pt 3, 
Ch 1 of the Rules for Special Service Craft. The additional 
guidance given in this Chapter should also be complied with 
where practicable. 


2.2 Defects in steel/aluminium products 


2.2.1 Where defects are found in materials after delivery 
to the Builder, any rectification should be agreed with the LR 
Surveyor and should generally be in accordance with Ch 
3,1.10 or Ch 8,1.10 of the Rules for Materials and aluminium 
respectively. 


2.2.2 If lamination is found during plate preparation the 
extent of the lamination should be ascertained by ultrasonic 
examination. Renewal of the affected material is normally 
recommended. 


2.3 Construction standards 


2.3.4 Construction standards (including preparation of 
material, joint alignment, type of welded joint, fit-up prior to 
welding, steps to be taken for rectification of defects, etc.) are 
to be agreed between LR and the Builder. Such standards will 
be recorded and kept on file by LR. In a number of countries 
national standards exist in respect of the acceptable ship- 
building standards. 


23:2 In shipyards certified under the LR Quality 
Assurance Scheme, the standards will have received general 
approval as part of the certification procedures and their appli- 
cation to particular craft will be included in the quality plan 
submitted to LR for approval. 


2.3.3 In considering critical locations and their construc- 
tion standards it also has to be borne in mind that craft 
construction is a traditional process with alignment standards 
based on heel lines. In addition, therefore, to establishing the 
more critical joints in terms of fatigue life, consideration of the 
thicknesses to be employed in these joints should be a funda- 
mental factor. If the heel line principle is maintained at the toes 
of, for example, primary member end brackets, where 
increased thicknesses are employed, the arrangements will in 
reality, be out of line, even though perfect alignment is attained 
to the standard, see Fig. 3.2.1(a). It is therefore recom- 
mended, particularly for aluminium, that a median line 
principle is employed at this local area so that an improved 
alignment can be more easily attained. From LR's point of 
view the various thicknesses of plating at structural joints, 
particularly the higher stress joints, is an important consider- 
ation. In this respect the gradient of load through the 
through-thickness loaded plate should be controlled to a 
maximum of one in three, see Fig. 3.2.1(b). 
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(a) Heel line principle 


Optimum 


Heel line 


(b) Median line principle 


Most preferable 


Fig. 3.2.1 


2.3.4 In addition to cruciform joint misalignment, the 
alignment of secondary stiffening and associated brackets is 
also important. Recommendations are made in Fig. 3.2.1 and 
Fig. 3.2.2. Where centreline alignment is recommended the 
tolerance guideline in Fig. 3.2.2 should be followed. 


2.3.5 Whenever possible the plate thicknesses, ty and to, 
(see Fig. 3.2.1) should be kept as close as possible in order to 
minimise the potential difficulties associated with a median line 
alignment. 


2.4 Prefabrication 


2.4.1 Throughout the preparation of material and assem- 
bly of prefabrication units, the workmanship is to be inspected 
in order to ensure that correct procedures are being followed. 
By attention in the early stages of construction, undesirable 
procedures and faulty workmanship can be avoided, or their 
consequences minimised. When the existence of such 
defects is noticed prompt and suitable measures are to be 
taken for rectification. 


Acceptable 


Maximum misalignment 
M = tmir/3 
tmin = Minimum [t, to,] 


M 


‘ 5 : 4424/02 
Maximum misalignment 


M = ta/3 but is not to exceed 5 mm 


Recommended alignment of primary members 


2.4.2 Examination of structure will normally be carried out 
during the prefabrication of units, and liaison between the LR 
Surveyor and the Builder's drawing offices and quality control 
departments will ensure that attention is also given to details 
which may not have been included on approved plans (air and 
drainage holes, etc.) during early material preparation stages. 


2.4.3 It should be borne in mind that visual examination 
of welds and plating of a finished structure does not neces- 
sarily ensure a complete and satisfactory survey. Procedures 
are to be such as to ensure that adequate inspection is made 
of joint preparation before welding. Attention is drawn to the 
guidance on welding and structural details in Pt 6, Ch 2 and 
Pt 7, Ch 2 of the Rules for Special Service Craft for steel and 
aluminium alloy craft respectively. Regular examination by the 
LR Surveyor, in conjunction with the Builder, of non-destruc- 
tive examination and other Quality records provides a check 
on the quality of welding operations and any decline in 
standards should be investigated, including additional tests 
as considered desirable. 


2.4.4 It is essential that a good standard of cleaning be 
achieved for these inspections. Special attention, as indicated 
in Pt 7, Ch 2,3.11.5 of the Rules for Special Service Craft, are 
to be applied for aluminium. For steel structures welding slag 
should be removed and rusting of weld deposits should be 
removed by wire brushing. 
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Place stiffener inwards from 
edge so that a proper bracket centerline 
fillet weld connection can with centreline of 
be achieved web 


If possible place stiffener 
or bracket inwards from 
the edge so that a proper 
fillet weld connection can 


Align stiffener or 


be achieved 


a. Flat bar/bulb stiffeners 


b. Asymmetrical section 


4424/01 
Maximum misalignment 
based on heel line principle 


c. Symmetrical section 


Fig. 3.2.2 Recommended alignment of secondary stiffening members 


2.5 Assembly of units 


2.5.1. The Builder and the LR Surveyors must ensure by 
regular and systematic examination that the control exercised 
up to the stage of block assembly is maintained by the 
efficient erection of blocks at the berth. It is particularly neces- 
sary at this point to ensure that fit-up, alignment, adjustment 
and welding of blocks is in accordance with the approved 
plans and building standards. Attention is to be given to the 
sequence of erection and of welding. Particular attention 
should be given to length allowance for unwelded stiffening 
member alignment. 


2.5.2 With the assembly of large blocks careful attention 
should be paid to the areas in way of lifting lugs. It is not 
unusual to find small cracks in the vicinity of the weld area 
after removal of lugs. Where lugs are removed the dressing of 
the plate must be thorough and examination by means of 
crack detection of the finished surface is good practice. 
Repair of any cracks found must be carried out by skilled 
welders under strict control. 


2.5.3 Any unusual incidents during construction, such as 
fracturing of plates, should be noted and brought to the atten- 
tion of the LR Surveyor. It will be necessary to have full 
information on the circumstances affecting such cases, such 
as position and extent of the fracture relative to adjacent 
structure and welds, atmospheric temperature, details of 
joints, precise stage and sequence of welding, type of elec- 
trode filler wire used, whether or not pre-heating was used, 
grades of steel or aluminium alloy involved and any other 
factors considered to have had a possible influence. Test 
details of affected plates and proposals for remedial measures 
should also be made available. Where doubt exists in 
establishing the source of such incidents, the assistance of 
LR's staff at Headquarters, should be sought. 


a Section 3 
Defect correction procedures 


3.1 Inspection and testing 


3.1.7 The fabrication specification should state the extent 
of visual inspection and non-destructive examination along 
with details of the techniques and the appropriate acceptance 
criteria. 


3.1.2 All non-destructive examination should be in accor- 
dance with written procedures. (See a/so Pt 6, Ch 2 and Pt 7, 
Ch 2 of the Rules for Special Service Craft for steel and 
aluminium craft respectively). 


3.1.3 Quality control levels for weld flaws found by radio- 
graphs, ultrasonic testing, magnetic particle and dye 
penetrant inspection, as appropriate, are to be approved by 
LR and shall be imposed during fabrication as a means of 
quality control. 


3.1.4 Welded joints critical to the integrity of the structure 
should be subjected to radiographic examination and/or, 
where applicable, surface examination during construction. 
This non-destructive examination should be carried out prior 
to delivery, after the completion of welding and prior to any 
coating which would adversely effect the type of non-destruc- 
tive examination being undertaken. Any repairs resulting from 
the testing are be re-examined. 


3.1.5 Any necessary repairs and corrective actions are to 
be carried out to the satisfaction of the LR Surveyor and in 
accordance with an agreed procedure. 
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1 Identification of critical areas 


2 Structural details 


O Section 7 
Identification of critical areas 


1.1 General 


7.7.1 LR has applied direct calculation procedures in the 
structural appraisal and approval of new buildings and in vari- 
ous investigations on special service craft of both steel and 
aluminium alloy construction. Through these procedures and 
the wealth of information collected on the LR fleet database, 
a number of locations have been identified where good 
design, workmanship and alignment during construction are 
particularly important. These are usually locations where high 
stress variations can be experienced during the lifetime of the 
craft. These are referred to to as critical locations and are 
highlighted in this Chapter. 


7.1.2 This Chapter identifies the critical areas within vari- 
ous structural elements of the hull structure and transverse 
bulkheads. 


7.7.3 In Section 2 the structural detail design improve- 
ments that can be applied to increase the fatigue life of the 
structural components are provided. These detail improve- 
ments are intended to give the designer guidance for meeting 
the design criteria for structural detail components. 


1.1.4 The application of 2 and 3-dimensional finite 
element analyses techniques to the hull structure enables the 
global and local capabilities of the hull structure to withstand 
static and dynamic loadings to be assessed. Such analyses 
will enable those high stress locations and joints within the 
craft to be readily identified. Such locations will then, by their 
very nature, be at risk to fatigue damage unless appropriate 
measures are taken at the design stage and subsequently 
during construction. 


7.1.5 Extensive ‘in service’ experience of the perfor- 
mance of existing craft structures, already provide an 
awareness of those critical locations which merit particular 
attention either due to stress or alignment difficulties. 


1.2 Critical areas 


1.2.1 Stress concentrations occur in both the primary 
and secondary structures of all craft and are identified during 
the design process by such means as finite element calcula- 
tions. The designer will modify the detail to alleviate the stress 
concentration either by redesign or increase in scantlings. 
However, even after modification that area will still, in general, 
be exposed throughout the life of the craft to stresses higher 
than in surrounding areas. 


1.2.2 At the design appraisal stage, a plan of the 
structure should, where appropriate, be prepared indicating 
by the Builder or designer these regions, and consideration 
can then be given, by the production team, into the appropri- 
ate methods of construction and the tolerances to be applied 
in order to remain within the assigned design parameters. 


1.3 Misalignment during construction 


7.3.1 The very nature of steel/aluminium construction 
requires the assembly of a multitude of structural 
components into blocks within an assembly shop and then 
the erection of these blocks within a building dock or on a 
building berth. The welded interface between structural 
components in sub-assembly areas can be reasonably 
controlled; however, the welded connections between large 
prefabricated blocks in the building dock or on the building 
berth cannot be so easily controlled due to the sheer size of 
the blocks being handled. 


7.3.2 The most critical type of joint is the welded cruci- 
form joint where it is subjected to high magnitudes of tensile 
stress normal to the table member of the joint. 

The double bottom construction lends itself to the block 
construction. The interfaces between these blocks and those 
formed by the primary transverse structure may lie in areas of 
high stress. Critical cruciform joints are also found within the 
prefabricated blocks and also require close attention to align- 
ment, but this is more easily achieved. 


1.3.3 It can readily be seen that the combination of stress 
concentration and misalignment is to be avoided if the fatigue 
strength is to be satisfactory during the service life of the craft. 


1.4 Fatigue considerations 


1.4.1 The bottom shell area of high speed craft is 
subjected to the highest cyclic loading throughout the life of 
such craft. 


1.4.2 The fatigue fractures in bottom longitudinal end- 
connections of higher tensile steel and aluminium alloy has 
been well documented, and constructional details in way of 
these connections, designed to increase fatigue life, are now 
incorporated by many Builders as standard. It is, therefore, 
important that due consideration be given to this detail at the 
design stage to reduce the risk of fatigue cracking during 
service. 


1.4.3 Detailed recommendations are given herein for the 
critical areas, see Section 2. 
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re Section 2 
Structural details 


2.1 Detail design improvement 


2tet For the purposes of these Guidance Notes, 
structural locations have been divided into three separate 
groups, with a series of examples of critical structural areas 
together with alternative associated detail design improve- 
ments. 


22 A summary of the data presented is given in 
Table 4.2.1 whilst the full details are given in Figs. 1 to 29 as 
contained in this Section. 


2.1.3 Generally, where alternative structural detail design 
improvements are provided, the details shown will provide 
improved fatigue strength. 


2.1.4 Where asymmetrical sections are shown, the same 
requirements apply to bulb plate stiffeners and flat bars. 
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Table 4.2.1 


Application 


High speed craft 


Hull structure 
Hull structure 
Hull structure 
Hull internal structure 
Hull internal structure 


Hull internal structure 


Hull internal structure 


Watertight/oiltight bulkheads 
Watertight/oiltight bulkheads 


Watertight/oiltight bulkheads with 
boundary bar 


Watertight/oiltight bulkheads 


Watertight/oiltight bulkheads 
Cross-deck structure, multi-hulls 
Cross-deck structure 


Multi-hull structure 


Chine to frame connection 

Chine and chine bar details (1) 

Chine and chine bar details (2) 

Frame to beam connection (radiused) 

Frame to beam connection (continuous bracket) 


Lug connections between secondary stiffeners and primary 
stiffener webs (1) 


Lug connections between secondary stiffeners and primary 
stiffener webs (2) 


Shell longitudinals collared, brackets aligned 
Shell longitudinal (fitted brackets) 


Shell longitudinal (fitted brackets) 


Collar inserts in way of secondary stiffening members 
Collar inserts in way of primary stiffening members 
Inner side web frame to deck transverse connection 
Deck transverse to watertight bulkhead connection 


Cross-deck beam to bulkhead connection 


Low speed craft 


Hull internal structure 
Hull internal structure 


Watertight/oiltight bulkheads with 
boundary bar 


Watertight/oiltight bulkheads 


Watertight/oiltight bulkheads 


Cross-deck structure, multi-hulls 


Floor to frame connection (bracketed) 
Frame to beam connection 


Shell longitudinals (lapped brackets) 


Shell longitudinals (lapped brackets) 
Shell longitudinals collared, brackets lapped 


Connection between cross-deck beams and side hulls 


General detail 


Cross-deck structure, multi-hulls 
Hull centreline structure 
Hull centreline structure 
Hull centreline structure 


Hull centreline structure 


Hull centreline structure 


Hull internal structure 


Hull internal structure 


Connection between cross-deck beams and side hulls 
Bar and plate keels 

Bar keels 

Fabricated plate keel/skeg 

Round bar and flat bar stems 

Fabricated and plate stems 

Floors to frame connection (radiused) 


Web frame to tank boundary connection 
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Hull structure 


Chine to frame connection Reads er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Critical 
area 


Critical 
area 


Critical 
area 
‘ 


—— 


Bottom 
shell 


Critical 
\.—— area 


/ 


Critical 
area 


Critical -~\ 


area 


Bottom 


shell shell 


4646/06A 


4646/06B 


NOTES 

Failure Mechanism Fatigue fractures from areas of tri-axial stress. 

Building Tolerance To be in accordance with Pt 3, Ch 1 of the Rules for Special Service Craft. 

Welding Requirements To be in accordance with Pt 6, Ch 2 and Pt 7, Ch 2 of the Rules for Special Service Craft, for 


steel and aluminium alloy craft respectively. All welding between chine bars and shell plating is to 
be full penetration type. Butts in web plating and face flats are to be staggered. 


GROUP GUIDANCE NOTES FOR DESIGN DETAILS FIGURE 
1 STEEL/ALUMINIUM CONSTRUCTION 1 
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Hull structure 


Chine and chine bar details (1) Reads er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Frame web : Frame web 


Critical area 


Full penetration weld 


Frame web 


Frame web 


aes Heavier plate 
Critical area 


AGAG/O7A va Full penetration weld 4646/07B 


NOTES 

Failure Mechanism Fatigue fractures from areas of tri-axial stress. 

Building Tolerance To be in accordance with Pt 3, Ch 1 of the Rules for Special Service Craft. 

Welding Requirements To be in accordance with Pt 6, Ch 2 and Pt 7, Ch 2 of the Rules for Special Service Craft, for 


steel and aluminium alloy craft respectively. All welding in way of shell plating and between chine 
bar and shell plating is to be full penetration type. Welds are to be returned around scallops. 


GROUP GUIDANCE NOTES FOR DESIGN DETAILS FIGURE 
1 STEEL/ALUMINIUM CONSTRUCTION 2 
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Hull structure 


Chine and chine bar details (2) Reads er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Frame web : Frame web 


bar bar 


CC 
Solid round / / Solid ra °4 / 


Bottom 
shell 


re penetration weld 


Critical area 


a Full penetration weld Bottom 


4646/08B 
4646/08A shell 


NOTES 

Failure Mechanism Fatigue fractures from areas of tri-axial stress. 

Building Tolerance To be in accordance with Pt 3, Ch 1 of the Rules for Special Service Craft. 

Welding Requirements To be in accordance with Pt 6, Ch 2 and Pt 7, Ch 2 of the Rules for Special Service Craft, for 


steel and aluminium alloy craft respectively. All welding in way of shell plating and between chine 
bar and shell plating is to be full penetration type. Welds to be returned around scallops. 


GROUP GUIDANCE NOTES FOR DESIGN DETAILS FIGURE 
1 STEEL/ALUMINIUM CONSTRUCTION 3 
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Hull internal structure 


Frame to beam connection (radiused) Reads er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Critical 


\ areas 
ae 


4646/25A 4646/25B 


NOTES 

Failure Mechanism Fatigue fractures in way of welds. 

Building Tolerance To be in accordance with Pt 8, Ch 1 of the Rules for Special Service Craft. 

Welding Requirements To be in accordance with Pt 6, Ch 2 and Pt 7, Ch 2 of the Rules for Special Service Craft, for 


steel and aluminium alloy craft respectively. Webs to be accurately aligned. Butts in webs are to 
be staggered from the butts in face flats. All welds to be returned around scallops. 


GROUP GUIDANCE NOTES FOR DESIGN DETAILS FIGURE 
1 STEEL/ALUMINIUM CONSTRUCTION 4 


LLOYD’S REGISTER v6 


GUIDANCE NOTES FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Detail Design Improvement for Steel/Aluminium Chapter 4 
Construction Section 2 


Hull internal structure 


Frame to beam connection (continuous bracket) Reads er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Critical 
areas 


4646/18A 4646/18B 


NOTES 

Failure Mechanism Fatigue fractures in way of welds. 

Building Tolerance To be in accordance with Pt 3, Ch 1 of the Rules for Special Service Craft. 

Welding Requirements To be in accordance with Pt 6, Ch 2 and Pt 7, Ch 2 of the Rules for Special Service Craft, for 


steel and aluminium alloy craft respectively. Webs to be carefully aligned. Butts in webs are to be 
staggered from the butts in face flats. All welds to be returned around scallops. 


GROUP GUIDANCE NOTES FOR DESIGN DETAILS FIGURE 
1 STEEL/ALUMINIUM CONSTRUCTION 5 
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GUIDANCE NOTES FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Detail Design Improvement for Steel/Aluminium Chapter 4 
Construction Section 2 


Hull internal structure 


loyds 
Lug connections between secondary stiffeners and primary stiffener Ragy eT 
webs (1) ——— 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Tripping bracket or 
Web of transverse Web of transverse stiffener as required 


or (ae or floor (typical) 


Shell Shell 
longitudinal longitudinal 


Lug insert \ 
Critical area es (typical Shell 


Tripping bracket or 
Web of transverse Web of transverse stiffener as required 


or floor \ or floor (typical) 


v7 


Shell 


longitudinal longitudinal ~/ Lug insert 


(typical) 


4646/09A Critical area 4646/09B 


NOTES 


Failure Mechanism Fatigue cracking of shell plate in way of hardspot, buckling and shear failure of the web of the 
primary member. 


Building Tolerance To be in accordance with Pt 3, Ch 1 of the Rules for Special Service Craft. 
Welding Requirements To be in accordance with Pt 6, Ch 2 and Pt 7, Ch 2 of the Rules for Special Service Craft, for 
steel and aluminium alloy craft respectively. All welding in way of lugs is to be double continuous. 


Welds to be returned around scallops. Lug inserts to align with primary stiffener web plating or 
floor. 


GROUP GUIDANCE NOTES FOR DESIGN DETAILS FIGURE 
1 STEEL/ALUMINIUM CONSTRUCTION 6 


LLoyp’s REGISTER 9 


GUIDANCE NOTES FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Detail Design Improvement for Steel/Aluminium Chapter 4 
Construction Section 2 


Hull internal structure 


Lug connections between secondary stiffeners and primary 
stiffener webs (2) 


CRITICAL AREAS 
Web of transverse 


Web of transverse or floor 


lovds 
REVS, 
DETAIL DESIGN IMPROVEMENT 


Tripping bracket or 
stiffener as required 


or ee ra (typical) 
. 


Lug insert 
(typical) 


Lug insert 
L (typical) 


Shell 
longitudinal 


Shell 
longitudinal 


SS 
Critical area ———* 


Web of transverse 
or floor 


Shell 
longitudinal 


4646/10A 


NOTES 


Failure Mechanism 


Building Tolerance 


Welding Requirements 


Critical 
area 


Web of transverse 
or floor 


Shell 
longitudinal 


4646/10B 


Shell 


Fatigue cracking of shell plate in way of hardspot, buckling and shear failure of the web of the 
primary member. 


To be in accordance with Pt 8, Ch 1 of the Rules for Special Service Craft. 


To be in accordance with Pt 6, Ch 2 and Pt 7, Ch 2 of the Rules for Special Service Craft, for 


steel and aluminium alloy craft respectively. All welding in way of lugs is to be double continuous. 
Welds to be returned around scallops. Lug inserts to align with primary stiffener web plating or 


floor. 


FIGURE 
t 


LLoyD’Ss REGISTER 


GUIDANCE NOTES FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Detail Design Improvement for Steel/Aluminium Chapter 4 
Construction Section 2 


Watertight/oiltight bulkneads 


Shell longitudinals collared, brackets aligned Reads er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Bulkhead 

Bulkhead stiffener 

Tripping bracket or 

stiffener as required 
(typical) 

Bulkhead 

Shell 


longitudinal 


Critical area 


4646/27A 


Tripping bracket or 
stiffener as required 
(typical) 


Continuous 
stiffener 


4646/27B 


NOTES 


Failure Mechanism Fractures in bulkhead plating arising from stress concentrations in way of longitudinal 
stiffener end connections. 


Building Tolerance To be in accordance with Pt 3, Ch 1 of the Rules for Special Service Craft. 
Welding Requirements To be in accordance with Pt 6, Ch 2 and Pt 7, Ch 2 of the Rules for Special Service Craft, for 


steel and aluminium alloy craft respectively. All welding in way of collar and stiffener end connec- 
tions is to be double continuous type. Welds to be returned around scallops. 


GROUP GUIDANCE NOTES FOR DESIGN DETAILS FIGURE 
1 STEEL/ALUMINIUM CONSTRUCTION 


LLOYD’S REGISTER 11 


GUIDANCE NOTES FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Detail Design Improvement for Steel/Aluminium Chapter 4 
Construction Section 2 


Watertight/oiltight bulkneads 


neoy S 
Shell longitudinals (fitted brackets) egiSter 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Bulkhead Bulkhead 


tiff 
Watertight/oiltight stitener 


bulkhead Watertight/oiltight 


bulkhead 


Bracket 


Shell 
longitudinal longitudinal 


Critical areas Shell 


4646/28A 


Tripping bracket or 


stiffener as required 
(typical) 


Section X — X 
Stiffeners stopped 


NOTES 


Failure Mechanism Fractures in bulkhead plating arising from stress concentrations in way of longitudinal 
stiffener end connections. 


Building Tolerance To be in accordance with Pt 3, Ch 1 of the Rules for Special Service Craft. 
Welding Requirements To be in accordance with Pt 6, Ch 2 and Pt 7, Ch 2 of the Rules for Special Service Craft, for 
steel and aluminium alloy craft respectively. Webs of brackets are to be accurately aligned 


through the bulkhead plating and with the webs of the longitudinal stiffeners. All welding in way of 
brackets and stiffener end connections is to be double continuous type. 


GROUP GUIDANCE NOTES FOR DESIGN DETAILS FIGURE 
1 STEEL/ALUMINIUM CONSTRUCTION 9 


12 LLOYD’S REGISTER 


GUIDANCE NOTES FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Detail Design Improvement for Steel/Aluminium Chapter 4 
Construction Section 2 


Watertight/oiltight bulkheads with boundary bar 


Reo S 
Shell longitudinals (fitted brackets) gis er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Watertight 
bulkhead 
stiffener 


Watertight 
a bulkhead 


stiffener 


on 


each side 


Critical 4646/13A Triopi bracket 
ripping bracket or Flat bar 
areas stiffener as required 4 stiffener 
(typical) 


25mm 25mm 
max max 4646/13B 
Section Y — Y 
Stiffeners stopped 


NOTES 


Failure Mechanism Fractures in bulkhead plating arising from stress concentrations in way of longitudinal 
stiffener end connections. 


Building Tolerance To be in accordance with Pt 3, Ch 1 of the Rules for Special Service Craft. 


Welding Requirements To be in accordance with Pt 6, Ch 2 and Pt 7, Ch 2 of the Rules for Special Service Craft, for 
steel and aluminium alloy craft respectively. Webs of brackets are to be accurately aligned 
through the bulkhead plating and with the webs of the longitudinal stiffeners. All welding in way 
of brackets and stiffener end connections is to be double continuous type. 


GROUP GUIDANCE NOTES FOR DESIGN DETAILS FIGURE 
1 STEEL/ALUMINIUM CONSTRUCTION 10 


LLOyD’s REGISTER 


GUIDANCE NOTES FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Detail Design Improvement for Steel/Aluminium 
Construction 


Chapter 4 


Section 2 


Watertight/oiltight bulkheads 


Collar inserts in way of secondary stiffening members 


CRITICAL AREAS 


lovds 
Rees: 
DETAIL DESIGN IMPROVEMENT 


Tripping bracket or 
stiffener as required 


Watertight/oiltight 
bulkhead 


Secondary 


Watertight/oiltight 
bulkhead 


Secondary 


(typical) 


stiffener fe stiffener 
> x 
| 


Tripping bracket or 
stiffener as required 
Watertight/oiltight Watertight/oiltight (typical) 
bulkhead bulkhead 


Secondary 
stiffener 


Secondary Insert 
stiffener collar 


4646/12A 4646/12B 


——— 


Critical 
area 


Shell 


NOTES 


Failure Mechanism Fatigue fractures and leakage. 


Building Tolerance To be in accordance with Pt 3, Ch 1 of the Rules for Special Service Craft. 


Welding Requirements To be in accordance with Pt 6, Ch 2 and Pt 7, Ch 2 of the Rules for Special Service Craft, for 
steel and aluminium alloy craft respectively. Inserts to align with watertight/oiltight bulkhead plat- 
ing. All welding in way of collar inserts and stiffener end connections is to be double continuous 


type. 


GROUP GUIDANCE NOTES FOR DESIGN DETAILS FIGURE 
1 STEEL/ALUMINIUM CONSTRUCTION 11 


14 LLOYD’S REGISTER 


GUIDANCE NOTES FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Detail Design Improvement for Steel/Aluminium Chapter 4 
Construction 


Section 2 


Watertight/oiltight bulkheads 


Boy S 
Collar inserts in way of primary stiffening members gis eT 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Watertight/oiltig 


bulkhead 


Primary 
stiffener 


\ 
7S 
Critical ae Se Shell 


— 


area 


Watertight/oil 
bulkhead 


Primary 
stiffener 


4646/11A 


Criti 


ight 


cal 


area 


NOTES 


Failure Mechanism 


Building Tolerance 


Welding Requirements 


Tripping bracket or 
Watertight/oiltight stiffener as required 
bulkhead (typical) 


Primary _ 
stiffener 


Insert 
collar 


\ 


_ Tripping bracket or 
Watertight/oilt stiffener as required 
bulkhead (typical) 


Primary 


: so Insert 
stiffener 


collar 


\ 


Shell 4646/11B 


Fatigue fractures and leakage. 
To be in accordance with Pt 8, Ch 1 of the Rules for Special Service Craft. 


To be in accordance with Pt 6, Ch 2 and Pt 7, Ch 2 of the Rules for Special Service Craft, for 
steel and aluminium alloy craft respectively. Inserts to align with watertight/oiltight bulkhead plat- 
ing. All welding in way of collar inserts and stiffener end connections is to be double continuous 
type. 


FIGURE 
12 


LLoyD’s REGISTER 


GUIDANCE NOTES FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Detail Design Improvement for Steel/Aluminium Chapter 4 
Construction Section 2 


Cross-deck structure, multi-hulls 


Inner side web frame to deck transverse connection Reads er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Wet deck Wet deck Anti buckling 
stiffeners 


Side shell Side shell 


4646/22A (inner) Critical area (inner) 4646/22B 


NOTES 
Failure Mechanism Buckling of deep webs. 
Building Tolerance To be in accordance with Pt 3, Ch 1 of the Rules for Special Service Craft. 


Welding Requirements To be in accordance with Pt 6, Ch 2 and Pt 7, Ch 2 of the Rules for Special Service Craft, for 
steel and aluminium alloy craft respectively. 


GROUP GUIDANCE NOTES FOR DESIGN DETAILS FIGURE 
1 STEEL/ALUMINIUM CONSTRUCTION 13 
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GUIDANCE NOTES FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Detail Design Improvement for Steel/Aluminium Chapter 4 
Construction Section 2 


Cross-deck structure 


loyds 
Deck transverse to watertight bulkhead connection Ragy er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Heavy web of beam 
inserted into bulkhead 


Side Side 
longitudinal longitudinal 


Stiffeners ' Stiffeners 
Continuous face 


bar collared ; 
Side shell through shell Side shell 
(outer) (outer) 


Side shell ia Side shell 
inner (inner) 
Critical Flat bar Flat bar 
areas stiffener stiffener 


4646/23A 


Intermediate 
thickness insert 


Thickness as for 
beam face bar 


Bulkhead under 


4646/23B 
Plan view 


NOTES 


Failure Mechanism Failure fractures in areas of high stress, cracking due to both stress concentrations and tri-axial 
stress. 


Building Tolerance To be in accordance with Pt 3, Ch 1 of the Rules for Special Service Craft. 
Welding Requirements To be in accordance with Pt 6, Ch 2 and Pt 7, Ch 2 of the Rules for Special Service Craft, for 


steel and aluminium alloy craft respectively. All welds in way of shell penetration are to be full 
penetration type. 


GROUP GUIDANCE NOTES FOR DESIGN DETAILS FIGURE 
1 STEEL/ALUMINIUM CONSTRUCTION 14 


LLOYD’S REGISTER AZ 


GUIDANCE NOTES FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Detail Design Improvement for Steel/Aluminium Chapter 4 
Construction Section 2 


Multi-hull structure 


Cross-deck beam to bulkhead connection Reads er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Local heavy insert 
or heavy web of beam 
extended into bulkhead 
(dependent on arrangement) 


Stiffeners 


Wet deck i Wet deck 


+ 
Side shell Side shell 


(inner) 7 (inner) / 
og: 4646/24A 4646/24B 


Critical area 


NOTES 

Failure Mechanism Buckling of deep webs and bulkhead in way of connection. 

Building Tolerance To be in accordance with Pt 3, Ch 1 of the Rules for Special Service Craft. 

Welding Requirements To be in accordance with Pt 6, Ch 2 and Pt 7, Ch 2 of the Rules for Special Service Craft, for 
steel and aluminium alloy craft respectively. Webs of deep transverses are to be accurately 


aligned with the bulkhead plating. All welding in way of end connection is to be double continu- 
ous type. 


GROUP GUIDANCE NOTES FOR DESIGN DETAILS FIGURE 
1 STEEL/ALUMINIUM CONSTRUCTION 15 
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GUIDANCE NOTES FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Detail Design Improvement for Steel/Aluminium Chapter 4 
Construction Section 2 


Hull internal structure 


Reo S 
Floor to frame connection (bracketed) Egis er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Outboard end of 
floor face flat sniped 


Critical 
areas 


Both ends of floor/ 
frame bracket 
to be sniped 


4646/17B 


4646/17A Stiffener 
(as required, longer 
end sniped) 


NOTES 


Failure Mechanism Buckling of floor under bracket toe. Fracturing of frame and floor structure in way of end con- 
nections. 


Building Tolerance To be in accordance with Pt 3, Ch 1 of the Rules for Special Service Craft. 
Welding Requirements To be in accordance with Pt 6, Ch 2 and Pt 7, Ch 2 of the Rules for Special Service Craft, for 
steel and aluminium alloy craft respectively. All welding in way of brackets and end connections 


is to be double continuous type. All welds to be returned around scallops. Webs of frames to be 
accurately aligned with floor plating. 


GROUP GUIDANCE NOTES FOR DESIGN DETAILS FIGURE 
2 STEEL/ALUMINIUM CONSTRUCTION 16 
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GUIDANCE NOTES FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Detail Design Improvement for Steel/Aluminium Chapter 4 
Construction Section 2 


Hull internal structure 


Boy S 
Frame to beam connection egiS er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 
Critical area 


Deck beam 


= Stiffened bracket 


Critical area Deck beam 


Sniped 


es Stiffened bracket 


4646/19A 4646/19B 


NOTES 


Failure Mechanism Fractures in the shell and deck plating due to stress concentration arising from hard spots. 


Building Tolerance To be in accordance with Pt 3, Ch 1 of the Rules for Special Service Craft. 
Welding Requirements To be in accordance with Pt 6, Ch 2 and Pt 7, Ch 2 of the Rules for Special Service Craft, for 
steel and aluminium alloy craft respectively. Webs of deck beam to be accurately aligned with 


webs of frames. All welding in way of end connections and brackets is to be double continuous 
type. All welds to be returned around scallops. 


GROUP GUIDANCE NOTES FOR DESIGN DETAILS FIGURE 
2 STEEL/ALUMINIUM CONSTRUCTION 17 
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GUIDANCE NOTES FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Detail Design Improvement for Steel/Aluminium Chapter 4 
Construction Section 2 


Watertight/oiltight bulkheads with boundary bar 


| 


Raves 
Shell longitudinals (lapped brackets) gis er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Watertight Watertight 
a bulkhead bulkhead 
stiffener stiffener 


oe 
Bracket 


each side 


4646/29A 


Tripping bracket or Flat bar 


stiffener as required a stiffener 


(typical) | 


aa 
25mm 25mm 
or cara 4646/29B 


max max 


Section Y — Y 
Stiffeners stopped 


NOTES 


Failure Mechanism Fractures in bulkhead plating arising from stress concentrations in way of longitudinal 
stiffener end connections. 


Building Tolerance To be in accordance with Pt 3, Ch 1 of the Rules for Special Service Craft. 
Welding Requirements To be in accordance with Pt 6, Ch 2 and Pt 7, Ch 2 of the Rules for Special Service Craft, for 
steel and aluminium alloy craft respectively. Webs of brackets are to be accurately aligned 


through the bulkhead platings. All welding in way of brackets and stiffener end connections is to 
be double continuous type. 


GROUP GUIDANCE NOTES FOR DESIGN DETAILS FIGURE 
2 STEEL/ALUMINIUM CONSTRUCTION 18 


LLoyp’s REGISTER 1 


GUIDANCE NOTES FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Detail Design Improvement for Steel/Aluminium Chapter 4 
Construction Section 2 


Watertight/oiltight bulkneads 


nov S 
Shell longitudinals (lapped brackets) EegiS er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Bulkhead Bulkhead 


tiff 
Watertight/oiltight stiffener 


bulkhead Watertight/oiltight 


bulkhead 


Bracket 


Shell “ Shell 
longitudinal longitudinal 


= 


Critical areas Shell 


4646/14A 


Tripping bracket or 
stiffener as required 
(typical) 


4646/14B 


Section X-X 


NOTES 


Failure Mechanism Fractures in bulkhead plating arising from stress concentrations in way of longitudinal 
stiffener end connections. 


Building Tolerance To be in accordance with Pt 3, Ch 1 of the Rules for Special Service Craft. 
Welding Requirements To be in accordance with Pt 6, Ch 2 and Pt 7, Ch 2 of the Rules for Special Service Craft, for 
steel and aluminium alloy craft respectively. Webs of brackets are to be accurately aligned 


through the bulkhead platings. All welding in way of brackets and end connections of stiffeners is 
to be double continuous type. 


GROUP GUIDANCE NOTES FOR DESIGN DETAILS FIGURE 
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GUIDANCE NOTES FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Detail Design Improvement for Steel/Aluminium Chapter 4 
Construction Section 2 


Watertight/oiltight bulkneads 


Shell longitudinals collared, brackets lapped Reads er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Bulkhead 
Bulkhead tiff 
ae Tripping bracket or 


stiffener as required 
(typical) 


en longitudinal 


4646/15A 


Critical area 


Tripping bracket or 
stiffener as required 
(typical) 


Continuous 
stiffener 


4646/15B 


NOTES 


Failure Mechanism Fractures in bulkhead plating arising from stress concentrations in way of longitudinal 
stiffener end connections. 


Building Tolerance To be in accordance with Pt 3, Ch 1 of the Rules for Special Service Craft. 
Welding Requirements To be in accordance with Pt 6, Ch 2 and Pt 7, Ch 2 of the Rules for Special Service Craft, for 


steel and aluminium alloy craft respectively. All welding in way of collar and stiffener end connec- 
tions is to be double continuous type. Welds are to be returned around scallops. 


GROUP GUIDANCE NOTES FOR DESIGN DETAILS FIGURE 
2 STEEL/ALUMINIUM CONSTRUCTION 20 


LLoyp’s REGISTER 23 


GUIDANCE NOTES FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Detail Design Improvement for Steel/Aluminium Chapter 4 
Construction Section 2 


Cross-deck structure, multi-hulls 


loyds 
Connection between cross-deck beams and side hulls Ragy er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Critical areas 


Flat bar stiffener 


Snipe 


Side shell 
(outer) 


Stiffened Continuous face Stiifened 


bar collared 
Side shell bracket through shell bracket 


(inner) . F 
Side shell Side shell 


(outer) (inner) 


4646/20A 


Intermediate 
thickness insert 


Thickness as for 
beam face bar 


4646/20B 
Plan view 


NOTES 


Failure Mechanism Buckling of webs of cross-deck beams, and fracturing of deck plating in way of end connection 
due to hard spot. 


Building Tolerance To be in accordance with Pt 3, Ch 1 of the Rules for Special Service Craft. 


Welding Requirements To be in accordance with Pt 6, Ch 2 and Pt 7, Ch 2 of the Rules for Special Service Craft, for 
steel and aluminium alloy craft respectively. Webs of frames to be accurately aligned with webs 
of cross-deck beams. All welds in way of end connection of frames are to be double continuous 
type. Webs of transverse beams are to be accurately aligned. 


GROUP GUIDANCE NOTES FOR DESIGN DETAILS FIGURE 
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GUIDANCE NOTES FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Detail Design Improvement for Steel/Aluminium Chapter 4 
Construction Section 2 


Cross-deck structure, multi-hulls 


Connection between cross-deck beams and side hulls Reads er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Critical areas 


Flat bar stiffener 


Snipe 


Side shell 
(outer) 


sed ne Sites 
Side shell aia through shell bracket 
med Side shell Side shell 
(outer) (inner) 


4646/21A 


4646/21B 


Plan view 


NOTES 


Failure Mechanism Buckling of webs of cross-deck beams, and fracturing of deck plating in way of end connection 
due to hard spot. 


Building Tolerance To be in accordance with Pt 3, Ch 1 of the Rules for Special Service Craft. 


Welding Requirements To be in accordance with Pt 6, Ch 2 and Pt 7, Ch 2 of the Rules for Special Service Craft, for 
steel and aluminium alloy craft respectively. Webs of frames to be accurately aligned with webs 
of cross-deck beams. All welds in way of end connections to be double continuous type. Webs 
of transverse beams are to be accurately aligned. 


GROUP GUIDANCE NOTES FOR DESIGN DETAILS FIGURE 
3 STEEL/ALUMINIUM CONSTRUCTION 22 
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GUIDANCE NOTES FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Detail Design Improvement for Steel/Aluminium Chapter 4 
Construction Section 2 


Hull centreline structure tloyds yds 
Bar and plate keels NEgiSLET er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Centreline girder with 
Critical area continuous face bar 


Flat bar stiffeners 


5 4646/01B 
Increased thickness 


4646/01A Critical area 
of keel plate 


NOTES 

Failure Mechanism Fracturing of centre girder(s), buckling of keel plate and floors. 

Building Tolerance To be in accordance with Pt 3, Ch 1 of the Rules for Special Service Craft. 

Welding Requirements To be in accordance with Pt 6, Ch 2 and Pt 7, Ch 2 of the Rules for Special Service Craft, for 


steel and aluminium alloy craft respectively. Butts in webs are to be staggered from butts in face 
flats. 


GROUP GUIDANCE NOTES FOR DESIGN DETAILS FIGURE 
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GUIDANCE NOTES FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Detail Design Improvement for Steel/Aluminium Chapter 4 
Construction Section 2 


Hull centreline structure 
Reads 


Bar keels 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Flat bar stiffener 


} Centreline girder 


= with continuous 
ss face bar 
Small bar keel a7 Small bar keel 
Critical area 


Flat bar stiffener 


Bottom 
transverse Shell 
Floor longitudinal 


Shell 


Bottom JY, longitudinal 


\ 
transverse \_ A neds 2 


4646/02A Bar keel 


oe Bar keel 4646/02B 
Critical area 


NOTES 

Failure Mechanism Buckling of bar keel, shell plate and floors. 

Building Tolerance To be in accordance with Pt 3, Ch 1 of the Rules for Special Service Craft. 

Welding Requirements To be in accordance with Pt 6, Ch 2 and Pt 7, Ch 2 of the Rules for Special Service Craft, for 


steel and aluminium alloy craft respectively. Butts in webs are to be staggered from butts in face 
flats. 
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GUIDANCE NOTES FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Detail Design Improvement for Steel/Aluminium Chapter 4 
Construction Section 2 


Hull centreline structure 


Fabricated plate keel/skeg Reads er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Flat bar stiffeners 


Increased thickness 


JS of keel plate 


Flat bar stiffeners 


Backing bar for 


closing plate 


Critical areas 


Increased thickness 


ra of keel plate 


4646/03A 4646/03B 


NOTES 
Failure Mechanism Buckling of keel plate, shell and floor. Fractures from stress concentrations. 
Building Tolerance To be in accordance with Pt 3, Ch 1 of the Rules for Special Service Craft. 


Welding Requirements To be in accordance with Pt 6, Ch 2 and Pt 7, Ch 2 of the Rules for Special Service Craft, for 
steel and aluminium alloy craft respectively. 


GROUP GUIDANCE NOTES FOR DESIGN DETAILS FIGURE 
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GUIDANCE NOTES FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Detail Design Improvement for Steel/Aluminium Chapter 4 
Construction Section 2 


Hull centreline structure 


Round bar and flat bar stems Reads er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Solid round 
bar 


Flat bar stiffener 


Critical area 


Stem bar 
4646/04B 


4646/04A Flat bar stiffener 


Critical area 


NOTES 

Failure Mechanism Buckling of stem plating due to collision and impact with floating debris. 

Building Tolerance To be in accordance with Pt 3, Ch 1 of the Rules for Special Service Craft. 

Welding Requirements To be in accordance with Pt 6, Ch 2 and Pt 7, Ch 2 of the Rules for Special Service Craft, for 


steel and aluminium alloy craft respectively. All welding between stem bar and shell plating to be 
full penetration type. Butts in webs are to be staggered from butts in face flats. 
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GUIDANCE NOTES FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Detail Design Improvement for Steel/Aluminium Chapter 4 
Construction Section 2 


Hull centreline structure 


Fabricated and plate stems Reads er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Shell longitudinal Shell longitudinal 
Bracket or breasthook 
— ~ as applicable Bracket or breasthook 
oS as applicable 


Fabricated stem 


Flat bar stiffener 


Critical area 


4646/05A ya 


Increased thickness 
Critical area noseplate 


4646/05B 


NOTES 

Failure Mechanism Buckling of stem plating due to collision and impact with floating debris. 

Building Tolerance To be in accordance with Pt 3, Ch 1 of the Rules for Special Service Craft. 

Welding Requirements To be in accordance with Pt 6, Ch 2 and Pt 7, Ch 2 of the Rules for Special Service Craft, for 


steel and aluminium alloy craft respectively. All welding between stem and shell plating to be full 
penetration type. Butts in webs are to be staggered from the butts in face flats. 


GROUP GUIDANCE NOTES FOR DESIGN DETAILS FIGURE 
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Detail Design Improvement for Steel/Aluminium Chapter 4 
Construction Section 2 


Internal hull structure 


Boy S 
Floor to frame connection (radiused) egiS er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Critical 


area 
‘\. 2 


4646/26A 
4646/26B 


NOTES 

Failure Mechanism Fatigue fractures in way of welds. 

Building Tolerance To be in accordance with Pt 3, Ch 1 of the Rules for Special Service Craft. 

Welding Requirements To be in accordance with Pt 6, Ch 2 and Pt 7, Ch 2 of the Rules for Special Service Craft, for 


steel and aluminium alloy craft respectively. Webs and face flats are to be accurately aligned with 
butts between face flats staggered from the butts in the frame webs. 


GROUP GUIDANCE NOTES FOR DESIGN DETAILS FIGURE 
3 STEEL/ALUMINIUM CONSTRUCTION 28 
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Detail Design Improvement for Steel/Aluminium Chapter 4 
Construction Section 2 


Hull internal structure 


Boy S 
Web frame to tank boundary connection gis er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Critical 
area 


Tank top / Plan view 
seo 
7S ~ 
/ Tank top 


Margin plate Margin plate 


area 


Tank top 
ne Plan view 
oo oN 


\ Tank top 


Margin plate Margin plate 


4646/16A 
4646/16B 


NOTES 

Failure Mechanism Fractures arising from stress concentrations. 

Building Tolerance To be in accordance with Pt 3, Ch 1 of the Rules for Special Service Craft. 

Welding Requirements To be in accordance with Pt 6, Ch 2 and Pt 7, Ch 2 of the Rules for Special Service Craft, for 


steel and aluminium alloy craft respectively. Webs of frames to be accurately aligned with floor 
plating. All welds in way of end connection of frames are to be double continuous type. 


GROUP GUIDANCE NOTES FOR DESIGN DETAILS FIGURE 
3 STEEL/ALUMINIUM CONSTRUCTION 29 
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Detail Design Improvement for Composite 


Construction 


Chapter 5 


Section 1 


Section 


1 Identification of critical areas 


2 Structural details 


O Section 7 
Identification of critical areas 


1.1 General 


7.7.1 LR has applied direct calculation procedures in the 
structural appraisal and approval of new buildings and in vari- 
ous investigations on special service craft of composite 
construction. Through these procedures and the wealth of 
information collected on the LR fleet database, a number of 
locations have been identified where good design, workman- 
ship and alignment during construction are particularly 
important. These are usually locations where high stress vari- 
ations can be experienced during the lifetime of the craft. 
These are referred to to as critical locations and are high- 
lighted in this Chapter. 


1.1.2 This Chapter identifies the critical areas within vari- 
ous structural elements of the hull structure and transverse 
bulkheads. 


7.1.3 In Section 2 the structural detail design improve- 
ments that can be applied to increase the fatigue life of the 
structural components are provided. These detail improve- 
ments are intended to give the designer guidance for meeting 
the design criteria for structural detail components. 


1.1.4 The application of 2 and 3-dimensional finite 
element analyses techniques to the hull structure enables the 
global and local capabilities of the hull structure to withstand 
static and dynamic loadings to be assessed. Such analyses 
will enable those high stress locations and joints within the 
craft to be readily identified. Such locations will then, by their 
very nature, be at risk to fatigue damage unless appropriate 
measures are taken at the design stage and subsequently 
during construction. 


7.1.5 Extensive ‘in-service’ experience of the perfor- 
mance of existing craft structures, already provide an 
awareness of those critical locations which merit particular 
attention either due to stress or alignment difficulties. 


1.2 Critical areas 


1.2.1 Stress concentrations occur in both the primary 
and secondary structures of all craft and are identified during 
the design process by such means as finite element calcula- 
tions. The designer will modify the detail to alleviate the stress 
concentration either by redesign or increase in scantlings. 
However, even after modification that area will still, in general, 
be exposed throughout the life of the craft to stresses higher 
than in surrounding areas. 


1.2.2 At the design appraisal stage, a plan of the 
structure should, where appropriate, be prepared by the 
Builder or designer indicating these regions, and considera- 
tion can then be given, by the production team, into the 
appropriate methods of construction and the tolerances to be 
applied in order to remain within the assigned design param- 
eters. 


1.3 Misalignment during construction 


7.3.1 The very nature of composite construction involves 
the manufacture of the material at the same time as the prod- 
uct and therefore, the alignment of the moulds and formers is 
one of the major considerations. The bonded interface 
between structural components in sub-assembly areas, 
prefabrication stages must also be carefully controlled to 
ensure accurate alignment and to achieve a satisfactory bond. 


1.3.2 The most critical type of joint is the bonded 
‘tee joint’ where it is subjected to high magnitudes of tensile 
and shear stresses. Particular attention must also be given to 
the transition between different types of stiffener members i.e., 
top-hat to plate laminates. 


7.3.3 It can readily be seen that the combination of stress 
concentration and misalignment is to be avoided if the fatigue 
strength is to be satisfactory during the service life of the craft. 


1.4 Fatigue considerations 


1.4.1 The bottom shell area of high speed craft is 
subjected to the highest cyclic loading throughout the life of 
such craft. 


1.4.2 The fatigue cracks in bottom shell laminates in way 
of internal hard spots, and in way of longitudinal end-connec- 
tions, has been well documented. Constructional details in 
way of these areas, designed to increase fatigue life, are now 
incorporated by many Builders as standard. It is, therefore, 
important that due consideration be given to these details at 
the design stage to reduce the risk of fatigue cracking during 
service. 


1.4.3 Detailed recommendations are detailed herein for 
the critical areas, see Section 2. 
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Detail Design Improvement for Composite Chapter 5 
Construction Section 2 


re Section 2 
Structural details 


2.1 Detail design improvement 


21st For the purposes of these Guidance Notes, 
structural locations have been divided into five separate 
groups, with a series of examples of critical structural areas 
together with alternative associated detail design improve- 
ments. 


2.2 A summary of the data presented is given in 
Table 5.2.1 whilst the full details are given in Figs. 1 to 30 as 
contained in this Section. 


2.1.3 Generally, where alternative structural detail design 
improvements are provided, the details shown will provide 
improved fatigue strength. 


2.1.4 Where ‘top-hat’ sections are shown, the same 
requirements apply to plate and other stiffening members 
sections. 
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Detail Design Improvement for Composite 


Construction 


Chapter 5 


Section 2 


Table 5.2.1 


Application 


High speed craft 


Sandwich Chine in way of side shell and bot- 


tom shell connection 
Stem 

Hull bottom structure 
Hull bottom structure 
Single skin Hull structure 

Hull structure 


Chine in way of side shell and bot- 
tom shell connection 


Hull internal structure 


Hull internal structure 


Chine reinforcement 


Stem reinforcement 
Bulkhead to hull connection 
Bulkhead to hull connection 
Spray rails 

Spray rails 


Chine reinforcement 


Bulkhead to hull connect 


Bulkhead to hull connect 


Low speed craft 


Sandwich internal structure 


internal structure 


Bulkhead to hull connect 


Bulkhead to hull connect 


Single skin bottom structure 


bottom structure 


Bulkhead to hull connect 


Bulkhead to hull connect 


General detail centreline structure 
Hull centreline structure 
Hull structure 

Hull structure 

Hull structure 

Hull bottom structure 
Hull bottom structure 
Hull internal structure 


Hull internal structure 


Hull internal structure 


Hull internal structure 
Skeg (open type) 
Skeg (closed type) 
Deck structure 

Deck structure 

Deck 


Deck 


Keel/stem reinforcement and keel stiffening 
Keel/stem reinforcement and keel stiffening 

Deck to hull connection 

Transom boundary 

Deck to hull connection 

Limber holes 

Machinery seating, tapping plates 

Deep girders and floors 

‘Top-hat’ stiffeners penetrating tank boundaries 
Lower deck/tank top to bottom shell connection 
Integral tanks access manholes 


Skeg stiffening and reinforcement 


Skeg diaphragm plates and sealing laminate 


Well deck, lower/sole deck to hull connection 
Well deck, lower/sole deck to hull connection 
Bulkhead to deck connection 


Deckhouse to deck connection 
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Chine in way of side shell and bottom shell connection 


neo S 
Chine reinforcement Egis er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Sandwich construction 


Chine overlaps to 
comply with the Rules for 
Special Service Craft 


For transition 
see Fig 3.3.1. 
in Part 8 of 

the Rules for 
Special Service 
Craft 


Additional reinforcement in way of chine 
to comply with the Rule minimum 
single requirements 


Critical area 


3851/07A 3851/07B 


Critical area, entire length of chine Entire length of chine reinforced 


to comply with the Rules for 
Special Service Craft 


NOTES 
Failure Mechanism Excess loads due to grounding, docking, slinging, hydrodynamic and other types of impact. 
Building Tolerance All FRP materials to comply with the Rules for Special Service Craft. 


Laminating Requirements — To be in accordance with Part 8 of the Rules for Special Service Craft. 


GROUP GUIDANCE NOTES FOR DESIGN DETAILS FIGURE 
1 COMPOSITE CONSTRUCTION 1 
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Construction Section 2 


Stem 


Stem reinforcement Reads er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Sandwich construction 


Critical area 


Stem overlaps added 
to comply with the Rules for 
Special Service Craft 


7) 


4 


Entire length of stem reinforced 
to comply with the Rules for 
Special Service Craft 


Critical area, entire 


Seo length of stem 3851/05A 


NOTES 
Failure Mechanism Excess loads due to collision and impact with floating debris. 
Building Tolerance All FRP materials to comply with the Rules for Special Service Craft. 


Laminating Requirements To be in accordance with Part 8 of the Rules for Special Service Craft. 


GROUP GUIDANCE NOTES FOR DESIGN DETAILS FIGURE 
1 COMPOSITE CONSTRUCTION 2 
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Hull bottom structure 


Bulkhead to hull connection Reads er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Sandwich construction, high speed 


Bulkhead Bulkhead 
See me SIN 
Compliant resin or eee Overlaps to comply 
similar filler eee with the Rules for 
eae Special Service Craft 


Critical area 


Bulkhead to hull stiffener 
connection to comply 
with the Rules for 
Special Service Craft 


Face edge of 
bulkhead bonded 
to hull stiffener 
with compliant 
resin 


High density core 
in way of bulkhead 


Critical areas 
All bulkhead hull connections to comply with the Rules for Special Service Craft 


3851/15A 3851/15B 


Bulkhead Bulkhead Bulkhead Bulkhead Bulkhead Bulkhead 


NOTES 


Failure Mechanism Crushing of the sandwich core under the bulkhead, and delamination of the sandwich bulkhead 
due to excess loads arising from berthing, slinging, impact and racking. 


Building Tolerance All FRP material to comply with the Rules for Special Service Craft. 


Laminating Requirements — To be in accordance with Part 8 of the Rules for Special Service Craft. 


GROUP GUIDANCE NOTES FOR DESIGN DETAILS FIGURE 
1 COMPOSITE CONSTRUCTION 3 
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Construction Section 2 


Hull bottom structure 


Bulkhead to hull connection Reaves er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Sandwich construction, high speed 
Bulkhead 


Overlaps to comply 
with the Rules for 
Special Service Craft 


Critical area 


“acne 
/ 


Compliant resin or similar filler 


Bulkhead to hull stiffener 
connection to comply with 


the Rules for High density structural 
Special Service Craft core material 


LOTT 
z 


High density core 
in way of bulkhead 


Critical areas 
All bulkhead hull connections to comply with the Rules for Special Service Craft 


3851/13A 3851/13B 


Bulkhead Bulkhead Bulkhead Bulkhead Bulkhead Bulkhead 


NOTES 


Failure Mechanism Crushing of the sandwich core under the bulkhead due to excess loads arising from berthing, 
slinging, impact and racking. 


Building Tolerance All FRP material to comply with the Rules for Special Service Craft. 


Laminating Requirements To be in accordance with Part 8 of the Rules for Special Service Craft. 


GROUP GUIDANCE NOTES FOR DESIGN DETAILS FIGURE 
1 COMPOSITE CONSTRUCTION 4 
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Hull structure 


Spray rails Reads er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Single skin construction Overlaps to comply 


with the Rules for 
Special Service Craft 


a 
_— \ 
- Spray rail oo : 

Critical area overlays to comply | \ 


with the Rules for 
Special Service Craft 


Longitudinals to be 
aligned where possible 


Option 1 


Microballoons or similar filler 


Longitudinals to be 


aligned where possible Overlaps to comply 
with the Rules for Special 


Service Craft 


Spray rail overlays 
to comply with 

the Rules for 
Special Service Craft 


Option 2 


Microballoons or similar filler 


3851/09A —_ 


3851/09B 


Critical area 


Entire length of spray rails overlaid 
to comply with the Rules for Special Service Craft 


NOTES 
Failure Mechanism Excess loads due to grounding and impact. 
Building Tolerance All FRP material to comply with the Rules for Special Service Craft. 


Laminating Requirements — To be in accordance with Part 8 of the Rules for Special Service Craft. 


GROUP GUIDANCE NOTES FOR DESIGN DETAILS FIGURE 
2 COMPOSITE CONSTRUCTION 5 
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Detail Design Improvement for Composite Chapter 5 
Construction Section 2 


Hull structure 


peo S 
Spray rails Egis er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Single skin construction Option 1 
Longitudinals to be 


aligned where possible Overlaps to comply 
with the Rules fror Special Service 


7 Spray rail 

Critical area overlays to comply 
with the Rules for 
Special Craft Rules 


Option 2 
Longitudinals to be 
aligned where possible 


Spray rail 

overlaps to comply 
with the Rules for 
Special Service Craft 


Microballoons or 
similar filler 


——— _—— 


— 3851/08B 
~*~ 3851/08A 


Critical area Entire length of spray rails overlaid 
to comply with the Rules for Special Service Craft 


NOTES 
Failure Mechanism Excess loads due to grounding and impact. 
Building Tolerance All FRP material to comply with the Rules for Special Service Craft. 


Laminating Requirements To be in accordance with the Part 8 of the Rules for Special Service Craft. 


GROUP GUIDANCE NOTES FOR DESIGN DETAILS FIGURE 
2 COMPOSITE CONSTRUCTION 6 
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Chine in way of side shell and bottom shell connection 


Chine reinforcement Reaves er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Sandwich side and single skin bottom Option 14 


Additional reinforcement in way of chine 
and chine overlaps to comply with the Rule 
minimum single skin requirements 


Structural 
foam infill 


For transition 
see Fig 3.3.1 in Part 8 
of the Rules for Special Service Craft 


Option 2 


Additional reinforcement in way of chine 
oe and chine overlaps to comply with the Rule 
~->—— \ minimum single skin requirements 


Critical area 


For transition 
see Pt. 8, Fig 3.3.1, 
™ of the Rules for Special 


Service Craft 


_— 
3851/06A 
3851/06B 


Critical area, entire length of chine Entire length of chine reinforced 
to comply with the Rules for Special Service Craft 


NOTES 
Failure Mechanism Excess loads due to grounding, docking, slinging and hydrodynamic impact. 
Building Tolerance All FRP material to comply with the Rules for Special Service Craft 


Laminating Requirements — To be in accordance with the Part 8 of the Rules for Special Service Craft. 


GROUP GUIDANCE NOTES FOR DESIGN DETAILS FIGURE 
2 COMPOSITE CONSTRUCTION 7 
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Detail Design Improvement for Composite Chapter 5 
Construction Section 2 


Hull internal structure 


Bulkhead to hull connection Reaves er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Single skin construction, high speed 


Bulkhead Bulkhead 
Ve s-, Ae 4 . Ve ee AR 
rite Compliant resin or oie 
similar filler RAE Overlaps to comply 
: with the Rules for Special 


IIS Service Craft 
Bulkhead to hull stiffener ata Face edge of 
eree b 


connection to comply 
with the Rules for eer ac 
Special Service Craft with compliant 


resin 


Critical area 


High density core in way of bulkhead 


All bulkhead hull connections to comply with the Rules for Special Service Craft 


3851/14A 
3851/14B 


Bulkhead Bulkhead Bulkhead Bulkhead Bulkhead Bulkhead 


NOTES 
Failure Mechanism Excess loads due to berthing, slinging, impact and racking. 
Building Tolerance All FRP material to comply with the Rules for Special Service Craft. 


Laminating Requirements — To be in accordance with the Part 8 of the Rules for Special Service Craft. 


GROUP GUIDANCE NOTES FOR DESIGN DETAILS FIGURE 
2 COMPOSITE CONSTRUCTION 8 


LLOYD’S REGISTER 11 


GUIDANCE NOTES FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Detail Design Improvement for Composite Chapter 5 
Construction Section 2 


Hull internal structure 


nov S 
Bulkhead to hull connection Egis er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Single skin construction, high speed 


= 
= ¥ 
oO 
© 
jou 


Overlaps to comply 


Critical area Compliant resin or similar filler 


—t with the Rules for 


* Za = ee Special Service Craft 
/ 
7 


Bulkhead to hull stiffener 
connection to comply with 


the Rules for High density structural 
Special Service Craft core material 


Critical areas All bulkhead to hull connections to comply with the Rules for 
yy Special Service Craft 
7 


3851/12A 3851/12B 


-/ 
Bulkhead Bulkhead Bulkhead Bulkhead Bulkhead Bulkhead 


NOTES 
Failure Mechanism Excess loads due to berthing, slinging, impact and racking. 
Building Tolerance All FRP material to comply with the Rules for Special Service Craft. 


Laminating Requirements — To be in accordance with Part 8 of the Rules for Special Service Craft. 


GROUP GUIDANCE NOTES FOR DESIGN DETAILS FIGURE 
2 COMPOSITE CONSTRUCTION i) 
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Detail Design Improvement for Composite Chapter 5 
Construction Section 2 


Hull internal structure 


Bulkhead to hull connection Reads er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Sandwich construction, low speed 


Bulkhead 
Bulkhead 2 


Overlaps to comply 
with the Rules for 


Bulkhead to hull Special Service Craft 


connection to comply 
with the Rules for 
Special Service Craft 


Face edge of bulkhead 
bonded to hull with 
compliant resin 


Loe 


High density core in way of bulkhead Compliant resin 
or similar filler 


7 All bulkhead hull connections to comply with the Rules for 
Critical areas Special Service Craft 


3851/38B 


Bulkhead Bulkhead Bulkhead 


3851/38A 


Bulkhead Bulkhead Bulkhead 


NOTES 


Failure Mechanism Crushing of the sandwich core under the bulkhead, and delamination of the sandwich bulkhead 
due to excess loads arising from berthing, slinging, impact and racking. 


Building Tolerance All FRP material to comply with the Rules for Special Service Craft. 


Laminating Requirements To be in accordance with Part 8 of the Rules for Special Service Craft. 


GROUP GUIDANCE NOTES FOR DESIGN DETAILS FIGURE 
3 COMPOSITE CONSTRUCTION 10 
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Detail Design Improvement for Composite Chapter 5 
Construction Section 2 


Hull internal structure 


neo S 
Bulkhead to hull connection Egis er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Sandwich construction, low speed 
Bulkhead 


x 
= 
it © 
sey 
ay. 


Overlaps to comply 
with the Rules for Special 
Service Craft 


a: Bulkhead to hull 
Critical area connection to comply 


wf 4 with the Rules for 
Sy Special Service GaN 


Compliant resin 


|B or similar filler 


4 


High density core in way of bulkhead 


Critical areas 
‘ oe All bulkhead hull connections to comply with the Rules for Special Service Craft 
- 


3851/36A 3851/36B 
A 


Bulkhead Bulkhead Bulkhead Bulkhead Bulkhead Bulkhead 


NOTES 


Failure Mechanism Crushing of the sandwich core under the bulkhead due to excess loads arising from berthing, 
slinging, impact and racking. 


Building Tolerance All FRP material to comply with the Rules for Special Service Craft. 


Laminating Requirements — To be in accordance with Part 8 of the Rules for Special Service Craft. 


GROUP GUIDANCE NOTES FOR DESIGN DETAILS FIGURE 
3 COMPOSITE CONSTRUCTION 14 
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Detail Design Improvement for Composite Chapter 5 
Construction Section 2 


Hull bottom structure 


gov S 
Bulkhead to hull connection gis er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Single skin construction, low speed 


Bulkhead Bulkhead 


Critical area 


Paras Overlaps to comply 
Bulkhead to hull Ses with the Rules for Special 


connection to comply Service Craft 


with the Rules for 
Special Service 


Craft ae 
pawn Face edge of bulkhead 
var IES bonded to hull with 


compliant resin 


Compliant resin 
or similar filler 


All bulkhead hull connections to comply with the Rules for Special Service Craft 


3851/37A 
3851/37B 


Bulkhead Bulkhead Bulkhead 


Bulkhead Bulkhead Bulkhead 


NOTES 
Failure Mechanism Excess loads due to berthing, slinging, impact and racking. 
Building Tolerance All FRP material to comply with the Rules for Special Service Craft. 


Laminating Requirements — To be in accordance with Part 8 of the Rules for Special Service Craft. 


GROUP GUIDANCE NOTES FOR DESIGN DETAILS FIGURE 
4 COMPOSITE CONSTRUCTION 12 
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Detail Design Improvement for Composite Chapter 5 
Construction Section 2 


Hull bottom structure 


Bulkhead to hull connection Reads er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Single skin construction, low speed 


Bulkhead 


Overlaps to comply 
with the Rules for 
Special Service Craft 


Bulkhead to hull 
connection to comply 
with the Rules for 
Special Service Craft\ 


3 == $ 


Compliant resin or similar filler 


Critical area 


Critical areas All bulkhead to hull connections to comply with the Rules for 
“i i oe Special Service Craft 
7 


3851/35A, 3851/35B 


A 
Bulkhead Bulkhead Bulkhead Bulkhead Bulkhead Bulkhead 


NOTES 
Failure Mechanism Excess loads due to berthing, slinging, impact and racking. 
Building Tolerance All FRP material to comply with the Rules for Special Service Craft. 


Laminating Requirements — To be in accordance with Part 8 of the Rules for Special Service Craft. 


GROUP GUIDANCE NOTES FOR DESIGN DETAILS FIGURE 
4 COMPOSITE CONSTRUCTION 13 
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Detail Design Improvement for Composite 


Construction 


Chapter 5 


Section 2 


Hull centreline structure 


Keel/stem reinforcement and keel stiffening 


gov S 
Egister 
CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Sandwich construction Centre line stiffener/girder added in way of keel 


to accomodate docking, grounding and slinging loads 


¢ 


May be infilled 


Critical area 


Rene \ ar | 
VSS ES / 
oe / 


2 


Keel/stem overlaps added 
to comply with the Rules for 
Special Service Craft 


Compliant resin 


For transition 

see Fig 3.3.1 in Part 8 
of the Rules for Special 
Service Craft 


|< 


Keel 
3851/02A 


3851/02B 


Critical area, entire length of keel/stem Entire length of keel/stem reinforced 


to comply with the Rules for Special Service Craft 


NOTES 
Failure Mechanism Excess loads due to grounding, docking and slinging. 
Building Tolerance All FRP materials to comply with the Rules for Special Service Craft. 


Laminating Requirements — To be in accordance with the Part 8 of the Rules for Special Service Craft. 


GROUP GUIDANCE NOTES FOR DESIGN DETAILS FIGURE 
5 COMPOSITE CONSTRUCTION 14 
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Detail Design Improvement for Composite Chapter 5 
Construction Section 2 


Hull centreline structure 


Roy S 
Keel/stem reinforcement and keel stiffening Egis er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Single skin construction 


Where a skeg is not fitted a 
centre line stiffener/girder is 
to be added in way of keel 
to accommodate docking, 
grounding and slinging loads 


Critical areas 


' Bottom shell reinforcements 
overlapped in association with 
additional reinforcements to 
comply with Rule stem and keel 
requirements 


|= 


Compliant or 
similar resin 


3851/01A Keel 


Critical area, entire length of keel/stem Entire Length of keel/stem reinforced 
to comply with the Rules for Special Service Craft 


3851/01B 


NOTES 
Failure Mechanism Excess loads due to grounding, docking and slinging. 
Building Tolerance All FRP materials to comply with the Rules for Special Service Craft. 


Laminating Requirements — To be in accordance with Part 8 of the Rules for Special Service Craft. 


GROUP GUIDANCE NOTES FOR DESIGN DETAILS FIGURE 
5 COMPOSITE CONSTRUCTION 15 
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Detail Design Improvement for Composite Chapter 5 
Construction Section 2 


Hull structure 


gov S 
Deck to hull connection Egis er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Sandwich construction 


Overlaps to comply 
with the Rules for Special Service Craft 


Critical area Deck to be bedded 


++ on wet CSM, compliant 


resin or similar adhesive 


\ Bolting and sealing 


arrangements to 
comply with the Rules for Special 
Service Craft 


Critical area, for transition 
see Fig.3.3.1 in Part 8 of the 
Rules for Special Service Craft 


Giitical area Entire length of deck to hull connection 


to comply with the Rules for Special Service Craft 


Y y | ft 


3851/31A 3851/31B 


NOTES 


Failure Mechanism Excess loads due to berthing, slinging, impact from green seas and other loadings arising from 
heavy weather. 


Building Tolerance All FRP material to comply with the Rules for Special Service Craft. 


Laminating Requirements — To be in accordance with Part 8 of the Rules for Special Service Craft. 


GROUP GUIDANCE NOTES FOR DESIGN DETAILS FIGURE 
5 COMPOSITE CONSTRUCTION 16 
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Detail Design Improvement for Composite Chapter 5 
Construction Section 2 


Hull structure 


neo S 
Transom boundary EgiS er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Single skin construction 
eg 


Critical area 


Transom boundary 
overlaps to comply with 
the Rules for Special Service Craft 


Plan view 


Additional reinforcement in way of 
transom boundary to comply with the 
Rules for Special Service Craft 


Plan view 


3851/10A 


3851/10B 


Entire length of transom boundary reinforced 
to comply with the Rules for Special Service Craft 


NOTES 
Failure Mechanism Excess loads due to docking and impact due to berthing. 
Building Tolerance All FRP materials to comply with the Rules for Special Service Craft. 


Laminating Requirements — To be in accordance with Part 8 of the Rules for Special Service Craft. 


GROUP GUIDANCE NOTES FOR DESIGN DETAILS FIGURE 
5 COMPOSITE CONSTRUCTION 17 
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Detail Design Improvement for Composite Chapter 5 
Construction Section 2 


Hull structure 


Boy S 
Deck to hull connection EgiS er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Single skin construction Bolts, nuts and washers 
to be suitably sealed 


Deck to hull connection 
overlaps and overbonding 
to comply with the Rules 


Critical area 


Deck to hull connection to 
comply with the Rules 


3851/11A 3851/11B 


NOTES 


Failure Mechanism Excess loads due to berthing, slinging, impact from green seas and other loadings arising from 
heavy weather. 


Building Tolerance All FRP material to comply with the Rules for Special Service Craft. 


Laminating Requirements To be in accordance with Part 8 of the Rules for Special Service Craft. 


GROUP GUIDANCE NOTES FOR DESIGN DETAILS FIGURE 
5 COMPOSITE CONSTRUCTION 18 


LLoyp’s REGISTER 1 


GUIDANCE NOTES FOR THE CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2012 


Detail Design Improvement for Composite Chapter 5 
Construction Section 2 


Hull bottom structure 


neo S 
Limber holes Egis er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Single skin construction 
Secondary stiffener Limber hole 
overlaps to 
comply with the 
Rules for Special Service Craft 


—~, oe (A 
\ | oO se \ 
| ( Span/4 


Bottom shell Span 


Depth of limber 
hole < 1/3 depth 
of stiffener 


Option 1 


Critical area PVC preforms to be 


overlaminated to shell 
before installation of 
stiffener 


FRP preform bonded to shell and 
stiffener with compliant resin adhesive 


Depth of limber 
hole < 1/3 depth 
of stiffener 


G& 


Span/4 
Span 


Critical area ~~ 


Option 2 


All limber holes to comply with the Rules for Special Service Craft 


3851/29A 3851/29B 


NOTES 


Failure Mechanism Excess loads due to hydrodynamic impact, grounding, docking and slinging leading to stiffener 
web failure. 


Building Tolerance All FRP materials to be in accordance with the Rules for Special Service Craft. 


Laminating Requirements To be in accordance with Part 8 of the Rules for Special Service Craft. 
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Detail Design Improvement for Composite Chapter 5 
Construction Section 2 


Hull bottom structure 


peoy S 
Machinery seating, tapping plates gis er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Critical area 


Minimum 2 x 600 g/m2 
CSM or equivalent under 


Increased face reinforcement tapping plate 


may be formed by overlapping 
web reinforcement 
Compliant resin 
or similar filler 


CLLLLLLLLLLLL LLL LA 


Cae Le ee ae 


Non structural foam core Structural foam core 


3851/28B 
3851/28A 


Tapping plate is to be suitably abraded, all sharp edges 
removed and all corners radiused prior to encapsulating 


NOTES 
Failure Mechanism Engine loadings arising from thrust, torque and mass. 
Building Tolerance All FRP materials to comply with the Rules for Special Service Craft. 


Laminating Requirements — To be in accordance with Part 8 of the Rules for Special Service Craft. 
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Detail Design Improvement for Composite Chapter 5 
Construction Section 2 


Hull internal structure 


neo S 
Deep girders and floors Egis er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Sandwich construction/single skin construction aed structural 
oam cor 


Non structural foam core 


ro Structural foam core 
a7 (min. 60 kg/ms) 


3851/33A 


tw is to satisfy the Rule requirement for dw, see 
Pt 8, Ch 2,5.9 of the Rules for Special Service Craft 


Ow = unsupported web depth 
tw = web thickness 
Increased web 
~— thickness, ty to meet 
Rule requirements, see 
Pt 8, Ch 2,5.9 of the 
Rules for Special Service Craft 


3851/33B 


NOTES 
Failure Mechanism Web buckling under design load, docking and berthing loads. 
Building Tolerance All FRP material to comply with the Rules for Special Service Craft. 


Laminating Requirements — To be in accordance with Part 8 of the Rules for Special Service Craft. 
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Detail Design Improvement for Composite Chapter 5 
Construction Section 2 


Hull internal structure 


gov S 
‘Top-hat’ stiffeners penetrating tank boundaries Egis er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


‘Tena 4 — Tank boundary inside 


stiffener 


Option 1 Tank boundary inside 


Cofferdam of 3 x 450 g/m? CSM or equivalent minimum 
formed in stiffener prior to overlaminating 


Critical area 


SY 


Option 2 x! Tank boundary inside 


- 


r 
I 
I 


= 
| 
| 


| | 8-10 mm max. 
Lx ——+| |. — Cofferdam formed by infilling 
void in foam with epoxy resin 
Filler Vent after laminating stiffener 
‘ x 


Gy \— Epony resin 


Critical area View 'X — X' 
Manholes/tank top 
connection to comply 
y with the Rules for Special Service Craft 


\Y 
po 


3851/30A 3851/30B 


NOTES 
Failure Mechanism Ingress and permeation of fluid along stiffener. 
Building Tolerance All FRP material to comply with the Rules for Special Service Craft. Fit-up is to be very good. 


Laminating Requirements — To be in accordance with Part 8 of the Rules for Special Service Craft. 
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Detail Design Improvement for Composite Chapter 5 
Construction Section 2 


Hull internal structure 


neo S 
Lower deck/tank top to bottom shell connection Egis er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Single skin construction 


Cabin sole/tank top to be bedded 
on wet CSM, compliant resin 
or similar structural adhesive 


= 


\ 


\ 
Pa XX Overlaps to comply 
with the Rules for 


Special Service Craft “ 


Critical area 


‘“G 


‘“ 


Overlaps to comply 
with the Rules for Special 


Service Craft a 


Entire length of cabin sole/tank top 
to shell connection to comply 
with the Rules for Special Service Craft 


Critical area 


3851/27A 3851/27B 


NOTES 


Failure Mechanism Excess loads due to impact also hydrostatic pressure where the internal structure forms the 
boundary of an integral tank. 


Building Tolerance All FRP materials to comply with the Rules for Special Service Craft. 


Laminating Requirements — To be in accordance with Part 8 of the Rules for Special Service Craft. 
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Detail Design Improvement for Composite Chapter 5 
Construction Section 2 


Hull internal structure 


Integral tanks access manholes Reads er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Manhole cover bolted to tank top with bolts 
spaced at not greater than 8 diameter centres 


Manhole cover Nuts t 
2 uts to be 


suitably locked 
/ \ 
\ Suitable gasket 
x 


———— — |___ Tank top 
\ 4 


l / 
; a 
Ne : Tapping plate laminated 


Se tr to tank top Option 1 


Critical area 


Nuts to be 
suitably locked 


x 


Manhole cover 


\ 


Cut edges of laminate i 
to be suitably sealed Vols ~~ Bolt ring to be 


suitably bedded and 
bonded to underside 


Option D) of tank top 


Bolts fully welded to ring 


7 Manholes/tank top 
Critical area connection to comply 
with the Rules for Special Service Craft 


\ 
a 


3851/32A 3851/32B 


NOTES 
Failure Mechanism Leakage under hydrostatic pressure. 
Building Tolerance All FRP material to comply with the Rules for Special Service Craft. 


Laminating Requirements — To be in accordance with Part 8 of the Rules for Special Service Craft. 
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Detail Design Improvement for Composite Chapter 5 
Construction Section 2 


Skeg (open type) 


neo S 
Skeg stiffening and reinforcement Egis er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Deep floors added 
to comply with the Rules for 
Special Service Craft 


‘a Keel overlaps 
Nah Critical area added to comply 
) ; with the Rules for 
JS Special Service Craft 


Note : Where the hull is moulded in two halves, the bottom shell 
laminate is to be reinstated across g prior to additional 


reinforcements to comply with the Rule keel requirements. 


Deep floors added to comply with the 
Rules for Special Service Craft 


Aft end of skeg to be supported 
by additional floor and continuity 
of longitudinal girders maintained. 


3851/08A 9851/0838 


Critical areas 


NOTES 
Failure Mechanism Excess loads due to grounding, docking, slinging and hydrostatic pressure. 
Building Tolerance All FRP materials to comply with the Rules for Special Service Craft. 


Laminating Requirements To be in accordance with Part 8 of the Rules for Special Service Craft. 
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Detail Design Improvement for Composite Chapter 5 
Construction Section 2 


Skeg (closed type) 


gov S 
Skeg diaphragm plates and sealing laminate Egis er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Skeg foam sealing as SSC Rules 


but not to be less than 3 x 600 g/m2 : ’ 
CSM or equivalent Overlaps and primary bonding 


Critical area E to comply with the Rules for 
Special Service Craft 


A 


=e’ ae 
Compliant resin 


Flange to be suitably 
prepared prior to IXES 
bonding A 


. 


Skeg diaphragm plate 
bonded to skeg 


Note. Additional to deep 
floors (as required) 


Section A-A 


Critical area 


3851/04B 
3851/04A 
* Skeg diaphragm plates added as required 
Critical area to ensure that skeg panel sizes comply 
with the Rules for Special Service Craft 


NOTES 


Failure Mechanism Excess loads due to grounding, docking, slinging and hydrostatic pressure both externally and 
internally in the case of integral tanks. 


Building Tolerance To align with bottom framing. All FRP materials to comply with the Rules for Special Service 
Craft. 


Laminating Requirements — To be in accordance with Part 8 of the Rules for Special Service Craft. 
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Detail Design Improvement for Composite Chapter 5 
Construction Section 2 


Deck structure 


Well deck, lower/sole deck to hull connection Reads er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Deck to be bedded on 
wet CSM compliant 

Critical area resin or similar structural 
adhesive 


Deck to hull connection 
overlaps and overbonding 
to comply with the Special 
Service Craft 


Critical area 
Well deck to hull connection 


to comply with the Rules for Special Service Craft 


3851/16B 


3851/16A 


NOTES 
Failure Mechanism Excess loads due to berthing and slinging. 
Building Tolerance All FRP material to comply with the Rules for Special Service Craft. 


Laminating Requirements — To be in accordance with Part 8 of the Rules for Special Service Craft. 
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Detail Design Improvement for Composite Chapter 5 


Construction 


Section 2 


Deck structure 


Well deck, lower/sole deck to hull connection Reads er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Critical area 


Plywood or FRP 
single skin shelf 


Critical area 


|) 


3851/39A 


NOTES 


Deck to be bedded on 
wet CSM compliant 
resin or similar structural 
adhesive 


j ~~ 


Deck to hull connection 
overlaps and overbonding 
to comply with the Rules for 
Special Serive Craft 


Well deck to hull connection 
to comply with the Rules for Special Service Craft 


3851/39B 


Failure Mechanism Excess loads due to berthing and slinging. 


Building Tolerance All FRP material to comply with the Rules for Special Service Craft. 


Laminating Requirements To be in accordance with Part 8 of the Rules for Special Service Craft. 
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Detail Design Improvement for Composite Chapter 5 
Construction Section 2 


Deck 


Beoy S 
Bulkhead to deck connection egiS er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 
Single skin construction _ _— Compliant resin or similar filler 
ae 
{ yin 
i 
| 
| 


\ Bulkhead to deck 
connection to comply 
with the Rules 


Overlaps to comply 
with the Rules for 
| Special Service Craft 


Critical area 


Bu head 


Sandwich construction ; . eee 
Compliant resin or similar filler 


Bulkhead to deck 
connection to comply 
with the Rules for 
Special Service Craft 


Overlaps to comply 
with the Rules for 
Special Service Craft 


Critical area 


Bu 


Bulkhead to deck connection 
to comply with the Rules for 
Special Service Craft 


Critical area 


3851/18B 


3851/18A 


NOTES 
Failure Mechanism Excess loads due to berthing, slinging and impact. 


Building Tolerance All FRP material to comply with the Rules for Special Service Craft. Alignment and fit to be good, 
all gaps to be filled. 


Laminating Requirements — To be in accordance with Part 8 of the Rules for Special Service Craft. 
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Detail Design Improvement for Composite Chapter 5 
Construction Section 2 


Deck 


Deckhouse to deck connection Reads er 


CRITICAL AREAS DETAIL DESIGN IMPROVEMENT 


Single skin deck construction 


Critical area Deckhouse to deck connection 


Pea to comply with the Rules for 
a y. oe Special Service Craft 


Compliant resin sealed | 


. + Compliant 
| resin 


Bolts, nuts, washers and cut edges sealed 


of laminate to be suitably sealed 


Sandwich deck construction Deckhouse to deck connection 


to comply with the Rules 
Critical area for Special Service Craft 


Compliant resin sealed Compliant 


ss — resin sealed 
Ly et SN ~ e 
<8 SOE Ae AG AEE Ey 
Plywood 


Bolts, nuts, washers and cut edges ground 
of laminate to be suitably sealed 


Critical area Deckhouse to deck connection 
\ to comply with the Rules for Special Service Craft 


3851/17A 3851/17B 


NOTES 


Failure Mechanism Excess loads due to berthing, slinging, impact from green seas and other loads arising from 
heavy weather. 


Building Tolerance All FRP material to comply with the Rules for Special Service Craft. 


Laminating Requirements To be in accordance with Part 8 of the Rules for Special Service Craft. 
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